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UNITED  STATES  FOR  100  YEARS. 

(1779    to    1879.) 


Embracing  therein  the  Officers  of  the  Revohition  and  of  the  War  of  1S12, 
tojjether  witli  the  Vohinteer  General  Staff  during  tlie  "War  with  Jlexico, 
and  a  Register  of  all  Ai)poiutiuents  by  the  Pi-esident  of  the  United  States 
n  the  Volunteer  SerTice  during  the  Eebellion.     Containing  the 

OFFICIAL  MILITARY   RECORD 

OF  ALL  WHO  HAVE  BEEN  OFFICERS  of  the  ARMY  for  ihe  PAST  100  YEARS. 

ALSO, 

A  MILITARY  HISTOEY  OF  THE  DEPARTMENT  OP  WAR. 
The  late  President  Garfield  wrote:     "It  is  a  valuable  work." 
Ex-President  Hayes  says:     "It  is  an  inijiortant  work.'' 

General  W.  T.  Sherman,  General-in-Chief  of  Ihe  Army,  says:  "An 
immense  amount  of  most  valuable  matter,  important  not  only  to  the 
military  world,  but  to  all  citizens." 

From  the  Hon.  Alex.  Ramsay,  Secretary  of  War.  "1  cannot  express 
in  terms  too  strong  my  ai)preciation  of  the  value  of  this  work  as  a  Book 
of  Reference  relating  to  the  Army." 

(ieneral  W.  S.  Hancock,  says:  "An  imiwrtant  contribution  for  the 
benetit  of  the  Army,  as  well  as  the  general  public." 

"The  most  valuable  Military  Book  of  Reference  ever  published  in  this 
country." — Army  and  Nary  Fcyistcr. 
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O  F     THE 
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WHO   HAVE   ENTERED  THE   SERVICE   SINCE  THE  ESTABLISHMENX   OF 

THE  NAVY  DEPARTMENT  IN  1798;  SHOWING  THE  DATES  OF  THEIR 

ORIGINAL  ENTRY,  OF  THEIR  PROGRESSIVE  RANK.  AND  IN  WHAT 

MANNER   THEY    LEFT   THE    SERVICE,  IF   NOT   NOW   IN  IT. 

TOGETHEU    WITH    A 

SKETCH  OF  THE  :N^AVY  PROM  ITTf)  TO  17^)8: 

AND    A   LIS'l'   OF  ALL   MIDSHIPMEN   AND   CADET   ENGINEERS   AT   rPJl<. 
NAVAL   ACADEMY   SINCE    ITS    ESTABLISHMENT,   &c.,  &c. 
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OFFICIAL  COMMENDATIONS. 


XETTER    FROM    TH£    IIOIVORABIiG   SECRETARY  OF 
THE   NAVY. 

NAVY  DEFAKTMENT, 

Washington,  Februarij  2C>fh.  "1881. 
My  Dear  Sir; 

Understanding  that  you  have  in  process  of  publication  a  work 
entitled  the  "  General  Navy  Eegister  for  One  Hundred  Years,"  com- 
j)iled  from  the  Original  Manuscript  Kecords  of  this  Department,  I  take 
pleasure  in  bearing  testimony  to  the  value  of  the  work  as  a  convenient 
book  of  reference  relating  to  the  Navy. 

Very  truly,  yours, 

N.  GOFF,  Jr.. 

Secretary  of  the  Navy. 
T.  H.  S.  Hamersly,  Esq. 


FROM  THE  ADMIRAI.  OF  THE  JVAVY  AND  THE  OFFICERS 
OF  THE  NAVY  DEPARTMENT. 

We  take  pleasure  in  recommending  to  the  Navy  and  the  Public, 
the  "General  Navy  Kegister  of  the  United  States  for  One  Hundred 
Yisars,"  now  completed,  and  in  process  of  publication. 

It  has  been  compiled  from  the  Original  Manuscript  Records  <if  the 
Navy  Department,   by   permission  of  the  Honorable  Secretary  of  the 


iv  (OFFICIAL  COMMENDATIONS. 

Navy,  and  the  alphabetical  arrangemeut  of  the  names  of  Officers,  with 
their  services,  makes  it  u  convenient  and  valuable  work  of  reference. 
The  necessity  of  such  a  work  has  long  been  felt. 

DAVID   D.  PORTER, 

Admiral. 

WILLIAM  N.  JEFFER&, 

Chief  Bureau  oj  Ordnance. 

WILLIAM   H    SLOCK, 

Enginear-in-Chief,  U.  S.  N. 

EARL   ENGLISH, 
Chief  Bureau  E<}mpmen   and  liecruitiny . 

WILLIAM   D.  WHITING, 

Chief  nf  the  Bureau  of  Navigation. 

R.   L.   LAW, 
Chief  OJ  the  Bureau  of  Yards  and  Docks. 

PHILIP   S.  WALES, 
e  Surgeon  General. ' 

GEORGE   F.  COULTER, 

Paymaster  General,  IJ.  S.  N. 

J.   W.  EASBY, 
Chief  of  the  Bureau  of  Construction  and  Ilepair. 

WILLIAM   B.  REMEY, 

Judge  Advocate  General     U.  S.   N. 

C.  H.  WELLS, 

Chief  Signal  Officer,  U.  S.  N. 

JOHN    W.  HOGG, 

Chief  Clerk,  Navy  Department. 

WILLIAM   P.    MORAN, 

Navy  Department. 

W.  S.  McNARY, 

Navy  Department. 


HARTLEY  &  GRAHAM, 

IMPORXKR-S     AIVD     UEALERS     IP*    FINE 

Breecli-LoadiDg  Shot  Guns, 

FROM     ALL    THE    NOTED     SIAKERS. 

RIFLES, 

PISTOLS  and 

SHOOTING  MATERIAL, 

IN    EVERY    VARIETY. 


jft-O-EISTTS    FOR,    THE 

UNION  METALLIC  CARTRIDGE  CO. 

RIM  AND  CENTRAL  FIRE  AMMUNITION^ 
BRASS   AND  PAPER  SHOT  SHELLS, 
GUN  ^V ADDING, 

FERCISSION  CAPS, 

PRIMERS,   Etc.,  Etc. 


»«f  ^^ 


This  Company  insures  the  lives  of  Officers  of  thk 
Akmt  axd  Navy  without  extra  premium  except  when 
actually  engaged  in  warfare,  which  premium  if  not  paid 
at  the  assumption  of  the  extra  risk,  will  not  invalidate  the 
poUcf/,  but  Avill  l>e  a  lien  upon  it. 

The  Directors'  Annual  Report,  containing  a  detailed 
statement,  together  with  the  results  of  the  investigation  of 
tlie  Insurance  Commissioner  of  Massachusetts,  can  be  ob- 
tained at  the 

OFFICE  OF  THE  COMPANY, 


BENJ.  F.  SXEVE:NS, 

JPresident. 
JOS.  M.  OIBBEKS, 

Secretary. 


PREFACE. 


The  General  Register  of  the  United  States  Navy  and  Marine 
Corps,  for  One  Hundred  Years,  (IVS^-  1882,)  contains  in  Alphabetical 
Order,  the  names  of  all  Officers  of  the  Navy,  Commissioned,  Warranted, 
and  Appointed,  including  Volunteer  Officers  who  have  entered  the 
service  since  the  establishment  of  the  Navy  Department  in  1798,  show- 
ing the  dates  of  their  original  entry,  of  their  progressive  rank,  and  in 
what  manner  they  left  the  service  if  not  now  in  it,  thus  showing  the 
entire  official  record  of  every  one  who  has  been  or  is  an  Officer  of  the 
Navy  of  the  United  States,  whether  of  the  Regular  or  Volunteer  service; 
compiled  from  the  original  manuscript  Records  of  the  Navy  Department 
by  permission  of  the  Honorable  Secretary  of  the  Navy,  and  to  which  is 
added  a  sketch  of  the  Navy  from  177;')  to  1798,  with  Lists  of  Officers  in 
service  between  those  dates. 

The  General  Navy  Register  owes  its  origin  to  the  labors  of  Messrs. 
James  C.  Dulin  and  Jesse  E.  Dow,  of  the  Navy  Department-,  who  have 
carefully  transcribed  the  records  herein  contained,  and  who  have  been 
assisted  in  their  work,  so  far  as  the  Engineer  and  Medical  Corps  of  the 
Navy  are  concerned,  by  Passed  Assistant  Engineer  Harrie  Webster, 
United  States  Navy,  Assistant  to  the  Engineer-in-Chief  of  the  Navy, 
and  Mr.  Daniel  Carrigan,  Chief  Clerk  of  the  Bureau  of  Medicine  and 
Surgery.  The  work  of  editing  and  arranging  the  work  for  publication 
has  been  my  own. 

Captain  R.  S.  Cullum,  United  States  Marine  Corps,  has  furnished 
the  Register  of  said  Cori)s  to  date,  and  by  jiermission  of  Rear-Admiral 
Preble,  United  States  Navy,  the  List  of  Vessels  of  the  United  States 
Navy,  from  1798  to  1874,  which  is  brought  down  to  January  1st,  1881, 
by  Mr.  H.  A.  Goldsborough,  Chief  Clerk  of  the  Bureau  of  Construction 
and   Repair,  is   also   appended.     In   addition,  tlie  work  also  contains  a 
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List  of  all  Midshipman  of  the  >aval  Academy  since  its  establishment, 
unau-ed  alphabetically  by  classes,  with  date  of  appointment  of  each 
Midshipman,  and  a  similar  List  ..f  all  Uadet  Engineers,  together  with 
Dther  important  information  relating  to  the  Kavy. 

That  the  work  meets  the  hearty  approbation  of  the  Navy  Depart, 
ment  is  shown  hy  the  letters  of  commendation  of  the  Honorable  Secre- 
tary of  the  Navy,  and  of  th..'  Officers  of  the  Navy  Department,  printed 

within. 

The  book  forms  a  companion  work  to  the  ''General  Army  Register 
of  the  United  States  for  One  Hundred  Years,"  compiled  hy  myself,  an 
advertisement  of  which  will  be  found  in  this  volume. 

From  the  period  of  the  Itevolntionary  War,  to  the  time  of  Farra- 
cnit  and  Porter,  the  Navv  of  the  United  States  has  done  its  whole 
duty,  bravely  and  well.  The  record  of  the  United  States  Navy  and 
Marine  Corps,  and  of  the  Volunteer  Navy  during  the  War  -A  the  Rebel- 
lion is  a  record  that  the  United  States  may  and  does  cherish,  with 
honest  love  and  pride,  and  is  shown  by  this  hook,  for  the  History  of  the 
Navy  is  the  official  record  of  its  officers,  and  tliey  are  here,  both  Eegnlar 
and  "Volunteer,  complete. 

It  is  a  matter  of  gratiHcation  to  rae,  and  to  those  wh.>  have  been 
associated  with  me,  in  the  compiling  of  this  work,  that  this  Kegister  is  pub- 
lished at  this  time,  when  the  condition  and  future  of  the  Navy  of  the 
United  States  is  receiving  that  large  share  of  public  attention,  that  not 
only  the  future  welfare  of  our  Navy,  hut  also  of  our  country,  demands. 
That  this  is  so,  is  notably  instanced  in  the  annual  mes.sage  of  the  Presi- 
dent of  the  United  States  to  Congress,  of  December,  1881,  in  which  he 
urgentlv  seconds  the  recommendations  of  the  present  Honorable  Secre- 
.tar^y  of 'the  Navy,  for  the  increase  of  the  number  of  vessels  a-,u'  enlisted 

men. 

That  these  recommendations  will  receive  the  earnest  attention  and 
result  in  the  favorable  action  of  Congress  there  is  no  reason  to  doubt, 
and  the  time  which  the  Navy  has  so  long  hoped  and  looked  for  seems  to 
be  at  hand,  when  th..  Navy  of  the  United  States  shall  he  so  increased  as 
to  number  of  vessels  and  men,  as  to  give  us  that  rank  which  our  inte- 
rests as  a  nation  demand,  among  the  great  naval  powers  of  the  world. 


PREFACE.  Tii 

The  personnel  of  the  Navy  alread}-  compares  most  favorably  with 
that  of  any  Navy  in  the  world.  All  tliat  is  necessary,  is  to  make  that 
personnel  available  by  giving  to  the  Navy  that  increase  of  men  and 
ships  recommended  Dy  -President  Arthur  and  Honorable  Secretary  of  the 
Navy  Hunt,  in  the  message  above  referred  to. 

The  preparation  of  this  book  bas  been  a  labor  of  years,  and  it  has 
Ijeen  very  carefully  compiled. 

Thanks  are  due  and  are  tendered  to  the  Honorable  Secretary  of  the 
Navy  and  to  the  Chiefs  of  all  the  Bureaus  of  the  Navy  Department,  and 
to  their  predecessors  in  office,  during  the  preparation  of  this  book,  for 
ttieir  most  valuable  aid  and  their  encouragement  of  the  undertaking. 

Especial  thanks  are  also  due  John  W.  Hogg,  Esq.,  Chief  Clerk  of 
the  Navy  Department,  and  to  William  P.  Moran,  Esq.,  and  W.  S. 
McNary,  Esq.,  of  the  Navy  Department,  for  many  courtesies  and  much 
assistance,  and  for  early  encouragement  and  advice  to  Rear-Admiral  C. 
R.  P.  Rodgers,  United  States  Navy,  and  to  the  Officers  of  the  Navy  and 
Marine  Corps  in  general,  for  the  interest  they  bave  taken  in  the  book. 

It  is  now  submitted,  with  the  hope  that  it  may  prove  useful  to  the 
Navy  and  the  country,  to  whom  the  records  herein  given,  witli  those  of 
their  brothers  of  the  Army,  (already  published)  belong. 

THOMAS  H.  S.  HAMERSLY. 

Februaky  15,  1882. 
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SECRETARIES  OF  THE  NAYY. 


Name. 


♦GEORGE   CABOT... 
BENJ.  STODDERT.. 


ROBERT  SMITH. 


PAUL  HAMILTON 

WILLIAM  JONES 

R.  W.  CROWNINSHIELD.. 

SMITH  THOMPSON 

SAMUEL  L.  SOUTHARD.. 

JOHN  BRANCH 

LEVI  WOODBURY 

MAHLON  DICKERSON.... 

JAMES  K.  PAULDING 

GEORGE  E.  BADGER... 


ABEL  P.  UPSHUR 

tDAVID  HENSHAW 

ITHOMAS  W.  GILMER.. 

LEWIS  WARRINGTON. 

JOHN  Y.  MASON 


GEORGE  BANCROFT. 
JOHN  Y.  MASON 


JAMES  C.  DOBBIN. 
ISAAC  TOUCEY 


GIDEON  WELLES. 


WILLIAM  B.  PRESTON.... 


WILLIAM  A.  GRAHAM. 
JOHN  P.  KENNEDY.... 


ADOLPH  E.  BORIE 

GEORGE  M.  ROBESON 

RICHARD  W.  THOMPSON. 
ALEXANDER  RAMSEY.... 
NATHAN  GOFF,  Jr 

WILLIAM    H.   HUNT 


Mass. 
Md. 


S.  C. 
Penn. 
Mass. 

N.  Y. 

N.  J. 

N.  C. 
N.  H. 
N.  J. 

N.  Y. 
N.  C. 

Va. 

Mass. 

Va. 

U.  S.  N. 

Va. 

Mass. 
Va. 

Va. 

N.  C. 
Md. 

N.  C. 
Conn. 


Penn. 
N.  J. 

Ind. 
Minn. 
W.  Va. 

La. 


Date  of 
Appointment. 


3  May,  1798. 
21  May,  1798. 

26  January,  1802. 

7  January,  1809. 
13  January,  1813. 
]9  December,  1814. 

80  November,  1818. 
9  Deoember,  1823. 

7  March,  1829. 
28  May,  1831. 
30  June,  1834. 

1  July,  1838. 
5  March,  1841. 

13  September,  1841. 
24  July,  1843. 

15  February,  1844. 
ad  interim. 

14  March,  1844. 

11  March,  1845. 

10  September,  1846. 

8  March,  1849. 

1  Aus;ust,  1850. 
36  July,  1852. 

8  March,  1853. 
7  March,  1857. 


7  March,  1861. 

9  March,  1869. 
2G  June,  1869. 

18  March,  1877. 

Acting  Secretary, 
30  December,  1880. 

7  January,  1881. 

7  March,  1881. 


By  whom  Appointed. 


!•  John  Adams. 
Thomas  Jefferson. 

>  James  Madison, 
t  James  Monroe. 


•  Andrew  Jackson. 


Martin  Van  Buren. 
W.  H.  Harrison. 


1 
I 
\  John  Tyler. 


t  James  K.  Polk. 

Zachary  Taylor. 

Millard  Fillmore. 

Franklin  Pierce. 
James  Buchanan. 

Abraham  Lincoln. 
Andrew  Johnson. 

■  Ulysses  S.  Grant. 


J-  Rutherford  B.  Hayes 

J 

Jas.  A.  Garfield. 


*  Declined. 
1 


t  Not  confirmed  by  Senate.         J  Killed  on  board  PnKce(on,  28  February,  1844. 


ASSISTANT    SECKETAEIES    OF    THE    NAVY. 


N.^ME. 

State. 

Date  of 
Appointment. 

By  ■whom  Appointed. 

GusTAvus  V.  Fox 

William  Faxon 

Mass. 
Conn. 

1  August,  1861. 
1  June,  18GG. 

Abraham  Lincoln. 
Andrew  Johnson. 

SOLICITORS    AND    JUDGE    ADVOCATES. 


Kame. 

State. 

Date  of 
Appointment. 

By  whom  Appointed. 

William  E.  Chandler 

N.  H. 
Mass. 

9  March,  1865. 
10  June,  1865. 

Abraham  Lincoln. 

BOARD    OF    l^AYY    COMMISSIONEES. 

Created  hy  the  Act  of  February  7,  1815,  ancL  dbolislied  ly  the  Act  of  August  31,  1843. 


Bank  and  Name. 


Dates  op  Service. 


Commodore  John  Rodgers 

Commodore  Isaac  Hull 

Commodore  David  Porter 

Commodore  Stephen  Decatur..  . . 

Commodore  Isaac  Chauncey 

Commodore  Charles  Morris 

Commodore  William  BArNBRroGE 
Commodore  Jacob  Jones 

CommodoBe  Lewis  Warrington.  . . 

Commodore  Thomas  Tingey 

Commodore  D.  T.  Patterson , 

Commodore  Charles  Stewart...  . 
Commodore  A.  S.  Wadsworth.  . . . , 

Commodore  J.  V>.  Nicolson 

Commodore  William  M.  Crane  . 
Commodore  David  Conner 


April,  1815,  to  15  December,  1824. 
October,  1827,  to  1  May,  1837. 
April,  1815,  to  30  November,  1815. 
April,  1815,  to  31  December,  1823. 
November,  1815,  to  22  March,  1820. 
Dec,  1822,  to  15  Dec,  1824. 
July,  1833,  to  37  January,  1840. 
March,  1823,  to  1  September,  1825. 
May,  1826,  to  1  June,  1827. 
July,  1832,  to  1  June,  1841. 
December,  1824,  to  20  June,  1827. 
December,  1824,  to  7  August,  1826. 
January,  1827,  to  20  June,  1830. 
November,  1840,  to  31  August,  1843 
October,  1827,  to  27  October,  1837. 
October,  1828,  to  1  July,  1832. 
November,  1830,  to  5  June,  1833. 
May,  1837,  to  9  September,  1840. 
June,  1840,  to  1  March,  1841. 
May,  1841,  to  31  August,  1842. 
July,  1841,  to  31  August,  1842. 


SECRETARIES    OF    NAVY    BOARD. 

.Iamks  K.  Pauldlng 7  February,  1815,  to  9  November,  1S33. 

Charles  W.  Qoldsborotjqh i     10  November,  1833,  to  31  August,  1843. 


CHANGE    OF    ORGAI^IZATIOR 

The  Act  of  Congress,  approved  31  August,  1842,  abolished  the  Board  of  Navy 
Commissioners  and  established  in  lieu  thereof,  the  following  Bureaus,  viz: 

Ist. — Bureau  Navy  Yards  and  Docks. 

2d. — Bureau  Construction,  Equipment  and  Repair.  ' 

Zd. — Bureau  Provisions  and  Clothing, 
ith. — Bureau  Ordnance  and  Hydrography. 
5th. — Bureau  Medicine  and  Surgery. 

A  subsequent  Act  of  Congress,  approved  5  July,  1863,  established  the  present 
organization,  viz  : 

Is*. — A  Bureau  of  Yards  and  Docks. 

2d. — A  Bureau  of  Equipment  and  Recruiting. 

Zd. — A  Bureau  of  Navigation, 
ith. — A  Bureau  of  Ordnance. 
5th. — A  Bureau  of  Construction  and  Rejiair. 
5th. — ^-1  Bureau  of  Steam  Engineering. 
1th. — A  Bureau  of  Provisions  and  Clothing. 
8th. — A  Bureau  of  Mediciiie  and  Surgery. 


CHIEFS   OF  BUREAUS. 


Dates  of  Service. 


Yards  and  Docks. 


Ordnance  and 

Hydrography.! 

(In   the  year   18G2 
"  Hydrography  "  was 
transferred     to     the. 
Bureau     of    Naviga 
tion.) 


Navigation. 

(Office  of  Detail 
attached  28  April, 
1865.) 


Equipment  and 

Recruiting, 


Commodore  Lewis  "Warrington. 
Rear-Admiral  Joseph  Smith. 
Rear-Admiral  Daniel  Ammen. 
Rear-Admiral  C.  R.  P.  Rodgers. 
Rear-Admiral  John  C.  Howell. 
Captain  Richard  L.  Law. 


Commodore  William  M.  Crane. 
Cimimodore  Lewis  Warrington. 
Commodore  Charles  Morris. 
Captain  Duncan  N.  Ingraham. 
Captain  G.  A.  Magruder. 
Captain  A.  A.  Harwood. 
Rear-Admiral  John  A.  Dahlgren. 
Commander  Henry  A.  Wise. 
Rear-Admiral  John  A.  Dahlgren. 
Rear-Admiral  A.  Ludlow  Case. 
Commodore  William  N.  Jeffers. 


Rear-Admiral  C.  H.  D.vvis. 
Captain  Percival  Drayton. 
Admiral  David  D.  Porter. 
Rear-Admiral  T.  A.  Jenkins. 
Rear-Admiral  James  Alden. 
Rear-Admiral  Daniel  Ammen. 
Captain  Wm.  D.  Whiting. 


Rear-Admiral  Andrew  H.  Foote. 
Commander  Albert  N.  Smith. 
Rear-Admiral  Melancton  Smith. 
Rear-Admiral  William  Reynolds. 
Commodore  Robert  W.  Shufeldt. 
Commodore  Earl  English. 


1  Sept.,  '42,  to  24  May,  '46 
2.5  May,  '46,  to  30  April,  '69 

1  May,  '69,  to  30  Sept.,  "71. 

1  Oct.,  '71,  to  21  Sept.,  '74. 
22  Sept.,  '74,  to  30  June,  '78. 

1  July,  '78. 


1  Sept., 
35  May, 
13  Oct., 
:10  Mar., 
24  Sept., 

24  April 
22  July, 

25  June, 
22  July, 
10  Aucr., 
10  April, 


'42,  to  18  Mar., 
'46,  to  12  Oct., 
'51,  to  21  .Lan., 
'50,  to  23  Sept., 
'60,  to  23  April, 
,'61,  to  22  July, 
'62,  to  24  June, 
'63,  to  1  June, 
'68,  to  23  July, 
'69,  to  9  April, 

'73. 


17  July,  '62,  to  27  April,  '65. 
28  April,  '65,  to  4  Aug..  '65. 
Ad  interim. 

24  Aug.,  '65,  to  11  April,  69. 
12  April, '69,  to  30  Sept., '71. 
1  Oct.,  '71,  to  4  June,  '78. 
11  June,  78. 


17  July,  '62,  to  3  June,  '63. 
4  June,  '63,  to  8  Sept.,  '66. 

17  Sept.,  '60,  to  17  July, '70. 

18  July,  '70,  to  31  Jan..  '75. 
1  Feb.,  '7.5,  to  19  Nov., '78. 

20  Nov.,  '78. 


CHIEFS   OF   BUREAUS.— Co«//«?(«<7. 


Dates  of  Service. 


Construction,  Equip 
ment,  and  Repair, 

(Afterwards  changed 
to  Construction  and 
Repair.) 

(For  Equipment,  see 
Bureau  Equipment 
and   Recruiting.) 


Provision  and 

Clothing- 


Medicine  and 

Surgery. 


Steam  Engineering, 


Commodore  D.wid  Conner. 
Captain  Beverly  Kennon. 
Commodore  Charles  Morris. 
Commodore  Charles  W.  Skinner 
Commodore  William  B.  Shubrick 
Chief  Naval  Con'r  Samuel  Hartt. 
Chief  Naval  Con'r  John  Lenthall 
Chief  Con'r  Isaiah  Hanscom. 
Chief  Con'r  James  W.  Easly. 


Charles  W.  Goldsborough. 
Commodore  William  B.  Shdbrick 
Gideon  Welles. 
Purser  William  Sinclair. 
Pay  Director  Horatio  Bridge. 
Paym'r-Gen.  Edward  T.  Ddnn. 
Paym'r-Gen.  John  O.  •Bradford 
Paym'r-Gen.  James  H.  Watmough 
Paym'r-Gen.  Geo.  F.  Cutter. 


Surgeon  William  P.  C.  Barton. 
Surgeon  Thomas  Harris. 
Surgeon  William  Whelan. 
Surgeon  Phineas  J.  Hokwitz. 
Surgeon-Gen.  William  M.  Wood. 
Surgeon-Gen.  Jonathan  M.  Foltz 
Surgeon-Gen.  James  C.  Palmer. 
Surgeon-Gen.  Joseph  Beale. 
Surgeon -Gen.  AVm.  Grier. 
Surgeon-Gen.  J.Winthrop  Taylor 
Surgeon-Gen.  Philip  S.  Wales. 


Eng'r  in  Chief  Benj.  "F.  Isherwood 

Eng'r  in  Chief  James  W.  King. 
Eng'r  in  Chief  W.  W.  W.  Wood. 
Enar'r  in  Chief  Wm.  H.  Shock. 


Sept.,  '43,  to  1  Mar., 
Mar.,  '43,  to  9  April, 
April, '44,  to  31  May. 
June,  '47,  to  28  Feb., 
Mar.,  '53,  to  30  June, 
July,  '53,  to  16  Nov., 
Nov.,  '53,  to  23  Jan., 
Jan.,  '71,  to  27  April, 
April,  '77. 


1  Sept.,  '43,  to  30  Jan.,  '44. 
31  Jan.,  '44,  to  14  April,  '46. 
15  April,  '46,  to  8  July,  '49. 

9  July,  '49,  to  30  Sept.,  '54. 

1  Oct.,  '54,  to  11  July,  '69. 
13  July,  '69,  to  17  Feb.,  '73. 
18  Feb.,  '73,  to  33  Feb.,  '77. 
33  Feb.,  '77,  to  17  Nov., '77. 
18  Nov.,  '77. 


1  Sept., 

1  April, 

1  Oct.,  ■ 

12  June, 

1  Julv, 

25  Oct., 
10  June, 

5  July, 

2  Feb., 
31  Oct., 

26  Jan., 


'42,  to  81  Mar., 

'44,  to  30  Sept., 
'53,  to  11  June, 

'65,  to  30  June, 
'69,  to  24  Oct., 
'71,  to  9  June, 
,  '72,  to  4  Julv, 
'73,  to  30  Dec., 

'77,  to  5  Oct., 
'78,  to  19  Aug., 


26  Mar.,'69,  to  30  Mar.  '63. 

25  Mar.,  '61,  to  16  July,'69. 
15  July, '63, to  14  Mar.,  '73. 
31  Mar.,  '73,  to  3  Mar.,  '77. 
4  Mar.,  '77. 


THE  NAVY  FROM  1775  TO  1798. 


Fou  the  facts  connected  with  the  events  of  our  Revolutionary  war  we  are  indebted 
to  the  United  States  Naval  Chronicle  by  Charles  W.  Goldsborough.  We  give  simply 
the  essential  focts  of  the  chronologist. 

During  the  Revolutionary  war  the  superintending  direction  of  the  Navy  was  com- 
mitted, in  the  first  instance,  to  a  Committee  of  three  members  of  Congress,  viz  :  Messrs. 
Deane,  Langdon  and  Gadsden,  who  were,  in  October,  177.5,  required  to  fit  out  two  swift 
Bailing  vessels,  the  one  of  10,  the  other  of  14  guns,  and  a  proportionate  number  of 
swivels  and  men,  to  cruise  ^'^  east  ward, ^^  for  the  purpose  of  intercepting  such  transjjorts 
as  might  be  laden  with  munitions  of  war,  and  other  supplies  for  the  British,  then  in 
possession  of  the  town  of  Boston,  and  for  such  other  purposes  as  Congress  might  direct. 
Having  resolved  to  fit  out  two  more  vessels  (30  October)  viz.,  one  of  20,  the  other  of 
36  guns,  four  members — Messrs.  Hopkins,  Hewes,  R.  H.  Lee  and  J.  Adams — were  added 
to  the  Committee;  and  when  Congress,  by  resolution  of  13  December,  177.5,  deter- 
mined to  build  thirteen  additional  vessels  of  war,  they  increased  the  nimiber  of  the 
Naval  Committee,  so  as  to  make  it  consist  of  one  member  from  each  colony,  to  be  ap- 
pointed by  ballot ;  and  on  the  14  December  the  following  gentlemen  were  accordingly 
thus  appointed,  viz:  Messrs.  Bartlett,  Hancock,  Hopkins,  Deane,  Lewis,  Crane,  R. 
Morris,  Read,  Chase,  R.  H.  Lee,  Hewes,  Gadsden  and  Houston. 

To  this  Committee  Naval  subjects  were  generally  referred,  with  an  instruction  to  ex- 
amine and  report  thereon,  for  the  final  decision  of  the  House.  Congress  reserved  to 
themselves  the  right  to  appoint  all  commission  officers,  as  low  as  and  including  Third 
Lieutenants,  and  gave  to  the  Committee  the  power  of  appointing  all  oflicers  of  subor- 
dinate rank.  The  Committee  were  authorized  to  give  such  instructions  for  the  employ- 
ment of  the  ships  as  might  appear  to  them  "most  conducive  to  the  defence  of  the 
United  Colonies,  and  to  the  distress  of  the  enemy's  naval  forces  and  vessels  bringing 
supplies  to  their  fleets  and  armies." 

In  performing  the  duties  assigned  to  them,  the  Committee  experienced  great  incon- 
venience for  want  of  professional  practical  information,  and  upon  the  subject  being 
brought  before  Congress  they  resolved  (0  November,  1776,)  "that  three  persons,  well 
skilled  in  maritime  afl'airs,  should  be  immediately  appointed  to  execute  the  business  of 
the  Navy,  under  the  direction  of  the  Marine  Committee,  and  allowed  to  each  a  salary 
of  $1,500  per  anninn;  and  on  13  November,  John  Nixon,  John  Wharton  and  P. 
Hopkinson,  Esqrs.,  were  appointed.  They  were  styled  in  the  resolutions  of  Congress 
"The  Continental  Navy  Board,  or  Board  of  Assistants  of  the  ' Marine  Committee,"' 
and  sometimes  "Board  of  the  Middle  District."  There  was  also  an  "Eastern  Board," 
consisting  of  three  persons,  who  executed  the  instructions  of  the  Committee  in  their 
district. 

This  system  of  administering  the  civil  department  of  the  Navy  continued,  it  is  be- 
lieved, till  October,  1779,  when  Congress,  by  resolution,  (38)  decided  that  a  Board  of 
Admiralty  should  be  established,  "to  consist  of  three  Commissioners  not  members  of 
Congress,  and  two  members  of  Congress,  any  three  to  form  a  Board,  for  the  despartch  of 
business,"  Early  in  1781  (11  January)  we  find  that  James  Reed,  Esqr.,  was,  by  resolu- 
tion of  Congress,  invested  with  full  power  to  conduct  the  business  of  the  Navy  Board 
in  the  "  Middle  Department,"  and  soon  after  this,  (27  February)  Major  General  Alex- 
ander INI'Dougall  was  elected   Seeretarj'  of  Marine.     In  the  same  year,  (29  August)  it 
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was  resolved  tliat  an  "  Agent  of  Marine  "  should  be  aj^pointed  "  with  authority  to  di- 
rect, tit  out,  equip  and  employ,  the  ships  and  vessels  of  war  belonging  to  the  United 
States,  according  to  such  instructions  as  he  shall  from  time  to  time  receive  from  Con- 
gress ; "  and  "  that  as  soon  as  the  said  Agent  shall  enter  into  the  execution  of  his  office 
the  functions  and  appointments  of  the  Board  of  Admiralty,  the  several  Navy  Boards 
and  all  civil  officers  appointed  under  them  "  should  cease. 

In  September  (G)  a  resolution  was  passed,  by  which  the  duties  prescribed  to  the 
"  Agent  of  Marine,"  until  he  should  be  appointed,  devolved  on  the  Superintendent  of 
Finance,  Robert  Morris,  who,  indeed,  apjjears  to  have  had  the  chief  agency  in  the  Civil 
Administration  of  the  Navy  during  the  greater  part  of  the  Revolutionary  war.  In  the 
earliest  periods  we  find  that  the  orders  of  the  commanders  generally,  bear  his  signa- 
ture, and  continued  to  be  most  frequently  signed  by  him,  until  a  Board  of  Admiralty 
was  established,  when  the  correspondence  was  directed  under  the  superintending  di- 
rection of  the  Board  by  Mr.  John  Brown,  their  Secretary.  After  the  Board  of  Ad- 
miralty was  abolished,  we  again  find  the  chief  duties  of  the  Department  devolving 
upon  Mr.  Morris.  It  would  seem  that  the  nation  could  not  conveniently  have  con- 
ducted either  its  naval  or  its  fiscal  operations,  without  the  agency  of  this  distinguished 
patriot. 

The  lists  of  ofiicers,  appointed  during  the  Revolutionary  war,  are  obviously  imper- 
fect ;  they  are,  however,  as  complete  as  the  information  in  our  possession  will  enable  us 
to  make  them.  The  frequent  changes  in  the  administration  of  the  Civil  Department  of 
the  Navy,  the  occasional  resolutions  of  Congress  conferring  sometimes  upon  one  of  the 
Boards  the  power  of  appointing ;  at  others  given  to  individual  members,  in  conjunction 
with  commanders,  authority  to  appoint  subalterns,  the  destruction  of  papers  by  fires 
and  other  causes,  have  involved  this  branch  of  the  sulyect  in  great  uncertainty,  and  it 
is  impossible,  at  this  day,  to  present  a  perfect  list  of  the  officers.  Were  the  in- 
formation attainable,  it  would  be  particularly  gratifying  to  show,  not  only  the 
names  of  those  who  served  in  the  Continental  Navy,  but  of  those  also  who  served  on 
board  the  ships  fitted  out  at  the  exjiense  of  the  respective  colonies  and  on  board 
l^rivateers. 

From  the  Journals  of  Congress  and  other  sources,  we  find  the  following  Commission 
Officers  were  appointed  by  them  during  the  war. 


Captains  and  Commanders. 


When  appointed 

H'ames. 

1775,  Dec.  22. 

Ezekiel  Hopkins. 

"       "       " 

Dudley  Saltonstall. 

"       "       " 

Abraham  AVhipple. 

u          u          u 

Nicholas  Biddle. 

u          u          u 

John  B.  Hopkins. 

177G,  April  17. 

William  Manly. 

"         "        " 

Isaac  Cozneau. 

"      June  6. 

Thomas  Thompson 

"         "      " 

Samuel  Tompkins. 

"         "      " 

Christopher  Miller. 

"         "      " 

John  Barry. 

"         "      " 

Thomas  Read. 

II         11      11 

Charles  Alexander. 

11        11      11 

James  Nicholson. 

"        15. 

Hector  McNiel. 

11         11         11 

Thos.  Grennall. 

"      Aug.  13. 

Elisha  Hinman. 

"      23. 

John  Hodge. 

"        "       " 

John  Manly. 

"      Oct.  10. 

Lambert  Wickes. 

11        11      11 

William  Hallock. 

"        "      " 

Hoysted  Hacker. 

11        11      11 

Isaiah  Robinson. 

"        "      " 

John  Paul  Jones. 

Captains,  &c. — Continued. 
When  appointed.  Names. 

1776,  Oct.  10.     James  Josiah. 
"        "      "        Joseph  Olney. 
"        ''      "         James  Robinson. 
"        "      "        John  Young. 
"        "      "        Elisha  Warner. 
"        "      "        Lieutenant  Commandant 

J.  Baldwin. 
"        "      "        Thos.  Albertson. 

Henry  Johnson. 

Daniel  Waters. 

Samuel  Tucker. 

William  Burke. 

Peter  Landais. 

Seth  Harding. 

Silas  Talbot. 

Samuel  Nicholson. 

John  Nicholson. 

Henry  Skinner. 

Benjamin  Dunn. 

Samuel  Chew. 


1777,  Feb.  5. 

"      March  15. 

1778,  May  1. 
"  June  18. 
"     Sept.  25. 

1779,  "     17. 


1775,  Dec.  22. 


Lieutenants. 

John  Paul  Jones, 
Rhodes  Arnold 
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Lieutenants,  &c. —  Continued. 
When  appointed.  Names. 

1770,  Aug.  17.     William  Barnes, 
"         "      "        Thomas  Vaugbun, 
"         "     22.      Joiiatban  Maltby, 
"         "      "       David  Pbipps, 
"      "        ■  Wilson, 


1777,  Feb.  5. 
"     Aug.  6. 
"   12. 
1781,  July  20. 


John  Nicholson, 
Elijah  Bowen, 
John  Rodeg, 
William  Molleston,  3rd 
Richard  Dale,  ' 

Alexander  ^Murray,        ' 

. PUmkett, 

Joshua  Barney,  ' 

Isaac  Buck. 
John  Stevens. 
Aquillu  Johns. 


Lieutenants,  &c.— Continued. 

When  appointed.  Names. 

177.5,  Dec.  22       Stansbury,         " 

"         "      "  Hoysted  Hacker,           " 

"         "      "  Jonathan  Pitcher,          " 

"         "      "  Benjamin  Scabury,  2ud 

"         "      "  Joseph  Olney,                 " 

"         "      "  Elisha  Warner,              " 

"         "      "  Thomas  Weaver,            " 

"         "      "        McDougall,       " 

"         "      "  John  Fanning,         3rd. 

"         "      "  Ezekiel  Burroughs,      " 

"         "      "  Daniel  Vaughan,           " 

1776,  June  6  Israel  Turner,             1st. 

"         "      "  Joseph  Doble.          2nd. 

"         "      "  Mark  Dennet,            3rd. 

■•     July  22  Peter  Shores,                  " 

"         "     "  John  Wheelwright,      " 

"         II     "  Josiah  Shackford,         "     I 

With  respect  to  the  relative  rank  of  the  Officers,  Congress  by  resolution  of  17 
April,  1776,  decided  that  the  nominations  or  appointments  of  Captain  or  Commander 
should  not  "  establish  rank."  It  was  to  be  settled  by  Congress  before  the  Commissions 
should  be  granted,  and  we  find  that  by  a  resolution  of  10  October,  1776,  Congress 
established  the  rank  and  command  of  Captains,  as  follows  : 

1.  James  Nicholson Virginia 28  Guns. 

2.  John  Manly Hancock 32  " 

3.  Hector  McNiel Boston 21  " 

4.  Dudley  Saltonstall   Trumbull 28  " 

5.  Nicholas  Biddle Randolph 32  " 

6.  Thomas  Thompson Raleigh 32  " 

7.  John  Barry Etfingham 28  " 

8.  Thomas  Reed ^Vashington 32  " 

9.  Thomas  Grennall Congress 28  " 

10.  Charles  Alexander Delaware 24     " 

11.  Lambert  Wicks Reprisal 16     " 

12.  Abraham  Whipple Providence •. . .  .28     " 

13.  Jolm  B.  Hopkins Wai-ren 32     " 

14.  John  Hodge Montgomery 24      " 

15.  William  Hallock Lexington 16      " 

16.  Hoysted  Hacker Hamdeu 

17.  Isaiah  Robinson Andrew  Doria 14 

18.  John  Paul  Jones Providence 12     " 

19.  James  Josiah 

20.  Elisha  Hiuman Alfred 28     " 

21.  Joseph  Olney Cabot 16     " 

22.  James  Robinson Sachem 10     " 

23.  John  Young Independence 10      " 

24.  Elisha  Warner Fly 

Lieutenant  John  Baldwin Wasp 8      '■ 

"  Thos.  Albertson Musqueto 4      " 


The  Marine  Committee  were  empowered  to  regulate  the  rank  of  Lieutenants. 
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M^IIIN"ES. 


When  appointed. 
1776,  June  25. 


Major. 
Samuel  Nichols. 


Captains. 
Andrew  Porter. 
Joseph  Hardy. 
Samuel  Shaw. 
Benjamin  Deane. 
Robert  Mullin. 
John  Stewart. 
George  J.  Osborne. 
Richard  Palmer. 
William  Nicholson. 


. ,  July   22. 

1781,  Sept.  6. 

— ♦ — 
Lieutenants. 
1776,  June     25.    Daniel  Henderson, 
"         "        "       David  Love, 
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Lieutenants.  —  Continued. 

appointed. 

June  25.     Franklin  Reed, 
'•        "       Peregrine  Brown. 
"        "      James  McCIure, 
"        "       William  Gilmore, 
"        "       Abel  Morgan, 
"        "       Hugh  Montgomery, 
"        "       Thomas  Pownal, 
"        "       Richard  Harrison, 
July    22.     Stephen  Meade, 
"        "       Nathaniel  Thwing, 
Benjamin  Thompson, 
Alpheus  Rice, 
Abraham  Vandyke, 
William  Nicholson, 
Louis  de  la  Valette, 


Aug.  24. 

1779,  July  24. 
1787,  "  17. 
-,  Sept.  6. 


1st. 
2nd. 

1st. 
2nd. 

1st. 


On  referring  to  the  list  of  Captains  and  Commanders,  and  comparing  it  with  the 
list  established  by  resolution  of  10  October,  1776,  it  will  be  seen,  that  Congress,  in 
arranging  the  rank  did  not  include  the  names  of  Ezra  Hopkins,  William  Manly,  Isaac 
Cozneau,  Samuel  Tompkins  or  Christopher  Miller. 

It  is  jjresumed  that  the  Commanders  appointed  after  10  October,  1770,  ranked 
nccording  to  the  dates  of  their  respective  appointments. 

Having  established  the  relative  rank  of  Commanders  in  the  Navy — with  each 
Dther,  Congress,  on  15  November  following,  resolved,  that  the  rank  of  Naval  Officers 
to  the  rank  of  Officers;  in  the  land  service,  should  be 

Admiral as  a  General. 

Vice-Admiral as  a  Lieutenant-General. 

Rear-Admiral as  a  Major-General. 

Commodore as  a  Brigadier-General. 

Captain  of  a  shijj  of  40  gun?  and  upwards as  a  Colonel. 

"  ''  20  to  40  guns as  a  Lieutenant-Colonel. 

"  "  10  to  to  20  gur  s as  a  Major. 

Lieutenant    "  '■         "  "     as  a  Cai:)tain. 

And  at  the  same  date  the  following  was  fixed  as  the  pay  of  the  Officers  of  the 
Navy : — 

ships  of  20  guns  and  upwards.  Ships  of  10  to  20  guns. 

Captains  per  month $G0 


Lieutenants 

Master  " 

Surgeon  " 

Midshipman  " 

Gunner  " 

Chaplain  " 

Seaman  " 


12. 

15. 
20. 


24 
24 

21-2-3 
12 
13 

None. 
8 


And  that  vessels  under  10  guns,  should  be  commanded  by  Lieutenants,  and  that 
the  pay  in  such  vessels  should  be  Lieutenants,  .$30 ;  Mate,  ^15  ;  Boatswain,  Gunner, 
&c.,  |12;  and  the  following  allowances  were,  on  25  July,  1777,  established,  viz:  Com- 
manders of  vessels  of  10  guns  and  upwards,  $5.33  per  week  for  subsistence  ;  under  10 
guns,  $4.00.  Cabin  expenses — Commanders  of  10  guns  and  upwards,  $2.66  per  week 
whilst  at  sea. 
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Lieutenants,  Surgeons,  Captains  of  Marines  and  Chaplains  $4  per  week  subsistence 
in  domestic  ports  wlien  the  ships  sliould  not  be  in  a  condition  to  receive  them. 

The  pay  of  Commander-in-Chief  was  fixed  (22  December,  lT7o,)  at  ^125  per  month 
and  the  pay  of  Surgeons  was  increased  (IG  July,  1777.)  so  as  to  be  equal  to  that  of 
Lieutenant. 

On  30  September,  1776,  Congress  ^'■Resolved,  That  it  be  recommended  to  the 
Legislatures  of  theUnited  States  to  appoint  gentlemen  in  their  respective  States  skill- 
ful in  physic  and  surgery,  to  examine  those  who  oficr  to  serve  as  Surgeons  or  Sur- 
geons' Jlates,  in  the  Army  or  Navy ;  and  that  no  Surgeon  shall  hereafter  receive  a  com- 
mission or  warrant  to  act  as  such  in  the  Army  or  Navy,  who  shall  not  produce  a  cer- 
titicate  from  some  one  of  the  examiners,  so  to  be  ajJiJointed,  to  prove  that  he  is  qualified 
to  execute  his  office." 

On  29  October  it  was  "  Resolved,  That  no  private  ship  or  vessel  of  war,  mer- 
cant  ship  or  other  vessels  belonging  to  the  subjects  of  these  States,  be  permitted  to 
wear  pendants,  when  in  comjjany  with  Continental  ships  or  vessels  of  war  without 
leave  from  the  commanding  vessel  thereof." 

During  the  war  Congress  authorized  the  purchasing,  or  building  and  equipping,  as 
cruisers,  the  following  description  of  vessels: 

1775.  Oct.    13,    2  vessels  of  10  and  14  guns. 
"  "       30,    2      '•        "  20    "    36 

"         Dec.    13,13      "        5  of  33  guns,  5  of  28  guns,  and  3  of  24  guns. 

1776.  Oct.      3,    3,  viz.,  1  frigate  and  2  cutters. 

"        Nov.     9,  10,  3  of  74  guns,  5  of  36  guns,  1  of  18  guns,  and  1  jjacket. 

1777.  Jan.   23,    2,  viz.,  1  of  36  gims  and  1  of  18  guns. 

Eight  prize  vessels  were,  during  the  years  1776  and  1777,  directed  to  be  purchased 
and  fitted  out,  and  in  the  course  of  the  war  a  number  of  cutters,  dispatch  boats,  galleys, 
and  fire-ships  were,  from  time  to  time,  authorized.  The  cutters  and  dispatcli  boats 
were  generally  under  the  direction  of  a  Secret  Committee,  one  of  whose  duties  was  to 
procure  munitions  of  war,  and  who,  for  that  purjjose,  were  authorized  to  export  certain 
articles  of  provisions  to  the  West  Indies.  The  galleys  and  fire-ships  were  for  the 
defence  of  our  waters,  within  land-locked  navigation  and  the  lakes. 

The  thirteen  ships  authorized  on  13  December,  1775,  were  directed  to  be  built — 
one  in  New  Hampshire,  two  in  Massachusetts  Bay,  one  in  Connecticut,  two  in  Rhode 
Island,  two  in  New  York,  four  in  Pennsylvania,  and  one  in  Maryland ,  and,  by  resolu- 
tion of  6  June,  177(),  they  were  named  as  follows:  The  Congress,  Randolph, 
Hancock,  Washington,  Trumbull,  Raleigh,  Effingham,  Montgomery,  Warren,  Boston, 
Virginia,  Providence  and  Delaware. 

Among  those  authorized,  subsequent  to  13  December,  1775,  and  not  herein- 
before mentioned  by  name,  we  find  the  Columbus,  28;  the  Queen  of  France,  28 ;  the 
Ranger,  18;  the  Alliance,  32,  built  at  Salisbury,  JMass. ;  the  Hornet,  brig.  General 
Gates,  frigates  Confederacy,  Deane  (afterwards  changed  to  Hague),  and  Ariel,  sloop 
Saratoga,  Due  De  Lauzun,  and  the  America,  74. 

General  letters  of  reprisal  were  authorized  on  23  March,  1776,  and  thenceforth 
the  public  and  private  cruisers  of  the  Ur»ited  Colon.iea  were  at  liberty  to  capture  all 
vessels,  armed  or  unarmed,  belonging  to  the  Crown,  or  to  the  inhabitants  of  Great 
Britain. 

Late  in  the  month  of  December,  1775,  a  small  squadron,  consisting  of  the  Alfred, 
Commodore  Ezekiel  Hopkins,  of  28  guns,  the  Columbus,  Captain  A.  Whipple,  of  14 
guns,  the  Andrew  Doria,  Captain  Nicholas  Biddle,  of  14  guns,  the  Sebastian  Cabot, 

Captain  John  D.  Hopkins,  of  16  guns,  and  the  Providence, Hazard,  of  12  guns, 

with  the  Falcon,  Scorpion  and  Cruiser,  which  were  to  join  them  at  Cape  Fear,  were 
ordered  to  New  Providence,  for  the  purpose  of  seizing  and  transporting  to  the  colo- 
nies a  large  quantity  of  ammunition,  which,  it  was  understood,  was  deposited  in  the 
Royal  Magazine  on  that  island.  After  landing  there  was  some  unaccountable  delay, 
and  the  Governor  heard  of  Commodore  Hopkins'  approach,  in  time  to  remove  the 
powder,  before  he  reached  the  town.  Thus  the  expedition  failed  as  to  the  principal 
oliject.  The  Governor  and  Lieutenant-Governor,  with  about  40  cannon,  a  quantity  of 
shot  and  shell  and  a  few  brass  mortars  were  captured.  A  bomb-brig  of  8  guns  and  a 
schooner  of  G  guns  were  taken  by  the  squadron  on  its  return. 
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Commodore  Hopkins'  conduct  was  inquired  into  by  Congress,  and  it  was  found 
that  he  liad  not  jjaid  due  regard  to  the  tenor  of  liis  instructions,  which  "directed  him 
to  annoy  the  enemy's  ships  upon  the  coast  of  tlie  Soutliern  States."  The  reasons  he 
assigned  for  not  going  from  Providence  to  the  Carolinas  wore  not  satisfactory,  and  on 
10  August,  1776,  Congress  passed  a  vote  of  censure  ujjon  him.  Three  days  afterward 
he  was  ordered  to  Newport,  to  talie  "  command  of  the  fleet  formerly  under  his  care." 
It  is  found,  however,  that  Congress,  in  arranging  the  rank  of  the  oificers  on  10  October 
following,  omitted  his  name. 

Althougli  in  the  earlier  periods  of  the  revolutionary  war  great  embarrassments 
were  exi^erienced  for  want  of  an  efficient  marine  force,  still  much  was  done  by  the 
vessels  of  war  we  then  possessed,  and  by  privateers,  whose  energy,  enterprise  and  suc- 
cess were  astonishingly  great,  considering  the  overwhelming  force  by  which  they  were 
opposed.  The  number  of  cajitures  in  the  course  of  the  war  has  been  stated  at  803, 
of  which  there  were  either  retaken,  burnt,  ransomed,  sunk,  restored  or  lost  153,  leaving 
a  gain  to  the  nation  of  650.  If  we  estimate  these  as  averaging  250  tons,  and  compute 
their  value  at  $30  per  ton,  and  their  cargoes  at  $10,000  each,  the  amount  ol  captures 
would  be  $11,375,000.  Some  English  authors  have  estimated  the  value  of  the  prizes 
taken  in  the  year  1776  by  the  American  cruisers  at  one  million  sterling. 

That  our  vessels  captured  property  worth  millions  of  dollars  is  unquestionably 
true,  but  it  appears  impossible  to  form  any  jirecise  estimate  as  to  their  value. 

It  is  not  in  our  power,  nor  is  it  the  purpose  of  this  paper,  to  afford  particular  infor- 
mation as  to  the  movements  of  our  national  ships  during  the  revolutionary  war,  and 
we  are  obliged  to  omit  giving  a  description  of  any  of  those  brilliant  achievements 
that  occurred  during  that  eventful  period. 

Of  the  ships  of  the  line  authorized  during  the  revolutionary  war  only  one,  the 
America,  was  built,  and  she  was  presented  (3  September,  1782,)  to  his  Most  Christian 
Majesty,  the  King  of  France,  in  testimony  of  the  sense  entertained  by  Congress 
of  his  generous  exertions  in  behalf  of  the  United  States,  and  to  replace  in  his  service 
the  Magnifique,  which,  by  accident,  was  lost  in  the  harbor  of  Boston.  Of  the  other 
ships  built  and  purchased  during  the  Revolutionary  war,  the  whole  were  either  cap- 
tured or  destroyed  by  the  enemy  or  sold  by  the  United  States.  We  find  (21  April, 
17S3,)  that  the  ship  Due  de  Lauzun  was  loaned  to  the  Minister  of  France  for  the 
transportation  of  troops  from  the  United  States;  and  that,  after  ijerforming  this 
service,  she  was  to  be  sold.  The  Alliance  was  ordered  (5  September,  1783,)  to  be 
surveyed,  with  a  view  to  her  being  repaired;  but  on  3  June,  1785,  she  was  ordered  to 
be  sold ;  and  when  she  was  sold  the  United  States  did  not,  it  is  believed,  own  a  single 
vessel  of  war. 

The  "  Agent  of  Marine,"  to  whom  was  referred  a  resolution  of  the  House  of  Del- 
egates of  the  State  of  Virginia,  of  26  June,  1783,  reported  (5  August,  1783 :) 

"  That,  although  it  is  an  object  highly  desirable,  to  establish  a  respectable  marine  ; 
yet,  the  situation  of  the  public  treasury,  renders  it  not  advisable  to  purchase  ships  for 
«Ae  ^reswii,  nor  until  the  several  States  shall  grant  such  funds  for  the  constructions  of 
ships,  d-ochf  and  naval  arsenals,  and  for  the  support  of  the  naval  service,  as  shall  enable 
the  United  States  to  establish  their  marine  upon  a  permanent  and  respectable  footing.'" 
In  this  report  Congress  concurred. 

Upon  the  application  of  the  Delegates  of  Virginia,  Congress,  by  resolution,  (3 
October,  1783,)  authorized  that  State  to  keep,  at  its  own  expense,  two  armed  vessels 
"for  the  defence  of  the  trade  of  that  State,"  confining  the  force  of  each  to  fourteen  six 
pounders  and  seventy-five  men. 

The  United  States  had  but  recently  achieved  their  independence  and  assumed  a 
rank  among  the  nations  of  the  earth — they  were  still  greatly  embarrassed  with  the  ex- 
penses of  a  long,  bloody,  yet  glorious  war;  when  the  Dey  of  Algiers,  tempted  by  a 
spirit  of  cupidity,  seized  some  of  their  merchant  vessels,  and  conducted  their  crews  to 
slavery.  This  perfidious  conduct  produced  the  strongest  indignation ;  but  it  was  not 
in  the  power  of  the  nation  to  avenge  the  insult,  as  promptly  as  the  feelings  it  excited, 
or  as  sound  national  policy  dictated.  Negotiations  were  of  necessity,  resorted  to,  but 
such  were  the  difficulties  which  the  policy  of  the  Dey  imposed,  and  such  was  our  feeble 
condition,  with  respect  to  arms,  that  years  elapsed  before  any  favorable  result  was  pro- 
duced. 

In  this  state  of  things  we  find  the  origin  of  the  Act  of  Congress  of  27  March, 
1794,  authorizing  six  frigates  to  be  provided — which,  however,  were  to  be  suspended 
in  the  event  of  peace  with  Algiers.  . 
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The  resolution  of  the  House  of  Representatives  (of  2  January,  1794,)  "that  a 
naval  force  adequate  to  the  protection  of  the  commerce  of  the  United  States  against 
the  Algerine  corsairs  ought  to  be  provided,"  was  passed  by  a  majority  of  two  votes 
only,  and  the  bill  founded  upon  this  resolution  (27  March,  1794)  was  passed  by 
a  majority  of  eleven,  but  it  is  understood  that  it  could  not  have  been  passed  if  the  pro- 
vision suspending  all  proceedings  in  the  event  of  peace  vrith  Algiers,  had  been 
omitted.  Under  these  circumstances  the  President,  General  Washington,  determined 
to  build  the  vessels  contemplated  in  the  first  section  of  the  Act,  vi/. :  Four  44  guns 
and  two  36  gun  frigates,  and  that  they  should  be  built  in  the  following  ports,  viz  : 

At  Boston One 44 

At  New  York One 44 

At  Philadelphia One 44 

At  Portsmouth,  Va One 44 

At  Baltimore One 36 

At  Portsmouth,  N.  H One 36 

No  time  was  lost  in  making  every  preparatory  arrangement  for  the  building  of 
these  vessels.  Mr.  Joshua  Humphreys,  of  Philadeljjhia,  a  distiuguisheed  ship  builder 
of  very  extensive  practical  knowledge  in  his  profession;  Mr.  John  Hackett,  of  Salis- 
bury, Mass.,  who  had  constructed  and  built  the  Alliance  frigate,  and  others  were  con- 
sulted "  ujion  the  best  projierties  to  be  adopted  as  a  general  plan  for  the  vessels  now  to 
be  built,"  and  upon  the  most  advisable  means  of  procuring  the  framesand  the  materials 
of  which  the  vessels  ought  to  be  built.  The  models  submitted  by  Mr.  Humphreys 
were,  after  much  consultation  and  consideration,  adopted;  and  that  gentleman  was  on 
28  June,  1794,  appointed  the  constructor  and  master  builder  of  the  44  gun  ship,  to  be 
built  at  Philadelphia,  with  a  salary  of  $2,000  per  annum,  commencing  on  1  May. 

The  President,  with  the  advice  and  consent  of  the  Senate,  appointed  the  following 
gentlemen  Captains  of  the  Navy  : 

1.  John  Barry,  3.  Silas  Talbot,  5.  Richard  Dale, 

2.  Samuel  Nicholson,        4.  Joshua  Barney,         6.  Thomas  Truxtun. 

Ranking  in  the  order  in  which  their  names  are  stated,  and  their  appointments 
were  communicated  to  them  5  June,  1794. 

Captain  Barney  declined  accepting,  not  from  any  disinclination  to  serve  his  coun- 
try, but  in  consequence  of  the  arrangement  as  to  rank.  This  produced  a  vacancy, 
which  was  filled  on  18  July,  1794,  by  the  appointment  of  James  Sever,  to  take  rank  af- 
ter Captain  Truxtun. 

The  following  shows  the  distribution  of  the  officers  thus  ai)pointed,  and  the  con- 
structors and  agents,  for  building  the  several  ships. 

Captain  and    Superintendent.        Xaval  Constructors.  Xavy  Agents.  For  Ships  to  be  Built  at 

John  Barry,  Joshu.^  Humphreys,  Isaiah  Coxe,  Philadelphia, 

Samuel  Nicholson,  George  Cleghorn,    Henry  Jackson,  Boston, 

Silas  Talbot,  Form  an  Cheeseman,John  Blagge,  New  York, 

Richard  Dale,  John  Morgan,  W.  Pennock,  Norfolk, 

Thomas  Truxtun,  David  Stodder,  Jeremiah  Yellott,  Baltimore, 

James  Sever.  James  Hackett,         Jacob  Sheaffe,  Portsmouth,  N.  H. 

On  21  December,  179.5,  President  Washington  communicated  to  the  Senate  a  letter 
from  the  Emperor  of  Morocco,  recognizing  the  treaty  of  peace  and  friendship  between 
the  United  States. 

Peace  with  Algiers  having  been  concluded,  no  farther  progress  could  be  made  in 
building  the  frigates  ;  for,  as  we  have  before  seen,  the  law  directed  that  in  such  event 
all  proceedings  should  be  suspended. 

The  President  called  the  attention  of  Congress  to  this  subject,  and  stated  that 
serious  losses  would  result  from  a  sudden  sus]H'iision  of  the  work  and  the  discharge  of 
the  valuable  corps  of  artificers  and  men  enqiloycd  in  completing  it. 

In  January,  1790,  the  Chairman  of  the  Committee  of  the  House  of  Representatives, 
to  whom  the  subject  of  frigates  had  been  referred,  called   upon   the  Secretary  of  War, 
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(then  charged  with  the  superintendence  of  the  Navy)  for  information  as  to  the  progress 
made  in  building  them,  the  expenses  incurred,  &c. 

The  information  was  communicated  to  Congress,  and  on  20  April  following  "  An 
Act  supplementary  to  an  Act,  entitled  an  Act  to  provide  a  Naval  Armament "  passed, 
authorizing  the  President  to  continue  the  construction  and  equipment  of  the  frigates 
of  44  guns  and  one  frigate  of  36  guns,  approjjriating  for  this  purpose  the  unexpended 
balance  of  the  $688,888.83  (which  had  been  apjiroj^riatcd  for  the  six  frigates  by  Act 
of  9  June,  1704,)  and  the  sum  of  $80,000,  which  by  the  Act  of  9  June,  was  appropri- 
ated for  a  provisional  equipment  of  galleys,  but  no  part  of  which  had  been  exi^ended 
on  that  object. 

Tliis  Act  continued  the  construction  and  equipment  of  three  of  the  six  frigates 
and  discontinued  the  remaining  three,  notwithstanding  such  progress  had  been  made 
that  the  whole  six  might  have  been  built,  launched  and  completely  equipped  within  the 
year. 

President  Washington,  in  his  speech  to  both  Houses  of  Congress,  7  December, 
1796,  after  referring  to  the  many  delays  and  disappointments  arising  out  of  the  Euro- 
pean war  and  the  final  arrangements  made  to  the  Dey  and  regency  of  Algiers,  observes 
among  other  things,  the  following  : 

"  To  an  active  external  commerce  the  protection  of  a  naval  force  is  indispensable." 
"  To  secure  respect,  to  a  neutral  flag  requires  a  naval  force,  organized,  and  ready  to  vin- 
dicate it  from  insult  and  aggression ;  "  and  asks,  "  Will  it  not,  then,  be  advisable  to 
begin  without  delay  to  provide  and  lay  up  the  materials  for  the  building  and  equip- 
ping of  ships  of  war,  and  to  proceed  in  the  work  by  degrees,  in  proportion,  as  our 
resources  shall  render  it  practicable,  without  inconvenience;  so  that  a  future  war  of 
Europe,  may  not  find  our  commerce  in  the  same  unprotected  state  in  which  it  was  found 
by  the  present." 

The  depredations  committed  upon  our  commerce  by  the  cruisers  of  European 
powers,  particularly  those  of  GreatBritain  and  France,  and  the  sufl'ering  which  ensued 
therefrom  to  our  seafaring  citizens,  were  the  causes  of  our  maritime  war  with  the  latter 
nation,  and  the  consequent  extension  of  our  naval  establishment. 

On  9  April,  1798,  the  Secretary  of  War,  who  was  charged  with  the  duty  of  super- 
intending the  concerns  of  the  Navy,  as  well  as  those  of  the  Army,  addressed  to  the 
Chairman  of  the  Committee  of  the  House  of  Representatives,  for  the  protection  of  com- 
merce and  the  defence  of  the  country,  a  letter  recommending  building  or  purchasing 
vessels,  with  estimates  for  building,  rigging  and  equipping,  three  ships  of  war,  to  carry 
22,  20  and  16  guns,  together  with  thecostof  manning  and  victualing  thesame  for  twelve 
months.  Said  letter  and  estimates  were  submitted  to  Congress  early  in  April,  1798, 
and  on  the  27th  of  that  month  an  Act  passed,  entitled  "  An  Act  to  jsrovide  an  addi- 
tional armament  for  the  protection  of  the  trade  of  the  United  States  and  for  other  pur- 
poses," authorizing  the  President  to  cause  to  be  built,  purchased  or  hired,  a  number 
of  vessels,  not  exceeding  twelve,  to  carry  not  more  than  23  guns  each,  to  be  armed, 
fitted  out  and  manned,  under  his  direction  ;  and  appropriating  $950,000  to  carry  these 
provisions  into  efl'ect. 

On  30  April,  1 798,  the  ofiice  of  Secretary  of  the  Navy  was  established  by  law. 

On  3  May,  1798,  Hon.  George  Cabot,  of  Massachusetts,  was  nominated  and  con- 
firmed as  Secretary  of  the  Navy,  but  declined  the  appointment. 

On  4  ]\Iay,  1798,  another  Act  was  passed  authorizing  the  building  or  purchasing 
of  a  number  of  small  vessels,  to  be  equipped  as  galleys  or  otherwise,  and  stationed  in 
such  2Jorts  of  the  United  States  as  the  President  might  direct.  Eighty  thousand  dol- 
lars was  appropriated  lor  this  object. 

On  21  May,  1798,  Benjamin  Stoddert,  Esq.,  of  Georgetown,  in  the  District  of  Co- 
lumbia, was  appointed  to  the  office  of  Secretary  of  the  Navy,  and  in  June,  1798,  en- 
tered upon  the  duties  of  his  office  as  Secretary  of  the  Navy. 

From  this  date  we  commence  the  compilation  of  the  General  Register  of  the 
Navy. 
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CRAT^GE    OF    TITLES. 

Admiral — Created  by  Act  of  Congress  25  July,  18GG. 

Vice-Admiral — Created  by  Act  of  Congress  21  December,  1864. 

Rear  Admiral—       do.         do.  do.       IGJnly,  18G2. 

Medical  Directors  and  Medical  Inspectors,  )    — Created    by   Act   of   Congress    3 

Pay  Directors  and  Pay  Inspectors,  ]  March,  1871. 

Purser  to  Paymaster — Act  of  Congress  22  Jime,  1800. 

1st  Assistant  Engineer  to  Passed  Assistant  Engineer,  ^  Act  of  Congress 

2d         do.  do.     do.  Assistant  Engineer,  >    24  February, 

8d        do.  do.  (Abolished  Act  of  Congress  15  July.  1870.)  )  1874. 

Acting  Master's  Mates  to  Mates — Act  of  Congress  3  March,  1865. 

Cadet  Midshipman — Act  of  Congress  15  July,  1870. 


OFPIOEES  OE    THE  LINE. 


Admiral. 

Vice-Admiral. 

Rear  Admiral. 

Commodore. 

Captain. 

Commander. 

Lieutenant-Commander. 


Lieutenant. 

Master. 

Ensign. 

Passed  Midshipman. 

Midshijjman. 

Acting  Midshipman. 

Cadet  Midshipman. 


MEDICAL  COKPS. 


Medical  Director. 

Medical  Inspector. 

Surgeon. 

Passed  Assistant  Surgeon. 


Assistant  Surgeon. 

Acting  Passed  Assistant  Surgeon. 

Acting  Assistant  Surgeon. 


Pay  Director. 

Pay  Inspector. 
Paymaster. 


PAY    COKPS. 


Passed  Assistant  Paymaster. 
Assistant  Paymaster. 


e:n^gineer  coeps. 


Engineer-in-Chief 

Chief  Engineer. 

Passed  Assistant  Engineer. 


Assistant  Engineer. 
Cadet  Engineer. 


NAVAL  CONSTRUCTIOX,  ETC. 


Naval  Constructor. 

Assistant  Naval  Constructor. 


Chaplain. 

Professor  of  Mathematics. 


OEEICERS  NOT  IN  LINE  OE   PROMOTION. 

Master's  Mate  and  Acting  Master's  Mate. 

WARRANT  OFFICERS. 


Boatswain. 
Gunner. 


Carpenter. 
Sailmaker. 
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Abbof,  Charles  W. 

Purser,  3  September,  1856.  Pay  Inspector,  3  March,  1871.  Pay  Director,  3  July,  1871. 
Abbot,  Francis  O. 

Acting  Ensign,  11  May,  1864.     Resigned  5  May,  1865. 
Abbot,  Joel. 

Midsliipman,  18  June,  1812.    Lieutenant,  1  April,  1818.    Commander,  8  December, 
1838.    Captain,  3  October,  1850.     Died  14  December,  1855. 
Abbot,  Trevett. 

Midsliipman,  13  October,   1848.   Passed  Midshipman,  15  June,  1854.    Master,  16 

-  September,  1855.     Lieutenant,    7  January,    1856.     Lieutenant-Commander,     16 
July,  1863.   Commander,  13  December,  1867.     Died   27  October,  1869. 
Abbot,  Walter. 

Midshipman,  2  December,  1659.    Ensign,  25  November,  1862.    Lieutenant,  23  Feb- 
ruary, 1864.    Lieutenant-Commander,  25  July,  1866.     Died  3  February,  1873. 
Abbott,  Charles. 

Acting  Second  Assistant  Engineer,  14  August,  1864.     Resigned  5  June,  1865. 
Abbott,  Charles  F- 

Acting  Assistant  Paymaster  34  April,  1865.     Discharged  10  December,  1865. 
Abbott,  DaTid  M. 

Acting  Ensign  and  Pilot,  3  May,  1864.     Acting  Master  and   Pilot,  9   November, 
1864.     Honorably  discharged  30  June,  1865. 
Abbott,  George  C. 

Boatswain,  31  January,    863.     Resigned  3  April,  1866. 
Abbott,  George  P. 

Mate,  17  December,  1863.    Honorably  discharged  13  August,  1865. 
Abbott,  Isaac  A. 

Mate,  3  February,  1863.    Acting  Ensign,  19  January  1864.     Honorably  discharged 
25  December,  1865. 
Abbott,  Isaac  H. 

Midshipman,  10  May,  1830.     Dropped  since  1834. 
Abbott,  Janics  W. 

Midshipman,  1  May,  1833.     Resigned  33  May,  1826. 
Abbott,  J.  Francis. 

Midshipman,  37  December,  1837.    Passed  Midshipman,  39  Jime,  1843.    Master,  14 
October,  1850.     Lieutenant,  22  April,  1851.     Reserved  List,  13  September,  1S55. 
Commander  Reserved  List,  4  April,  1867.     Died  1870. 
Abbott,  J.  Gnrley. 

Mate,  3  Deceinlier,  1863.     Honorably  discharged  7  December,  1865. 
Abbott,  John  P. 

Purser,  1  October,  1853.     Resigned  1  September,  1856. 
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Abbott,  John  S. 

Miilsliipman,  23  September,  18G4.    Graduated  June,  1870.     Ensign,  13  July,  1871. 
blaster,  8  November,  1874. 
Abbott,  Saniiiol  W. 

.Assistant  Surgeon,  24  January,  18G2.     Resigned  27  May,  1874. 
Abbott,  Stcplieii  A. 

Mate,  18  April,  18G4.     Honoralily  discharged  2.5  July,  1865. 
Abbott,  Thomas  C. 

Jlidshipman,  6  December,  1814.     Last  a2)pearance  on    Records  of  Navy  Depart- 
ment, 30  September,  181.5. 
Abbott,  Walter. 

Midshipman,  1  January,  1812.    Lieutenant,  5  March,  1817.     Died  12  July,  1825. 
Abbott,  William  A. 

Midshipman  13  October,  1848.     Resigned  27  October.  1852. 
Abbott,  William  A. 

JIate.     Acting  Ensign,  13  October,  1803.     Honorably  discharged  30  October,  1865. 
Aboil,  John  II. 

Acting  Assistant  Paymaster,  5  April,  1865.     Honorably  discharged  24  September, 
1805. 

Abell.  Walter  B. 

Mate,  2  February,  1805.     Honorably  discharged  10  November,  1865. 
Abcrcrombie,  Alexander  K. 

Midshipman,  li)  October,  1841.     Dismissed  28  August,  1849. 
Abercrombie,  J.  IS. 

Midshipman,  1  January,  1817.     Died  2  March,  1819. 
Abernethy,  Ang:nstus  H. 

Acting  Assistant  Surgeon,  28  January,  1805.     Honorably  discharged  10  October, 
1865. 
Abernethy,  John  J. 

Assistant  Surgeon,  9  February,  1837.    Passed  Assistant  Surgeon,  11  March,  1843. 
Surgeon,  7  November,  1850.    Retired  List,  29  October,  1868.    Medical  Director 
Retired  List,  3  March,  1871.     Died,  28  October,  1879. 
Abernithe,  John. 

Midshipman,  1  September,  1811.     Resigned  20  May,  1814. 
Abjornson,  Angnst. 

Acting  Third  Assistant  Engineer,  14  October,  1804.  Honorablv  discharged  23  Octo- 
ber, 1807. 
Able,  Angustns  H. 

Third  Assistant  Engineer,  21  February,  1861.   Second  Assistant  Engineer,  21  April, 
1863.   First  Assistant  Engineer,  1  December,  1864.    Chief  Engineer,  20  Novem- 
ber, 1874. 
Abrahams,  Benjamin. 

Acting  Assistant  Paymaster,  14  December,  1864.     Discharged  24  September,  1865. 
Abrames,  Isaac  S. 

Acting  Third  Assistant  Engineer,  15  November,  1861.    Resigned  11  February,  1862. 
Abrains,  James. 

Acting  Second  Assistant  Engineer,  11  August,  1864.     Resigned  6  June,  1865. 
Aby,  Charles  W. 

Midshipman,  8  February,  1840.    Passed  Midshipman,  11  July,  1840.     Master,  2S 
September,  1854.    Lieutenant,  24  May,  1855.     Died  16  October,  1856. 
Acker,  Edward  O. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 
Ackerman,  Thomas  F. 

Acting  First  Assistant  Engineer,  1  October,  1862.   Resigned  3  June,  1864. 
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Ackley,  diaries. 

Mate,  22  November,  1862.     Acting  Ensign,  31  October,  1863.    Acting  Master,  10 
July,  1864.     Honorably  discliarged  27'june,  1868. 
Ackley,  Henry. 

Assistant  Surgeon,  30  July,  1861.     Retired  List,  20  June,  1864.     Died  1  Decem- 
ber, 186.'5. 
Ackley,  Isaac. 

Acting  Second  Assistant  Engineer,  12  May,  1864.     Resigned  19  June,  1865. 
Ackley,  John  B. 

Assistant  Surgeon,  24  January,  1863.     Passed  Assistant  Surgeon,  5  Marcli,  18CC. 
Surgeon,  8  June,  1873.     Died  11  Sei^tember,  1874. 
Ackley,  SetU  M. 

Midshipman,  4  October,  1803.     Graduated,  June,  1866.     Ensign,  13  March,  1808. 
Master,  26  March,  1809.    Lieutenant,  21  March,  1870. 
Ackworth,  William  F. 

Mate,  14  November,  1863.   Acting  Ensign,  5  February,  1803.     Dismissed  37  June, 
1863. 
Adair,  Kobert. 

Acting  Ensign,  1  November,  1864.     Honorably  discharged  33  September,  186.5. 
Adair,  William  1>. 

Acting  Second  Assistant  Engineer,  26  December,  1861.    Acting  First  Assistant  Engi- 
neer, 19  November,  1863.     Died  11  October,  1864. 
Adams,  Alexander. 

Carpenter,  18  March,  1800.     Last  apjjearance  on  Records  of  Navy  Department. 
Adams,  Alfred  IS. 

Acting  Assistant  Paymaster,  3  July,  1863.     Resigned '28  June,  1864. 
Adams,  Atkins. 

Master,  18  January,  1809.     Last  appearance  on  Records  of  Navy  Department. 
Adams,  Cassilly. 

Mate,  24  January,  1863.    Acting  Ensign,  3   October,  1863.     Honorably  discharged 
15  September,  1805. 
Adams,  Cliarles  A. 

Acting  Midshipman,   23  July,   1863.     Graduated  June,  1808.     Ensign,  19  April, 
1869.   Master,  12  July,  1870.    Lieutenant,  8  November,  1873. 
Adams,  Charles  C 

Acting  Assistant  Paymaster,  6  May,  1861.     Honorably  discharged  7  October,  1865. 
Adams,  Charles  F. 

Mate,  37  January,  1863.   Acting  Gunner,  25  June,  1864.     Honorably  discharged  5 
May,  1865. 
Adams,  Charles  in. 

Acting  Third  Assistant  Engineer,  4  June,  1864.     Honorably  discharged  20  March, 
1800. 
Adams,  Charles  W. 

Mate.    Acting  Ensign,  25  September,  1863.    Acting  Master,  20  July,  1804.     Hon- 
orably discharged,  0  June,  1868. 
Adams,  Cyrus  B. 

Acting  Second  Assistant  Engineer,  4  January,  1804.   Acting  First  Assistant  Engi- 
neer, 13  June,  1805.     Honorably  discharged  39  October,  1865. 
Adams,  David  P. 

Chaplain,  10  May,  1811.     Died  September,  1833. 
Adams,  £nos  O. 

Mate.    Acting  Ensign,  31  January,  1863.    Acting  Master,  18  July,  1863.     Dismissed 
18  January,  1805. 
Adams,  Frank  G. 

Mate.    Acting  Ensign,  30  May,  1803.     Died  33  May,  1805. 
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Adams,  Oeorge. 

Midsbiijman,  1  January,  1818.     Lieutenant,  3  March,  1827.    Commander,  6  April,. 
1849.    Reserved  List,  18  September,  18.5.5.     Died  19  April,  18.50. 
Adaiii!«.  Ciieorgc  K. 

Midsliipuuui,  1  August,  1804.    Graduated,  2  June,  1868.    Lost  on  board  Oneida,  34 
January,  1870. 
Adams,  George  W. 

Acting  Ensign,  28  January,   1803.     Acting  Master,  14  .January,  1805.     Honorably 
discharged  24  February,  18GG.     Acting  Master,  11  September,  1806.     Mustered 
out  November  10,  1808. 
Adams,  Henry  A. 

Midshipman,  14  March,   1814.      Lieutenant,  13   January,  1825.      Commander,  8 
September,  1841.     Captain,  14  September,  1855.     Commodore,  Retired  List,  10 
July,  1803.     Died  11  May,  1809. 
Adams,  Henry  A.,  Jr. 

Midshii)man,  10  October,  1849.     Passed  Midshipman,  12  June,  1855.     Master,  10 
September,  1855.     Lieutenant,  11  May,  1850.     Lieutenant  Commander,  10  July, 
1802.     Commander,  25  July,  1860.     Captain,  28  March,  1877.    Died  1  February, 
1878. 
Adams,  James. 

Midshipman,  10  January,  1809.     Dropped  1815. 
Adams,  James  D- 

Midshipman,  27  September,  1864.     Graduated  2  June,  1868.     Ensign,  19  April, 
1869.     Master,  12  July,  1870.     Lieutenant,  15  September,  1873. 
Adams,  James  H. 

Master,  10  July,  1812.     Last  appearance  on  Records  of  Navy  Department. 
Adams,  James  H. 

Midshipman,  11  December,  1799.      Discharged    20  May,  1801,  under  Peace  Es- 
tablishment Act. 
Adams,  James  H. 

Third  Assistant  Engineer,  14  May,  1847.  Second  Assistant  Engineer,  26  February, 
1851.     First  Assistant  Engineer,  15  December,  1853.     Resigned  2  August,  1863. 
Acting  First  Assistant  Engineer,  12   August,  1862.     Acting   Chief  Engineer, 
19  January,  1803.     Honorably  discharged  27  December,  1807. 
Adams,  Jellrey  T. 

Acting  Assistant  Surgeon,  30  November,  1861.     Appointment  revoked  26  July, 
1862. 
Adams,  John. 

Boatswain,  21  May,  1803.     Last  aijpearance  on  Records  of  Navy  Department,  34 
July,  1840. 
Adams,  John. 

Midshipman,  5  September,  1845.     Dropped  7  October,  1851. 

Adams,  John. 

Acting  Ensign,  20  July,  1863.     Acting  Master,  9  March,  1864.     Died  23  Febru- 
ary, 1867. 
.'idams,  John  Q. 

Midshipman,   3  July,   1835.     Passed   Midshipman,   33    June,  1841.     Master,  23 
March,  1848.     Lieutenant,  31  February,  1849.     Lost  in  Albany,  28  September, 
18.54. 
Adams,  John  Q. 

Gunner,  23  October,  1863.     Resigned  18  February,  1869. 
Adams,  Joseph  II. 

Midshipman,  8  December,  1831.      Passed    Midshipman,  23   June,  1838.      Lieu- 
tenant, 15  February,  1843.     Died  4  October,  1853. 

Adams,  J.  P.  B. 

Midshipman,  3  February,  1829.     Died  28  December,  1835. 
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Adams,  J.  T.  A. 

Acting  Assistant  Surgeon,  2  February,  18G3.     Resigned  20  January,  18G5. 
Adanii^,  J.  Warren. 

Mate,  22  June,  1863.     Acting  Ensign,  35   June,  1864.     Honorably   discharged  13 
December,  1865. 
Adams,  LiaRne  P. 

Acting  Midshijjman,  26  October,  1859.     Ensign,  16  September,  1863.    Lieutenant, 
33  February,  1864.     Lieutenant-Commander,  25  July,  1866.     Died  11  January, 
1868. 
Adams,  Napoleon  B. 

Acting  Midshipman,  35  January,  1849.     Dropped  12  July,  1849. 
Adams,    IVewton  H. 

Assistant  Surgeon,  24  January,  1862.     Passed  Assistant  Surgeon,  5  March,  1866. 
Surgeon,  6  June,  1868.     Died  17  November,  1869. 
Adams,  Peter. 

Boatswain,  25  August,  1809.     Killed  in  action  1   June,  1813. 
Adams,  Richard. 

Acting  Master,  6  September,  1861,  without  jsay.     Appointment  revoked  25  Feb- 
ruary, 1863. 
Adams,  Robert. 

Midshi];)raan,  18  May,  1809.     Last  appearance  on  Records  of  Navy  Department, 
18  September,  1809. 
Adams,  Robert. 

Acting  Master,  24  December,  1861.     Dismissed  27  June,  1862. 
Adams,  Roderick  R. 

Midshipman,  2  May,  1815.     Drowned  August,  1819. 
Adams,  Samuel  li. 

Acting  Assistant  Surgeon.  Resigned  31  May,  1864. 
Adams,  Samuel  W. 

Midshipman,   1    January,  1808.     Lieutenant,    24   July,    1813.      Commander,    11 
March,  1829.     Died  1  January,  1831. 
Adams,  Samuel  W. 

Master,  3  July,  1813.     Last  appearance  on  Records  of  Navy  Department. 
Adams,  S.  Wardell. 

Midshipman,  18  June,  1812.      Resigned    18  July,  1815.      Midshipman,  16  May, 
1816.     Died  1830. 
Adams,  Sherman  W. 

Acting  Assistant  Paymaster,  10  March,  1862.     Resigned  11  October,  1864. 
Adams,  Silas. 

Acting  Third  Assistant  Engineer,  13  June,  1863.     Died  3  February,  1864. 
Adams,  W.  II. 

Midshipman,  27  April,  1833.     Passed  Midshipman,  8  July,  1839.      Died  8  No- 
vember, 1843. 
.4dams,  M'illiam. 

Sailmaker,   13    July,  1836.      Last  appearance  on  Records  of  Navy    Department. 
Adams,  William  Henry. 

Acting  Third  Assistant  Engineer,  14  April,  1865.     Honorably  discharged  36  July, 
1865. 
Adams,  W.  M.  E. 

Midshipman,   7  June,  1831.     Passed   Midshipman,  33  June,  1838.     Dismissed  9 
July,  1841. 
Adamson,  Alfred. 

Third  Assistant  Engineer,  13  May,  1861.  Second  Assistant  Engineer,  17  December, 
1862.  First  Assistant  Engineer,  1  January,  1865.  Chief  Engineer,  19  May, 
1879. 
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Adaniiiion,  Kaiiiiiel  E. 

Mate,  10  Jvi'ly.  l^ij:l     Honorably  discharged  30  November,  1865. 
Addicks,  Josepb  T. 

Assistant   Paymaster,  23    October.   1869.     Past    Assistant   Paymaster,  4  March, 
1875. 
Addison  John. 

Cliaplain,  3  March,  1825.     Resigned  25  February,  1828. 
Addison,  Joseph. 

Acting  Gunner,  7  April,  1863.     Honorably  discharged  29  November,  1865. 
Addison,  S.  Ridout. 

Assistant  Surgeon,  20  June,  1838.     Passed  Assistant  Surgeon,  25  November,  1844. 
Surgeon,  22  September,  1854.     Died  28  August,  1860. 
Adee,  Aug. 

Surgeon's  Mate,  15  July,  1824.     Surgeon,  3  January,  1828.     Died  23  Februai-y, 
1844. 
Adkins,  John. 

Acting  Third  Assistant  Engineer,  26  November,  1862.     Appointment  revoked  18 
September,  1863.     Acting    Second    Assistant    Engineer,    10   December,    1S68. 
Honorably  discharged  13  July,  1865. 
Adkins,  William  E. 

Mate,  1  August,  1864.     Resigned  17  February,  1865. 
Adler,  August. 

Mate.     Acting  Ensign,  3  July,  1863.     Honorably  discharged  2  May,  1868. 
Adlington,  Francis. 

Mate,  9  June,  1862.     Died  12  November,  1862. 
Aguew,  Johu. 

Acting  Third  Assistant  Engineer,  10  December,  1864.     Honorably  discharged  26 
August,  1865. 
Agnew,  John  P. 

Acting  Assistant  Surgeon,  19  March,  1864.     Resigned  12  May,  1864. 
Agnew,  Richard. 

Carpenter,  12  January,  1874. 
Ahrens,  A.  H. 

Mate,  17  November,  1864.     Resigned  17  June,  1865. 
Aiken,  Edmund  C. 

Mate,  28  July.  1863.     Resigned  22  June,  1864.     Mate,  5  April,  1865.  Appointment 
revoked  8  August,  1866. 
Aiken,  George  M'. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Honorably  discharged  3  Decern 
ber,  1865. 
Aiken,  Josiali  B. 

Acting  Boatswain,  1   September,  1863.     Appointment  revoked  10  August,   1864. 
Acting  Boatswain,  6  September,  1804.     Boatswain,  24  Mareh,  1806. 
Aiken,  W.  Appleton. 

Acting  Assistant  Paymaster,  10  August,  1861.     Resigned  12  December,  1861. 
Aimee,  Jacob. 

Gunner,  5  December,  1861.     Killed  on  Mercedita,  31  January,  1868. 
Ainsworth,  Charles. 

Acting  Ensign,  3  August,  1863.     Honorably  discharged  14  July,  1866. 

Aitken,  Hugh. 

Surgeon's  Mate,  15  July,  1800.     Died  17  September,  1806. 

Albert,  Charles. 

Mate,  11  January,  1862.     Dismissed  3  December,  1862. 
Albert,  John  S. 

Third  Assistant  Engineer,  8   September,  1855.      Second  Assistant  Engineer,  21 
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July,   1858.      First  Assistant  Engineer,  30  August,   1859.     Chief  Eno-ineer    29 
October,  1861.     Died  3  July,  1880.  ° 

Albert,  Sidney. 

Third  Assistant  Engineer,  11  April,  1859.     Second  Assistant  Engineer,  17  Decem- 
ber, 1861.    First  Assistant  Engineer,  17  March,  1863.    Chief  Engineer,  31  March, 
1870.     Resigned  31  December,  1873. 
Albro,  Gardner  D. 

Acting  Second  Assistant  Engineer,  30  December,  1863.     Honorably  discharged  19 
August,  1865. 
Albro,  CSeorge  T,. 

Gunner,  14  June,  1863. 
Albury,  William  H. 

Acting  Master  and  Pilot,  31  November,  1864.     Honorably  discharged  14  Decem- 
ber, 1865. 
Alby,  Setli  B. 

Midshipman,  18  June,  1813.     Resigned  4  March,  1814. 
Alcorn,  James. 

Master,  39  June,  1812.     Discharged  18  April,  1814. 
Alcorn,  James  F. 

Acting  Master,  28  April,   1863.      Honorably  discharged  14  May,  1867.     Acting 
Master,  29  July,  1867.     Mustered  out  1  July,  1868. 
Alden,  Cbarles  H. 

Chaplain,  23  April,  1841.     Died  24  September,  1846. 
Alden,  Humphrey. 

Master,  3  October,  1811.     Resigned  8  June,  1812. 
Alden,  James. 

Midshipman,  1  April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  25 
February,  1841.     Commander,  14  September,  1855.     Captain,  2  January,  1863. 
Commodore,  35  July,  1866.     Rear-Admiral,   19  June,  1871.      Retired  list,  31 
March,  1872.     Died  6  February,  1877. 
Alden,  James  M. 

Acting  Ensign,  26  August,  1863.     Acting  Master,  9  January,  1865.     Honorably 
discharged  31  December,  18G5.     Secretary  to  Admiral  Porter,  26  July,  1866. 
Alden,  Robert  W. 

Midshipman,  1  May,  1822.     Dismissed  14  November,  1831. 
Aldrich,  Arthur  F. 

Mate,  11  October,  1864.     Acting  Ensign,  28  June,  1865.     Honorably   discharged 
25  October,  1867. 
Aldrich,  R.  O. 

Mate,  28  August,  1863.     Resigned  24  September,  1863. 
Aldrick,  Samuel. 

Midshipman,  7  July,  1800.     Discharged  30  April,  1801. 
Aldridge,  Fdmnnd  W. 

Acting  Second  Assistant  Engineer,  19  April,  1862.     Ajipointment  revoked  1  July, 
1863. 
Aldridge,  John  II. 

Acting  Assistant  Surgeon,  4  December,  1863.     Dismissed  38  December,  1863. 
Aldridge,  Richard. 

Acting  Third  Assistant  Engineer,  28  July.     Discharged  16  October,  1865. 
Alexander,  A.  A. 

Midshipman,  1  Sejjtember,  1811.     Resigned  19  June,  1824. 
Alexander,  Adam  C 

Acting  Midshipman,  23   November,  1859.     Ensign,  16  September,  1862.     Died  34 
February,  1864. 
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Alexander,  Alexander. 

Midshipman,  3  JIarcb,  IT'JO.     Resigned  G  Febnniry,  1800. 
Alexander,  Clieriali  ]I. 

Acting  Carpenter,  3  June,  18(54.     Honorably  discharged  9  November,  1865. 
Alexander,  Fraueis. 

Midshipman,  27   Mav,  1825.     Passed  Midshipman,  23  June,  1811.     Lieutenant,  7 
March,  1849.     Died  11  May,  1849. 
Alexander,  Cieorge  W. 

Tljird  Assistant  Engineer,  31  October,  1848.     Second  Assistant  Engineer,  10  Feb- 
ruary, 1852.     First  Assistant  Engineer,  27  June,  1855.     Resigned  5  April,  1861. 
Alexander,  Gerard. 

Assistant  Surgeon,  1  May,  1850.     Resigned  8  March,  1856. 
Alexander,  Horaee  £. 

Acting  Ensign,  9  June,  1863.     Appointment  revoked  24  December,  1863. 
Alexander,  John. 

First  Assistant  Engineer,  4  March,  1842.     Disrated  to  Second  Assistant  Engineer, 
28  July,  1845.     First  Assistant  Engineer,  26  February,  1851.     Died  26  January, 
1803. 
Alexander,  Joseph  D. 

Third  Assistant  Engineer,  13  March,  1847.     Resigned  25  August,  1847. 
Alexander,  Joisepli  M. 

Acting  Midshipman,  21  September,  1853.     Midshipman,  10  June,  1857.     Passed 
Midshipman,  25  June,  1800.     Master,  24  October,  1800.     Lieutenant,  11  March, 
1801.     Dismissed  5  July,  1861. 
Alexander,  Nathaniel. 

Midshipman,  30  November,  1814.     Resigned  1  June,  1821. 
Alexander,  jVeil. 

Mate,  28  October,  1801.     Deserted  20  August,  1863. 
Alexander,  Kiehard  H. 

Acting  Third  Assistant  Engineer,  30  August,  1863.     Resigned  17  November,  1864. 
Alexander,  >Saninel. 

Master,  20  November,  1814.     Resigned  15  Merch,  1815. 
Alexander,  William  H. 

Midshipman,  1  March,  1835.     Resigned  10  November,  1837. 
Alexi<i),  I.iUiiis. 

Mnlshijjman,  15  July,  1798.     Lieutenant,  4  March,  1807.     Commander,  10  Decem- 
ber, 1814.     Resigned  17  September,  1837. 
Airord,  £dward. 

Acting  Ensign,  1  October,  1863.     Acting  Master,  15  June,  1801.     IIon'.)rably  dis- 
charged 9  April,  1800. 
Alger,  William  H. 

Mate,  18  August,  1803.     Honorably  discharged  30  September,  1805. 
Allan,  John  W. 

Acting  Third  Assistant  Engineer,  6  September,  1804.     Ilonorab'.v  discharged  5 
July,  1805. 
Allderdiee,  William  H. 

Cadet  Engineer,  14  September,  1876.     Graduated  10  June,  1880. 
Allderdiee,  Winslow. 

Cadet  Midshipman,  17  June,  1870.    Graduated  1  June,  1874.    Ensign, .17  July,  1875. 
Resigned  31  August,  1880. 
Allee,  Presley. 

Midshipman,  18  May,  1809.     Resigned  5  November,  1810. 
Allen.  .4braliam. 

Acting  Master,  29  October,  1861.     Honorably  discharged  20  September,  1865. 
Allen,  Alfred  W. 

Mate,  4  March,  1870.     Resigned  11  March,  1873. 
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Allen,  Aleck. 

Acting  Master,  17  October,  1861.     Dismissed  23  May,  1863. 
Allen,  Alexander  B. 

Mate,  4  April,  1864.     Discharged  13  September,  1865. 
Allen,  Amos  D. 

Acting  Assistant  Paymaster,  31  October,  1864.     Honorably  discharged  3  Septem- 
ber, 1865. 
Allen,  Bart.  G. 

Acting  Ensign,  6  December,  1864.     Plonorably  discharged  17  September,  1865. 
Allen,  Bowen. 

Acting  Master,  11  November,  1861.     Honorably  discharged  35  November,  1865. 
Allen,  Bnrgess  P. 

Gunner,  31  November,  1851.     Retired  list  3  December,  1876. 
Allen,  Caleb. 

Midshipman,  13  November,  1799.     Discharged  30  May,  1801,  under  Peace  Estab- 
lisliment  Act. 
Allen,  Charles  9f. 

Acting  Third  Assistant  Engineer,  7  September,    1864.     Honorably  discharged  5 
July,  1865. 
Allen,  Drury  N. 

Midshipman,  11  May,  1803.     Resigned  17  September,  1803. 
Allen,  Ebenezer. 

Carpenter,  37  June,  1810.     Resigned  1  May,  1811. 
Allen,  Edward. 

Midshipman,  33  January,  1838.     Dismissed  9  August,  1845. 
Allen,  £dward. 

Acting  Third  Assistant  Engineer,  5  July,  1863.    Acting  Second  Assistant  Engineer, 
10  October,  1863.     Appointment  revoked  33  November,  1865. 
Allen,  Edward  Gray. 

Acting  Third   Assistant  Engineer,  31    February,  1865.     Honorably  discharged  8 
February,  1870.     Second  Assistant  Engineer,   1   December,  1870.     Dropped  14 
January,  1879. 
Allen,  £dwin  J. 

Mate.   Acting  Ensign,  30  July,  1863.     Dismissed  30  September,  1863. 
Allen,  Edwin  J. 

Boatswain,  3  May,  1876. 
Allen,  Francis  B. 

Third  Assistant  Engineer,  1  March,  1863.    Second  Assistant  Engineer,  15  October, 
1863.     Resigned  18  February,  1868. 
Allen,  Francis  P- 

Acting  Master,  13  October,  1861.     Died  24  May,  1863. 
Allen,  Frederick  B. 

Acting  Ensign,  IS  May,  1864.     Honorably  discharged  13  August,  1865. 
Allen,  George  E. 

Acting  Third  Assistant  Engineer,  34  December,  1863.    Acting  Second  Assistant 
Engineer,  4  March,  1864.     Honorably  discharged  14  August,  1865. 
Allen,  George  M. 

Assistant  Paymaster,  3  March,  1879. 
Allen,  George  O. 

Acting  Assistant  Surgeon,  9  December,  1863.     Honorably  discharged  31  October, 
1865.    Assistant  Surgeon,  3  March,  1868.     Resigned  17  March,  1873. 
Allen,  George  W. 

Acting  Gunner,  9  May,  1863.     Appointment  revoked  30  October,  1865. 
Allen,  George  W. 

Acting  Assistant  Paymaster,  33  January,  1864.     Discharged  35  August,  1865. 
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Allen,  Henrj. 

Acting  Master,  15  October,  1801.     Dismissed  13  January,  1863. 
Allen,  Henry  F. 

Acting  Third  Assistant  Engineer,  14  November,  1804.     Honorably  discharged  26 
February,  1808. 
Allen,  Henry  S. 

Mate,  29  October,  1863.     Honorably  discharged  27  August,  1865. 
Allen,  Howard 

Master,  24  April,  1812.     Discharged  27  July,  1815. 
Allen,  H.  R. 

Acting  Third  Assistant  Engineer,  20  July,  1863.     Honorably  discharged  8  August, 
1805. 
Allen,  Ii^aao. 

Mate.     Died  24  May,  1865. 
Allen,  Jauies. 

Acting  Third  Assistant  Engineer,  22  April,  1863.     Acting  Second  Assistant  En- 
gineer, 19  April,  18.64.     Honorably  discharged  22  September,  1865. 
Allen,  James  X. 

Acting  Assistant  Surgeon,  10  June,  1861.     Resigned  21  October,  1861. 
Allen,  John. 

Boatswain,  12  November,  1798.     Discharged  10  June,  1801,  under  Peace  Establish- 
ment Act. 
Allen,  John. 

Master,  1  July,  1805.     Dismissed  12  December,  1805. 

Allen,  John. 

Acting  Third  Assistant  Engineer,  2   December,  1864.     Honorably  discharged  9 
February,  1868. 
Allen,  John  B.  A. 

Acting  Third  Assistant  Engineer,  3   December,  1861.     Acting  Second   Assistant 
Engineer,  14  November,  1862.     Honorably  discharged  5  October,  1865. 
Allen,  John  H. 

Acting  Ensign,  12  December,  1862.     Acting  Master,  16  February,  1864.     Honor- 
ably discharged  12  December,  1865. 
Allen,  John  J. 

Mate,  18  May,  1863.     Resigned  22  August,  1864. 

Allen,  John  M. 

Midshipman,  1  February,  1823.     Resigned  13  February,  1824. 

Allen,  John  S. 

Acting  Assistant  Paymaster,  17  December,  1861.     Discharged  28  December,  1865. 

Allen,  liOnis  J. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  6  January, 
1802.     First   Assistant  Engineer,   20   May,    1863.     Chief  Engineer,   4  March, 
1871. 
Allen,  Merwin. 

Acting  Ensign,  5  June,  1863.     Honorably  discharged  28  November,  1865. 
Allen,  Moses. 

Purser,  15  May,  1799.     Discharged  18  November,  1801,  under  Peace  Establishment 
Act. 
Allen,  Nathaniel  P. 

Mate,  20  December,  1802.     Appointment  revoked  1  April,  1803. 

Allen,  Oliver  P. 

Midshipman,  28  September,  1840.     Dismissed  17  June,  1851. 
Allen,  Robert  W. 

Acting  Assistant  Paymaster,  20  January,  1864.     Passed  Assistant  Paymaster,  23 
July,  1806.     Paymaster,  1  February,  1868. 
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Allen,  Samnel. 

Midshipman,  11  December,  1799.     Discharged  30  April,  1801,  under  Peace  Estab- 
lishment Act. 
Allen,  Sainnel. 

Midshipman,  13  December,  1800.     Discharged  30  April,  1801,  under  Peace  Estab- 
lishment Act.  • 
Allen,  Saninel. 

Gunner,  9  May,  1836.     Resigned  1  March,  1839.     Gunner,  3  December,  1841.     Died 
23  January,  1854. 
Allen,  Sherman. 

Mate,  21  March,  1863.     Appointment  revolted  6  October,  1802. 
Allen,  Theodore. 

Third  Assistant  Engineer,  39  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 18G3.     Resigned  13  June,  1865. 
Allen,  Tlioinas. 

Acting  Assistant  Surgeon,  19  September,  1863.     Died  10  February,  1865. 
Allen,  Weld  JT. 

Acting  Midshipman,  24  May,  1852.     Midshipman,  20  June,  1856.    Passed  Mid- 
shipman, 29  April,  1859.     Master,  5  September,  1859.     Lieutenant,  24  Februaiy, 
1861.     Lieutenant-Commander,  2  January,   1863.     Commander,  25  July,  1871. 
Died  7  February,  1875. 
Allen,  William. 

Mate,  18  September,  1862.     Acting  Boatswain,  11   March,  1863.     Boatswain,  13 
March,  1806.    Dismissed  34  Febr'uary,  1868. 
Allen,  William. 

Gunner,  20  December,  1858.     Dismissed  3  March,  1860. 
Allen,  William  A.  H. 

Third  Assistant  Engineer,  21  April,  1863.     Second  Assistant  Engineer,  25  July, 
1864.     First  Assistant  Engineer,  23  November,  1873. 
Allen,  William  B. 

Third  Assistant  Engineer,  1  March,  1862. 
Allen,  William  B. 

Acting  Third  Assistant  Engineer,  5  February,  18C4.     Appointment  revoked  10 
March,  1865. 
Allen,  William  C. 

Midshipman,  2  February,  1819.     Died  1831. 
Allen,  William  H. 

Midshipman,  28  April,  1800.     Lieutenant,   17  February,   1807.     Commander,  24 
July,  1813.    Killed  in  action  14  August,  1813. 
Allen,  William  II. 

Midshipman,  1  January,  1808.     Lieutenant,  24  July,  1813.     Killed  in  action  with 
Pirates,  November,  1822. 
Allen,  William  Henry. 

Acting  Third  Assistant  Engineer,  3   Sei^tember,  1804.     Honorably  discharged  10 
January,  1867. 
Allen,  W'illiani  H. 

Cadet  Midshipman,  26  September,  1862.     Graduated  20  June,  1876.     Ensign,  35 
November,  1877. 
Alley,  Frederick  C. 

Acting  Assistant  Paymaster,  26  September,  1863.     Discharged  25  August,  1865. 
Assistant  Pavmaster,  31  February,  1867.    Passed  Assistant  Paymaster,  25  Januai-y, 
1870.    Died  26  October,  1879. 
AUyn,  Gordon  li. 

Acting  Master,  24  May,  1861.     Appointment  revoked  29  October,  1862. 
Allyn,  Woah  1.. 

Acting  Master,  14  August,  1861.     Appointment  revoked  5  September,  1863. 


2G  GENERAL  NAVY  REGISTER. 

Allibone,  Charles  O. 

Midshipman,  24  July,  1863.     Graduated,  SeptetuDer,  186T.     Ensign,  18  December, 
1SU8.     Master,  21  March,  1870.     Lieutenant,  a  November,  1871. 
Allino,  Benjamin. 

Purser,  28  October,  1798.     Died  22  September,  1804. 
Ailing,  George  It. 

Mate,  1802.     Resigned  28  .Tuly,  1802. 
Allingham,  James  J. 

Assistant  Surgeon,  21  December,  18G1.     Passed  Assistant  Surgeon,  8  May,  186.5. 
Died  14  October,  1865. 
Allis,  E.  II. 

Acting  Assistant  Surgeon,  25  .January,  1862.     Lost  on  BaVribridge.  August,  1863. 
Allison,  Iturgess. 

Cliaplain,  3  March,  1823.     Died  20  February,  1827. 
.'illison,  Jaeob  S. 

Midshipman,  10  May,  1820.     Resigned  10  March,  1823. 
Allison,  Oscar  W. 

Third  Assistant  Engineer,  1  February,  1862.  Second  Assistant  Engineer,  15  Octo- 
ber, 1863.     Resigned  8  December,  1869. 
Allison,  Richard. 

Midshipman,  6  June,  1836.    Passed  Midshipman,  1  July,  1842.     Died  5  May,  1847. 
Allison,  Richard  T. 

Purser,  30  October,  1849.     Dismissed  6  May,  1861. 
Allison,  Thomas. 

Midshipman,  15  November,  1810.     Resigned  19  April,  1813. 
Allison,  Tl'illiam  R. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department. 
Allnian,  Philip. 

Acting  Second  Assistant  Engineer,  27  November,  1863.     Discharged  23  January, 
1866. 
Allphin,  Henry  Z. 

Mate,  21  March,  1864.     Honorably  discharged  1  November,  1865. 
Allston,  Millegan. 

Midshipman,  27  October,  1798.     Last  appearance  on  Records  of  Navy  Department, 
Allston,  Thomas  P. 

Midshipman,  15  February,  1840.     Resigned  6  October,  1840. 
Alniand,  Albert. 

Midshipman,  10  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 
14  September,  1855.    Lieutenant,  15  Sejjtember,  1855.     Died  31  May,  1857. 
Alniey,  Thomas  A. 

Mate,  1861.     Killed  in  action  20  May,  1862. 
Alms,  Herman. 

Mate,  5  June,  1863.     Resigned  31  December,  1864. 
Almy,  Frederick  C 

Mate,  21  July,  1863.     Honorably  discharged  11  January,  1866. 
Almy,  George  IS. 

Acting  Master,  9  October,  1861.     Appointment  revoked  7  July,  1864. 
Almy,  John  J. 

Midsliipmnn,  2  February,  1829.   Passed  Midshipman,  3  July,  1835.    Lieutenant,  8 
March,  1841.    Commander,  24  April,  1861.  Captain,  8  March,  1865.  Commodore, 
31   December,   1869.   Bear-Admiral,  24  August,   1873.     Retired  list,  24  April, 
1877. 
Almy,  John  W. 

Mate,  13  January,  1863.    Acting  Ensign,  24  May,  1864.     Honorably  discharged  15 
December,  1868. 
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Almy,  Thomas  C. 

Master,  26  June,  1813.     Last  appearance  on  Records  of  Navy  Department. 
Alson,  Robert  W. 

Acting  Ensign,  23  May,  1863.     Honorably  discharged  30  November,  186.5. 
Altafier,  I$«aac  M. 

Acting  Assistant  Paymaster,   24  June,   1864.     Honorably  discharged  30  March, 
1866. 
Althan,  George. 

Acting  Third  Assistant  Engineer,  19  March,  1864.     Honorably  discharged  13  Oc- 
tober, 1865. 
Alwyn,  John  C. 

Master,  25  May,  1812.    Lieutenant,  24  September,  1813.     Killed  in  action   39  De- 
cember, 1813. 
Ambler,  Edward. 

Midshipman,  3  April,  1804.     Resigned  30  June,  1804. 
Ambler,  James  M. 

Assistant  Surgeon,  1  April,  1874.     Passed  Assistant  Surgeon,  15  June,  1877. 
Amee,  Jacob. 

Gunner,  5  December,  1861.     Killed  on  board  Mercedita,  off  Charleston,  S.  C,  31 
January,  1863. 
Amelnng,  Henry. 

Midshipman,  1  February,  1836.     Resigned  21  March,  1828. 
Ames,  Howard  £. 

Assistant  Surgeon,  10  April,  1875.    Passed  Assistant  Surgeon,  7  June,  1878 
Ames,  Hudson  X. 

Acting  Second  Assistant  Engineer,  8  July,  1863.     Appointment  revoked  4  June, 
1864. 
Ames,  John  H. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  18  December, 
1862.     Resigned  30  September,  1865. 
Ames,  Mark  B. 

Acting  Ensign,  17  May,  1864.     Honorably  discharged  29  July,  1865. 
Ames,  Pelham  W. 

Acting  Assistant  Paymaster,  19  July,  1861.     Discharged  25  April,  1866. 
Ames,  Samuel. 

Midshipman,  23  July,  1864.     Graduated  3  June,   1868.     Ensign,  19  April,  1869. 
Master,  13  July,  1870.     Resigned  8  January,  1873. 
Ames,  SulliTan  D. 

Acting  Midshipman,  33  September,  1856.     Midshipman,  15  June,  1860.     Master, 
19   September,   1861.     Lieutenant,  16   July,   1863.     Lieutenant-Commander,  25 
July,  1866.     Commander,  6  January,  1874.     Died  22  November,  1880. 
Amiss,  Stephen. 

Acting  Ensign,  1  October,  1862.     Dismissed  2  March,  1863. 
Amnien,  Daniel. 

Midshipman,  7  July,  1836.     Passed  Midshipman,  1  July,  1842.     Master,  10  May, 
1849.     Lieutenant,  4  November,  1849.     Commander,   16    July,  1862.     Captain, 
25  July,  1866.    Commodore,!  April,  1873.     Rear-Admiral,  11   December,  1877. 
Retired  list,  4  June,  1878. 
Auiiuernian,  Charles  H. 

Acting  Ensign,  2  January,  1863.     Acting  Master,  23  July,   1863.     Dismissed  9 
October,  1863. 
Amory,  £dward  Li. 

Acting  Midshipman,  1   October,  1862.     Graduated,   September,  1865.     Ensign,  1 
December,  1866.    Master,  13  March,  1868.     Lieutenant,  36  March,  1869. 
Amory,  John  H. 

Midshipman,  19  August,  1833.     Resigned  10  May,  1824. 
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Ainsden,  Charles  H. 

Cadet    Midshipman,   21   September,    1871.     Graduated,  June,   1875.     Ensign,  18 
July,  1876. 
Ami^den,  George  W. 

Acting  Third  Assistant  Engineer,  !i  June,  1863.     Honorably  discharged  8  Novem- 
ber, 1865. 
Anderson,  Addison  I>. 

Midshipman,  19  August,  1823.     Resigned  17  January,  1825. 
Anderson,  Antoni. 

Acting  Third  Assistant  Engineer,   17  October,  1864.     Honorably  discharged  18 
October,  1865.     Acting  Third  Assistant  Engineer,  9  March,  1867.     Mustered 
out  6  March,  1868. 
Anderson,  Asa. 

Acting  Third  Assistant  Engineer,  6  January,  1865.     Resigned  6  June,  1865. 
Anderson,  Benjamin  F. 

Midshipman,  3  March,  1831.     Resigned  23  June,  1838. 
Anderson,  Cameron. 

Purser,  29  February,  1848.     Died  25  June,  1852. 
Anderson,  Edward  C. 

Midshipman,  25  November,  1834.     Passed  Midshipman,  16  July,  1840.     Master,  30 
November,  1846.     Lieutenant,  27  February,  1847.     Resigned  25  October,  1849. 
Anderson,  Frank. 

Assistant  Surgeon,  24  May,  1875. 
Anderson,  George. 

Acting  Ensign,  14  August,  1863.     Resigned  17  April,  1865. 
Anderson,  George. 

Acting  Third  Assistant  Engineer.     Lost  on  Narcissus,  4  January,  1866. 
Anderson,  George  C. 

Mate,  27  January,  1862.     Deserted  3  July,  1863. 
Anderson,  George  E. 

Carpenter,  14  June,  1861. 
Anderson,  James. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  3  July,  1835.     Died  28  De- 
cember, 1840. 
Anderson,  James. 

Gunner,  19  October,  1799.     Discharged. 
Anderson,  James  F. 

Acting  Master,  10  February,  1862.     Appointment  revoked   21    November,  1863, 
Anderson,  John. 

Midshipman,  23  September,  1859.     Killed  in  action  24  April,  1862. 
Anderson,  John  D. 

Gunner,  7  August,  1S37.     Resigned  10  April,  1840. 
Anderson,  John  W. 

Acting  Second  Assistant   Engineer,  26  October,  1861.     Resigned    25  November 
1862.     Acting  Second  Assistant  Engineer,  4  June,  1804.     Dismissed  5  Novem- 
ber, 1864. 
Anderson,  Joseph. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Acting  Second  Assistant  En- 
gineer, 10  August,  1864.     Honorably  discharged  4  December,  1865. 
Anderson,  Justns  D. 

Acting  Ensign,  6  May,  1864.     Honorably  discharged  28  June,  1865. 
Anderson,  Mark  T. 

Midshipman,  1  January,  1825.     Dismissed  31  Decembir.  1828. 
Anderson,  Nicholas. 

Mate,  7  April,  1865.    Mustered  out  23  July,  1870. 
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Anderson,  Peter. 

Acting  Second  Assistant  Engineer,  28  May,  1863.     Honorably  discharged  7   De- 
cember, 1868. 
Anderson,  Richard. 

Acting  Third  Assistant  Engineer,   16  October,   1861.     Acting  Second  Assistant 
Engineer,  6  February,  1863.     Dismissed  9  March,  1865. 
Anderson,  Robert. 

Mate,  4  August,  1863.    Resigned  5  December,  1864. 
Anderson,  Robert. 

Boatswain,  16  June,  1863. 
Anderson,  Samuel. 

Surgeon's  Mate,  13  July,  1799.     Surgeon,  25  August,  1800.     Discharged  23  July, 
1801,  under  Peace  Establishment  Act. 
Anderson,  Samuel. 

Acting  Assistant  Paymaster,  11   August,  1862.      Honorably  discharged  8  July, 
1865. 
Anderson,  S.  J. 

Mate,  3  September,  1863.     Died  27  January,  1864. 
Anderson,  Thomas. 

Midshipman,  14  January,  1818.     Resigned  3  March,  1819. 
Anderson,  Thomas  O. 

Midshipman,  14  April,  1800.     Lieutenant,  24  March,  1807.     Resigned  21   August 
1807. 
Anderson,  W.  G. 

Midshipman,  2   March,  1803.     Lieutenant,  9    December,   1814.     Died   November, 
1822. 
Anderson,  William. 

Midshipman,  18  June,  1812.     Resigned  15  May,  1813. 
Anderson,  William  C 

Mate.     Resigned  30  June,  1863. 
Anderson  W.  Kenry. 

Acting  Assistant  Paymaster,  4  June,  1863.     Assistant  Paymaster,  30  June,  1864. 
Paymaster,  4  May,  1866.     Resigned  16  February,  1869. 
Anderson,  William  H. 

Acting  Ensign,  31  October,  1863.     Honorably  discharged  3  July,  1865. 
Anderson,  William  H. 

Acting  Third  Assistant  Engineer,  27  August,  1863.     Acting   Second  Assistant 
Engineer,  10  June,  1864.     Honorably  discharged  20  September,  1865.     Acting 
Second  Assistant  Engineer,  8  June,  1866.     Mustered  out  20  January,  1868. 
Andrade,  Cipriano. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     First  Assistant  Engineer,  13  January,  1865. 
Andress,  William  A. 

Acting  Second  Assistant  Engineer,  3  January,   1863.     Honorably  discharged  15 
October,  1865. 
Andrew,  Jackson. 

Acting  Third  Assistant   Engineer,    17    June,   1864.     Honorably   discharged    12 
August,  1865. 
Andrews,  A.  91. 

Midshipman,  13  April,  1814.     Furloughed  15  August,  1819.     Dead. 
Andrews,  Collin  J. 

Mate,  29  October,  1864.     Honorably  discharged  21  March,  1867. 
Andrews,  Daniel  W. 

Mate,  9  August,  1864.   Acting  Ensign,  19  November,  1864.  Honorably  discharged 
13  May,  1868. 
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Andrew<ii,  Elijah  T. 

Midshipman,  I'J  October,  1841.     Died  22  January,  1849. 
Andrews,  Francis  S. 

Acting  Tliird  Assistant  Engineer,  21  May,  18G4.     Honorably  discharged  13  Octo- 
ber, ISGo.     Acting  Second  Assistant  Engineer,  I'J  December,  180G.     Mustered 
out  21  July,  1S(J'J. 
Andrews,  John. 

Midsliipman,  28  June,  1799.    Discharged  8  June,  ISOl,  under  Peace  Establishment 
Act. 
Andrews,  Joseph. 

Gunner,  24  November,  1823.     Died  19  October,  1833. 
Andrews,  Moses  Ii. 

Acting  Third  Assistant  Engineer,  28  February,  1863.     Acting  Second  Assistant 
Engineer,  9  July,  18(;4.     Honorably  discharged  7  August,  1865. 
Andrews,  N. 

Chaplain,  16  August,  181G.     Died  1826. 
Andrews,  S.  C 

Acting  Master,  9  October,  1861.     Resigned  27  November,  1861. 
Andrews,  Thomas. 

Acting    Master,   29    October,   1861.      Appointment    revoked   4  February,    1864. 
Acting  Master,  19  December,  1864.     Died  27  February,  1865. 
Andrews,  William  B. 

Mute,  3  December,  1862.     Resigned  7  August,  1803. 
Angell,  Xathan  S. 

Suilmakcr,  1  June,  1823.     Resigned  3  May,  182C. 
Angier,  C'harles. 

Midshipman,  3  September,  1800.     Discharged  6  July,  1801. 
Angus,  George  W. 

Mate,  21  November,  1867.     Resigned  21  May,  1869. 
Angus,  Samuel. 

Midshipman,  6  November,  1799.     Lieutenant,  4  February,  1807.     Commander,  24 
July,  1813.     Captain,  27  April,  1816.     Dismissed  21  June,  1824. 
Ankers,  John  H. 

Mate.     Resigned  17  July,  1862.     Acting  Ensign,  27  October,  1863.     Honorably 
discharged  28  October,  1865. 
Annan,  John  W. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 
Anson,  R.  E. 

Mate,  33  October,  1863.     Acting  Ensign,  31   July,  1863.     Acting  Master,  8  May, 

1865.  Honorably  discharged  30  November,  1865.     Acting  Master,  4  January, 

1866.  Resigned"l3  June,  1868. 
Anthon,  George. 

Midshijjuian,  20  June,  1806.     AVarrant  returned  7  July,  1811. 
Anthony,  Charles  91. 

Acting  Ensign,  18  December,  1863.     Acting  Master,  37  July,  1865.     Master.  13 
March,    1868.     Lieutenant,    18    December,    1868.     Lieutenant-Commander,  26 
April,  1878. 
Anthony,  John  G. 

Midshipman,  1  July,  1830.     Resigned  14  June,  1837. 
Anthony,  Joseph. 

Surgeon,  30  June,  1798.     Discharged  1   Mav,  1801,  under  Peace  Establishment 
Act. 
Apgar.  Allen  S. 

Acting  Assistant  Paymaster,  1  September,  1863.     Honorably  discharged  19  Octo- 
ber,' 1865. 
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Apperby,  William. 

Acting  First  Assistant  Engineer,  17  December,   1863.     Resigned  23  June,  1864. 
Applegate,  Reuben. 

Acting  Gunner.     Resigned  3  June,  1864. 
Applet  on,  George  II. 

Mate,  3  April,  1864.     Resigned  18  January,  1867. 
Appold,  Samuel  A. 

Acting  Tliird  Assistant  Engineer,  12  March,  1863.     Acting  Second  Assistant  En- 
gineer, 14  October,  1864.     Honorably  discharged  1  July,  1868. 
Arbeoani,  Henry  P. 

Mate,  2  January,   1864.      Acting  Ensign,  3  November,   1864.     Appointment  re- 
voked 29  July,  1865. 
Arbona,  John  O. 

Mate.     Resigned  6  March,  1863. 
Arbuthnot,  C.  E. 

Acting  First  Assistant  Engineer,   1   October,   1863.      Honorably   discharged   20 
November,  1865. 
ArchboI<I,  Samuel. 

Third  Assistant  Engineer,  27  May,  1843.     Second  Assistant  Engineer,  28  July, 
1845.     First  Assistant  Engineer,  10  July,   1847.     Chief  Engineer,   11   March, 
1851.     Engineer-in-chief,  16  October,  1857.     Resigned  25  March,  1861. 
Archer,  Carson. 

Assistant  Surgeon,  23  July,  1850.     Declined  13  August,  1850. 
Archer,  Edward  K. 

Third  Assistant  Engineer,  26  June,  1856.     Resigned  3  November,  1860. 
Archer,  George  W. 

Midshipman,  1  May,  1832.     Last  appearance  on  Records  of  Navy    Department. 
Dead. 
Archer,  John. 

Lieutenant,  8  November,  1798.     Discharged  30  April,   1801,  under  Peace  Estab- 
lishment Act. 
Archer,  Richard  C. 

Purser,  25  April,  1812.     Died  24  June,  1824. 
Archer,  Sterling. 

Surgeon's  Mate,  18  April,   1800.     Surgeon,  11  April,  1803.     Last  appearance  on 
Records  of  Navy  Department,  November,  1805. 
Archer,  Thomas  T. 

Acting  Third  Assistant  Engineer,  12  March,  1863.    Acting  Second  Assistant  En- 
gineer, 39  SeiJtember,  1864.     Honorably  discharged  7  November,  1865. 
Arey,  Albert  R. 

Mate,  19  June,  1863.     Appointment  revoked  19  November,  1864. 
Arey,  Arthur  B. 

Mate,  13  Sejitember,  1864.     Honorably  discharged  33  January,  1867. 
Arey,  David  B. 

Acting  Ensign,  3  May,  1864.     Resigned  39  May,  1865. 
Arey,  Henry. 

Acting  Ensign,  7  July,  1863.    Acting  Master,  9  August,  1864.     Acting  Volunteer 
Lieutenant,  5  September,  1864.     Honorably  discharged  11  October,  1807. 
Arey,  Thomas  S. 

Acting  Ensign,  3  May,  1864.     Honorably  discharged  29  July,  1865. 
Arey,  William  R. 

Acting  Ensign,  7  September,  1864.     Resigned  21  April,  1865. 
Arkins,  William. 

Mate,  5  August,  1863.     Honorably  discharged  31  December,  1865. 
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Armaiit,  Terrence. 

Midshipman,  19  December,  1839.     Resigned  18  July,  18-10. 
Arniaiidt,  Paul. 

Mate,  5  March,  1863.     Acting  Ensign,  27  July,  18G3.     Honorably  discharged  27 
February,  18GG.     Mate,  8  July,  1SG7.     Mustered  out  13  March,  1868. 
Arniborg,  C'liarleiii. 

Acting  Second  Assistant  Engineer,  1  September,  1803.     Honorably  discharged  2-t 
January,  1806. 
Armenfroiit,  Cleorge  W. 

Acting  Jlidshipman,  23  November,  18G1.     Graduated  22  November,  1804.     En- 
sign,  1   November,  18GG.     Master,  1   December,  180G.     Lieutenant,  12  March, 
IhtiS.     Lieutenant-Commander,  20  March,  1869.     Died  13  August,  1875. 
Aruiistead,  Robert. 

Carpenter,  14  March,  1800.     Discharged  18  July,  1801. 
Ariiiislead,  Robert. 

Midshipman,  13  July,  1814.     Last  appearance  on  Records   of  Navy   Department. 
Dead. 
Armour,  Samuel  I>. 

Midshipman,  15  November,  1809.     Dismissed  19  November,  1812. 
Arms,  Frank  H. 

Acting  Assistant   Paymaster,  14    April,  1864.      Passed    Assistant  Paymaster,  23 
July,  18G0.     Paymaster,  14  October,  1871. 
Arms,  Liyman. 

Cadet  Midshipman,  24  September,  1870.     Graduated   1  June,   1874.     Ensign,  17 
July,  1875. 
Armstrong,  Aaron  II. 

Acting  First  Assistant  Engineer,  10  December,  1863.     Honorably  discharged   18 
November,  1865. 
Armstrong,  Aeneas. 

Midshi])man,  2  October,  1850.     Passed  Midshipman,   20  June,  1856.     Master,  22 
January,  1858.     Lieutenant,  20  September,  ISGO.     Resigned  21  November,  1860. 
Armstrong,  Caleb  II. 

Mate,  29  December,  1803.     Acting  Ensign,   9  September,  1863.     Honorably  dis- 
charged 15  December,  1868. 
Armstrong,  Charles  W. 

Midshipman,  4  March,  1823.     Passed  Midshipman,  23   March,  1829.     Lieutenant, 
3  March,  1831.     Died  27  February,  1850. 
Armstrong,  C.  W. 

Acting  Assistant  Paymaster,  30  March,  1865.     Discharged  7  October,  1865. 

Armstrong,  Franeis. 

Midshipman,  3  May,  1815.     Furloughed  17  July,  1821.     Dead. 

Armstrong,  George. 

Acting  Second  Assistant  Engineer,  23  June,  1863.     Resigned  7  September,  1863. 

Armstrong,  O.  BT. 

Actiuf  Ensign,  15  July,  1803.     Appointment  revoked  20  November,  1803. 

Armstrong,  G.  W. 

Acting  Carpenter,  6  December,  1803.     Resigned  2  October,  18G3. 

Armstrong,  Henry. 

Acting  Third  Assistant  Engineer,  31   December,  1861.     Acting  Second  Assistant 
Engineer,  20  November,  1863.     Dismissed  26  May,  1803. 
Armstrong,  James. 

Midshipman,   15  November,  1809.     Lieutenant,  27  April,  1816.     Commander,  8 
March,   1^25.     Captain,  8  September,  1841.     Commodore,  Retired  list,  4  April, 
1807.     Died  25  August,  1808. 
Armstrong,  James. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Died  18 
September,  1854. 
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Armstrong,  James  F. 

Midshipman,  7  March,  1832.     Passed  Midshipman,  23  June,  1838.     Lieutenant,  8 
December,  1842.     Commander,  8   June,  1861.     Captain,  Retired  list,  4  April, 
1867.     Captain,  Active  list,  from  27  September,  1866.     Retired  list,  2  Septem- 
ber, 1872.     Died  19  April,  1873. 
Armstrong,  J.  I>. 

Assistant  Surgeon,  27  May,  1812.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1824.     Dead. 
Armstrong,  John. 

Boatswain,  14  May,  1800.     Resigned  3  December,  1800. 
Armstrong,  Joseph  E. 

Acting  Ensign,  30  January,  1865.     Honorably  discharged  7  August,  1865. 
Armstrong,  I^.  H. 

Acting  Assistant  Surgeon,  28  March,  1873. 
Armstrong,  Thomas. 

Carpenter  17  June,  1822.     Died  6  September,  1836. 
Armstrong    Thomas. 

Acting  Third  Assistant  Engineer,  6  July,  1864.     Honorably  discharged  1  March, 
1866 
Armstrong,  William  C. 

Acting  Second  Assistant  Engineer,   1   October,  1862.     Honorably  discharged  10 
December,  1865. 
Armstrong,  William  M. 

Midshipman,  30   November,  1814.     Lieutenant,  3   March,  1821.     Commander,  8 
September,  1841.     Reserved  list,  13  September,  1855.     Captain,  Active  list,from 
24  March,  1855.     Died  28  June,  1861. 
Armstrong,  William  31. 

Acting  Ensign,  23  January,  1864.     Honorably  discharged  17  August,  1865. 
Armstrong,  William  MelV. 

Midshipman,  20  November,  1848.     Resigned  4  October,  1854. 
Arnand,  William  S. 

Mate,  19  November,  1862.     Honorably  discharged  29  August,  1866. 
Arnett,  John  P. 

Mate,  80  January,  1862.     Resigned  9  September,  1863.     Mate,  16  October,  1863. 
Acting  Ensign,  22  March,  1864.     Honorably  discharged  20  October,  1865. 
Arnold,  A.  C. 

Acting  Third  Assistant  Engineer,  8  December,   1864.     Honorably  discharged  9 
June,  1866. 
Arnold,  Charles  F. 

Midshipman,  14  October,  1862.     Graduated  June,  1866.     Ensign,  12  March,  1868. 
Master,  26  March,  1869.     Lieutenant,  21   March,   1870.     Dismissed  19  October, 
1875. 
Arnold,  Conway  II. 

Acting  Midshipman,  30  September,  1863.     Graduated  June,  1867.     Ensign,  18  De- 
cember, 1868.     Master,  21  March,  1870.     Lieutenant,  22  June,  1871. 
Arnold,  JEdward  A. 

Acting  Assistant  Surgeon,  5  November,  1862.     Resigned  22  August,  1863. 
Arnold,  Edward  G. 

Mate,  23  December,  1862.     Dismissed  9  June,  1803. 
Arnoltl,  Edward  R. 

Third  Assistant  Engineer,  1  July,  1861.     Resigned  13  April,  1864. 
Arnold,  Henry  N.  T. 

Midshipman,  13  March,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  6  Feb- 
ruary, 1854.  Lieutenant,  12  September,  1854.  Lieutenant-Commander,  16  July, 
1862.     Commander,  3  March,  1865.     Retired  list,  30  October,  1&71. 
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Arnold,  John. 

Master,  3  July,  1813.     Last  iippoarance  on  Records  of  Navy  Department. 
Arnold,  Joseph. 

Mklsliipnian,  4  March,  ISio.     J-ast  appearance  on  Records  of  Navy  Department, 
October,  l«2y.     Dead. 
Arnold,  I^oroy. 

Third  Assistant  Engineer,  10  February,  18r)2.     Resigned  18  February,  1856. 
Arnold,  Thomas. 

Mi(lsljipmau,ll  November,  18-50.     Eesigned  21  September,  1855. 
Arnold,  M'illiani. 

Gunner,  21  April,  1845.     Died  21  March,  1863. 
Arnold,  William. 

Mate,  21  October,  1863.     Honorably  discharged  19  September,  1865. 
Arrants,  Richard  B. 

JLite,  18lil.     Acting  Master,  21  April,  18G2.     Resigned  16  August,  1865. 
Arrants,  M'illiani  B. 

Mate,  4  March,  ISCI.     Acting  Ensign,  14  September,   1863.     Ensign,   12  March, 
1868.     Master,  IS  December,  1808.     Retired  list,  23  May,  1870. 
Arthur,  Charles  G. 

Mate,  27  Dccuuibcr,  1861.      Acting    Volunteer  Lieutenant,   18  May,   1864.      Dis- 
missed 29  September,  1864. 
Arthur,  Charles  W. 

Acting   Ensign,   3   November,    1862.      Honorably   discharged  23   October,  1865. 
Acting  Ensign,  18  May,  1806.     Discharged  31  December,  1867. 
Arthur,  Elliott  J. 

Midshipman,  27  September,  1865.      Graduated  4  June,  1869.     Ensign,   12  July, 
ISTO.     Master,  12  December,  1873.     Lieutenant,  1  July,  1876. 
Arthur,  George. 

Assistant  Surgeon,  18  February,  1877. 
Arthur,  Henry  H. 

Acting  Third  Assistant  Engineer,  15  December,  1863.     Acting  Second  Assistant 
Engineer,  18  March,  1865.     Honorably  discharged  24  January,  1868. 
Arthur,  William  A. 

Acting  Master,  25  March,  1862.     Honorably  discharged  1  March,  1866. 
Arthur,  William  S. 

Acting  Third  Assistant  Engineer,  18  March,  1865.     Honorably  discharged  8  Feb- 
ruary, 1870. 
Arundel,  Rohert. 

Master,  20  May,  1812.     Died  10  November,  1812. 
Ashbridge,  J.  II. 

Sailing  Master,  14  August,   1813.     Midshipman,   1   February,  1814.     Resigned  6 
November,  1819. 
Ashbridge,  Riohard. 

Assistant  Surgeon,  3  July,  1876. 
Ashhury,  George. 

^      Acting  Master,  28  August,  1861.     Honorably  discharged  8  December,  1865. 
Ashby,  George  E. 

Acting  Second  Assistant  Engineer,  21  December,  1861.     Resigned  28  October,  1864. 
AshoroTt,  Richard. 

Acting  Second  Assistant  Engineer.     Dismissed  22  May,  1862. 
Asherort,  Robert  C. 

Acting  Second  Assistant  Engineer,  8  December,  1864.     Honorably  discharged  27 
September,  1865. 
Asher,  Allen. 

Midshipman,  1  April,  1828.     Resigned  1  November,  1828. 
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Asliinead,  James  J. 

Acting  Tliird  Assistant  Engineer,   18  November,  18G3.     Honorably  discharged  3 
July,  1805. 
Ashniead,  Li.   P. 

JlidsliiiJman,  19  October,  ISll.     Resigned  5  November,  1845. 
Ashiiiead,  Thomas  £. 

Mate,  13  May,  1863.     Acting  Ensign,  25  January,  18G5.     Honorably  discharged  21 
October,  1S65. 
Ashmnn,  Xiewis. 

Purser,  1  February,  1851.     Died  1  March,  1853. 
Ashton,  Francis  M. 

Third  Assistant  Engineer,  30  May,  1863.     Retired  list,  23  January,  1866.     Active 
list,  19  July,  1867.     Second  Assistant,  25  July,  1806.     Resigned  4  January,  1871. 
Second  Assistant  Engineer,  19  April,  1873.     Passed  Assistant  Engineer,  14  De- 
cember, 1878. 
Asbton,  Giii'don  C. 

Midshipman,  9  December,  1833.     Passed  Midshipman,  33  May,  1829.     Lieutenant, 
31  June,  1833.     Died  11  October,  1840. 
Ashton,  Henry. 

Midshipman,  10  February,  1838.     Died  31  January,  1846. 
Ashwortb,  Daniel. 

Acting  Third  Assistant  Engineer,   17  August,  1864.     Honorably   discharged  20 
December,  1865. 
Asibworth,  John. 

Acting  Third  Assistant  Engineer,  27  Ajiril,  1865.     Honorably  discharged  20  De- 
cember, 1865. 
Askins,  William  K. 

Acting  Ensign,  9  November,  1866.     Discharged  20  May,  1867. 
Aspold,  Edward. 

Acting  Third  Assistant  Engineer,  8  December,  1802.     Acting  Second  Assistant 
Engineer,  18  October,  1864.     Honorably  discharged  5  October,  1865. 
Aspinwall,  John. 

Mate,  9  June,  1862.     Acting  Ensign,  28  July,  1864.     Honorably  discharged  4  Jan- 
uary, 1806. 
Aspinwall,  John  S.  G. 

Acting  Second  Assistant  Engineer,  16  November,  1861.     Appointment  revoked  1 
April,  1863.     Acting  Second  Assistant  Engineer,  4  February,  1863.     Honorably 
discharged  31  November,  1865. 
Asserson,  Peter  C 

Mate,  37  May,  1863.     Acting  Ensign,  24  November,  1863.     Honorably  discharged 
28  February,  1869.     Civil  Engineer,  6  March,  1874. 
Aston,  Albert. 

Third  Assistant  Engineer,  31  February,  1861.     Second  Assistant  Engineer,  8  De- 
cember, 1863.      First  Assistant  Engineer,  1  December,   1864.     First  Assistant 
Engineer,  25  July,  1866.     Chief  Engineer,  12  June,  1873. 
Aston,  Ralph. 

Third  Assistant  Engineer,  9  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     First  Assistant  Engineer,  1  January,  1868. 
Athearn,  Ira. 

Mate,  24  January,  1863.     Honorably  discharged  5  January,  1860. 
Atkins,  Francis  H. 

Acting  Assistant  Surgeon,  9  March,  1864.     Resigned  28  November,  1864. 
Atkins,  Isaac  F. 

Mate,  2  January,  1864.     Acting  Ensign,  5  October,  1864.     Honorably  discharged 
34  October,  1865. 
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Atkins,  James. 

Thiid  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer,  21  Octo- 
ber, 1801.      First  Assistant  Engineer,   1    October,  1863.     Resigned  1   August, 
18(!5. 
Atkins,  John  R.  P. 

]\Iatfi,  11  .January,  1864.     Acting  Ensign,  HI  January,  180.'5.     Honorably  discharged 
11  November,  18G5. 
Atkins,  Thomas  H. 

Acting  Assistant  Surgeon,  10  Marcli,  18G3.     Resigned,  28  November,  1804. 
Atkinson,  Artliiir  H. 

Acting  Master,  24  August,  1802.     Honorably  discharged  11  May,  1805. 
Atkinson,  George  II. 

Acting  First  Assistant  Engineer,   1   October,  1862.     Acting   Chief  Engineer,  30 
June,  1804.     Honorably  discharged  20  November,  1865. 
Atkinson,  Frith  B. 

Mate,  5  April,  1863.     Honorably  discharged  13  May,  1868. 
Atkinson,  James. 

First  Assistant  Engineer,  26  May,  1839.     Disrated   to  Second  Assistant  Engineer, 
28  July,  1845.     Dropi^ed  18  January,  1848. 
Atkinson,  John  W. 

Acting  Master,  10  October,  1862.     Acting  Volunteer  Lieutenant,  7  October,  1864. 
Honorably  discliarged  28  October,  1805. 
Atkinson,  Paul. 

lioatswain,  5  January,  1856.     Died  2  December,  1868. 
Atkinson,  William  B. 

Midshipman,  16  March,  1799.     Last  aiJjjearance  on  Records  of  Navy  Department, 
23  April,  1799.     Dead. 
Atlee,  Henry  C. 

Mate,  4  March,  1804.     Honorably  discharged  10  June,  1865. 
Attmore,  Charles. 

Mate,  1802.     Resigned  18  March,  1865. 
Atwater,  Charles. 

Mate,  19  March,  18G2.     Dismissed  23  May,  1802. 
Atwater,  Norman. 

Acting  Ensign,  12  September,  1802.     Lost  on  "  Monitor,"  30  December,  1862. 
Atwood,  A.  P. 

Mate,  1861.     Acting  Ensign,  4  May,  1864.     Resigned  17  May,  1865. 
Atwootl,  Benjamin. 

Mate,  21   November,   1802.     Resigned   5  May,   1863.     Mate,  26  May,  1803.     Ap- 
pointment revoked  7  April,  1804.      Mate,  9   May,  1870.     Appointment  revoked 
31  July,  1871. 
Atwood,  Kdwai'fl. 

]\Iidshipman,  17  May,  1800.     Warrant  returned. 
Atirood,  Joseph  B. 

Acting  Second  Assistant  Engineer,   19   January,  1864.     Honorably  discharged  4 
September,  1865. 
Atwood,  ^Leonard. 

Acting  Third  Assistant  Engineer,   31  December,  1862.     Appointment  revoked  31 
May,  1804. 
Atwood,  M.  C. 

Midshipman,  17  December,  1810.     Purser,  26  March,  1814.     Died  12  May,  1823. 
Atwood,  ISohert  N. 

Acting  Assistant  Surgeon,  13  August,  1861.     Resigned  24  September,  1863. 
Atwood,  Samuel. 

Acting  Ensign,  12  April,  1865.     Honorably  discharged  3  December,  1865. 
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Anble,  James  li. 

Acting  First  Assistant  Engineer,  1  October,  1802.     Resigned  28  March,  1863. 
Aiichinleck,  Alexander. 

Second  Assistant  Engineer,  23  March,   1848.     Dismissed  28  July,  1848.     Acting 
First  Assistant  Engineer,  13  January,   1863.     Acting  Chief  Engineer,  15  Sep- 
tember, 18C3.     Resigned  31  May,  1865. 
Anehninty,  H.  J. 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,  1828.     Died  8  October,  1835. 
Anger,  Jobn  I*.  J. 

Midshipman,  25  September,  1866.     Graduated  June,  1870.     Ensign,  13  July,  1871. 
Master,  22  July,  1874. 
Anid,  James. 

Mate,  21   September,   1803.     Acting   Ensign,  16   August,  1804.     Honorably  dis- 
charged 20  October,  1865. 
Anlick,  Hampton. 

Assistant  Surgeon,  3  February ,  1870.     Passed  Assistant  Surgeon,  8  February,  1870. 
Aulick,  John  H. 

Midshipman,  15  November,   1809.     Lieutenant,   9  December,  1814.     Commander, 
3  March,  1831.     Captain,  8  September,  1841.     Commodore,  Retired  list,  4  April, 
1867.     Died  27  April,  1873. 
Anlick,  Bielimond. 

Midshipman,  19  October,  1840.     Passed  Midshipman,  11   July,  1846.     Master,  28 
April,  1854.     Lieutenant,  24  November,  1854.     Lieutenant-Commander,  10  July, 
1803.     Retired   list,   27  January,  1865.     Commander,   3   March,  1865.     Died  8 
June,  1808. 
Aust,  Joseph  C. 

Acting  Second  Assistant  Engineer,  6  January,  1865.     Resigned  27  June,  1865. 
Anstin,  Alrin  A. 

Assistant  Surgeon,  6  October,  1874. 
Austin,  ISenjamin. 

Surgeon's  Mate,  24  July,  1813.     Resigned  23  November,  1834. 
Anstin,  Benjamin  R. 

Mate,  4  February,  1803.     Dismissed  38  June,  1803. 
Austin,  Charles  A. 

Acting  Master,  28  October,  1801.     Resigned  4  March,  1803. 
Austin,  Edward  A. 

Acting  Third  Assistant  Engineer,  9  June,  1803.     Dismissed    15  January,  1804. 
Austin,  Edward  S. 

Mate,  14  October,  1862.     Honorably  discharged  33  March,  1806. 
Austin,  John. 

Acting  Second  Assistant  Engineer,  13  January,  1864.     Appointment  revoked  19 
March,  1864. 
Anstin,  John  H. 

Acting  Assistant  Surgeon,   10  March,  1864.     Assistant  Surgeon,   18  May,   1864. 
Resigned  14  January,  1805. 
Austin,  TVilUam  D. 

Midshipman,  3  November,  1840.     Passed  Midshipman,  11  July,  1840.     Master  31 
June,  1854.     Lieutenant,  5  February,  1855.     Resigned  13  May,  1857. 
Auze,  Charles  A. 

Midshipman,  13  December,  1831.     Resigned  3  September,. 1830. 
Avant,  Joseph. 

Mate,  7  January,  1802.     Acting  Ensign,  33  October,  1862.     Acting  Master  8  Mav 
1865.    Died  3  November,  1866. 
Averctt,  Samuel  IV. 

Acting  Midshipman,  3  November,  1855.     Midshipman,  9  June,  1859      Dismissed 
5  June,  1861. 
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ATerill,  James  D. 

Acting  Third  Assistant  Engineer,  11  November,  1803.     Honorably  discharged  21 
August,  18(15. 
Avery,  Edward  D. 

Acting   Assistant  Surgeon,  30  May,  18C4.      Honorably   discharged   10  October, 
1SC5. 
Avery,  George. 

Midshipman,  28  June,  1812.     Last  appearance  on  Records  of  Navy  Department,  7 
December,  1812.     Dead. 
Avery,  George  H. 

Acting  Ensign,  12  September,  1802.     Acting  Master,  27  May,  1804.     Dismissed  H 
November,  1805. 
Avery,  George  R. 

JIate,  21  November,  1803.     Resigned  15  December,  1804. 
Avery,  Gny  II. 

Acting  Master,  14  October,  1801.     Dismissed  7  August,  1802. 
Avery,  Henry. 

Acting  Ensign,  20  December,  1802.     Appointment  revoked  0  July,  1803. 
Averj-,  Joseph  Ii. 

Acting  Master,  1  October,  1802.     Resigned  25  May,  1803. 
Avery,  liatliani  B. 

Midshipman,  19  December,  1831.    Passed  Midshipman,  15  June,  1837.    Lieutenant, 
8  September,  1841.     Dropped  28  September,  1855. 
Avery,  Thomas. 

Acting  Third  Assistant  Engineer,  14  April,  1805.     Honorably  discharged  12  Sep- 
tember, 1805. 
Avery,  William  B. 

Acting  Ensign,  10  June,  1803.     Honorably  discharged  10  August,  1805. 
Axe,  David. 

Mate,  13  December,  1802.     Dismissed  22  February,  1864. 
Axford,  Williain. 

Midshijiman,  28  February,  1799.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 30  March,  1799. 
Axtell,  A.  B. 

Mate,  1802.     Resigned  2  December,  1862. 
Axtell,  Enos  A. 

Acting  Third  Assistant  Engineer,  CO  September,  1864.     Honorablv  discharged  18 
October,  1800. 
Ayers,  Joseph  G. 

Acting  Assistant  Surgeon,  17  December,  1804.     Honorably  discharged  24  Septem- 
ber, 1800.     Assistant  Surgeon,  18  October,  1800.     Passed  Assistant  Surgeon,  12 
October,  1809.     Surgeon,  7  January,  1878. 
Aydelot,  Benjamin. 

Master,  8  May,  1812.     Dismissed  2  April,  1814. 
Ayre,  Samuel. 

Surgeon,  29  December,  1812.     Resigned  17  April,  1817. 
Ayres,  f^amiiel  I.i.  P. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  17  January, 
1801.     First  Assistant  Engineer,  21  April,  1803.     Chief  Engineer,  21  March,  1870. 
Ayres,  Stephen  T. 

Mate,  22  September,  1804.     Honorably  discharged  14  July,  1805. 
Ayres,  William  P. 

Acting  Third  Assistant  Engineer,  3  April,  18G2.     Acting  Second  Assistant  Engi- 
neer, 32  October,  1863.     Honorably  discharged  29  December,  1805. 
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Saas,  William. 

Acting  Third  Assistant  Engineer,  8  December,  1863.     Honorably  discliarged  3 
September,  1865. 
Babb,  Tiioiuas  I>. 

Mate,  31  November,  1861.     Acting  Master,  11   July,  1863.     Honorably  discharged 
26  October,  1865. 
Babb,  M'illiam  T. 

Assistant  Surgeon,  36  April,  1847.     Resigned  15  July,  1850. 
Babbett,  Charles  W. 

Midshipman,  35  March,  1814.     Resigned  9  June,  1814. 
Babbidge,  J.  P. 

Midshijiman,  30  November,  1814.     Struck  off  34  June,  1819. 
Babbitt,  Charles  W. 

Carpenter,  3  July,  1847.     Died  33  September,  1865. 
Babbitt,  Ebenezer. 

Acting  Third  Assistant  Engineer,  5  November,  1863.     Resigned  27  May,  1865. 
Babbitt,  Edward  B. 

Midshipman,  15  November,  1809.     Lieutenant,  1  May,  1815.     Commander,  3  March, 
1835.     Died  9  September,  1840. 
Babbitt,  Fitx  Henry. 

Midshipman,  2  April,  1804.     Lieutenant,   5   June,  1810.     Killed  in  action  15  Jan- 
uary, 1815. 
Babbitt,  George  H.  T. 

Cadet  Engineer,  1  October,  1873.     Graduated  31  June,  1875.     Assistant  Engineer, 
1  July,  1877. 
Babbitt,  Sylvester  C 

Acting  Third  Assistant  Engineer,  18  April,  1863.     Honorably  discharged  7  Novem- 
ber, 1865. 
Babbitt,  Thomas. 

Surgeon,  31  April,  1804.     Resigned  25  April,  1810. 
Babbitt,  W.  D. 

Surgeon's  Mate,  38  March,  1820.     Surgeon,  4  May,  1825.     Died  24  May,  1826. 
Babbitt,  W.  K. 

Mate,  11  March,  1865.     Resigned,  8  September,  1865. 
Babcock,  Charles  A. 

Midshipman,  8  April,  1850.     Passed  Midshipman,  30  June,  1850.     Master,  32  Jan- 
uary, 1858.      Lieutenant,  3   October,   1859.     Lieutenant-Commander,    16   July, 
1863.     Commander,  28  October,  1869.     Died  39  June,  1876. 
Babeock,  Claude. 

Acting  First  Assistant  Engineer,  9  March,  1863.     Resigned  18  March,  1865. 
Babcock,  Converse  A. 

Acting  Ensign,  18  July,  1864.    Honorably  discharged  23  May,  1865. 
Babcock,  Franklin. 

Acting  Third  Assistant  Engineer,  3  November,  1863.     Honorably  discharged  28 
October,  1805. 
Babcock,  Henry. 

Acting  Master,  4  November,  1861.     Resigned  38  June,  1862. 
Babcock,  Herman. 

Assistant  Surgeon,  34  September,  1862.     Passed  Assistant  Surgeon,  30  October, 
1S65.     Resigned  28  November,  1868. 
Babcock,  James  D. 

Acting  Ensign,  16  August,  1864.     Honorably  discharged  39  July,  1865. 
Babcock,  IVilliam  C. 

Midshipman,  34  September,  1867.     Graduated  6  June,  1871.     Ensign,  14  July, 
1873.    Master,  9  October,  1875. 
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Babcock,  Hilliam  I^. 

Mate,  23  January,  18G2.     Acting  Master,  10  May,  18G2.     Honorably  discharged  IS 
January,  1800. 
Baber,  ticorge  F.  B. 

Midsliipman,  24  April,  1850.     Lost  on  '^Porpoise,"  last  intelligence  from  ship,  21 
September,  1854. 
Babin,  Iloi^ca  J. 

Acting  Assistant  Surgeon,  10  February,  18G5.     Assistant  Surgeon,  13  May,  1865. 
Passed  Assistant  Surgeon,  23  June,  1869.     Surgeon,  17  March,  1876. 
Babson,  Edwin. 

Mate,  11  November,  1861.     Acting  Master,  14  June,  1862.     Honorably  discharged 
1  November,  1865.    Acting  Master,  11  December,  1866.    Mustered  out  26  March, 
1869. 
Bache,  Albert  D. 

Acting  Assistant  Paymaster,  19  November,  1862.     Passed  Assistant  Paymaster,  23 
July,  1866.     Paymaster,  11  June,  1868. 
Bache,  Benjamin  F. 

Midshipman,  1  January,  1817.     Resigned  22  July,  1824. 
Bache,  Benjamin  F. 

Surgeon's  Mate,  9  July,  1824.     Surgeon,  3  January,  1828.     Retired  list,  7  February, 
1863.     Medical  Director,  Retired  list,  3  March,  1871. 
Bache,  George  M. 

Midshipman,  1  January,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 
3  May,  1835.     Drowned  8  September,  1846. 
Bache,  George  M. 

Acting  Midshipman,  19  November,  1857.  Midshipman,  1  June,  1861.  Lieutenant, 
16  July,  1862.  Lieutenant-Commander,  35  July,  1866.  Commander,  5  April, 
1875.     Retired  list,  5  April,  1875. 

Bache,  J.  O. 

Mate,  6  December,  1862.     Resigned  11  January,  1865. 
Bache,  Biehard. 

Midshipman,  3  June,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant,  25 
February,  1841.     Drowned  27  March,  1850. 
Bachelder,  George  G. 

Mate,  14  November,  1862.     Appointment  revoked  29  August,  1864. 
Back,  William. 

Acting  Gunner,  2  May,  1864.     Resigned  10  May,  1865. 
Backns,  Sylvanus. 

Acting  Midshipman,  38  September,  1857.     Midshipman,  22  August,  1861.     Lieu- 
tenant, 16  July,  1862.     Wholly  retired  31  July,  1866. 
Bacon,  Albert  W. 

Acting  Assistant  Paymaster,  7  November,  1863.  Passed  Assistant  Paymaster,  1 
August,  1866.     Paymaster,  25  October,  1874. 

Bacon,  Francis  U. 

Acting  Ensign,  13  September,  1862.     Honorably  discharged  10  September,  1865. 
Acting  Ensign,  29  March,  1666.     Appointment  revoked  2  December,  186S. 
Bacon,  Frank  A. 

Midshipman,  25  May,  1832.     Passed  Midshipman,  23  June,  1S38.     Lost  on  Ex- 
ploring Expedition  1  May,  1839. 
Bacon,  Frederick  A.  G. 

Acting  Ensign,  6  November,  1863.     Honorably  discharged  10  March,  1867. 
Bacon,  George. 

Midshipman,  1  October,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  23 
January,  1858.  Lieutenant,  26  October,  1858.  Lieutenant-Commander,  16 
July,  1862.     Resigned  6  June,  1865. 
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Bacon,  GranTille. 

Acting  Assistant  Paymaster,  14  December,  1864.     Discharged  15  November,  1865. 
Bacon,  Henry. 

Sailmaker,  26  February,  1833.     Appointment  revoked  27  March,  1847. 
Bacon,  James  O. 

Acting  Assistant  Surgeon,  21  February,  1862.     Resigned  25  November,  1863. 
Bacon,  J.  K. 

Acting   Assistant  Surgeon,  12  March,  1864.     Honorably  discharged  11  October 
1865. 
Bacon,  William  T. 

Acting  Ensign,  20  January,  1863.     Acting  Master,  10  August,  1864.     Honorably 
discharged  28  October,  1865. 
Badcock,  George. 

Purser.     Discharged  29  October,  1801. 
Badger,  Charles  J. 

Midshipman,  22  June,  1869.     Graduated  31  May,  1873.     Ensign,  16  Jul)',   1874. 
Master,  1  November,  1879. 
Badger,  Oscar  C. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant -Commander, 
16  July,  1802.     Commander,  25  July,  1866.     Captain,  25  November,  1873. 
Badgley,  Morgan. 

Acting  Third  Assistant  Engineer,  21  December,  1861.     Resigned  19  November, 
1862. 
Badlam,  William  H. 

Third  Assistant  Engineer,  3  May,  1859.     Second   Assistant  Engineer,  8  October, 
1861.     Resigned  10  March,  1866. 
Baer,  W.  n. 

Acting  Assistant  Paymaster,  7  September,  1864.     Honorably  discharged  11   Octo- 
ber, 1065. 
Bagley,  Andrew  H. 

Acting  First  Assistant  Engineer,  22  May,  1863.     Honorably  discharged  4  Novem- 
ber, 1865. 
Bagg,  Jobn  S. 

Assistant  Surgeon,  7  January,  1875.     Passed  Assistant  Surgeon,  29  May,  1878. 
Bagnell,  Benjamin. 

Boatswain,  26  November,  1799.     Discharged  23  May,  1801. 
Bagot,  William. 

Master,  8  June,  1804.     Dismissed  10  November,  1810. 
Bailey,  Alfred. 

Midshipman,  28  January,  1841.     Resigned  7  July,  1845. 
Bailey,  Frederick  C. 

Mate,  28  November,   1864.     Honorably   discharged   23   August,   1866.     Mate,   29 
August,  1866.     Mustered  out  27  November,  1868. 
Bailey,  Frank  H. 

Cadet  Engineer,  1  October,  1873.     Graduated  21   June,  1875.     Assistant  Engineer, 
1  July,'"l877. 
Bailey,  G.  B. 

Acting  Ensign,  10  September,  1862.     Honorably  discharged  4  November,  1865. 
Bailey,  James. 

Gunner,  1  August,  1803.     Last  appearance  on  Records  of  Navy  Department. 
Bailey,  James. 

Midshipman,  16  January,  1809.     Resigned  25  February,  1810. 
Bailey,  James  H. 

Acting  First  Assistant  Engineer,  22  June,  1863.     Dismissed  8  August,  1863. 
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Bailey,  James  Af. 

Acting  Ensign  10  April,  1863.     Honorably  discharged  14  November,  1865 
Bailey,  John  R. 

Mate,  27  July,  18G3.     Dismissed  26  July,  1864. 
Bailey,  John  T. 

Sailmaker,  22  December,  1875. 
Bailey,  Joseph  H. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer,  2  August, 
1S59.     First  Assistant  Engineer,  17  March,  1863.     Dropped  11  July,  1873. 
Bailey,  I^ewis  C. 

Midshipman,  23  August,  1798.     Lieutenant,  1  November,  1800.     Discharged  20 
October,  1801,  under  Peace  Establishment  Act. 
Bailey,  Lioudon. 

Master,  11  September,   1799.     Discharged  10  June,  1801,  under  Peace  Establish- 
ment Act. 
Bailey,  9Iahlon  G. 

Mate,  7  August,  1863.     Acting  Ensign,  18  January,   1864.     Honorably  discharged 
28  October,  1805. 
Bailey,  Theodorni^. 

Jlidshipman,  1  January,  1818.    Lieutenant,  3  March,  1827.     Commander.  6  March, 
1849.     Captain,  15  December,  1855.     Commodore,  16  July,  1862.     Rear- Admiral, 
25  July,  1866.     Retired  list,  10  October,  1866.     Died  10  February,  1877. 
Bailey,  William. 

Acting  Master,  12  August,   1861.     Appointment  revoked   2   July,   1863.     Acting 
Ensign,   7  December,    1863.     Acting   Master,   24   May,  1864.     Honorably   dis- 
charged 19  September,  1865. 
Bailie,  William  L.. 

Third  Assistant  Engineer,  16  January,  1863.     Second  Assistant  Engmeer,  28  May, 
1864.     First  Assistant  Engineer,  31  January,  1874. 
Bain,  Robert  91. 

Carpenter,  3  July,  1849.     Dismissed  4  June,  1861. 
Bainbridge,  Arthur. 

Midshipman,  22   February,  1815.     Last  appearance   on  Records  of  Navy  Depart- 
partment,  30  December,  1822.     Dead. 
Bainbridge,  Joseph. 

Midshipman,  8  April  1799.     Lieutenant,  16  January,  1807.     Commander,  3  March, 
1813.     Captain,  23  November,  1814.     Died  18  November,  1824. 
Bainbridge,  William. 

Lieutenant,  3  August,  1798.     Commander,  29  March,  1799.     Captain,  20  May,  1800. 
Thanks  oi  Congress  for  gallantry,  good   conduct  and  services  in  the  capture  of 
British  frigate  Jam.     Died  27  July,  1833. 
Baird,  George  W. 

Acting  Third  Assistant  Engineer,  19  September,  1862.     Third  Assistant  Engineer, 

8  September,  1863.     Second  Assistant  Engineer,  25  July,   1866.     First  Assistant 
Engineer,  17  June,  1874. 

Baird,  Marons. 

Mate,  1  November,  1862.     Resigned  9  July,  1863.     Mate,  31  August,  1863.     Acting 
Ensign,  5  November,  1863.     Resigned  4  January,  1865. 
Baird,  Sanincl  P. 

Midshipman,  27  September,   1861.     Graduated  September,  1865.     Ensign,  1  De- 
cember, 1860.     Master,  12  March,  1808.     Lieutenant,  26  March,  1869.     Resigned 

9  September,  1873. 
Baird,  William  P. 

Acting  Assistant  Surgeon,  1  October,  1862.     Assistant  Surgeon,  21  April,    1864. 
Resigned  19  June,  1867. 
Bakeman,  George  R. 

Mate,  1  December,  1863.     Resigned  17  October,  1864. 
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Baker,  Abner. 

Midshipman,  17  June,  1833.     Resigned  17  September,  1834. 
Baker,  Autliony  W. 

Midshipman,  1  January,  1835.     Resigned  13  September,  1825. 
Baker,  Asher  C". 

Midshipman,  30  September,    1807.     Graduated  G  June,   1871.     Ensign,  14  July, 
1873.     Master,  6  December,  1876. 
Baker,  Cliarles. 

Mate.    Dismissed  23  July,  1862. 
Baker,  Benjamin  R. 

Mate,  2  January,  1864.     Died  16  June,  1865. 
Baker,  Charles  II. 

Third  Assistant  Engineer,  3  August,  1855.     Second  Assistant  Engineer,  21  July, 
1858.     First  Assistant  Engineer,  3  August,  1859.     Chief  Engineer,  29  October, 
1861. 
Baker.  Charles  T. 

Acting  Ensign,  24  October,  1864.     Honorably  discharged  14  August,  1865. 
Baker,  Daniel  F. 

Midshipman,  28  June,  1868.     Graduated  1  June,  1873.     Died  15  August,  1874. 
Baker,  Edward. 

Acting  Master,  27  May,   1861.     Acting   Volunteer   Lieutenant,    31    May,    1864. 
Honorably  discharged  7  November,  1865. 
Baker,  Edward. 

Midshipman,  18  June,  1812.     Last  appearance  on  Records  of  Navy  Department. 
Baker,  Ezra. 

Surgeon,  8  July,  1809.     Resigned  19  May,  1810. 
Baker,  Franeis  E. 

Midshipman,  17  July,  1832.     Passed  Midshipman,  23  June,  1838.     Lieutenant,  11 
April,  1844.     Died  16  May,  1844. 
Baker,  Francis  H. 

Midshipman,  12  October,  1848.     Passed  Midshipman,  15  June,  1854.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  16 
July,  1862.     Commander,  24  July,  1867.     Captain,  13  November,  1878.     Died  3 
March,  1830. 
Baker,  Frederick  W. 

Acting  Third  Assistant  Engineer,  5  May,  1864.     Resigned  19  July,  1864. 
Baker,  George. 

Mate,  10  October,  1862.     Resigned  26  March,  1863. 
Baker,  George  A. 

Third  Assistant  Engineer,  16  January,  1863.     Died  6  June,  1864. 
Baker,  George  H 

Gunuer,  8  November,  1851.     Dismissed  16  November,  1855. 
Baker,  George  II. 

Acting  Gunner,  13  November,  1864.     Honorably  discharged  12  October,  1865. 
Baker,  George  M. 

Acting  Second  Assistant  Engineer,  27  July,  1863.     Honorably  discharged  30  No- 
vember, 1865. 
Baker,  George  S. 

Acting  Third  Assistant  Engineer,  6  January,  1862.     Deserted  20  January,  1863. 
Baker,  George  W. 

Acting  Ensign,  23  September,  1862.     Honorably  discharged  15  February,  1868. 
Baker,  George  W. 

Acting  Third  Assistant  Engineer,  1  October,  1863.     Appointment  revoked  3  Octo- 
berriS63. 
Baker,  Henry. 

Acting  Ensign,  23  December,  1863.     Honorably  discharged  3  November,  1865. 
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Baker,  Henry. 

Mate,  1  October,  1863.     Actiug  Ensign,  28  April,  18G3.     Acting  Master,  17  July, 
1864.    Honorably  discharged  5  November,  1865. 
Baker,  Henry. 

Mate,  20  November,  1862.     Died  from  wounds  received  in  action  23  February, 
1863. 
Baker,  Henry  R. 

Acting  Ensign,  11  August,  1862.     Acting  Master,  6  July,  1864.   Ensign,  13  March, 
1868.     Master,  18  December,  1868.     Lieutenant,  21  March,  1870.     Retired  list, 
2  December,  1876. 
Baker,  James. 

Mute,  20  January,  1862.     Dismissed  29  November,  1862. 
Baker,  John. 

Actiug  Master,  36  August,  1861.     Honorably  discharged  4  November,  1865. 
Baker,  John. 

Gunner,  16  June,  1814.     Died  31  December,  1819. 
Baker,  John  C 

Midshipman,  1  September,  1811.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 25  June,  1812.     Dead. 
Baker,  John    F. 

Mate,  24  February,  1864.     Resigned  6  June,  1865. 
Baker,  John  H. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 
Baker,  John  M. 

Mate,  13  May,  1863.     Appointment  revoked  9  July,  1863. 
Baker,  John  O. 

Acting  Carpenter,  24  November,  1863.     Resigned  8  November,  1864. 
Baker,  John  P. 

Midshipman,  11  February,  1847.     Resigned  21  March,  1851. 
Baker,  Jonathan. 

Mate,  15  November,  1861.     Acting  Master,  18  June,  1862.     Honorably  discharged 
24  May,  1868. 
Baker,  liOrenzo. 

Acting  Master  and  Pilot,  1  April,  1865.     Appointment  revoked  9  June,  1865. 
Baker,  !Lothrop. 

Acting  Master,  1  April,  1863.     Resigned  30  March,  1864. 
Baker,  Matthias  W. 

Acting  Third  Assistant  Engineer,  26  November,  1861.     Appointment  revoked  8 
January,  1863. 
Baker,  Xathan. 

Purser,  20  May,  1803.     Resigned  4  May,  1805. 
Baker,  Xehemiah  '91, 

Mate,  14  October,  1862.     Resigned  30  May,  1865. 
Baker,  Nelson  R. 

Midshipman,  26  November,  1828.    Died  22  June,  1830. 
Baker,  Philemon. 

Assistant  Surgeon,  7  March,  1838.     Died  22  March,  1839. 
Baker,  Richard  B. 

Midshipman,  15  January,  1801.     Discharged  12  October,  1801. 
Baker,  Roswell  F. 

Acting  Third  Assistant  Engineer,  18  June,  1864.     Honorably  discharged  18  Sep- 
tember, 1868. 
Baker,  Samuel  H. 

Midshipman,  24  September,  1861.  Graduated  November,  1864.  Ensign,  1  Novem- 
ber, 1866.  Master,  1  December,  1866.  Lieutenant,  13  March,  1868.  Lieutenant- 
Commander,  26  March,  1869 
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Baker,  Thomas. 

Lieutenant,  25  May,  1798.     Captain,  13  July,  1799.     Discliarged  13  April,  1801. 
Baker,  Thomas  H. 

Mate,  8  January,  1863.    Acting  Ensign,  28  October,  18G2.  Honorably  discliarged  23 
November,  1865. 
Baker,  William. 

Surgeon's  Mate,  3  April,  1804.     Resigned  11  October,  1805. 
Baker,  William  li. 

Mate,   31   August,   1863.     Acting   Ensign,  15   September,  1864.     Honorably  dis- 
charged 27  November,  1865. 
Baker,  Winfleld  S. 

Midshipman,  30  July,  18C6.     Graduated  June,  1870.     Resigned  25  August,  1870. 
Baker,  Yorick. 

Midshipman,  18  June,  1812.     Cashiered,  30  December,  1819. 
Baleh,  Edward. 

Acting  Ensign,  18  June,  1863.     Appointment  revoked   17  November,  1864. 
Baleh.  Frank  L<. 

Acting  Assistant  Paymaster,  29  March,  1865.     Discharged  17  October,  1866. 
Baleh,  George  B. 

Midshipman,   80   December,   1837.     Passed   Midshipman,   39  June,  1843.     Lieu- 
tenant, 16  August,  1850.     Commander,  16  July,  1862.     Captain,  35  July,  1866. 
Commodore,  13  August,  1873.     Rear-Admiral,  5  June,  1878. 
Balch,  John  W. 

Acting  Master,  4   September,  1861.     Acting  Volunteer  Lieutenant,  30  July,  1864. 
Honorably  discharged  30  October,  1865. 
Baleh,  William. 

Chaplain,  30  October   1799.     Dischargea  ^0  May,  1801. 
Baldwin,  Aug.  S. 

Jlidsbipman,  3  February,  1829.     Passed  Midshipman,  4  June,  183G.     Lieutenant, 
8  September,   1841.     Reserved  list,  13  September,  1855.     Commander,  34  April, 
1861      Captain,  Retired  list,  4  April,  1867.     Died  1  February,  1876. 
Baldwin,  Charles  E. 

Mate,  15  September,  1862.     Resigned  2  May,  1863. 
Baldwin,  Charles  H. 

Midshipman,  24  April,  1839.     Passed    Midshipman,  2    July,  1845.      Master,  17 
January,  1853.     Lieutenant,  3  December,  1853.     Resigned  28  February,  1854. 
Acting   Lieutenant,   37   December,  18G1.      Commander,  18    November,    1863. 
Captain,  13  June,  1869.     Commodore,  8  August,  1876. 
Baldwin,  Charles  H. 

Acting  Master,  33  November,  J861.     Honorably  discharged  10  December,  1865. 
Acting  Master,  23  April,  1867.     Resigned  4  September,  1868. 
Baldwin,  E.  M. 

Mate,   1    October,    1861.     Acting    Master,   34    February,   1862.    Honorably  dis- 
charged 13  March,  1866. 
Baldwin,  Franeis  T. 

Mate,  28  July,  1863.     Resigned  35  March,  1865. 
Baldwin,  Frederick  P. 

Midshipman,  30  September,  1841.     Dismissed  6  June,  1845. 
Baldwin,  Henry  D. 

Mate,  11  September,  1863.     Honorably  discharged  29  May,  1865 
Baldwin,  Isaac. 

Surgeon's  Mate,  24  July,  1813.     Last  appearance  on  Records  of  Navy  Department 
1815. 
Baldwin,  James  F.  P. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Acting  Second  Assistant  En- 
gineer, 1  July,  1864.     Honorably  discharged  25  November,  1865. 
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Baldwin,  J.  M. 

Midshipman,  30  November,  1814.     Died  22  July,  1815. 
Baldwin,  Jo»^eph  F. 

Mate.     Resifjned  7  July,  18G2. 
Baldwin,  John  B. 

Acting  Tliiixl  Assistant  Engineer,  2  July,  1803.     Honorably  discharged  16  Novem- 
ber, ISGJ. 
Baldwin,  lilojd  B. 

Assistant  Surgeon,  1  May,  1875. 
Baldwin,  ]V.  P. 

Acting  Chief  Engineer,  1  October,  1862.     Honorably  discharged  7  December,  1865. 
Baldwin,  O.  P. 

Midshipman,  8  January,  1834.     Resigned  8  August,  1835. 
Baldwin,  Kn«^8ell. 

Jlidshipman,  7  May,  1813.     Lieutenant,  13  January,  1825.     Died  25  April,  1832. 
BaUIwin,  Thomas. 

Midshijiman,  30  May,  1803.     Resigned. 
Baldwin,  Tlionia!^. 

Acting  Master,  1  October,  1862.     Honorably  discharged  8  December,  1865 
Baldwin,  Thomas  E. 

Mate,  19  June,  1862.     Acting  Ensign,  9  August,  1863.     Acting  Master,  10  July 
1863.     Acting  Volunteer  Lieutenant,  19  July,   1864.     Honorably  discharged  5 
December,  1865. 
Baldwin,  W.  H. 

Midshipman,  1  January,  1812.     Resigned  14  July,  1816. 
Baldwin,  W.  H. 

Sailmaker,  21  May,  1817.     Resigned  21  April,  1826. 
Baldwin,  William. 

Surgeon's  Mate,  10  March,  1813.     Surgeon,  24  July,  1813.     Died  31  August,  1819 
Baldwin,  William  H. 

Acting  Master,  29  October,  1861.     Appointment  revoked  15  July,  1865. 
Baldwin,  W.  S. 

Mate,  9  July,  1863.    Honorably  discharged  3  August,  1865.     Mate,  12  June,  1866. 
Resigned  18  September,  1871. 
Baldy,  Geor;;e  A. 

Acting  Midshipman,  39  September,  1863.     Graduated  June,  1866.     Ensign,  13 
March,  1868.     Master,  36  March,  1869.     Lieutenant,  21  March,  1870.     Resigned 
7  April,  1874. 
Balestier,  R.  S. 

Mate,  23  October,  1863.     Appointment  revoked  6  May,  1865. 
Balfonr,  George. 

Surgeon,  9  March,  1798.     Resigned  12  April,  1804. 
Balfonr,  Gilbert. 

Acting  Assistant  Surgeon,  22  March,  1865.     Honorably  discharged  10  October, 
1865. 
Ball,  Charles  H. 

Second  Assistant  Engineer,  19  July,  1861.     Resigned  31  August,  1865. 
Ball,  George  W. 

Mate,  30  August,  1864.     Honorably  discharged  21  October,  1865. 
Ball,  John. 

Boatswain,  14  October,  1824.     Resigned  11  November,  1833.     Boatswain,  10  June, 
1S37.     Died  8  March,  1839. 
Ball,  John  £.. 

Midshipman,  4  December,  1822.     Lieutenant,  27  May,  1830.     Cashiered  17  Janu- 
ary, 1840. 
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Ball,  liysander  C. 

Mate,  2(i  October,  1863.     Acting  Ensign,  16  March,  1865.     Honorably  discharged 
1  November,  1865. 
Ball,  Richard  T.  M. 

Assistant  Paymaster,  16  Jane,  1880. 
BalU  William  H. 

Mi(lsliii)man,  1  April,  1838.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  25 
February,  1841.     Died  13  September,  1861. 
Ballanline,  David  W. 

Assistant  Surgeon,  22  May,  1862.     Bied  10  September,  1863. 
Ballard,  £dward. 

Master,  28  Februai-y,  1800.     Last  appearance  on  Records  of  Navy  Department. 
Ballard,  Edward  J. 

Midshipman,  24  February,  1809.     Lieutenant,  3  June,  1813.     Killed  in  action  1 
June,  1813.     (Commission  issued  before  news  of  the  action  was  received.) 
Ballard,  Henry  E. 

Midshipman,  1  November,   1804.     Lieutenant,  26  April,    1810.     Commander,  37 
April,  1816.     Captain,  3  March,  1825.     Died  23  May,  1855. 
Ballard,  John. 

Lieutenant,  3  October,  1798.     Resigned  15  August,  1801. 
Ballard,  Jonathan  91 . 

Master's  Mate,  14  June,  1842.     Gunner,  23  November,  1847. 
Ballard,  William. 

Midshipman,  2  March,  1803.     Lieutenant,  28  March,  1807.     Last  appearance  on 
Records  of  Navy  Department.     Dead. 
Ballean,  Thomas. 

Midshipman,  1  January,  1825.     Last  appearance  on  Records  of  Navy  Department, 
30  August,  1825.     Dead. 
Balls,  John  G. 

Acting  Third  Assistant  Engineer,  20  March,  1865.     Honorably  discharged  14Feb- 
uary,  1868. 
Balthis,  David  T. 

Mate,  21  October,  1864.     Discharged  5  October,  1865. 
Baltzer,  Robert  M. 

Assistant  Surgeon,   8  February,   1833.     Passed   Assistant   Surgeon,  8  November, 
1836.     Died  4  January,  1838. 
Bamford,  Charles  C. 

Mate,  30  December,  1863.     Resigned  29  May,  1865. 
Banipton,  Benjamin  C. 
Third  Assistant  Engineer,  21  May,  1857.     Second  Assistant  Engineer,  2  August,  1859. 
First  Assistant  Engineer,  17  December,  1863.     Retired  list,  6  September,  1873. 
Bancroft,  Kirk  H. 

Acting  Assistant  Surgeon,  27  January,  1864.     Honorably  discharged  9  November, 
1865. 
Bancroft,  John. 

Acting  Boatswain,  11  Sejitember,  1852.     Resigned  26  January,  1853. 
Bandel,  Decatur  A. 

Acting  Third  Assistant  Engineer,  6  May,  1864.     Honorably  discharged  11  Decem- 
ber, 1865.     Acting  Third  Assistant  Engineer,  10  May,  1866.     Discharged  31 
August,  1867. 
Ban;;;,  IVeils  C. 

Master,  23  August,  1800.     Last  appearance  on  Records  of  Navy  Department. 
Bangs,  Eli  A. 

Mate,  26  September,  1863.     Resigned  19  August,  1864. 
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Itankheatl,  J.  M. 

Midshii)man,  28  February,  183-1.     }{esigned  23  May,  1837. 
JSniikliesitl,  Joliu  P. 

Midshipman,  10  August,  1838.     Passed  Midshipman,  20  May,  1844.     Master,  8 
May,  1851.     Lieutenant,  7  April.  1852.     Commander,  16  July,  18G2.     Captain, 
25  July,  1866.     Died  27  April,  1807. 
Banks,  Ilarrison. 

Acting  Ensign,  24  September,  1803.     Resigned  30  November,  18C4. 
Banks,  James. 

Boatswain,  21  July,  1817.     Died  10  November,  1841. 
Banuan,  Douglas  R. 

Assistant  Surgeon,  22  October,  1861.     Passed  Assistant  Surgeon,  24  Ajjril,  1865. 
Surgeon,  7  November,  1869.     Died  13  November,  1871. 
Banning,  Freeborn. 

Midshipman,  30  April,  1798.     Lieutenant,  1  June,  1799.     Resigned  9  February, 
1802. 
Bannister,  John. 

Midshipman,  2  February,  1829.     Died  3  June,  1835. 
Bannister,  R.  B. 

Assistant  Surgeon,  28  June,  1838.     Died  12  July,  1844. 
Bannister,  S.  B. 

Suilmaker,  17  July,  1826.     Resigned  10  July,  1844. 
Bannister,  W.  C. 

Midshipman,  1  April,  1828.     Resigned  6  June,  1833. 
Banten,  Clinton. 

Acting  Ensign,  24  January,  1863.     Resigned  7  July,  1863. 
Barber,  Francis  M. 

Acting  Midshipman,  27  December,  1861.     Graduated  September,  1865.     Ensign, 
1    December,   1866.     Master,    12   March,   1868.      Lieutenant,  26   March,   1869. 
Lieutenant-Commander,  13  January,  1879. 
Barber,  James  £• 

Acting  Assistant  Surgeon,  6  May,  1863.     Resigned  21  March,  1864. 
Barber,  Joel  A. 

Midshipman,  22  June,  1867.     Graduated  6  June,  1871.     Ensign,   14  July,  1873. 
Master,  8  August,  1876. 
Barbot,  Alphonse. 

Jlidshipman,  20  February,  1838.     Passed  Midshipman,  20  May,  1844.     Master,  10 
June,  1852.     Lieutenant,  22  March,  1853.     Dismissed  10  June,  1861. 
Barclay,  Alexander  J. 

Midshipmiui,  14  May,  1846.     Resigned  26  July,  1850. 
Barclay,  Charles  James. 

Acting   Midshipman,  21     September,   1860.      Acting   Ensign,   6    October,    1863. 
Master,  10  May,  1866.     Lieutenant,  21  February,  1867.     Lieutenant-Commander, 
12  March,  1868. 
Barclay,  J.  O. 

Acting  Master,  24  May,  1861.     Resigned  23  April,  1864. 
Barclay,  J.  O.  C. 

Assistant  Surgeon,  17   October,  1839.     Passed   Assistant  Surgeon,  25  November, 
1844.     Surgeon,  4  April,  1854.     Died  7  December,  1865. 
Barclay,  John  D. 

Acting  Master,  9  November,  1861.     Resigned   22  August,   1802.     Acting  Ensign, 
18  October,  1862.     Resigned  23  January,  1865. 
Barclay,  Peter. 

Mate,  20  November,  1863.     Honorably  discharged  3  February,  1866. 


GENERAL  NAVY  REGISTER.  49 

Barclay,  Ricliard  R. 

Acting  Ensign,  23  September,  1864.     Honorably  discharged  5  October,  1865. 
Barclay,  Wllliant  H. 

Acting  Third  Assistant  Engineer,  3  June,  1863.     Honorably  discharged  38  Octo- 
ber, 18(35. 
Bardeii,  JL>eTi. 

Master,  17  March,  1800.     Relieved  25  April,  1805. 
Barken  bile,  C. 

Carpenter,  18  August,  1819.     Discharged  July,  1830. 
Barker,  A.  J.  li. 

Mate,   13   November,    18(31.     Acting   Ensign,    14    April,    1864.     Honorably    dis- 
charged 1  November,  1865. 
Barker,  Albert  S. 

Acting  JJtidshipman,  25  October,  1859.     Ensign,  25  November,  1863.     Lieutenant, 
27  February,  1864.     Lieutenant-Commander,  35  July,  1866.      Commander,  38 
March,  1877. 
Barker,  Edward  T. 

Acting  Assistant  Paymaster,  26  December,  1863.     Discharged  4  February,  1866. 
Barker,  Oeorge  F. 

Acting  Assistant  Paymaster,  14  August,  1863.     Resigned  4  November,  1864. 
Barker,  Henry  S. 

Third  Assistant  Engineer,  26  February,  1851.     Died  25  July,  1855. 
Barker,  James  T. 

Boatswain,  37  April,  1872. 
Barker,  Jolin  K. 

Acting  Ensign,  15  May,  1863.     Acting  Master,  31  December,  1864.     Honorably 
discharged  18  September,  1865. 
Barker,  Jolin  R. 

Midshipman,  11  February,  1841.     Dropped  17  August,  1847. 
Barker,  Joseph  B. 

Acting  Ensign,  25  February,  1864.     Resigned  32  May,  1865. 
Barker,  Josiali. 

Naval  Constructor  ;  date  not  known.     Dismissed  9  July,  1846. 
Barker,  J.  W. 

Midshipman,  1  July,  1828.     Resigned  20  May,  1829. 
Barker,  Richard. 

Midshipman,  30  May,  1820.     Resigned  14  February,  1821. 
Barker,  Stephen  N. 

Mate,  23  July,  1863.    Acting  Ensign,  1  January,  1865.    Resigned  15  February,  1S66. 
Barker,  Theodore. 

Acting  Assistant  Paymaster,  1  April,  1863.     Discharged  7  March,  1866. 
Barker,  William. 

Mate,  12  November,  1861.     Appointmentrevoked  25  March,  1863.     Acting  Ensign, 
33  April,  1864.     Honorably  discharged  23  November,  1865. 
Barker,  William  S. 

Mate,  29  January,  1863.     Dismissed  23  November,  1863. 
Barker,  William  W. 

Midshipman,  26  March,  1800.     Discharged  12  October,  1801,  under  Peace  Fstab- 
lishment  Act. 
Barknian,  F.  W. 

Mate,  3  September,  1863.     Acting  Ensign,  13   May,  1865.     Honorably  dischs-rged 
15  December,  1865. 
Barlow,  Uharles  B. 

Mate,  31  October,  1861.     Acting  Ensign,  17  July,  1863.     Resigned  11  February, 
1863. 
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Barlow,  Frederick  S. 

Third  Assistant  Engineer,  22  June,  1860.     Second  Assistant  Engineer,  30  July, 
isii'i.     Lost  on  the  Tecumse/i,5  August,  18G4. 
Barlow,  Thomas. 

MidshiiJiuan,  9  June,  ISIL     Resigned  29  December,  1813. 
Barlow,  Walter  S. 

Acting  Third  Assistant  Engineer,  9  January,  18G3.     Honorably  discharged  2  De- 
cember, 1805. 
Barlow,  Walter  S. 

Acting  Second  Assistant  Engineer,  7  July,  1803.     Honorably  discharged  2  Decem- 
ber, 1865. 
Barnard,  Benjamin  II. 

Mate,  15  July,  1864.     Honorably  discharged  24  October,  186.5. 
Barnard,  George  A. 

Acting  Third   Assistant   Engineer,    21    May,    1864,      Honorably    discharged    18 
August,  1865. 
Barnard,  I<emnel. 

Third  Assistant  Engineer,  16  January,  1863.     Resigned  21  March,  1866. 
Barnard,  Robert  C 

Acting  Boatswain,  25  April,  1863.     Appointment  revokcil  11   August,  1864. 
Barnard,  Bobert  C 

Acting  Gunner,  23  August,  1851.     Dismissed  4  August,  1852. 
Barnard,  Warren. 

Carpenter,  28  June,  1867. 
Barne!^,  Breai^ted. 

Carpenter;  date  not  known.     Died  2  November,  1819. 
Barne!^,  George  P. 

"Acting  Sailmaker,  9  November,  1874.     Resigned  31  March,  1875.     Acting  Sail- 
maker,  20  February,  1878. 
Barnes  George  W. 

•      Mate,  24  June,  1863.     Resigned  28  November,  1864. 
B&M*nes,  George  W. 

Acting  Third  Assistant  Engineer,  4  June,  1864.     AiJpointment  revoked,  (Sick,)  6 
'    •  September,  1864. 
Bi»rlaes,  Henry  E. 

*  "'Boatswain,  4  March,  1863.     Retired  list,  19  December,  1876. 
Barhes,  Isaac  91. 

Mate,  22  January,  1865.     Deserted  30  September,  1865. 
BariicH.  James, 

'Acting  Third  Assistant  Engineer,  9  January,  1863.     Resigned  21  March,  1863. 
Bal-uPs,  James  O. 

"Mute,  11  February,  1863.     Resigned  9  June,  1862. 
Barnes,  Jobn  S. 

Aj^ting  Midshipman,  1  October,  1851.     Midshipman,  10  June,  1854.     Passed  Mid- 
shipman, 23  November,  1856.     Master,  22  January,  1858.     Resigned  5  October, 
'     '1858.     Lieutenant-Commander,  16  July,  1803.     Resigned  4  February,  1869. 
■  Barnes,  liakin. 

Mate,  11  October,  1862.     Acting  Ensign,  23  August,  1863.     Honorably  discharged 
"27  October,  1865.     Acting  Ensign,  9  July,  1866.     Mustered  out  2  June,  1868. 
Bak'ites,  Katban,  Jr. 

Midshipman,  22  February,  1834.     Resigned  29  August,  1839. 
Barnes,  Nathan  Hale. 

^Midshipman,  27  July,  1863.     Graduated,  2  June,   1868.     Ensign,  19  Ajml,  1869. 
Master,  13  July,  1870.     Lieutenant,  13  December,  1872. 
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Rarnes,  Saninel  E. 

Acting  Second  Assistant  Engineer,  C>  December,  1S(J1.     Resigned  15  February,  18G2. 
Barnois,  Winslow  15 

Acting  Ensign,  8  Marcli,  1864.     Resigned  2G  April,  1865. 
Barnett,  Albert  E. 

Mate,  26  June,  1862.     Acting  Ensign,  6  July,   1863.     Honorably  discharged  30 
September,  1865. 
Barnet,  Edward  A. 

Midshipman,  2'1  June,  1837.     Passed  Midshipman,  29  June,  1843.     Acting  Master, 
13  January,  1847.     Lieutenant,  4  August,  1850.     Commander,  16  July,   1862. 
Died  26  May,  1864. 
Barnett,  Jacob. 

Acting  Third  Assistant  Engineer,  15  June,  1804.     Discharged  5  February,  1865. 
Barnett,  James. 

Gunner,  27  May,  1800.     Not  in  service,  1  June,  1804 
Barnett,  Washington. 

Acting  Third  Assistant  Engineer,  9  April,   1863.     Honorably  discharged  9  Sep- 
tember, 1865. 
Barnett,  William  C 

Acting  Third  Assistant  Engineer,  16  September,  1861.     Acting  Second  Assistant 
Engineer,  10  April,  1863.     Appointment  revoked,  (Sick,)  16  March,  1865. 
Barnette,  William  J. 

Midshipman,  27  July,  1864.     Graduated  3  June,   1868.     Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  38  December,  1872. 
Barnewell,  Edward. 

Midshipman,  4  July,  1817.     Died  17  September,  1833. 
Barnewell,  Edward. 

Master,  29  January,  1814.     Lieutenant,  33  July,  1814.     Lost  in  Epenier,  1815. 
Barney,  Cbarles    S. 

Acting  Ensign,  27  January,  1863.     Acting  Master,  27  June,  1804.     Honorably  dis- 
charged 13  October,  1865. 
Barney,  Joseph  X. 

Midshipman,  30  June,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  22  March, 
1847.     Lieutenant,  5  August,  1847.     Dismissed  4  June,  1861. 
Barney,  Joshua. 

Midshipman,  1  January,  1818.     Died  30  September,  1833. 
Barney,  Joshna. 

Captain,  25  April,  1814.     Flotilla  Service.     Died  1  December,  1818. 
Barney,  Samuel  C. 

Midshipman,  37  June,  1835.     Passed  Midshipman,  22  June,  1841.    Master,  23  June, 
1847.     Lieutenant,  12  November,  1847,     Reserved  list,  12  November,  1847.     Dis- 
missed 6  March,  1863. 
Barnhouse,  Augustus. 

Midshipman,  10  May,  1820.     Resigned  12  May,  1825. 
Barnhouse,  W.  li. 

Sailmaker,  2  February,  1814.     Resigned  6  July,  1815. 
Barnicoat,  E.  W. 

Carpenter,  17  December,  1841.     Retired  list,  16  November,  1873. 
Barnicoat,  J.  A. 

Carpenter,  7  June,  1836.     Resigned  14  September,  1836. 
Barnum,  Augustus. 

Acting  Third  Assistant  Engineer,  10  September,  1861.  Acting  Second  Assistant 
Engineer,  13  September,  1862.  Acting  First  Assistant  Engineer,  21  July,  1864. 
Honorably  discharged  25  October,  1865. 
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Barnuiu,  Dauiel. 

Acting  Second  Assistant  Engineer,  4   Se2)teniber,  ISG:).     Dismissed  20  February, 
lSG-1. 
Barntiui,  Rieliard. 

Assistant  Surgeon,  11  March,  1829.     Resigned  23  September,  1829. 
Barnwell,  Williaiii  J. 

Surgeon's  Mate,  28  Julj',  1810.     Surgeon,  27  Ajjril,  ISIG.     Resigned  15  December, 
1823. 
Barr,  Jobii. 

Gunner,  4  August,  1841.     Died  20  April,  1846. 
Barr,  John  C. 

Acting  Tliird  Assistant  Engineer,  1   October,  1803.     Acting   Second   Assistant 
Engineer,  23  December,  1863.     Resigned  28  SeiJtember,  1864. 
Barr,  John  O. 

Mate,  1  October,  1862.    Acting  Ensign,  28  September,  1864.    Honorably  discharged 
28  February,  1806. 
Barr,  '^Villiam  91. 

Acting  Third  Assistant  Engineer,  19  December,  1861.     Third  Assistant  Engineer, 

17  March,  1863.     Second  Assistant  Engineer,  1  September,  1864.     Resigned  16 
April,  1866. 

Barrabino,  X.  C 

Assistant  Surgeon,  28  February,  1833.     Passed  Assistant  Surgeon,  1  August,  1837. 
Surgeon,  8  September,  1841.     Died  13  April,  1852. 
Barraiitl,  Joliu  T. 

Midshipmanj  20  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 

18  April,  1855.     Lieutenant,  14  September,  1855.     Died  29  August,  1860. 
Barrel!,  George. 

Midshipman,  17  August,  1799.     Resigned  17  April,  1810. 
Barrett,  Edward. 

Midshipman,  3  November,  1840.     Passed  Midshijiman,  11  July,  1846.     Master,  1 
March,   1855.      Lieutenant,  14   Sejjtember,  1855.      Lieutenant-Commander,   16 
July,  1862.     Commander,  6  February,  1SG6.     Captain,  7  May,  1871.     Commo- 
dore, 11  June,  1879.     Died  31  March,  1880. 
Barrett,  George  IV. 

Mate,  2  October,  1861.     Acting  Ensign,  9  April,  1863.     Acting  Master,  24  August, 
1864.     Honorably  discharged  28  October,  1865. 
Barrett. 

Mate,   16  August,  1861.      Acting  Ensign,   30  September,  1863.      Honorably  dis- 
charged 18  July,  1868. 
Barrett,  Peter. 

Gunner,  7  May,  1862.     Died  6  November,  1871. 
Barrett,  Thomas  B. 

Midshipman,  8  May,  1832.     Passed  Midshipman,  23  June,  1838.     Lieutenant,  11 
February,  1844.     Died  11  November,  1847. 
Barrett,  Thomas  H. 

Acting  Third  Assistant  Engineer,  25  July,  1804.     Honorably  discharged  19  June, 
1SG5. 
Barrett,  IVilliam  H. 

Carpenter,  3  October,  1872. 
Barrett,  William  91. 

Mute,  23  January,  1805.     Honorably  discharged  20  December,  1805. 
Barriiiger,  Jeremiah. 

Acting  Third  Assistant  Engineer,  18  November,  1804.     Honorably  discharged  17 
September,  1865. 
Barringtoii,  Samuel. 

Surgeon's  Mate,  3  January,  1828.     Passed  Assistant  Surgeon,  3  March,  1835.     Sur- 
geon, 9  February,  1837.     Died  4  September,  1862. 
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Barrington,  William  J. 

Acting  Third  Assistant  Engineer,  13  December,  18G3.     Honorably  discluirfed  37 
March,  1808.  ° 

Barroll,  Henry  H. 

Midshipman,  28  September,  1867.     Graduated  G   June,  1S71.     Bnsirm    14   July 
1873.     Master,  20  October,  1875.  °  ' 

Barron,  Jacob. 

Acting  Ensign,  12  March,  1803.     Resigned   9  November,  18G3.     Acting  Ensign,  9 
March,  1804.     Acting  Master,  30  April,   1863.     Honorably  discharged  36  De- 
cember, 1805.    Acting  Master,  11  December,  1866.     Mustered  out  31  May,  1808. 
Barron,  James. 

Lieutenant,  9  March,  1798.     Captain,  33  May,  1799.     Died  31  April,  1851. 
Barron,  John. 

Acting  Third  Assistant  Engineer,  28  December,  1861.     Acting  Second   Assistant 
Engineer,  23  January,  1864.     Resigned  (Sick,)  3  March,  1805. 
Barron,  Samuel. 

Captain,  13  September,  1798.     Died  29  October,  1810. 
Barron,  Samuel. 

Midshipman,  1  January,  1812.     Lieutenant,  8  March,  1837.     Commander,  15  July, 
1847.    Captain,  14  September,  1855.     Dismissed  23  May,  1801. 
Barron,  William  J. 

Acting  Third  Assistant  Engineer,  19  September,  1804.     Resigned  23  June,  1865. 
Barrongtaelongh,  £dward. 

Acting  Third  Assistant  Engineer,  15  September,  1804.     Honorably  discharged  3S 
December,  18G5. 
Barrows,  Henry  C. 

Acting  Third  Assistant  Engineer,  33  March,  1865,     Honorably  discharged  4  Jan- 
uary, 1870. 
Barry,  Edward. 

Master,  38  February,  1809.     Died  3  May,  1830. 
Barry,  [Edward  B. 

Midshipman,  20  July,  1865.     Graduated   4   June,   1869.     Ensign,  13  July,  1870. 
Master,  39  January,  1873.     Lieutenant,  6  April,  1875. 
Barry,  Erastus. 

Acting  Third   Assistant   Engineer,  16   October,  1801.     Acting   Second  Assistant 
Engineer,  23  June,  1804.     Honorably  discharged  20  November,  1805. 
Barry,  Francis  E. 

Midshipman,  39  June,  1839.     Passed  Midshipman,  3  July,  1835.     Lieutenant,  35 
February,  1841.     Died  19  August,  1844. 
Barry,  Garrett. 

Chaplain,  30  May,  1809.    Last  appearance  on  Records  of  Navy  Department,  3  May, 
1813. 
Barry,  Garrett  R. 

Purser,  3  March,  1835.     Pay   Director   on   Retired   list,  3   March,  1871.     Died  36 
February,  1870. 
Barry,  Gerard  H. 

Acting  Ensign,  14  May,  1863.     Appointment  revoked  (Sick,)  3  October,  1SG4. 
Barry,  George  J. 

Third  Assistant  Engineer,  36  June,  1856.     Second  Assistant  Engineer,  3   August, 
1859.     First  Assistant  Engineer,  1  July,  1801.     Chief  Engineer,   10  November, 
1803.    Retired  list,  24  March,  1874.     Died  10  Novembar,  1877. 
Barry,  James  H. 

Mate,  15  November,  ISOl.     Acting  Ensign,  24  January,   1804.     Honorably  dis- 
charged 10  September,  1805. 
Barry,  James  J. 

Third  Assistant  Engineer,  8  December,  1862.     Second  Assistant  Engineer,  8  Ajiril, 
1304.     First  Assistant  Engineer,  1  January,  1808. 
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Barry,  James  J. 

Midsliiijman,  20  December,  1837.     Resigned  20  September,  1842. 
Barry,  John. 

Captain,  0  June,  1794.     Died  13  September,  1803. 
Barry,  John. 

Midshipman,  23  September,  1798.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 
Barry,  Johu. 

JIaster,  3  August,  1831.     Resigned  9  July,  1833. 
Barry,  Jonathan. 

Gunner,  8  July,  1837.     Resigned  5  August,  1837. 
Barry,  Patrick  H. 

Tliird  Assistant  Engineer,  3  May,  1862.     Died  1  August,  1863. 
Barry,  Robert  T. 

Assistant   Surgeon,   2G   March,   1834.     Passed  Assistant   Surgeon,  12  July,  1839. 
Surgeon,  23  February,  1844.     Died  14  August,  1857. 
Barry,  Thomas. 

Gunner,  2  July,  1814.     Resigned  19  November,  1820.     Master,  19  February,  1841. 
Killed  by  accident,  27  June,  1842. 
Barry,  IVllliam. 

Boatswain,  7   May,   1804.     Last  appearance   on  Records  of  Navy  Department,  3 
July,  1807. 
Barry,  William  A. 

Carpenter,  1  May,  1873. 
Barry,  William  W. 

Acting  Assistant  Paymaster,  30  July,  1863.     Discharged  13  September,  1865. 
Barry,  Williani  W. 

Assistant  Paymaster,  15  March,  1870.     Passed  Assistant  Paymaster,  12  April,  1877. 
Barryiuore,  Joseph  H. 

Midshipman,  16  August,  180G.     Resigned  5  December,  1808. 
Barrymore,  William. 

Mate,  4  November,  18G1.     Acting  Ensign,  28  January,  1SG3.     Acting  Master,  23 
July,  1863.     Honorably  discharged  13  December,  18G5. 
Barston,  Ilariland. 

Third  Assistant  Engineer,  1  July,  18G1.    Second  Assistant  Engineer,  18  December, 
1862.     First  Assistant  Engineer,  11  October,  18GG.     Lost  on  "  On^iAi,"  24  Janu- 
ary, 1870. 
Barstow,  Robert. 

Mate,  23  ]May,  ISGl.     Acting  Ensign,  1  December,  18G2.     Acting  Master,  9  June, 
1S63.     Honorably  discharged  18  February,  18G7. 
Barstow,  Solomon. 

Mate,  15  March,  1864.     Honorably  discharged  30  September,  1865. 
Barstow,  Sidney. 

Mate,  IG  June,  1865.     ApiJointment  revoked  4  August,  1865. 
Bartholomew,  B. 

Midshipman,  30  November,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 21  May,  1819. 
Bartholomew,  Henry  li. 

Acting  Assistant  Surgeon,  6  November,  1863.     Honorably  discharged   28  Novem- 
ber, 1865. 
Bartholomew,  li.  S. 

First  Assistant  Engineer,  1  September,  1845.     Resigned  20  April,  1847. 
Bartholomew,  liyman. 

Mate,  21  November,  1861.     Acting  Master,  11  April,  1862.     Died  20December,  18G4. 
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Bartleinan,  Bicbard  M. 

Third  Assistant  Engineer,  24  December,  1853.     Second  Assistant  Engineer,  9  May, 
1857.     First  Assistant  Engineer,  3  August,  1859.     Chief  Engineer,  28  October, 
18G1. 
Bartlet,  Fraueis. 

Midshipman,  1  March,  1825.     Passed  Midshipman,   10  June,  1833.     Resigned  5 
December,  1838. 
JBartlett,  Charles  H. 

Assistant  Paymaster,  4  December,  1869.     Passed  Assistant  Paymaster,  25  Septem- 
ber, 1875. 
Bartlett,  Cliarlet^  Ward. 

Midshipman,  2  June,   1867.     Graduated  6   June,   1871.      Ensign,  14   July,   1872. 
Master,  17  March,  1875. 
Bartlett,  Cornelius. 

Acting  Ensign,  23  September,  1862.     Honorably  discharged  22  November,  1865. 
Bartlett,  Elisha  P. 

Acting  Second  Assistant  Engineer,  4  September,  1863.     Acting  First  Assistant 
Engineer,  14  February,  1864.     Honorably  discharged  19  November,  1867. 
Bartlett,  £zra. 

Mate,  23  January,  1863.     Acting  Ensign,   23   November,  1864.     Honorably  dis- 
charged 31  March,  1866. 
Bartlett,  Frank  W. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 
Bartlett,  Henry  F. 

Acting  Master,  33  June,  1863.     Appointment  revoked  8  February,  1868. 
Bartlett,  Jobn  K. 

Boatswain,  4  September,  1858.     Resigned  9  August,  1859.     Re-appointed  5  Octo- 
ber, 1859.     Resigned  31  March,  1873. 
Bartlett,  John  R. 

Acting  Midshipman,  38  November,  1859.    Ensign,  8  September,  1863.    Lieutenant, 
37  February,  1864.     Lieutenant-Commander,  35  July,  18G6.      Commander,  25 
April,  1877. 
Bartlett,  Josfepli  T. 

Midshipman,  9  September,  1841.     Drowned  30  March,  1846. 
Bartlett,  Stephen  C. 

Acting  Assistant  Surgeon,  31  December,  1864.     Honorably  discharged  31  Decem- 
ber 1865. 
Bartlett,  Washington  A. 

Midshijjman,  23  January,  1833.     Passed  Midshipman,  8  July,  1839.     Lieutenant, 
33  Novemljer,  1844.     Dropped  28  September,  1855. 
Barlling    Charles  C. 

Sailmaker,  9  October,  1844.     Resigned  18  July,  1845. 
Bartol    John. 

Mate,  January,  1863.     Acting  Ensign,  30  July,  1863.     Honorably  discharged  13 
October,  1865. 
Barton,  Charles  C. 

Midshipman,  1  December,  1824.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
35  February,  1841.     Died  28  August,  1851. 
Barton,  Charles  F. 

Acting  Ensign,  15  February,  1865.     Honorably  discharged  28  October,  1865. 
Barton,  Fdward  I>. 

Acting  Assistant  Paymaster,  22  July,  1861.     Died  1  September,  1862. 
Barton,  Ci.  Be  F. 

Acting  Assistant   Paymaster,  5  December,  1863.     Assistant  Paymaster,  3   July, 
1864.     Paymaster,  4  May,  1866.     Resigned  13  April,  1869. 
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Barton,  George  F. 

Third  Assistunt  Engineer,  2G  February,  1851.     Second  Assistant  Engineer,  21  Jlav^ 
18.J3.     Died  4  September,  1853. 
Barton,  James  A. 

Third  Assistant  Engineer,  10  January,  18G3.     Resigned  5  March,  1S68. 
Barton,  Jeremiah. 

Lieutenant,  8  June,  1798.     Resigned  14  September,  1800. 
Barton,  John  K. 

Cadet  Engineer,  1  October,  1871.    Graduated  31  May,  1873.    Assistant  Engineer,  23 
January,  1874.     Passed  Assistant  Engineer,  1  November,  1879. 
Barton,  John  T. 

Assistant  Surgeon,  30  May,  1844.     Died  22  August,  1846. 
Barton,  Jonahan  Q. 

Acting  Assistant   Paymaster,  30  January,   1864.     Assistant  Paymaster,  2  March, 
1807.     Passed  Assistant  Paymaster,  10  February,  1870. 
Barton,  Philip  II. 

Acting  Assistant  Surgeon,  5  April,  1864.     Honorably  discharged  9  October,  1865. 
Barton,  Bobert  B. 

Surgeon,  24  July,  1813.     Resigned  24  February,  1824. 
Barton,  Thomas  C 

Mate,  25  October,  1862.     Resigned  14  April,  1864. 
Barton,  William  Henry. 

Acting  Midshipman,  22  September,  1856.     Midshipman,  15  June,  1860.     Master, 
19  September,  1861.      Lieutenant,   16  July,  1862.      Lieutenant-Commander,  25 
July,  1866.     Resigned  17  June,  1867. 
Barton,  William  H. 

Acting  Gunner,  18  April,  1863.     Honorably  discharged  28  November,  1865. 
Barton,  W.  P.  €. 

Surgeon,  28  June,  1809.     Died  29  February,  1856. 
Bartow,  Theodore  B. 

Chaplain,  8  September,  1841.     Died  18  May,  1869. 
Bartram,  Charles  H. 

Acting  Third  Assistant  Engineer,  10  November,  1863.     Appointment  revoked  2 
June,  1865. 
Bartram,  William  H. 

Acting  Third  Assistant  Engineer,  12  July,  1864.     Honorably  discharged  1  Novem- 
ber, 1865. 
Bashforil,  Andrew  P. 

Mate,  4  April,  1862.     Acting  Ensign,  10  September,  1803      Honorably  discharged 
2  June,  1868.     Mate,  4  November,  1869. 

Bass,  £.  C'. 

Acting  Ensign,  1  October,  1862.     Resigned  19  February.  1864. 

Bassett,  Baviil  L.. 

Acting  Assistant  Surgeon,  18  December,  1861.     Resigned  24  September,  1863. 

Bassett,  Ezra. 

Acting  Ensign,  1  June,  1864.     Honorably  discharged  28  October,  1865. 
Bassett,  Fletcher  S. 

Midshipman,  21   September,   1865.     Graduated  4  June,  1869.     Ensign,  12  July, 
1870.     Master,  13  April,  1872.     Lieutenant,  16  June,  1875. 

Bassett,  II.  W. 

Assistant  Surgeon,  26  May,  1824.     Surgeon,  25  May,  1826.     Killed   in   a  duel,  20 
August,  1830. 
Bassett,  James. 

Master,  18  April,  1814.     Last  appearance  on  Records  of  Navy  De]iartment,  Brig 
"  Enterprhe,'"  22  April,  1815. 
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Bassett,  James  C 

Acting  Assistant  Surgeon,  13  Jannary,  1865.     Honorably  discharged  10  October, 
1865. 
Bassett,  OrTille. 

Acting  Third  Assistant  Engineer,  15  December,  1863.     Honorably  discharged  9 
August,  1865. 
Bassett,  Simeon  S. 

Midshipman,  10  September,  1841.     Passed  Midshipman,  10  August,  1847.    Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Died  6  May,  1859. 
Bassett,  Wesley  W. 

Midshipman,  9  March,  1838.     Passed  Midshipman,  3  .July,  1845.     Master,  30  Feb- 
ruary, 1854.     Dismissed  23  September,  1854.     Acting  Assistant  Paymaster,  34 
March,  1863.     Resigned  14  January,  1865.    Master  on  Retired  list,  8  June,  1872. 
Lieutenant- Commander,  Retired  list,  33  March,  1875. 
Batclielder,  Andrew  J. 

Acting  Tliird  Assistant  Engineer,  34  November,  1863.      Appointment  revoked 
(Sick,)  6  April,  1863. 
Batclielder,  Joseph  C. 

Acting  Third  Assistant  Engineer,  30  December,  1868.     Honorably  discharged  15 
February,  1866. 
Bateheller,  Oliver  A. 

Acting  Midshipman,  38  November,  1859.     Ensign,  25  November,  1862.    Master,  15 
April,  1863.     Lieutenant,  22  February,  1864.     Lieutenant-Commander,  25  July, 
1866.     Commander,  25  June,  1877. 
Batenian,  Arthur  £. 

Mate,  9  October,  1867.     Resigned  18  September,  1871. 
Bates,  Adna  A. 

Mate,  31  July,  1863.     Acting  Ensign,  16  August,  1864.     Honorably  discharged  13 
August,  1865. 
Bates,  Alexander  B. 

Third  Assistant  Engineer,  16  January,  1863.     Second  Assistant  Engineer,  28  May, 
1864.     First  Assistant  Engineer,  1  January,  1874. 
Bates,  Charles  J. 

Assistant  Surgeon,  7  March,  1838.     Passed  Assistant  Surgeon,  23  November,  1843. 
Died  26  August,  1847. 
Bates,  Frank. 

Acting  Ensign,  16  February,  1863.    Appointment  revoked  (Sick,)  28  August,  1863. 
Acting  Ensign,  31  March,  1863.     Resigned  13  April,  1864. 
Bates,  Harry  <J. 

Mate,  28  July,  1864.     Honorably  discharged  1  November,  1865. 
Bates,  John. 

Boatswain,  20  October,  1845.     Dismissed  29  July,  1S57. 
Bates,  John. 

Boatswain,  5  June,  1861.     Dismissed  38  October,  1864. 
Bates,  John  A. 

Purser,  3  March,  1831.     Retired  21  December,  1861.     Died  36  August,  1871. 
Bates,  John  A.,  Jr. 

Assistant  Paymaster,  19  March,  1862.     Paymaster,  3  August,  1865.     Died  4  March 
1867. 
Bates,  lUoses  M. 

Midshipman,  9  August,  1799.     Resigned  and  entered  the  Army  in  1800. 
Bates,  IVathan  D. 

Acting  First  Assistant  Engineer,  3  October,  1861.     Dismissed  16  September,  1863. 
Bates,  STewton  Li. 

Assistant  Surgeon,  34  June,  1861.     Passed  Assistant  Surgeon,  22  June,  1864.     Sur- 
geon, 16  September,  1865. 
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Hates,  Nicholas  B. 

Acting  Second  Assistant  Engineer,  IS  December,  ISGl.     Resigned  0  August,  18G2. 
Itates,  Phineas  K. 

Acting  Master,  13  April,  18G2.     Appointment  revoked  18  April,  1862. 
Itates,  Richard. 

Acting  Ensign,  20  December,  18G3.     Acting  Master,  20  June,  1865.     Honorably 
discliarged  31  October,  1865. 
Bates,  Thomas. 

Acting  Master,  1  October,  1862.     Dismissed  19  March,  18G4. 
Bates,  William. 

Acting  Master,  7  December,  1861.     Honorably  discharged  14  November,  1865. 
Bates,  William  H. 

Acting  Assistant  Surgeon,  15  April,  1863.     Honorably  discharged  6  November, 
1805. 
Bath,  John. 

JIate,    3  May,   1863.     Acting  Ensign,  24  January,   1863.     Dismissed  9  October, 
1803. 

Batioiie,  Domiuick  B. 

Acting   Assistant   Paymaster,    15   March,    1865.      Discharged    18  October,    1865. 
Passed   Assistant  Paymaster,   23    July,   18G0.      Paymaster,   26    August,   1868. 
Died  5' September,  1878. 
Battelle,  Everett. 

Third  Assistant  Engineer,  37  June,  1863.     Resigned  39  June,  1865. 
Batten,  James  91. 

Acting  Third  Assistant  Engineer,  33  August,  1863.     Acting  Second   Assistant 
Engineer,  37  July,  1863.     Honorably  discharged  30  December,  1865. 
Battin,  John  M. 

Acting  Assistant  Surgeon,  33  March,    1864.      Honorably  discharged  30  March, 
18G6. 
Battle,  Samuel  W. 

Assistant  Surgeon,  1  October,  1875. 
Bauer,  Henry  C 

Acting  Second  Assistant  Engineer,  3  August,  1864.    Honorably  discharged  26  De- 
cember, 1805. 
Baugh,  Richard. 

Midshipman,  10  January,  1809.     Resigned  15  September,  1810. 
Baughman^  George  E. 

Assistant  Paymaster,  14  July,  1870.     Passed  Assistant  Paymaster,  8  March,  1879. 
Died  4  August,  1880. 
Baughman,  Henry  C. 

Assistant  Engineer,  13  October,  1875. 
Baulsir,  William  J. 

Acting  Master,  37  November,  1861.     Resigned  13  March,  1863. 
Baumgarten,  G.  H.  £. 

Assistant  Surgeon,  24  January,  1863.     Passed  Assistant  Surgeon,  24  April,  1865. 
Resigned  5  May,  1865. 
Banry,  Frederick. 

Midshipman,  18  May,  1809.     Lieutenant,  9  December,  1814.     Lost  in  the  Sloop 
"  Wasp,"  1815. 
Baury,  Frederick  F. 

Mate,   1801.     Acting  Master,   14  May,  1863.     Acting  Volunteer  Lieutenant,  25 
August,  1864.     Honorably  discharged  8  February,  1869. 
Baxter,  Alfred. 

Mate,  31   August,  1863.     Acting  Gunner,  17  December,  1803.     Appointment  re- 
voked 30  June,  1864.     Mate,  36  May,  1866.     Resigned  11  April,  1807. 
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Baxter,  Charles  H. 

Acting  Ensign,  22  October,  1862,     Acting  Master,  29  Marcli,   1804.     Honorably 
discharged  3  November,  18G5. 
Baxter,  J.  B. 

Acting  Volunteer  Lieutenant,  26  August,  1861.     Honorably  disoliarged  27  Decem- 
ber, 18G5. 
Baxter,  James  W. 

Mate,  19  February,  1864. 
Baxter,  Osear  F. 

Assistant  Surgeon,  25  January,  1843.     Resigned  17  April,  1848. 
Baxter,  Rodney. 

Acting  Master,  13  May,  1861.     Resigned  3  October,  ISGl. 
Baxter,  IVllliam  T. 

Acting  Tliird  Assistant  Engineer,  10  July,  1863.     Honorably  discharged  3  Janu- 
ary, 1866. 
Bay,  Xatlianiel  G. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant,  1 
May,  1841.     Cashiered  14  October,  1843. 
Bayard,  A.  W.  W. 

Midshipman,  5  August,  1805.     Dismissed  30  October,  1805. 
Bayard,  Charles  C. 

Midshipman,  9  December,  1841.     Passed  Midshipman,  10  August,  1847.     Died  19 
February,  1850. 
Bayley,  Warner  B. 

Acting  Third  Assistant  Engineer,  4  August,  1864.     Mustered  out  28  April,  1869. 
Second  Assistant  Engineer,  2  September,    1870.     First  Assistant  Engineer,   21 
September,  1877. 
Baylor,  Adam  K. 

Mate,  31  August,  1864.    Honorably  discharged  30  July,  1868.    Mate,  31  December, 
1869.    Resigned  5  September,  1873. 
Baynton,  Edward. 

Midshipman,  18  May,  1809.     Dismissed  34  August,  1810. 
Bays,  George. 

Acting  Second  Assistant  Engineer,  1 1  March,  1863.     Resigned  35  August,  1865. 
Beacham,  Elisha  J. 

Gunner,  7  September,  1861. 
Beadel,  Edward  N. 

Midshipman,  19  October,  1841.     Lost  in  the  Orampus,  March,  1843. 
Beale,  Edward  F. 

Midshipman,  14  December,  1836.     Passed  Midshipman,   1  July,  1843.     Master,  1 
August,  1849.    Lieutenant,  28  February,  1850.     Resigned  5  March,  1853. 
Beale,  George. 

Purser,  24  July,  1813.     Died  4  April,  1835. 
Beale,  Joseph. 

Midshipman,  1   April,  1799.     Lieutenant,  19    April,  1800.     Last   appearance  on 
Records  of  Navy  Dejjartment. 
Beale,  Joseph, 

Assistant  Surgeon,  6  September,  1837.     Passed  Assistant  Surgeon,  14  March,  1843. 
Surgeon,  19  April,  1848.     Medical  Director,  3  March,  1871.     Surgeon-General,  8 
July,  1873.     Retired  list,  30  December,  1876. 
Beale,  Riehard  C. 

Lieutenant,  9  March,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Beale,  Robert. 

Midshipman,  1  January,  1818.      Last  appearance  on  Records  of   Navy  Depart- 
ment. 
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Ilealc,  Thomas  T. 

Midshipman,  17  February,  1800.     Resigned  2  June,  1803. 
Beall,  Charles. 

Acting  Third  Assistant  Engineer,  30  October,   18G3.     Honorably  discharged  27 
September,  18G5. 
Beall,  Charles  F. 

Mate,  13  January,  1864.     Honorably  discharged  37  September,  186.5. 
Beall,  John  II. 

Surgeon's  Mate,  28  April,  1804.     Resigned  15  October,  1807. 
Beam,  Peter  M. 

Mate,  33  December,  1864.     Honorably  discharged  14  Sejjtember,  1865. 
Beaman,  Ezra. 

Acting  Ensign,  9  April,  1863.     Acting  Master,   for  gallant  conduct,  19  March, 
1864.    Honorably  discharged  31  December,  1865. 
Beaman,  George  W. 

Acting  Assistant  Paymaster,  5  March,  1862.     Assistant  Paj'master,  11   June,  1862. 
Paymaster,  28  March,  1866. 
Bean,  George  F. 

Mate,  13  February,  1864.     Honorably  discharged  31  October,  1865. 
Bean,  William  S. 

Third  Assistant  Engineer,  15  April,  1847.     Resigned  23  October,  1847. 
Beane,  John  W. 

Midshipman,  23  June,  1869.     Graduated  31  May,  1873.     Ensign,  16  July,  1875. 
Resigned  30  June,  1878. 
Beans,  Samuel  S. 

Acting  Ensign,  5  October,  1864.     Honorably  discharged  17  January,  1866. 
Beard,  Alexander. 

Master,  1  March,  1814.     Discharged  15  April,  1815. 
Beard,  George  M. 

Acting  Assistant  Surgeon,  5  March,  1864.     Resigned  18  October,  1865. 
Beard,  George  W. 

Third  Assistant  Engineer,  25  March,  1862.     Retired  list,  1  February,  1866.     As- 
sistant Engineer,  Retired  list,  24  July,  1867. 
Beard,  George  W. 

Acting  Third  Assistant  Engineer,  11  June,  1864.     Honorably  discharged  30  Octo- 
ber, 1865. 
Beard,  Iietvis. 

Midshipman,  10  January,  1840.     Resigned  23  July,  1844. 
Beard,  William  C. 

Midshipman,  4  July,  1805.     Resigned  15  SeptemV)er,  1810. 
Beardslee,  I^ester  A. 

Midshipman,  5   March,   1850.     Passed   Midshipman,  20  June,  1856.     Master,  22 
January,  1858.     Lieutenant,  33  July,  1859.     Lieutenant-Commander,   16   July, 
1863.     Commander,  13  June,  1869. 
Beardsley,  Edward  T. 

Acting  Third  Assistant  Engineer,  1   September,  1864.     Honorably  discharged   19 
May,  1866. 
3eardsley,  Grove  S. 

Assistant  Surgeon,  1  July,  1861.     Passed  Assistant  Surgeon,  33  June,  1864.     Sur- 
geon, 25  July,  1866. 
Beardsley,  Riehard. 

Acting  Assistant  Paymaster,  17  December,  1861.     Resigned  27  June,  1864. 
Beardsley,  Robert. 

Mate,  31  October,  1861.     Acting  Ensign,  3November,  1863.    Honorably  discharged 
30  January,  1866. 
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Beasloy,  George  F. 

Acting  Assistant  Surgeon,  5  March,  1864.     Honorably  discharged   15   September, 

ISOo. 

Beattie,  Frederick  A. 

Mate,  30  Septemlx'r,  1804.     Honorably  discharged    13  October,   1865.     Mate,  13 
May,  1806.     Appointment  revoked  20  October,  1800. 
Beattie,  I.iiciiis  II. 

Acting  Master,  1  August,  1861.     Honorably  discharged  7  December,  1805. 
Beattie,  William  A. 

Mate,  5  June,  1862.     Acting  Ensign,  17  October,  1804.     Honorably  discharged  12 
May,  1805. 
Beatty,  F.  S. 

Surgeon's  Mate,  27  July,  1819.     Resigned  13  December,  1823. 
Beatty,  Francis  G. 

Midshipman,  1  March,  1825.     Dismissed  10  December,  1830. 
Beatty,  Frank  E. 

Midshipman,  21  September,  1871.  Graduated  21  June,  1875.  Ensign,  18  July,  1876. 
Beatty,  Horatio. 

Midshipman,  1  January,  1813.     Resigned  6  September,  1822. 
Beatty,  John  T. 

Midshipman,  21  October,  1848.     Resigned  10  September,  1850. 
Beatty,  Tlionias  A. 

Midshipman,  10  January,  1819.     Lieutenant,  24  July,  1813.     Resigued  29  Novem- 
ber, 1814. 
Beaiielianip,  Hlrani. 

Acting  Assistant  Surgeon,  1  October,  1803.     Resigned  7  December,  1864. 
Beaiioliauip,  JosepCi. 

Acting  Ensign,  3  September,  1803.     Resigned  17  November,  1804. 
Beaufort,  Francis- 
Acting  Gunner,  1  October,  1803.     Resigned  5  June,  1863. 
Beaiiuiart,  Horatio  11. 

Assistant  Surgeon,  29  April,  1804.     Passed  Assistant  Surgeon,  20  October,  1868. 
Surgeon,  5  Ajiril,  1875. 
Beaumont,  John  C. 

Midshipman,   1   March,   1838.     Passed    Midshipman,  20  May,  1844.     Master,  30 
August,  1851.     Lieutenant,  29   August,   1853.     Commander,  16  July,  1802.     Re- 
tired list,  27  April,  1868.     Captain,  Active  list,  10   June,  1872.     Commodore,  14 
June,  1874. 
Beck,  Alfred  M. 

Mate,  4  February,  1803.     Resigned  9  October,   1803.     Mate,   31   December,  1863. 
Honorably  discharged  25  July,  1805. 
Beck,  C.  F. 

Acting  Ensign,  39  June,  1803.     Honorably  discharged  3  December,  1805. 
Beck,  Daniel. 

Midshipman,  24  November,  1800.     Resigned  3  January,  1801. 
Beck,  Francis  W. 

Mate,  29  April,  1803.     Appointment  revoked  10  January,  1864. 
Beck,  John  H. 

Midshipman,  18  May,  1809.     Resigned  10  September,  1810. 
Beck,  Morris  B. 

Assistant  Surgeon,  3  December,  1841.     Passed  Assistant  Surgeon,  15  March,  1847. 
Resigned  10  May,  1801. 
Beck,  Samuel. 

Midshipman,  13  April,  1813.     Last  appearance  on  Records  of  Navy  Department, 
^' Neptune,^''  25  September,  1815. 
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Beck,  Sydney  S. 

Mute.     Acting  Ensign,  28  October,  1862.     Hesigned  3  February,  1804. 
Beck,  William  W. 

Mate,  27  May,  18(!4.     Acting  Ensign,  3  December,  1804.     Honorably   discbarged 
7  October,"l808.     Mate,  24  January,  1870. 
Becker,  Jnnies. 

JIate,  2U  January,  1862.  Dismissed  20  November,  1802. 
Beckett,  B.  F. 

Acting   Second   Assistant   Engineer,  1861.     Appointment   revoked   12  February, 
1802.     ActiEg  Second  Assistant  Engineer,  20  June,  1802.     Acting  First  Assistant 
Engineer,  25  Eebruary,  1803.     Honorably  discharged  17  November,  1807. 
Beckett,  9Iattliew. 

Mate,  16  September,  1801.     Resigned  17  May,  1804. 
Becliliaiii,  J.  B. 

Midshipman,  1  December,  1824.     Died  11  September,  1825. 
Beekley,  IVoali. 

Acting  Third  Assistant  Engineer,  2  July,  1802.     Died  Magnolia,  10  October,  1802. 
Beckwitli,  Edward  J. 

Midshipman,  18  June,  1812.     Last  apjiearance  on  Records  of  Navy  Department. 
Beckwitb,  Henry  C. 

Third  Assistant  Engineer,  27  June,  1862.  Second  Assistant  Engineer,  21  November, 
1863.     First  Assistant  Engineer,  1  January,  1808.  Retired  list,  2  December,  187C. 
Beckwith,  J.  li.  S. 

Midshipman,  10  January,  1840.     Dismissed  23  September,  1844. 
Beckwifh,  H.  91. 

Gunner,  14  March,  1843.  Resigned  30  September,  1853. 
Bedford,  Joseph. 

Midshipman,  1  April,  1804.  Resigned  30  June,  1804. 
Bee,  B.  F. 

Acting  Second  Assistant  Engineer,  12  February,  1862.  Appointment  revoked  21 
July,  1802.  Acting  Second  Assistant  Engineer,  27  October,  1862.  Acting  First 
Assistant  Engineer,  1  March,  1864.     Honorably  discharged  13  September,  1865. 

Bee,  Fpliraiui  J. 

Assistant  Surgeon,  9  May,  1844.  Died  7  March,  1850. 
Beecher,  Mark  H. 

Professor,  14  June,  1841.  Retired  list,  27  March,  1869. 
Beecher,  William  P. 

Acting  Assistant  Paymaster,  4  November,  1802.     Drowned  24  June,  1863. 
Beehler,  William  II. 

Midshipman,  28  July,  1864.  Graduated,  3  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  10  September,  1874. 

Beers,  Angnst  P. 

Surgeon's  Mate,  10  November,  1824.     Surgeon,  4   December,   1828.     Died  8  June, 
1831. 
Beers,  Frank  II. 

Mate,  21  November,  1861.     Acting  Ensign,  22  December,  1802.     Resigned  10  ilay, 
1865. 
Beers,  James  R. 

Mate,  14  November,  1801.  Acting  Master,  15  February,  1802.  Acting  Volunteer 
Lieutenant,  24  June,  1803.     Honorably  discharged  19  December,  1805. 

Beetle,  David  !$. 

Acting  Ensign,  1  June,  1804.     Honorably  discharged  28  August,  1865. 

Beggs,  John. 

Sailmaker,  20  August,  1835.     Died  27  September,  1840. 
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Behin,  C.  F.  W. 

Acting  Volunteer  Lieutenant,   26   August,  18C1.     Acting  Volunteer   Lieutenant- 
Commander,  23  December,  1864.     Honorably  discharged  28  November,  1865. 
Belolier,  James  A. 

Mate,  25  April,  1864.     Honorably  discharged  19  November,  1867. 
Belcher,  J.  II. 

Professor  Mathematics,  36  Sejjtember,  1837.     (See  Henshaw.) 
Belcher,  John  A. 

Midshipm;iu,  1  September,  1811.     Lieutenant,  27  April,  1816.     Last  appearance  on 
Records  of  Navy  Department,  7  December,  1819.     Dead. 
Belcher,  Thomas  E. 

Acting  Third  Assistant  Engineer,  5  November,  1863.     Resigned  3  June,  1865. 
Beldeii,  Frederick. 

Mute,  19  November,  1862.     Died  30  September,  1863. 
Beldeii,  Samuel. 

Acting  Ensign,  8  September,   1863.     Acting  Master,  19   February,  1864.     Acting 
Volunteer  Lieutenant,  18  May,  1865.     Honorably  discharged  21  March,  1866. 
Acting  Master,  5  April,  1867.     Ensign,  13  March,  1868.     Master,  18  December, 
1868.     Lieutenant,  21  March,  1870. 
Beldliig,  IVicholas  H. 

Acting  Assistant  Paymaster,  13   April,  1865.     Honorably  discharged  15  October, 
1866. 
Belknap,  Alfred  A. 

Purser,  11   March,  1851.     Dismissed  3  August,   1865.     Dismissal   annulled,   and 
commissioned  Pay  Director,  3  March,  1871.     Retired  list,  27  January,  1873. 
Belknap,  Charles. 

Midshipman,  20  July,  1864.     Ensign,  18  December,  1868.     Master,  21  March,  1870. 
Lieutenant,  21  March,  1871. 
Belknap,  George  F. 

Midshipman,  7   October,  1847.     Passed  Midshipman,  10  June,  1853.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  16 
July,  1863.     Commander,  25  July,  1866.     Captain,  25  January,  1875. 
Bell,  A.  IVelson. 

Assistant  Surgeon,  5  March,  1847.     Passed  Assistant  Surgeon,  1   May,  1855.     Re- 
signed 30  October,  1855. 
Bell,  Charles  II. 

Midshipman,  18  June,  1812.     Lieutenant,  28  March,  1820.     Commodore,  10  Sep- 
tember, 1840.     Captain,  13  August,  1854.     Commodore,  Retired  list,  16  July, 
1863.     Rear-Admiral,  25  July,  1866.     Died  19  February,  1875. 
Bell,  Charles  S. 

Midshipman,  9  September,  1841.     Dismissed  28  August,  1849. 
Bell,  David  IV. 

Midshipman,  23  September,  1861.     Graduated  September,  1865.     Ensign,  1  De- 
cember,  1866.     Retired   list,   10   July,   1868.     Lieutenant  on  Retired  list,   26 
March,  1869.    Died  25  March,  1870. 
Bell,  Fdward  B. 

Boatswain,  15  December,- 1853.     Died  12  January,  1875. 
Bell,  George. 

Gunner,  25  June,  1838.     Died  7  September,  1845. 
Bell,  George  R. 

Acting  Third  Assistant  Engineer,  3  July,  1803.     Honorably  discharged  30  Novem- 
ber, 1865. 
Bell,  Hamilton. 

Acting  Gunner,  23  November,  1851.     Deserted  in  August,  1854. 
Bell,  Henry  H. 

Midshipman,  4  August,  1823.     Passed  Midsliipman,  23  March,  1829.     Lieutenant, 
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3   March,   1831.     Commander,    12   August,  1S.34.     Commodore,  16  July,  1862. 
Rear- Admiral,  25  July,  1866.     Retired '"list,  12  April,  1867.     Drowned  11  Jan- 
uary, 1868. 
Bell,  James. 

Master,  16  January,  1809.     Resigned  19  December,  1809. 
Bell,  James. 

Master's   Mate,  23  July,  1816.     Last  appearance  on  Records  of  Navy  Department. 
Bell,  Jeflerson. 

Acting  Second  Assistant  Engineer,  2.5  November,  1862.     Dismissed  9  September, 
1863. 
Bell,  John. 

Acting  Boatswain,  16  September,  1873.     Resigned  19  August,  1874. 
Bell,  John  J3L. 

Midshipman,  16  January,  1809.     Lieutenant,  9  December,  1814.     Commander,  3 
March,  1831.     Died  14  August,  1833 
Bell,  John  R. 

Acting  Ensign,  7  January,  1863.     Honorably  discharged  27  October,  1865. 
Bell,  Joseph  G. 

Acting  Assistant  Surgeon,  5  April,  1864.     Honorably  discharged  19  September, 
1865. 
Bell,  J.  Snowden. 

Acting  Third  Assistant    Engineer,    10    August,    1864.      Appointment  revoked, 
(Sick,)  3  December,  1864. 
Bell,  Robert  B. 

Midshipman,  1  August,  1820.     Dismissed  19  July,  1824. 
Bell,  Thaddeus. 

Acting  Assistant  Paymaster,  17  January,  1865.     Discharged  15  October,  1866. 
Bell,  Thomas. 

Acting   Second   Assistant   Engineer,  10  December,  1862.      Resigned   17  March, 
18C4. 
Bell,  Thomas  G. 

Boatswain,  18  June,  1838.     Retired  list,  3  July,  1872. 
Bell,  Thomas  W. 

Acting  Ensign,  15  September,  1862.     Honorably  discharged  24   September,  1865. 
Acting  Ensign,  29  January,  1867.     Mustered  out  30  December,  1868. 
Bell,  IValter  B. 

Mate,  5  July,  1863.     Resigned  6  July,  1863. 
Bell,  William. 

Acting   Third  Assistant   Engineer,  1    October,    1863.     Acting   Second    Assistant 
Engineer,  16  January,  1865.     Honorably  discharged  25  November,  1865. 
Bell,  Wilson  F. 

Acting  Assistant  Surgeon,  21  October,  1801.     Resigned  17  June,  1862. 
Bellandi,  E. 

Acting  Ensign  and  Pilot,  1  October,  1864.     Honorably  discharged  19   February, 
1866. 
Bellows,  Charles  S. 

Mate,  23  January,  1862.     Honorably  discharged  2  August,  1868. 

Bellows,  Edward. 

Assistant  Paymaster,  11  June,  1862.     Paymaster,  20  February,  1866. 

Bellows,  George. 

Acting  Master,  28  December,  1861.     Resigned  21  November,  1863. 
Belrose,  liouis. 

Midshipman,  20  September,  1861.     Graduated  September,  1865.     Ensign,  1   De- 
cember, 1866.     Resigned  30  January,  1867. 
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Belt,  William. 

Surgeon's  Mate,  23  September,  ISll.     Dismissed  7  April,  1829. 
Belt,  William  J. 

Midsliipman,  1  September,  1811.     liieutenant,  3  March,  1S17.     Commander,  9  Feb- 
ruary, 1837.     Dismissed  2  November,  1842. 
Belton,  Solomon  I>. 

Midsliipman,  1  January,  182.5.     Resigned  10  February,  1827. 
Bt'niCiait,  Oscar  W. 

Mate,  23  October,  1861.     Resigned  20  July,  1864. 
Beinis,  George  F. 

Acting  Assistant  Paymaster,  26  September,  1863.     Discharged  23  October,  1865. 
Assistant  Paymaster,  27   February,  1867.     Passed  Assistant  Paymaster,  2  July, 
1869.     Dismissed  12  May,  1875. 
Benbridge,  Richard  M. 

Midshipman,  20  November,  1823.     Last  appearance  on  Records  of  Navy  Depart- 
ment.    Dead. 
Benckerf,  James  M. 

Third  Assistant  Engineer,  8  October,  1801.     Died  28  June,  1862. 
Benedict,  George  S. 

Acting  Assistant  Paymaster,  20  August,  1862.     Assistant  Paymaster,  30  June,  1864. 
Resigned  11  August,  1805. 
Benedict,  William  B. 

Professor,  31  May  1841.     Died  20  June,  1853. 
Benliam,  Andrew  E.  K. 

Midshipman,  24  November,  1847.     Passed   Midshipman,  10  June,  1853.     Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1862.     Commander,  25  July,  1866.     Captain,  12  March,  1875. 
Benham,  Cliarles  A. 

Mate,  16  April,  1864.     Appointment  revoked  25  January,  1865. 
Benham,  Courtlandt. 

Midshipman,  31   March,  1887.     Passed  Midshipman,  29   June,  1843.     Master,  21 
September,  1850.     Lieutenant,  9  April,  1851.     Died  30  October,  1852. 
Benham,  Timothy  G. 

Midshipman,  30  November,   1814.     Lieutenant,  3   March,   1827.     Commander,  5 
February,  1848.     Reserved  list,  14  September,  1855.     Died  17  June,  1860. 
Benham,  T.  W. 

Mate,  31  January,  1870.     Resigned  12  February,  1876. 
Benham,  W.  G. 

Midshijjman,  20  February,  1833.     Resigned  14  November,  1837. 
Benham,  W.  G. 

Midshipman,  5  May,  1838.     Resigned  23  August,  1838. 
Benjamin,  JBrerard. 

Midshipman,   1  January,   1818.      Last  appearance  on   Records  of  Navy  Depart- 
ment. 
Benjamin,  J.  S. 

Mate,  7  June,  1802.    Acting  Ensign,  20  August,  1863.    Resigned  8  November,  1864. 
Benjamin,  Myron  F. 

Mate,  1   October,  1862.     Acting  Ensign,  18  December,   1862.     Resigned  5  June, 
1868. 
Benjamin,  Park,  Jr. 

Midshipman,   23   September,   1863.      Ensign,  18   December,   1868.      Resigned  19 
January,  1809. 
Benkliard,  J.  P. 

Acting  Assistant  Surgeon,  21  October,  1861.     Resigned  15  May,  1862. 
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Bennesoii,  Robert  II. 

Acting  Second  Assistant  Engineer,  25  Marcb,  1804.     Honorably  discharged  4  No- 
vember, 18G5. 
Rennet,  Cornelins. 

Master,  9  December,  1813.     Died  18  August,  1840. 
Bennet,  J.  M .  A. 

Acting  Ensign,  20  February,  1865.     Honorably  discharged  12  October,  1865. 
Bennett,  A.  J. 

Midshijjman,  4  July,  1817.     Dismissed  31  December,  1828. 
Bennett,  Charles. 

Acting  Third  Assistant  Engineer,  28  December,  1861.     Acting  Second  Assistant 
Engineer,  15  February,  1864.     Resigned  5  August,  1865. 
Bennett,  C.  W. 

Midshipman,  29  March,  1839.     Dismissed  6  August,  1839. 
Bennett,  C.  W.  B. 

Midshipman,  5  April,  1837.     Resigned  8  November,  1838. 
Bennett,  Edward. 

Midshipman,  3  January,  1800.     Lieutenant,  5  February,  1807.    Died  20  December, 
1810. 
Bennett,  Franeis  M. 

Cadet  Engineer,  1  October,  1874.     Graduated  10  June,  1879. 
Bennett,  George. 

Acting  Third  Assistant  Enp-ineer,  11  October,  1864.     Honorably  discharged  (i  No- 
vember, 1865. 
Bennett,  George  M. 

Acting  Second  Assistant   Engineer,  28   December,  1861.     Acting   First   Assistant 
Engineer,  15  December,  1862.     Honorably  discharged  5  December,  1865. 
Bennett,  George  R. 

Acting  Third  Assistant  Engineer,  27  September,  1861.     Acting  Second  Assistant 
Engineer,  8  July,  1862.     Acting  First  Assistant  Engineer,  16  July,  1863.     Hon- 
orably discharged  21  November,  1865. 
Bennett,  J.  A. 

Acting  Ensign,  10  December,  1864.     Honorably  discharged  21  October,  1865. 
Bennett,  Jeremiah  H. 

Acting  Ensign,  11  October,  1862.     Honorably  discharged  12  August,  1865. 
Bennett,  John  F. 

Mate,  31  July,  1863.     Appointment  revoked  25  April,  1864. 
Bennett,  John  W. 

Midshipman,  10  February,  1840.     Passed  Midshipman,  11   July,  1846.     Master,  1 
March,  1855.     Lieutenant,  14  September,  1855.     Dismissed  19  April,  1861. 
Bennett,  John  W. 

Acting  Ensign,  12  January,  1863.     Appointment  revoked  4  March,  1864.     Acting 
Ensign,  17  May,  1864.     Honorably  discharged  15  September,  1865. 
Bennett,  liOrey. 

Acting  Third  Assistant  Engineer,  15  August,  1862.     Resigned  23  February,  1865. 
Bennett,  L,.  T. 

Midshipman,  7  December,  1825.     Passed  Midshipman,  4  June,  1831.     Resigned  18 
October,  1833. 
Bennett,  Rndolph  T. 

Third  Assistant  Engineer,  25  March,  1862.     Second   Assistant  Engineer,  3  Feb- 
ruary, 1865.     First  Assistant  Engineer,  1  January,  1868.     Retired  list,  21  May, 
1880. 
Bennett,  Thomas. 

Boatswain,  19  March,  1858. 
Bennett,  Thomas  W. 

Acting  Assistant  Surgeon,  23  September,  1863.     Honorably  discharged  24  Feb- 
ruary, 1869. 
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Bennett,  William. 

Sailmaker,  23  August,  1833.     Resigned  18  April,  1836.     Sailmaker,  5  July,  1839. 
Resigned  15  May,  1861. 
Bennett.  William  C 

Acting  Ensign,  1  October,  18G2.     Resigned  18  February,  1864. 
Bennis,  Spiro  V. 

Acting  Master,  26  August,  1861.     Honorably  discharged  10  May,  1865. 
Benson,  Charles. 

Midshipman,  21  February,  1802.     Cashiered  6  June,  1803. 
Benson,  George  H. 

Mate,  27  May,  1862.     Died  9  October,  1863. 
Benson,  John  C. 

Midshipman,  22  August,  1812.     Last  appearance  on  Records  of  Navy  Department, 
(furloughed)  7  June,  1815. 
Benson,  William  S. 

Cadet  Midshipman,  21  September,  1872.     Graduated  18  June,  1879. 
Bent,  !$ilas. 

Midshiijman,  1  July,  1836.     Passed  Midshipman,  1  July,  1842.     Master,  7  January, 

1849.  Lieutenant,  1  August,  1849.     Dismissed  25  April,  1861. 
Benthall,  John  D. 

Gunner,  18  Octobor,  1839.     Appointment  revoked  27  March,  1847. 
Bent  ley,  John  H. 

Mate,  26  Sej^tember,  1864.     Honorably  discharged  24  July,  1865. 
Bentle.v,  John  W. 

Acting  Master,  10  June.  1861.     Died  27  May,  1864. 
Bentley,  Peter  E. 

Midshipman,  12  April,  1800.     Resigned  4  March,  1802. 
Bentley,  Thomas. 

Acting  Second  Assistant  Engineer,  10  August,  1861.     Acting  First  Assistant  En- 
gineer, 6  January,  1865.     Honorably  discharged  5  July,  1866. 
Bently,  J.  £. 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Resigned  5  February,  1863. 
Benton,  Josiah  H. 

Acting  Assistant  Paymaster,  11  SeiJtember,  1862.     Honorably  discharged  25  Sep- 
tember, 1865. 
Benton,  Theodore  M. 

Acting  Gunner,  28  January,  1864.     Honorably  discharged  27  November,  1865. 
Bentrick,  Charles. 

Mate.    Dismissed  1  May,  1862. 
Bentson,  Rasmus. 

Acting  Ensign,  7  January,  1863.     Lost  at  Sea,  4  April,  1863. 
Bergner,  A.  M. 

Mate,  17  June,  1864.     Resigned  8  October,  1870. 
Bernard,  Henry,  Jr. 

Assistant  Surgeon,  27  November,  1844.     Passed  Assistant  Surgeon,  13  February, 

1850.  Resigned  11  October,  1850. 
Bernard,  Stephen. 

Master,  7  March,  1811.     Resigned  3  August,  1813. 
Bernard,  liemnel. 

Third  Assistant  Engineer,  16  January,  1863.     Resigned  21  March,  1866. 
Bernbaum,  Ole  K. 

Acting  Ensign,  30  May,  1804.     Acting  Master,  6  Aj^ril,  18G5.     Appointment  re. 
vokcd  31  August,  1867. 
Bernice,  tJeorge. 

Acting  Third  Assistant  Engineer,  3  December,  1861.     Dismissed  19  July,  1862. 
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Bernard,  Henry. 

MidsbiiJinan,  12  November,  1800.     Lieutenant,  28  February,  1807.     Resigned  19 
Jlaj-,  1812.     Captain,  24  December,  1814.     Last  appearance  on  Records  of  Navy 
Department. 
Berrett,  Tl  illiam  H. 

Acting  Assistant  Surgeon,  17  May,  18G4.     Honorably  discharged  10  October,  1805. 
Berrian,  IVilliani  Li. 

Mate,  22  August,  1864.     Appointment  revoked  15  June,  1865. 
Berrien,  John  91. 

Midshipman,  1  March,  1835.     Passed  Midshipman,  4  June,  1831.     Lieutenant,  9 
February,   1837.      Commander,   14  September,   1855.      Captain,  16   July,   1863. 
Commodore,  26  September,  1866.     Retired  list,  28  December,  1866. 
Berry,  Abraham  H. 

Mate,  27  Mav,  1862.      Acting  Ensign,  14  May,   1863.     Honorably  discharged  0 
July,  1867." 
Berry,  Albert  G. 

Midshipman,  24  July,  1865.     Graduated  4  June,  18C9.     Ensign,   12  Julv,  1870. 
Master,  27  September,  1872.     Lieutenant,  20  October,  1875. 
Berry,  Charles. 

Midshipman.  1  September,  1811.     Furloughed  17  October,  1815.     Last  appearance 
on  Records  of  Navy  Department. 
Berry,  Daniel  B. 

Acting  Second  Assistant  Engineer,  20  December,  1864.     Honorably  discharged  39 
July,  1865. 
Berry,  G.  H. 

Acting  Ensign,  19  January,  1805.     Honorably  discharged  3  May,  1866. 
Berry,  James  H. 

Acting  Ensign,  13  February,  1864.     Honorably  discharged  19  September,  1865. 
Berry,  J.  Appleton. 

Acting  Assistant  Paymaster,  9   Sept-ember,   1861.     Assistant  Paymaster,  23  July, 
1866.     Appointment  revoked  10  April,  1877. 
Berry,  John  B. 

Acting  Third   Assistant  Engineer,   20    March,    1865.     Honorably  discharged    8 
October,  1868. 
Berry,  Alark. 

Acting  Third   Assistant   Engineer,   31    March,    1864.     Appointment    revoked   3 
August,  1864. 
Berry,  R.  D. 

Carpenter,  12  October,  1833.     Dismissed  8  March,  1836. 
Berry,  Richard. 

Carpenter,  1  July,  1818.     Resigned  16  January,  1824. 
Berry,  Richard. 

Sailmaker,  4  November,  1852.     Died  10  April,  1861. 
Berry,  Richard. 

Mate,  3  October,  1861.     Resigned  29  May,  1862. 
Berry,  Robert  M. 

Acting  Midshipman,  31  January,  1802.     Graduated  June,  1866.     Ensign,  12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Berry,  Thomas. 

Carpenter,  18  December,  1816.     Last  appearance  on  Records  of  Navy  Department. 
Berry,  Thomas  C 

Boatswain,  29  Sej^tember,  1854.     Dismissed  11  January,  1859. 
Berry,  William. 

Jlidshipman,  17  December,  1810.     Lieutenant,  27  April,  1816.     Died  17  July,  1824. 
Berry,  William. 

Boatswain,  20  February,  1812.     Died  26  March,  1819. 
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Berry,  William  C. 

Acting  Master,  without  pay,  23  November,  1883.     Ajjpointment  revoked   30  Jan- 
uary, 1803. 
Berryuiaii,  E.  C. 

Acting  Second  Assistant  Engineer,  13  September,  1801.     Resigned  7  October,  1802. 
Berryman,  Otway  H. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
8  September,  1841.     Died  2  April,  1801. 
Berryman,  Bobert. 

Acting  Third  Assistant  Engineer,  35  November,  1863.     Honorably  discharged  27 
July,  1805. 
Bert,  Gnstave  W. 

Acting  Third  Assistant  Engineer  19  April,  1864.     Api^ointment  revoked  2  Feb- 
ruary, 18G5. 
Bertody,  Charles. 

Midshipman,  3  March,  1838.     Resigned  31  July,  1843. 
Bertollette,  Daniel  IV. 

Assistant  Surgeon,  33  June,  1873.     Passed  Assistant  Surgeon,  30  April,  1877. 
Bertolette,  J.  C. 

Assistant  Surgeon,  4  July,  1858.     Surgeon,  22   May,  1802.     Retired   list,  Septem- 
ber 15,  1805.     Died  1  May,  1868. 
Bertram,  George. 

Acting  Third  Assistant  Engineer,  4  February,  1803.     Honorably   discharged  13 
September,  1865. 
Bertsch,   Lieo. 

Acting  Third  Assistant  Engineer,  11  March,  1865.     Honorably  discharged  14  Feb- 
ruary, 1808. 
Berwind,  £dward  J. 

Midshipman,   20  July,   1865.     Graduated   4  June,  1869.     Ensign,  12  July,  1870. 
Master,  24  March,  1872.     Retired  list,  14  May,  1875. 
Bess,  John. 

Gunner,  28  May,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Besse,  Ansel  B. 

Acting  Third  Assistant  Engineer,  28  July,  1802.     Acting  Second  Assistant  Engi- 
neer, 9  January,  1864.     Honorably  discharged  12  December,  1865. 
Besse,  Claude. 

Master,  10  September,  1813.     Discharged,  15  April,  1815. 
Bessett,  Russell. 

Master,  34  August,  1812.     Acting  Lieutenant,  1  March,  1814.     Last  appearance  on 
Records  of  Navy  Department.     Dead. 
Best,  Henry. 

Acting  Second  Assistant  Engineer,  14  September,  1861.     Dismissed  10  November, 
1863. 
Best,  William. 

Acting  Ensign  and  Pilot,  31  June,  1865.     Honorably  discharged  4  August,  1866. 
liest,  William  II. 

Acting  Second  Assistant  Engineer,  20  August,  1861.   Acting  First  Assistant  Engi- 
neer, 17  Jime,  1863.     Honorably  discharged  6  March,  1866. 
Best,  W.  J. 

Mate,  35  August,  1866.     Appointment  revoked  31  March,  1872. 
ISettner,  Henry. 

Jlidshipman,  14  April,  1800.     Discharged  6  August,  1801. 
Betls,  Barzella  C. 

Acting  Gunner,  9  January,  1863.     Resigned  1  September,  1864. 
Betis,  Charles  K. 

Mate,  33  June,  1863.     Deserted  4  July,  1803. 
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Betts,  Charles  T. 

Acting  Ensign,  19  August,  1804.     Dismissed  5  May,  1865. 
Betts,  M'illiaiu. 

Mate,  17  September,  1861.      Resigned  3  April,  1863.     Mate,  13  August,  1863. 
Acting  Ensign,  2i  September,  1863.     Resigned  11  October,  1864. 
Benglosiii,  John  D. 

Chaplain,  3  July,  1864. 
Beverley,  W.  B. 

Midshipman,  9  June,  1832.     Passed  Midshii^man,  33  June,  1838.     Lieutenant,  28 
June,  1 813.     Died  30  October,  1846. 
Beverly,  C.  B. 

Midshipman,  1  August,  1837.     Dismissed  16  June,  1834. 
Beverly,  George  W. 

Acting  Ensign,  19  January,  1865.     Honorably  discharged  8  November,  1868. 
Beverly,  McKenzie. 

Midshipman,  19  October  1841.     Struck  off  17  March,  1843. 
Bevington,  Martin. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 
Bevins,  Seth. 

Acting  Third  Assistant  Engineer,  5  April,  1865.     Honorably  discharged  22  Sep- 
tember, 1S65. 
Bevins,  S.  H. 

Mate,  31  December,  1861.     Acting  Ensign,  31  July,  1863.     Honorably  discharged 
1  January,  1866. 
Beyer,  Jnlins  F. 

Acting  Ensign,  9  October,  1862.     Acting  Master,  14  November,  1864.     Honorably 
discharged  26  October,  1865. 
Beyer,  Henry  G. 

Assistant  Surgeon,  19  May,  1876.     Passed  Assistant   Surgeon,  7  August,  1870. 
Beyersdorfi',  Li. 

Mate,  31  October,  1861.      Resigned  35  March,  1865.      Mate,  1  February,  1870. 
Died  1877. 
Beyse,  Albert  F. 

Acting  Third  Assistant  Engineer,  6  February,  1864.     Resigned  12  May,  1865. 
Bianchini,  Li.  A. 

Teacher,  date  not  known.     Resigned  37  July,  1846. 
Bibb,  Peyton  P. 

Cadet  Midshipman,  12  June,  1874.     Graduated  4  June,  1880. 
Bibber,  Charles  J. 
JIate,  1  March,  1865. 
Bibles,  Frank  P. 

Mate,  5  April,  18G3.     Acting  Ensign,  27  January,  1863.     Dismissed  14  November, 
1865. 
Bickerstatr,  Samuel. 

Acting   Chief  Engineer,   1    October,    1862.     Acting   Fleet   Engineer    Mississipin 
Squacb-on,  1  June,  1864.     Honorably  discharged  3  September,  1866. 
Bieknell,  Oeorge  A. 

Acting  Midshipman,  2  December,  1861.     Graduated  June,  1866,  Ensign,  13  March, 
1868.    Master,  26  March,  1869.     Lieutenant,  31  March,  1870. 
BickshaflTt,  C.  II. 

Acting  Ensign,  13  December,  1863.     Honorably  discharged  1  October,  1867. 
BidcUe,  Clement. 

.:iidshipnian,  13  February,  1799.     Resigned  30  March,  1804. 
BiddBe,  Clement. 

Assistant  Surgeon,  18  June,  1878. 
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IBidtSIe.  Edward. 

Midsliipman,  12  February,  1800.     Last  appearance  on  Records  of  Navy  Depart- 
ment.   Dead. 
Biddle,  James. 

Midshipman,  13  February,  1800.     Lieutenant,  11   February,  180T.     Commander,  .T 
March,  1813.     Captain  28  February,  1815.     Died  1  October,  1848. 
Biddle,  James  S. 

Midshipman,  18  October,  1833.     Passed  Midshipman,  8  July,  1839.     Lieutenant, 
20  August,  1844.     Resigned  25  September,  1856. 
Biddle,  Samnei. 

Surgeon's  Mate,  10  July,  1824.     Died  14  February,  1820. 
Biddle,  Speneer  F.  B. 

Cadet  Midshipman,  13  June,  1874.     Graduated  4  June,  1880. 
Biedleinan,  Daniel. 

Mate,  7  June,  l«(i2.     Resigned  14  July,  1862. 
Bieg,  Frederiek  C 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 
Biell»y,  Portens  P. 

Assistant  Surgeon,  81  March,  1808.     Retired  list,  8  July,  1873.     Died  1  August, 
1880. 
Bier,  George  H. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master,  14 
September,  1855.     Lieutenant,  15  September,  1855.     Resigned  23  April,  1861. 
Bigelow,  Abraham. 

Midshipman,  18  June,  1812.     Lieutenant,  28  March,  1820.     Commander,  22  Janu- 
ary, 1841.     Captain,  13  September,  1854.     Resigned  1  March,  1857. 
Bigelow,  Alpliens. 

Acting  Third  Assistant  Engineer,   20  October,   1864.      Honorably  discharged  6 
August,  1866. 
Bigelow,  B.  F. 

Acting  Assistant  Engineer,  12  December,  1863.     Resigned  5  May,  1865. 
Bigelow,  George  A. 

Acting  Jlidshipman,  26  May,  1852.     Midshipman,  20  June,  1856.     Passed  Mid- 
shipman, 29  April,  1859.     Master,  5  September,  1859.     Lieutenant,  19  December, 
1860.     Lieutenant-Commander,  16  July,  1863.     Resigned  19  March,  1867. 
Bigley,  Joseph  J. 

Mate,  9  September,  1863.     Dismissed  17  April,  1863. 
Biggs,  James. 

Midsh)pman,  28  May,  1800.     Resigned  21  June,  1803. 
Biggs,  Josepli  Li. 

Midshipman,  16  January,  1809.     Drowned  15  April,  1813. 
Biker,  Nicholas. 

Master,  3  July,  1813.     Last  appearance  on  Records  of  Navy  Department. 
Bilisoly,  Joseph. 

Third  Assistant  Engineer,  3  August,  1855.     Died  3  September,  1855. 
Billard,  Jnles  F. 

Acting  Assistant  Surgeon,  15  October,  1863.  Honorably  discharged  10  October,  1865. 
Billinger,  F. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department, 
30  September,  1815. 
Billings,  C.  C. 

Midshipman,  18  May,  1809.     Resigned  9  May,  1814. 
Billings,  Henry  IS. 

Acting  Master,  26  Jlay,  1862.     Honorably  discharged  21  December,  1865. 
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Billings,  liUther  G. 

Acting   Assistant  Paj'master,  24   October,    1802.     Assistant  Paymaster,  3  March, 
1805.     Paymaster,  20  October,  1864. 
Bills,  George. 

Boatswain,  7  August,  1801.     Resigned  24  December,  1803. 
Bills,  J.  Ilowland. 

Acting  Assistant  Paymaster,  19  April,  1801.     Naval   Storekeeper,  1  August,  1863. 
Resigned  6  February,  180.5. 
Bills,  Jolin  G. 

Gunner,  20  J  une,  1802.     Drowned  10  May,  1863. 
Binder,  George. 

Carpenter,  0  July,  1798.     Master,  11  July,  1812.     Dismissed  6  March,  1813.     Mas- 
ter, 12  April,  1813.     Last  appearance  on  Records  of  Navy  Department. 
Bingham,  !Edward  B. 

Acting   Assistant  Surgeon,  15  March,  1804.     Assistant   Surgeon,    1    April,    1S04. 
Passed  Assistant  Surgeon,  23  April,  1868.     Died  24  February,  1872. 
Bingkani,  Hamilton. 

Acting   Ensign,  13  December,  1862.     Acting   Muster,  27   June,  1804.     Honorably 
discharged,  15  August,  1805. 
Bingham,  John  F. 

Third  Assistant  Engineer,  25   August,  1862.     Second  Assistant  Engineer,  20  Feb 
ruary,  1804.     First  Assistant  Engineer,  1  January,  1808. 
Bingley,  W.  B. 

Sailmaker,  16  November,  1821.     Resigned  11  September,  1824. 
Binnix,  George. 

Acting  Gunner,  25  June,  1863.     Resigned  10  May,  1865. 
Biondi,  Engene. 

Mate,  20  November,  1801.     Acting  Ensign,  5  December,  1863.     Acting  Master,  23 
March,  1865.     Honorably  discharged  2  November,  1868.     Mate,  13  July,  1869. 
Resigned  14  August,  1869. 
Birch,  DeWitt. 

Surgeon's  Mate,  14  July,  1824.     Died  1  May,  1826. 
Bireh,  'Warren. 

Acting  Ensign,  16  April,  1863.     Appointment  revoked  (sick)  22  June,  1864. 
Bird,  Charles  M. 

Mate,    19   October,   1861.     Acting   Ensign,  3   September,   1802.     Honorably  dis- 
charged 21  October,  1865. 
Bird,  Edwaril. 

Mate.     Honorably  discharged  5  October,  1865. 
Bird,  John  H. 

Midshipman,  17  December,  1810.     Killed  in  action,  23  August,  1812. 
Bird,  John  D. 

Midshipman,  16  April,  1814.     Resigned  15  June,  1814. 
Birchmore,  William. 

Surgeon's  Mate,  10  January,  1815.     Surgeon,  10  July,  1824.     Lost  in  the  "  Hornet," 
10  September,  1829. 
Birdsall,  John  A. 

Sailmaker,  7  March,  1848. 

Birdsall,  JV.  A. 

Mate,  7  March,  1807.     Mustered  out  30  April,  1808. 
Birkbeek,  Alexander,  Jr. 

First  Assistant  Engineer,  8  June,  1844.     Chief  Engineer.  2  March,  1847.     Resigned' 
23  December,  1847. 

Birke.v,  Henry  W. 

Assistant  Surgeon,  10  January,  1863.     Resigned  10  July,  1874. 
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Blrney,  Frank  C. 

Midshipman,  34  July,  1865.     Graduated  June,  1869.     Died  18  July,  1871. 
Birnle,  £dward  A. 

Acting  Assistant  Paymaster,  16  December,  1861.     Resigned  31  March,  1863. 
Birtwistle,  James. 

Mate,  4  November,  1861.     Acting  Ensign,  27  April,  1863.     Acting  Master,  28 
June,  1865.     Honorably  discharged  6  January,  1868. 
Bisel,  Amos  T. 

Mate,  14  February,  1864.     Acting  Ensign,  30  March,  1865.     Honorably  discharged 
22  April,  1866. 
Bishop,  Alexander  Me. 

Assistant  Paymaster,  19  March,  1862.     Paymaster,  22  November,  1865.     Retired 
list,  9  March,  1870. 
Bishop,  Charles  W. 

Mate,  30  April,  1870.     Died  31  July,  1870. 
Bishop,  !Edward  O. 

Acting  Assistant  Paymaster,  23  August,  1863.     Discharged  19  October,  1865. 
Bishop,  John. 

Midshipman,  18  March,  1827.     Died  20  June,  1827. 
Bishop,  John. 

Mate,  33  December,  1861.    Acting  Ensign,  1  October,  1863.    Honorably  discharged 
12  December,  1866.     Acting  Ensign,  26  February,  1867.     Resigned  3  July,  1868. 
Mate,  38  May,  1870.     Appointment  revoked  19  September,  1871. 
Bishop,  Joshua. 

Acting  Midshipman,  30  September,  1854.     Midshipman,  11  June,  1858.     Passed 
Midshipman,  28  January,    1861.     Master,  38   February,   1861.     Lieutenant,  19 
April,  1861.     Lieutenant-Commander,  3  March,  1865.     Dismissed  8   February, 
1868.     Commissioned  Lieutenant-Commander,  1  March,  1871. 
Bishop,  Samuel  C 

Mate,  31  October,  1863.     Resigned  26  March,  1863. 
Bishop,  Theodore  H. 

Carpenter,  8  September,  1802.     Dismissed  18  December,  1867. 
Bishop,  William  H. 

Acting  Third  Assistant  Engineer,  10  July,  1861.     Acting  Second  Assistant  Engi- 
neer, 1  October,  1863.     Acting  First  Assistant  Engineer,  17  April,  1863.     Hon- 
orably discharged  31  August,  1865. 
Bishop,  William  S. 

Assistant  Surgeon,  11   April,  1843.      Passed    Assistant  Surgeon,   11    May,  1845. 
Retired  8  May,  1861.     Surgeon  on  Retired  list,  37  March,  1866.     Died  38  De- 
cember, 1868. 
Bispham,  John  E. 

Midshipman,  13  December,  1819.     Lieutenant,   17  May,  1838.     Died  24  March, 
1849. 
Bissell,  Cdward. 

Purser,  30  December,  1839.     Resigned  11  January,  1847. 
Bissell,  £.  S. 

Mate,  18  November,  1863.     Deserted  16  December,  1863. 
Bissell,  Frank. 

Acting  Assistant  Paymaster,  14  April,  1864.     Assistant  Paymaster,  37  February, 
18C7.     Passed  Assistant  Paymaster,  13  April,  1869.     Dismissed  39   April,  1874. 
Bissell,  Frederiek  W. 

Third  Assistant  Engineer,  21  April,  1803.     Second   Assistant  Engineer,  28  Septem- 
ber, 1864.     Resigned  33  October,  1867. 
Bissell,  George  B. 

Midshipman,  13  March,  1838.     Passed  Midshipman,  20   May,  1844.     Acting  Mas- 
ter, 31  August,  1848.     Died  10  September,  1848. 


74  GENERAL  NAVY  REGISTER. 

Bissell,  George  £. 

Acting  Assistant   Paymaster,    17  October,  1863.     Honorably  discliarge.'l   13  Octo- 
ber, 1SG5. 
Bissell,  O.  J. 

Acting  Assistant  Surgeon,  7  May,  1803.     Appointment  revoked  1  3  November,  18G2. 
JBissell,  Simon  B. 

Acting  Midshipman,  1  March,  1825.  Midshipman,  4  June,  1831.  Passed  Mid- 
shipman, 9  February,  1837.  Commissioned  Lieutenant  from  9  February,  1837. 
Reserved  list,  13  September,  185.5.  Commander  on  Active  list,  14  September, 
1855.  Captain,  16  July,  1865.  Commodore,  10  October,  1860.  Retired  list,  1 
March,  1870. 
Bis^^ell,  S.  S. 

Mate,  17  October,  1862.     Acting   Ensign,  13   August,  1863.     Resii^ned    37   April, 
1865. 
Bissett,  Frederick  W. 

Third  Assistant  Engineer,  31  April,  1S63.     Second  Assistant  Engineer,  38  Septem- 
ber, 1804.     Resigned  23  October,  1867. 
Biisisett,  Joliii  J. 

Third  Assistant  Engineer,  12  August,  1862.     Second  Assistant  Engineer,  15  Feb- 
ruary, 1864.     First  Assistant  Engineer,  1  January,  1868. 
Bittiiiger,  Edmund  C 

Chaplain,  30  September,  1850. 
Bixby,  George  H. 

Acting  Assistant  Surgeon,  7  November,  1863.     Honorably  discharged  36  Septem- 
ber, 1865. 
Bixler,  liCwis  E. 

Midshipman,  36  September,  1805.     Graduated  June,  1869.     Ensign,  12  July,  1870. 
Master,  29  September,  1871.     Lieutenant,  1  December,  1874. 
Blacli,  Charles  E. 

Acting  Third  Assistant  Engineer,   13  January,   1864.     Resigned   30    November, 
1804. 
Black,  Charles  H. 

Midshipman,  21  September,   1861.     Graduated  September,  1865.     Ensign,  1  De- 
cember, 1866.     Master,  13  March,  1868.     Lieutenant,  30  March,  1869.     Lieuten- 
ant-Commander, 5  February,  1879. 
Black,  Clarence  E. 

Assistant  Surgeon,  14  November,  1871.     Passed  Assistant  Surgeon,  24  November, 
1875. 
Black,  John. 

Mate,  34  June,  1864.     Resigned  18  February,  1870. 
Black,  Nathan  W. 

Mate,  25  January,  1863.     Acting  Ensign,   11   December,  1862.    Honorably  dis- 
charged 13  November,   1865.     Acting  Ensign,  13  September,  1866.     Mustered 
out  11  January,  1868. 
Black,  William. 

Boatswain,  30  March,  1835.     Died  8  June,  1874. 
Black,  M'illiam  W. 

Mate,  23  September,  1862.     Resigned  14  June,  1864. 
Blackford,  G.  D. 

Sailmaker,   19  February,    1838.     Resigned   20  September,    1838.     Sailmaker,    12 
April,  1842.     Dismissed  5  July,  1801. 
Blacknier,  John. 

Acting  Assistant  Surgeon,  7  December,  1863.     Resigned  23  September,  1868.     Re- 
appointed 14  November,  1864.     Honorably  discharged  18  August,  1865. 
Blacknall,  George. 

Surgeon's  Mate,  3  January,  1828.     Passed  Assistant  Surgeon,  3  March,  1835.     Sur- 
geon, 9  February,  1837.     Resigned  7  May,  1861. 
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Blackwell,  Ernest  C. 

Acting  Third  Assistant  Engineer,  38   February,   1865.     Honorably  discbarged  19 
July,  1866. 
Blackwell,  William  C. 

Acting  Assistant  Paymaster,  23  September,  1863.     Discharged  1    September,  1865_ 
Blagden,  Thomas. 

Acting  Ensign,  31  July,  1863.     Resigned  5  October,  1863. 
Blague,  Edwai'd  P. 

Mate,  23  January,  1862.     Honorably  discharged  37  October,  1865. 
Blaine,  Epliraim  B. 

Midshipman,  7  March,  1800.     Resigned  31   August,  1801.     Midshipman,  9  Sep- 
tember, 1801.     Broken  by  Court-martial,  10  November,  1804. 
Blaine,  James  H. 

Mate,  33  February,  1865.     Resigned  3  May,  1865. 
Blair,  Andrew  Alexander. 

Acting  Midshipman,  30  November,  1862.     Graduated   June,   1866.     Ensign,  12 
March,  1868.     Resigned  31  August,  1869. 
Blair,  Benjamin  F. 

Acting  Ensign,  13  September,  1864.     Honorably  discharged  3  July,  1865. 
Blair,  George. 

Lieutenant.  13  March,  1799.     Resigned  14  March,  1800. 
Blair,  James. 

Midshipman,  8  January,  1836.     Passed  Midshipman,  1  July,  1843.     Master,  2  Octo- 
ber, 1848.     Lieutenant,  2  June,  1849.     Resigned  7  May,  1851. 
Blair,  Samnel. 

Surgeon's  Mate,  9  March,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 
Blair,  Tliomas. 

Midshipman,  18  May,  1809.     Resigned  8  July,  1810. 
Blair,  Thomas  W 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Resigned  24  April,  1863. 
Blaisdell,  N.  J. 

Acting  Ensign,  25  June,  1863.     Honorably  discharged  30  September,  1865. 
Blake,  Charles. 

Surgeon's  Mate,  9  March,  1798.     Resigned  1  September,  1799. 
Blake,  Charles  A. 

Acting  Third  Assistant  Engineer,  8  September,  1863.     Honorably  discharged  29 
March,  1866. 
Blake,  Charles  F. 

Acting  Midshipman,  26  October,  1859.     Ensign,  26  June,  1868.     Master,  33  Feb- 
ruary, 1864.     Lieutenant-Commander,  25  July,  1866.     Retired  list,  18  January, 
1871.     Died  20  February,  1879. 
Blake,  FUiott  C.  Y. 

Acting  Midshipman,  38  September,  1858.     Acting  Master,  34  April,  1862.     Lieu- 
tenant, 1  August,  1862.     Resigned  16  June,  1865. 
Blake,  Francis  B. 

Acting  Midshipman,  30  September,  1853.     Midshij^man,   10  June,    1857.     Passed 
Midshipman,  25  June,  1860.     Master,  24  October,  1860.     Lieutenant,  4  March, 
1801.     Lieutenant-Commander,  2  January,  1863.     Resigned  15  June,  1870. 
Blake,  Francis  O. 

I\Iati',  14  January,  1863.     Drowned  35  June,  1863. 
Blake,  George  S. 

Midshipman,  1  January,  1818.  Lieutenant,  3  March,  1837.  Commander,  27  Feb- 
ruary, 1847.  Captain,  14  September,  1855.  Commodore,  16  July,  1863.  Died 
34  June,  1871. 
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make,  Ciorham  B. 

Acting  Third   Assistant   Engineer,  5   July,  1S(;4.     February,   1800,  discharged  as 
Fireman. 
Blake,  Henry  J. 

Acting  Midsliipman,  29  September,  1858.     Ensign,  24  February,  1863.  Lieutenant, 
22  February,  1864.     Resigned  21  April,  1866. 
Blake,  Henry  T. 

Acting  Ensign,  29  October,  1863.     Resigned  1  April,  1865. 
Blake,  Homer  C. 

Midshipman,  2   March,  1840.      Passed  Midshipman,  11  July,  1846.      Master,    1 
March,  1855.      Lieutenant,   14   September,   1855.      Lieutenant-Commander,  16 
July,   1862.     Commander,    3   March,  1866.     Cajitain,   25  May,    1871.     Commo- 
dore, 27  October,  1879.     Died  21  January,  1880. 
Blake,  J.  Davidson. 

Midshipman,  9  September,  1847.     Passed  Midshipman,  15  June,  1854.     Master,  15 
September,  1855.     Lieutenant,  10  September,  1855.     Resigned  5  February,  1862. 
Blake,  Jeremiah. 

Mate.  11  October,  1861.     Acting  Ensign,  2  December,  1802.     Dismissed  24  March, 
1804. 
Blake,  John. 

Chaplain,  27  February,  1847.     Retired  list,  20  June,  1873. 
Blake,  John  ($. 

Midshipman,  16  January,  1809.     Resigned  1  December,  1809. 
Blake,  John  W. 

Acting  Third  Assistant  Engineer,  10  May,  1864.     Honorably  discharged  8  Sep- 
tember, 1805. 
Blake,  Joseph  R. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1827.     Died  11  May,  1831. 
Blake,  Josephns. 

Acting  Third  Assistant  Engineer,  23   January,  1863.     Acting  Second   Assistant 
Engineer,  31  August,   1863.     Acting  First  Assistant   Engineer,  21    November, 
1864.     Honorably  discharged  5  December,  1865. 
Blake,  Joshna. 

Midshipman,  6  April,  1799.     Lieutenant,  4  July,  1800.     Resigned  7  April,  1809. 
Blake,  J.  IV. 

Mate.     Resigned  21  December,  1863. 
Blake,  Marshall  W. 

Acting  Assistant  Paymaster,  1  September,  1861.     Resigned  13  August,  1863. 
Blake,  Philemon  V. 

Midshipman,  16  May,  1800.     Resigned  10  September,  1804. 
Blake,  William. 

Midshipman,  31  October,  1799.     Last  appearance  on  Records  of  Navy  Department, 
14  February,  1802. 
Blakely,  Johnston. 

Midshipman,  5  February,  1800.     Lieutenant,  10  February,  1807.     Commander,  24 
July,  1813.     Captain,  24  November,  1814.     Lost  in  Sloop  "  Wasp,"  1815. 
Blakeman,  A.  ^'oel. 

Acting  Assistant  Paymaster,  3  August,  1861.     Resigned  26  September,  1864. 
Blakemore,  William  F. 

Acting  Third  Assistant  Engineer,  14  May,  1864.     Honorably  discharged  16  Octo- 
ber, 1805.     Acting  Third  Assistant  Engineer,  27  August,  1806.     Mustered  out 
17  November,  1808. 
Blakiston,  Henry  R. 

Acting  Master,  18  November,  1861.     Resigned  22  April,  1803. 
Blanch,  Henry. 

Acting  Third  Assistant  Engineer,  22   July,  1804.     Honorably  discharged  7  July, 
1805. 
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Blanch,  William  A. 

Acting  Third  Assistant  Engineer,  21  July,  1864.     Honorably  discharged  30  De- 
cember, 1865. 
Blanciiard,  A.  S. 

Mate,  13  May,  1861.     Acting  Master,  23  March,  1862.     Honorably   discharged  18 
February,  1866. 
Blanchard,  Cliarles  A. 

Mate,   15   September,   1862.     Acting  Ensign,  1   December,  1862.     Honorably  dis- 
charged 4  December,  1865.     Acting  Ensign,  29  August,  1866.     Mustered  out,  8 
Octo'ber,  1868. 
Blanciiard,  Charles  A. 

Mate,  8  April,  1864.     Acting  Ensign,  6  May,  1865.     Honorably  discharged   4    No- 
vember, 1865. 
Blanchard,  E.  G. 

Acting  Ensign,  8  January,  1864.     Honorably  discharged  1  May,  1867. 
Blanchard,  E.  O. 

Midshipman,  10  May,  1820.     Lieutenant,  17   May,  1828.     Resigned  31    December, 
1835. 
Blanchard,  Francis  E. 

Acting  Master,  21  January,  1862.     Dismissed  27  July,  1863. 
Blanchard,  George. 

Boatswain,  19  May,  1832.     Resigned  4  May,  1835. 
Blanchard,  George. 

Mate.     Resigned  4  November,  1862. 
Blanchard,  Hollis  H. 

Acting  Master,  1  May,  1862.     Appointment  revoked  10  February,  1863. 
Blanchard,  Horace  A. 

Midshipman,  25  July,  1865.     Graduated  4  June,  1SC9.     Ensign,  12  July,  1870.    Re- 
tired list,  14  July,  1874.     Died  15  January,  1870. 
Blanchard,  Horatio  S. 

Acting  Master,  22  November,  1861.     Honorably  discharged  20  October,  1865. 
Blanchard,  Jeremiah  F. 

Mate,  23  March,  1864.     Acting  Ensign,  11    August,   1864.     Honorably  discharged 
18  January,  1808. 
Blanchard,  Liiicien  J. 

Acting  Third  Assistant  Engineer,  1861.     Died  25  July,  1863. 
Blanchard,  Thomas. 

Acting  First  Assistant  Engineer,  4    September,  1863.     Honorably  discharged  20 
October,  1865, 
Bland,  Theodore,  Jr. 

Midshipman,  16  July,  1821.     Died  13  September,  1825. 
Blaney,  William. 

Mas"ter,  3  February,  1814.     Resigned  25  April,  1815. 
Blanton,  William  li. 

Midshipman,  2  January,  1834.     Passed  Midshipman,  16  July,  1840.     Master,  26 
August,  1846.     Lieutenant,  25  February,  1847.     Dismissed  1  December,  1853. 
Blatchford,  John  T. 

Actii'.g  ]\Iaster,  29  May,  1861.     Dismissed  4  August,  1862.     Acting  Ensign,  2  Sep- 
tember, 1802.     Resigned  22  April,  1864. 
Blaiirelt,  James  L.. 

Mute,  0  February,  18(:2.     Appointment  revoked  1  December,  1868. 
Bleakie,  John  H. 

Acting  Third  Assistant  Engineer,  6  October,  1S64.  Honorably  discharged  7  De- 
cember, 1865.  Acting  Third  Assistant  Engineer,  1  December,  1866.  Mustered 
out  23  October,  1869. 
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Bleeckor,  G.  V. 

Midshijjnian,  16  January,  1809.     Resigned  23  September,  1810. 
Bleeok«'r,  G.  W. 

Master,  10  Ma}',  1820.     Resigned  2  August,  1823. 
Bleecker,  John  Van  B. 

Purser,  16  January,  1847.     Died  8  November,  18G4. 
Bleccker,  John  Van  B. 

Acting  Midshipman,  10   October,    1803.     Ensign,  18  December,  1868.     Master  21 
Marcli,  1870.     Lieutenant,  21  March,  1871. 
Bleec-kor,  M  illiani  W. 

Midshipman,  1  May,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant,  28 
February,  1838.     Lost  on  the  "AWany;''  last  intelligence  Irom  ship,  28  Septem- 
ber, 1854. 
Bleinni,  Van  Buren. 

Slate.     Appointment  revoked  25  April,  18G4. 
Blenkinsop,  Jauios. 

Acting  Third  Assistant  Engineer,  27  May,  1863.     Acting  Second  Assistant  Engi- 
neer, 12  February,  1863.     Acting  First  Assistant  Engineer,  7  October,  1863.   Re- 
signed 10  February,  1865. 
Blessing,  James  H. 

Acting  Tliird  Assistant  Engineer,  26  March,  1864.     Resigned  16  March,  1865. 
Blight,  John. 

Gunner,  3  May,  1821.     Died  15  September,  1854. 
Bliss,  £clward  N. 

Acting  Third  Assistant  Engineer,  18  February,  1865.     Honorably  discharged  37 
October,  1865. 
Bliss,  James, 

MidshiiJuian,  16  January,  1809.     Resigned  31  March,  1814. 
Bliss,  Joel. 

Carpenter,  31  October,  1837.     Resigned  26  May,  1841. 
Bliss.  Samnel  T. 

Acting  Ensign,  14  October,  1863.     Honorably  discharged  26  October,  1865. 
Bliss,  Sylvanns  J. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Acting 
Master,  11  December,  1852.     Lost  in  Brig  ''  Porpoise;"  last  intelligence  from 
ship,  21  September,  1854. 
Blitz,  John. 

Acting  Ensign,  33  February,  1863.     Resigned  13  May,  1865. 
Blizzard,  James  C 

Acting  Master,  17  December,  1801.     Resigned   13  November,  18G3. 
Bloeker,  8mith  B. 

Midshipman,  2  October,  1850.     Drojjped  24  January,  1851. 
Bloeki,  Franz. 

Acting  Third  Assistant  Engineer,  14  September,  1864.     Honorably  discharged  3 
July,  1865. 
BlocklinKor,  Gottfried, 

Acting  Slidshipman,  23  July,  1863.     Graduated   3  June,  1868.     Ensign,  19  Aiiril, 
1869.     Master,  12  July,  1870.     Lieutenant,  3  April,  1874. 
Blodget,  Samuel  G. 

Midshipman,  24  June,  1799.     Lieutenant,  17  March,  1S07.     Drowned  29  Sejitem- 
ber,  1812. 
Blodgett,  Thomas  S. 

Midshipman,  15  November,  1809.    Resigned  15  November,  1814. 
BIo<lgett,  George  M. 

Acting  Midshiinnan,  3  October,  1851.     Midshipman,  30  June,  1850.     Passed  Mid- 


GENERAL  NAVY  REGISTER.  79 

sJiipman,  29  April,  1859.     Master,  5  September,  1859.     Lieutenant,  3  February 
ISOl.     Died  G  November,  1862.  ' 

Blodgetl,  John  II. 

Actins^  Assistant  Surgeon,  10  September,  1864.     Honorably  discharged  5  Septem- 
berri865. 
Blodgett,  S.  S. 

Mate,  18  February,  1867.     Died  20  June,  1869. 
Blonk,  Beiijaiiiin  Li. 

Acting  Master,  25  January,  1862.     Dismissed  7  February,  1862. 
Blood,  Sa^eriiel  O. 

Acting  Ensign,  23  October,  1863.     Honorably  discharged  4  October,  1865. 
BIoodgoo4l,  Abraiu  B. 

Master,  25  June,  1812.     Died  12  June,  1851. 
Bloodgood,   Delavau. 

Assistant  Surgeon,  13  March,  1857.     Surgeon,  34  January,  1862.     Medical  Inspec- 
tor, 3  February,  1875. 
Bloodgood,  W.  A. 

Purser,  2  May,  1834.     Resigned  26  November,  1852. 
Bloomer,  Samuel   W. 

Acting  Third  Assistant  Engineer,  10  December,  1861.     Resigned  16  April,  1862. 
Bloomsbtirg,  John. 

Acting  Third  Assistant  Engineer,  8  November,  1863.     Honorably  discharged  5 
August,  1865. 
Bloomsbnrg,  Joseph  Q. 

Acting  Second  Assistant  Engineer,  7  September,  1864.     Honorably  discharged  30 
June,  1865. 
Blonnt,  A.  C 

Midshipman,  12  April,  1834.     Resigned  19  October,  1835. 
Blount,  Benjamin. 

Midshipman,  15  November,  1810.     Resigned  7  May,  1811. 
Blount,  Charles  II. 

Mate,  21  November,  1862.     Acting  Ensign,  18  June,  1864.     Honorably  discharged 
13  August,  1865. 
Blonnt,  Joseph. 

Midshipman,  20  December,  1804.     Resigned  24  April,  1805. 
Blount,  Richard  B. 

Midshipman,  10  January,  1807.     Resigned  16  July,  1807. 
Blount,  Silas. 

Acting  Master  and  Pilot,  1  October,  1864.     Appointment  revoked  9  June,  1865. 
Bloxsom,  IVoodman,  Jr. 

Mate.     Resigned  30  January,  1862. 
Blue,  Henry  M. 

Acting  Midshipman,  28  September,  1854.     Midshipman,  11  June,  1858.     Passed 
Midshipman,  9   February,  1861.     Master,  38  February,  1861.     Lieutenant,  20 
April,  1861.     Lieutenant-Commander,  24  March,  1865.     Died  22  August,  1866. 
Blnme,  IV.  A. 

Acting  Ensign,  1  May,  1863.     Acting  Master,  13  March,  1865.     Appointment  re- 
voked 24  February,  1869. 
Blunt,  Simon  F. 

Midshipman,  7  September,  1831.    Passed  Midshipman,  23  June,  1838.    Lieutenant. 
28  July,  1842.     Died  27  April,  1854. 
Blunt,  William  S. 

Acting  Assistant  Paymaster,  1  October,  1862.     Resigned  7  April,  1866. 
Blydenbnrgh,  Benjamin  B. 

Sailmaker,  4  November,  1858.     Retired  list,  5  November,  1872. 
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BIydenbnrgli,  !Lncius  B. 

Acting  Assistant  Paymaster,  20  August,  1803.     Hesigncd  10  October,  1803. 
Blyo,  Henry  C. 

Third  Assistant  Engineer,  18  November,  18G2.     Second  Assistant  Engineer,  23 
March,  1864.     First  Assistant  Engineer,  1  January,  18C8.     Retired  list,  28  Octo- 
ber, 1874. 
Blytlie,  Andrew. 

Tliird  Assistant  Engineer,  24  December,  1801.     Second  Assistant  Engineer,  8  Sep- 
tember, 1803.     Died  19  April,  1870 

Boardley,  J.  91. 

Midshipman,  7  March,  1815.     Last  apiJearance  on  Records  of  Navy  Department, 
Killed  in  a  duel. 
Boardnian,  Charles. 

Carjienter,  23  August,  1838.     Dismissed  0   April,   1838.      Carpenter,   7  January, 
1842.     Retired  list. 
Boardnian,  diaries  H. 

Acting  Assistant  Paymaster,  14  December,  1804.     Honorably  discharged  4  Sep- 
tember, 1805. 
Boardnian,  Frederick  A. 

Midshipman,  20  October,  1849.     Resigned  19  June,  1850. 
Boardnian,  Cieorge  C 

Acting  Assistant  Paymaster,  23  July,  18G2.     Died  12  November,  1865. 
Boaruian,  Cbarles. 

Midshipman,  9  June,  1811.     Lieutenant,  5  March,  1817.     Commander,  9  February, 
1837.     Captain,  24  March,  1844.     Reserved  list,  14  September,  1855.     Commo- 
dore, Retired  list,  4  April,  1807.     Rear-Admiral,  Retired  list,  15  August,  1876. 
Died  13  September,  1879. 
Bock,  ^rniiain  N. 

Mate,  7  January,  1864.     Resigned  5  June,  1805. 
Bocking,  Adolph  H. 

Acting  Ensign,  17  June,  1804.     Honorably  discharged  25  January,  1800. 
Boddeii,  DaTid. 

Acting  Third  Assistant  Engineer,  14  SeiJtember,  1864.     Honorably  discharged  19 
July,  1865. 
Bodeii,  IVilliani. 

Midshipman,  18  June,  1812.     Drowned  6  March,  1820. 
Bodnian,  H.  A. 

Acting  Assistant  Surgeon,  30  January,  1803.     Resigned  21  April,  1805. 
Boeriiiii,  George  €). 

Suilmaker,  4  September,  1852. 
Boeriini,  William. 

Miilshi])man,   1    September,   1811.     Lieutenant,  5   March,  1817.     Commander,   9 
February,  1837.     Drowned  2  November,  1842. 
Bogardus,  A.  B. 

Midshipman,  26  December,  1815.     Lieutenant,  28  April,  1816.     Resigned  21  Octo- 
ber, 1828. 

Bogardiis,  Peter  C 

Third  Assistant  Engineer,  27  January,  1848.     Resigned  G  February,  1852. 

Bogart,  91. 

Acting  Ensign,  28  September,  1803.     Honorably  discharged  20  October,  1865. 
Bogart,  Bobert  D. 

Acting  Ensign,  27  June,  1864.     Resigned  29  August,  1804. 
Bogert,  Edwar€l  S. 

Assistant  Surgeon,  10  June,  1801.     Passed  Assistant  Surgeon,  22  June,  1864.     Sur- 
geon, 6  April,  1866. 


GENERAL  NAVY  REGISTER.  8t 

Bogcrt,  Jacob  W. 

Gunner,  14  May,  1870.-    Resigned  19  June,  1873. 
Bogert,  J.  W. 

Acting  Master,  6  July,  1801.     Resigned  7  March,  1862. 
Bogglns,  Martin. 

Acting  Tliird  Assistant  Engineer,  3  November,  1803.     Resigned  27  April,  1864. 
Bogniaii,  James. 

Gunner,  14  December,  1815.     Resigned  17  October,  1826. 
Boggs,  Archibald  O. 

Mate,  12  September,  1814.     Honorably  discharged  5  August,  1865. 
Boggs,  Charles  E. 

Acting  Assistant  Paymaster,  19  December,  1863.     Discharged  4   November,  1800. 
Assistant  Paymaster,  27   February,   1867.     Retired  list,  7  May,   1869.     Died  1 
October,  1880. 
Boggs,  Charles  S. 

Midshipman,  1  November,  1826.     Passed  Midshipman,  28  April,  1832.     Lieuten- 
ant, (5  September,  1837.     Commander,  14  September,  1855.     Captain,  10  July, 
1802.     Commodore,  25  July,  1806.     Rear-Adrairal,  1   July,  1870.     Retired  list, 
28  January,  1873. 
Boggs,  Ely  91. 

Mate,  7  November,  1863.     Acting  Ensign,  17  March,  1864.     Honorably  discharged 
15  September,  1865. 
Boggs,  George  B. 

Acting  Third  Assistant  Engineer,  2  September,  1804.     Honorably  discharged  15 
September,  1868. 
Boggs,  Liawreiice  G. 

Assistant  Paymaster,  34  September,  1809.     Passed  Assistant  Paymaster,  25  Octo- 
ber, 1874. 
Boggs,  'n'illiaiii  Brenton. 

Purser,  30  Novemlier,  1852.     Pay  Director,  3  March,  1871.     Retired  list,  2  July, 
1871.     Died  11  March,  1875. 
Boggs,  William  Brenton. 

Cadet  Engineer,  1  October,  1871.     Graduated  21  .June,  1875.     Assistant  Engineer, 
1  July,  1877. 
Bogne,  George  W. 

Mate.     Acting  Ensign,  7  November,  1802.     Dismissed  28  April,  1863. 
Bohrer,  George. 

Surgeon's  Mate,  24  July,  1813.     Resigned  20  January,  1814. 
Bohrer,  Julius  $$. 

Midshipman,  31  December,  1839.     Passed  Midshipman,  3  July,  1845.     Master,  1 
March,  1854.     Retired  list,  24  February,  1858. 
Boies,  Davi«I  A. 

Mate,  11  October,  1864.     Honorably  discharged  22  June,  1865. 
Bowie,  Adam  II.  li. 

Mate,  21  January,  1863.     Acting  Ensign,  17  March,  1804.     Honorably  discharged 
38  November,  1865. 
Boland,  Andrew. 

Acting  Third  Assistant  Engineer,  36   February,  1836.     Honorably   discharged  11 
January,  1866. 
Boland,  W.  F. 

Acting  Carpenter,  1  October,  1863.     Resigned  6  November,  1863. 
Bolander,  Amos. 

Acting  Ensign,  1  October,  1862.     Resigned  19  February,  1863. 
Bolander,  John  G. 

Acting  Third  Assistant  Engineer,  18  September,  1861.     Dismissed  25   February, 
1863. 
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Bolojaek,  James. 

Acting  Third  Assistant  Engineer,  2  November,  1802.    .Acting  First  Assistant  En- 
gineer, 7  December,  1803.     Honorably  discharged  7  November,  1805. 
Bolle»<,  Henry  S. 

Mate.     Resigned  18  October,  1804.     Mate,  23  December,  1804.  Resigned  10  starch, 
1865. 
Bolletsi,  John  H. 

Acting  Master  and  Pilot,  28  October,  1804.     Honorably  discharged  17  September, 
1805. 
Bolles,  Matthew,  Jr. 

Acting   Midshijiman,   30   July,    1803.     Ensign,    18  December,    1808.     Master,  21 
March,  1870.     Lieutenant,  29  December,  1871.     Died  2  May,  1875. 
Bolles,  Stephen. 

Acting  Ensign,  1  October,  1802.     Resigned  23  January,  1804. 
Bolles,  Timothy  Bix. 

Midshipman,  1    October,    1804.     Graduated   June,    1809.     Ensign,  12   July,  1870. 
Master,  24  ]May,  1872.     Lieutenant,  27  June,  1875. 
Bollman.  T.  W. 

Acting  Third  Assistant  Engineer,  19  September,  1802.     Resigned    13  June,   1803. 
Bolson,  Maniiiel. 

Acting  Second  Assistant  Engineer,  5  November,  1803.     Resigned  30  May,  1805. 
Bolton,  Saninel  I^. 

Acting  Assistant  Surgeon,  1  October,  1802.     Resigned  1  December,  1803. 
Bolton,  William  Conipton. 

Captain,  21  February,  1831.     Died  22  February,  1849. 
Bolton,  William  H. 

Mate,  23  December,  1803.     Honorably  discharged  21  March,  1808.     Mate,  26  Octo- 
ber, 1809.     Resigned  20  December,  1870. 
Bond,  David  D. 

Mate,  1  October,  1862.     Acting  Ensign,  5  June,  1803.     Honorably  discharged  10 
October,  1805. 
Bond,  Edwin. 

Acting  Third  Assistant  Engineer,  5     January,   1804.      Honorably    discharged    1 
July,  1865. 
Bond,  Saninel. 

Midshipman,  20  June,  1800.     Last  appearance  on  Records  of  Navy   Department, 
17  April,  1811. 
Bond,  William. 

Third  Assistant  Engineer,  23  June,  1803.     Resigned  25  JLiy,  1807. 
Bond,  William  C. 

Acting  Third  Assistant   Engineer,   0   August,  1804.      Honorably  discharged   20 
December,  1805. 
Bond,  William  S. 

Acting  Boatswain,  7  January,  1805.     Boatswain,  22  August,  1800.     Resigned  15 
September,  1873. 
Bone,  George  W.^ 

Acting  Ensign,   10  April,   1803.      Acting  Master,  25  July,  1804.     ApiJointment 
revoked  21  February,  1805. 
Bonefonse,  Antoine. 

Master,  12  October,  1812.     Dismissed  25  September,  1813. 
Bonnell,  William. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department. 
Drowned. 

Bonner,  Jame»!i  C 

Acting  Master,  1  October,  1862.     Honorably  discharged  10  January,  1860. 
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JSoimeTille,  T.  X. 

Midshipman,  1  January,  1812.     Resigned  13  March,  1816. 
Konney,  Henry  M. 

Acting  Master,  9  October,  1861.     Resigned  21  August,  1863. 
Bonsall,  A.  O. 

Third  Assistant  Engineer,  19  February,  1803.     Appointment  revoked  12  January, 
1866. 
Bonsall,  Edward. 

Boatswain,  1  June,  1869. 
Bonsall,  Thomas  W. 

Mate,   27   April,   1865.     Honorably    discharged  24  December,  1868.     Mate,  6  No- 
vember, 1869. 
Bonsall,  William  R. 

Acting  Assistant  Surgeon,  7  August,  1801.     Resigned  5  February,  1863. 
Booby,  Henry. 

Mate,  1  October,  1863.     Acting  Ensign,  10  February,  1803.     Honorably  discharged 
24  November,  1865. 
Book,  George  H. 

Acting  Ensign,  5  December,  1864.     Honorably  discharged  20  January,  1866. 
Book,  George  Milton. 

Acting  Midshipman,  23  November,  1861.     Graduated  September,  1865.     Ensign,  1 
December,  1806.    Master,  12  March,  1868.    Lieutenant,  26  March,  1869. 
Boom,  Francis. 

Sailmaker,  3  January,  1851. 
Boomer,  £pbraini. 

Acting  Master,  5  June,  1862.     Honorably  discharged  27  September,  1865. 
Boone.  William  C 

Acting  Third  Assistant  Engineer,  26  May,  1863.     Resigned  12  May,  1865. 
Booreani,  Henry. 

Midshipman,  1  November,  1826.     Resigned  14  June,  1833. 
Booroui,  Jared  D. 

Gunner,   24   September,  1853.     Killed   15   May,  1802,  in   an   engagement   on  the 
James  River. 
Booroni,  Sylvester  D. 

Chaplain,  9  July,  1875. 
Booth,  Alonzo  O. 

Acting  Third  Assistant  Engineer,  25  February,  1864.     Resigned  15  May,  1865. 
Booth,  Benjamin  W. 

Midshipman,  20  June,  1800.     Lieutenant,  7  January,  1813.    Commander  28  March 
1820.     Died  26  July,  1828. 
Booth,  Eden. 

Mate,  19  November,  1861.     Resigned  2  May,  1802. 
Booth,  Jonas. 

Acting  Third  Assistant  Engineer,  24  September,  1862.     Acting  Second  Assistant 
Engineer,  10  June,  1864.     Honorably  discharged  12  September,  1865. 
Booth,  J.  Shavr. 

Midshipman,  27  May,  1829.     Dismissed  6  June,  1836. 
Booth,  li.  M. 

Midshipman,  1  June,  1815.     Lost  at  sea,  October,  1824. 
Bopp,  James  A. 

Acting  Third  Assistant  Engineer,  28   December,  1861.     Honorably  discharo-ed  19 
September,  1805. 
Borchert,  George  A. 

Acting  Midshipman,  20  September,  1855.     Midshiijman,  9  June,  1859.     Dismissed 
24  July,  1801. 
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Boroniii,  Tt'illiani  II. 

Acting  Third  Assistant   Engineer,  28   December,  1861.     Dismissed  18   November, 
ISfiO. 
Bortlea,  Henry  S. 

Acting  Ensign,   17  October,  18G2.     Acting  Master,  28  October,  1864.     Resigned 
16  March,  186.5. 
Borden,  Hiram  C 

Mute,  3  December,  1861.     Resigned  17  May,  1865. 
Borden,  Isaac  H, 

Acting  Third  Assistant  Engineer,  17  February,  1864.     Resigned  9  May,  1865. 
Borden,  J.  F. 

Midshipman,  1  April,  1828.     Passed  INIidshijinian,  4  June,  1834.     Lieutenant,  25 
February,  1841.     Drowned  5  April,  1842. 
Borden,  IVelson  C 

Acting  Ensign,  6  November,  1863.     Honorably  discharged  20  September,  1865. 
Borden,  Prlnee  S. 

Acting  Master,  2  January,  1862.     Honorably  discharged  4  November,  1865. 
Borden,  William   C. 

Mate,  12  November,  1863.    Acting  Ensign,  29  August.  1864.  Honorablv  discharged 
15  July,  1865. 
Bordley,  Thomas  H. 

Tliird  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer,  16  Octo- 
ber,  1861.      First  Assistant  Engineer,  1   October,   1883.     Died  10  December, 
1865. 
Bordman,  Cbarles. 

Carpenter,  23  August,  1833.     Dismissed  6  Ajn-il,  1838.     Carpenter,  7  January,  1842. 
Retired  list,  23  September,  1868. 
Borland,  Euclid. 

Assistant  Surgeon,  4  April,  1831.     Cashiered  22  October,  1834. 
Borner,  Paul. 

Mate,  31  August,  1861.     Acting  Ensign,  14   March,  1863.     Honorably   discharged 
3  February,  1866. 
Borthwiek,  John  Li.  D. 

Third  Assistant  Engineer,  8  October,  1861.     Second  Assistant  Engineer,  3  August, 
1863.     First  Assistant  Engineer,  11  October,  ly60. 
Borton,  James  I>. 

Gunner,  30   March,   1861.     Dismissed   18   April,    1866.     Boatswain,  5  November, 
1866.     Died  27  January,  1867. 
Bosque,  Agenor. 

Midshipman,  1  November,  1826.     Discontinued  15  July,  1833. 
Boss,  Edward. 

Lieutenant,  27  June,  1790.     Discharged  30  April,  1801,  under  Peace  Establishment 
Act. 
Boss,  Edwin. 

Acting  Assistant  Paymaster,  25  November,  1864.     Discharged  11  October,  1865. 
Boss,  Joseph. 

Midshipman,  2  March,  1799.     Delivered  up  AVarrant  29  July,  1800. 
Boss,  Kobert  P. 

Mate,  4  January,  1862.     Resigned   14   :\[ay,   1864.     Acting  Ensign,  27  May,  1864. 
Honorably  discharged  22  January,  1806. 
Bostiok,  Edward  I>. 

Midshipman,  24  September,  1870.     Graduated  21  June,  1875.     Ensign,  31  Septem- 
ber, 1S70. 
Bostwick,  Charles. 

Mate,  27  May,  1862.     Dismissed  5  June,  1863. 
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Bostwick,  T>.  li. 

Acting  Assistant  Paymaster,  17  November,  18G3.     Discharged  1  October,  18(55. 
ISostwick,  Frank  M. 

Cadet  Midshipman,  26  September,  1873.     Graduated  18  June,  1879. 
JBostwick,  M.  W. 

Purser,  16  July,  1814.     Lost  in  the  "  JSperwier"  iu  1815. 
Bostwick,  Richard. 

Lieutenant,  21  March,  1799.     Discharged  2  Sej^tember,  1801,  under  Peace  Estab- 
lishment Act. 
Bostwiek,  Robert  C. 

Mate,  8  January,  1862.     Dismissed  5  June,  1863. 
Boswortli,  Daniel. 

Acting  Assistant  Paymaster,  5  April,  1864.     Discharged  18  October,  1865. 
Boswortli,  Daniel  P. 

Mate,  13  May,  1863.     Acting  Ensign,  30  November,  1863.     Honorably  discharged 
20  October,  1865. 
Boswortli,  Harlan  P. 

Mate,  9  November,  1864.     Resigned  80  May,  1865. 
Boswortli,  Xathaniel. 

Midshipman,  5  December,  1798.     Lieutenant,  30   November,  1799.     Last  appear- 
ance on  Records  of  Navy  Department. 
Boteler,  Joseph  C 

Mate,  5  October,  1800.     Deserted  8  October,  1866. 
Botsford,  Jerard  H. 

Third  Assistant  Engineer,  3  October,  1861.     Second  Assistant  Engineer,  3  August, 
1863.     Died  25  July,  1864. 
Botten,  C.  M. 

Mate,  36  July,  1863.     Honorably  discharged  27  July,  1865. 
Botticher,  Morris. 

Acting  First  Assistant  Engineer,  27  September,  1864.     Dismissed   12   April,  1865. 
Bouchard,  C.  Li. 

Acting  Second  Assistant  Engineer,  9  June,  1803.     Appointment  revoked   (Sick,) 
26  May,  1865. 
Bondinot,  W.  E. 

Midshipman,  1   February,  1836.     Passed  Midshipman,   1  July,  1842.     Master,  7 
March,  1849.     Lieutenant,  5  September,  1849.     Resigned  17  November,  1S58. 
Bonghan,  J.  G. 

Midshipman,  11  January,  1815.     Lieutenant,   13   Januarv,   1825.     Died  6   Novem- 
ber, 1832. 
Boughton,  Napoleon. 

Acting  Ensign,  31  October,  1863.     Honorably  discharged  30  November,  1805. 
Bonlton,  S.  Li. 

Acting  Assistant  Surgeon,  1  October,  1862.     Resigned  1  December,  1863. 
Bonnthean,  Peter. 

Midshipman,  1  March,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Bonrne,  Benjamin  C 

Acting    Third   Assistant  Engineer,   25    July,    1862.      Resigned    13   June,    1803. 
Acting   Second   Assistant  Engineer,  14  March,  1864.     Acting  First  Assistant 
Engineer,  29  December,  1864.     Honorably  discharged  16  August,  1865. 
Bourne,  Benjamin  F. 

Purser,  26  March,  1814.     Died  10  November,  1823. 
Bourne,  Fdniiind  £■. 

Mate,  4  November,  1803.     Acting  Ensign,  11  December,   1803.     Honorably  dis- 
charged 30  Sejitember,  1865. 
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Bourne,  George  W. 

Acting  Ensign,  11   October,  18G2.     Acting  Master,  20  March,  18G5.     Resigned  8 
May,  ISfJ.j. 
Bourne,  William. 

Acting  Ensign,  9  September,  18C4.     Appointment  revoked  15  Deoember,  18G4. 
Bou8ii,  C'liflbrd  J. 

Jlidsliipniun,  5  June,  1872.     Graduated  20  June,  18T0.     Ensign,  1  December,  1ST7. 
Bousli,  Cieorge  R. 

Assistant  Naval  Constructor,  3  August,  1809.     Xaval  Constructor,  12  Marcli,  1875. 
Bonsh,  James. 

Jlidsliipman,  1  October,  1798.     Died  24  June,  1800. 
Bontollo,  Cliarles  A. 

Acting  Master,  5  April,  1862.     Acting  Volunteer  Lieutenant,  2-1  May,  18G4.     Hon- 
orably discharged  14  January,  18G6. 
Bontelle,  Charles  B. 

Acting  Ensign,  28  January,  1865.     Resigned  1  Sejitember,  18G5. 
Boutwell,  Edirar«l  B. 

Jlidshipman,  3  March,  1819.     Lieutenant,   17   May,  1828.     Commander,  2  June, 
1850.     Dismissed  31  July,  1861. 
Boutwell,  Minson  W. 

Sailmaker,  9  July,  18G1      Appointment  revoked  21  August,  1861. 
Boutwell,  Samuel  H. 

Sailmaker,  10  October,  1855.     Dismissed  17  June,  18G1.     Sailmaker,  17  February, 
1876. 
Bowdell,  William  J. 

Acting  Assistant  Surgeon,  3  September,  1863.     Resigned  16  June,  1865. 
Bowden,  Isaiali  W. 

Mate,  22  October,  1864.     Resigned  27  May,  18G5. 
Bowden,  Joseph. 

JIate,  !)  January,  18G2.     Resigned  6  August,  18G2. 
Bowdle,  W  illiam  J. 

Acting  Assistant  Paymaster,  3  September,  1863.     Resigned  16  June,  1865. 
Bowen,  A.  S. 

Acting  Master,  1  October,  1862.     Resigned  17  June,  1864. 
Bo  wen,  Edward  F. 

Mate,  22  October,  1861.     Resigned  4  March,  1863. 
Bowen,  George  F. 

Acting  Master  and  Pilot,  11  October,  1864.     Appointment  revoked  9  March,  1865. 
Bowen,  George  II. 

Mate,  1  January,  1805.     Honorably  discharged  20  May,  1867. 
Bowen,  Richard  T. 

Midshipman,  24  December,  1847.     Passed  Midshipman,  10  June,  1853.    Master,  15 
September,   1855.     Lieutenant,    16    Sejjtember,  1855.     Lost    in    Slooi)-of-War 
Lemnt,  18  September,  1860. 
Bowen,  Robert.  James. 

Midshipman,  20  November,  1850.     Resigned  6  November,  1855. 
Bowen,  Thomas  C 

Acting  Jlidshipman,  25  September,  1857.     Midshipman,  1  June,  1801.  Lieutenant, 
16  July,  1863.     Retired  from  the  Service,  vrith  one  year's  jjay,  20  April,  186G. 
Bowen,  William  S. 

Acting  Assistant  Surgeon,  14  January,  1865.     Honorably  discharged  15   February, 
1866.     Assistant  Surgeon,  22  July,  1867.     Passed   Assistant   Surgeon,   IG  June, 
1870.    Resigned  31  December,  1873. 
Bower,  Daniel  C 

Acting  Ensign,  1  October,  1862.     Acting  Master    7  September,   186"..     Honorably 
discharged  21  December,  1865. 
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Bower,  George  K. 

Midshipman,  28  September,  1864.     Graduated  2  June,  1868.     Lost  on  board   tlie 
"  Oneida,^''  24  January,  1870. 
Bowers,  Edward  C. 

Midshipman;  3  February,  1839.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
26  April,  1841.     Reserved  list,  13  September,  1855.     Commander,  31   July,  1861. 
Captain  on  Retired  list,  4  April,  1867. 
Bowers,  Edward  C,  Jr. 

Mate,  8  June,  1863.     Acting  Ensign,   19  October,   1863.     Resigned   16  February, 
186.5. 

Bowers,  Frederic  C. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 
Bowers,  George  M. 

Mate,  7  October,  1868.     Resigned  7  June,  1864.     Mate,  30   June,   1870.     Appoint- 
ment revoked. 
Bowers,  John  li. 

Acting  Third  Assistant  Engineer,  18  November,  1861.     Acting   Second   Assistant 
Engineer,  6  January,  1864.     Honorably  discharged  1  November,  1865. 
Bowers,  Ijawrence  M. 

Jlate,  5  December,  1863.     Resigned  17  June,  1864. 
Bowers,  Jeratlinieal. 

Midshipman,  18  June,  1813.     Resigned  6  July,  1814. 
Bowers,  Joseph. 

Boatswain,  16  September,  1841.     Dropped. 
Bowers^  William  Li. 

Acting  Ensign,  3  September,  1802.   Acting  Master,  33  December,  1863.  Honorably 
discharged  30  September,  1865. 
Bowie,  Alfred  I..  C. 

Mate,  21  January,  1863.     Acting  Ensign,  16  November,  1863.     Honorably  dis- 
charged 1  December,  1865. 
Bowie,  Argyle  C 

Mate,  7  July,  1863.    Resigned  26  April,  1865. 
BoM'ie,  Augustus  J. 

Assistant  Surgeon,  9  February,  1837.     Passed  Assistant  Surgeon,  14   March,  1843. 
Surgeon,  8  February,  1848.     Resigned  1  May,  1852. 
Bowie,  Henry. 

Midshipman,  18  April,  1814.     Last  appearance  on   Records  of  Navy  Department. 
Bowie,  J.  K. 

Midsbijiman,  1  November,  1836.     Passed  Midshijiman,  14  June,  1834.  Lieutenant, 
17  January,  1840.     Died  25  December,  1843. 
Bowie,  Wallace  A. 

Acting   Third   Assistant   Engineer,   28    March,  1864.     Honorably   discharged  37 
August,  1868. 
Bowland,  James  D. 

Acting  Ensign,  15  May,  1803.     Appointment  revoked  25  September,  1863. 
Bowland,  R.  M. 

Midshipman,  5  March,  1834.     Passed   Midshipman,  22   June,    1841.     Resigned  7 
July,  1843. 
Bowler,  John  R. 

Acting  Assistant  Paymaster,  3  June,  1863.     Resigned  30  February,  1865. 
Bowles,  Francis  T. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 
Bowling,  James  T. 

Mate,   27   January,    1863.     Acting   Ensign,  5    September,   1864.     Honorably   dis- 
charged 12  May,  1868. 
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Bowman,  Charles  G. 

Midshipniiiii,  'Jil  July,  18C5.     Graduated  June,  1809.     Ensign,  12  Julv,  1870.    Mas- 
ter, 12  July,  1871.     Lieutenant,  9  August,  1874. 
Bowman,  ^Edward  C. 

Acting  Assistant  Paymaster,  30  June,  1863.     Died  October,  1864. 
Bowman,  John. 

Mate,   31    August,   1803.     Acting   Ensign,  21    September,  1804.     Honorably  dis- 
charged 2  October,  1805. 
Bowman,  Joseph. 

Midshipman,  8  July,  181.5.     Died  24  October,  1825. 
Bowne,  liOnis. 

Mate,  17  June,  1863.     Acting  Ensign,  12  August,  1804.     Appointment  revoked  24 
July,  1805. 
Bowyer,  John  M. 

Midsliipman,  28  September,  1870.     Graduated  15  October,  1874.    Ensign,  17  July, 
1875. 
Bowyer,  Thomas  II. 

^Midshipman,  1  January,  1802.     Lieutenant,  5  March,  1817.     Died  in  1822. 
Boyee,  Edivin. 

Mate,  20  November,  1803.     Resigned  31  May,  1804. 
Boyee,  James  K. 

Surgeon's  Mate,  22  April,  1816.     Dismissed  7  April,  1829. 
Boyee,  li.  P. 

Acting  Assistant  Surgeon,  26  September,  1862.     Resigned  19  June,  1805. 
Boyee,  Thomas  J. 

Sailmaker,  12  October,  1833.     Died  25  March,  1853. 
Boyd,  Arthur  A. 

Acting  Midshipman,  10  October,  1802.     Ensign,  18  December,  1868.     Master,  21 
Marcli,  1870.     Lieutenant,  21   March,  1871.     Resigned,  to  take  effect  1  January, 
1881. 
Boyd,  Edward. 

Midshipman,  19  August,  1823.     Passed  Midshipman,  20  February,  1830.     Dis- 
missed 5  December,  1831. 
Boyd,  Oeorge. 

Midshipman,  13  January,  1799.     Resigned  5  February,  1800. 
Boyd,  Henry  A. 

Acting  Second  Assistant  Engineer,  28  December,  1801.     Resigned  10  May,  1802. 
Boyd,  James. 

Surgeon's   Mate,    10   October,   1799.     Surgeon,    1    July,  1803.     Died  at  Sea  alj»ut 
September,  1803. 
Boyd,  James. 

Acting    Third    Assistant    Engineer,   24  February,   1864.     Appointment  revoked 
(Sick)  18  June,  1804.     Acting  Third  Assistant  Engineer,  22  August,  1864.   Hon- 
orably discharged  17  July,  1865 
Boyd,  James  T. 

Acting  Tliird   Assistant   Engineer,   11  October,  1864.     Honorably  discharged  31 
July,  1805. 
Boyd,  John  ('. 

Assistant  Surgeon,  3  Ajjril,  1873.     Passed  Assistant  Surgeon,  18  April,  1877. 
Boyd,  John  ((.  A. 

Midshipman,  13  December,  1819.     Dismissed  5  November,  1827. 
Boyd,  Joshua  J. 

Jlidshipman,  1  January,  1825.     Left  off,  25  November,  1827. 
Boyd,  I^ouis  J.  M. 

Acting  Third  Assistant  Engineer,  6  March,  1862.     Resigned  3  August,  1863. 
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Boyd,  Robert,  Jr. 

Midshipman,  14  January,  1850.     Passed  Midshipman,  20  June,  1858.     Master,  22 
January,  1858.     Lieutenant,  23  January,  1858.     Lieutenant-Commander,  16  July, 
1802.     Commander,  20  March,  1871. 
Boyd,  Thomas  J. 

Surgeon's  Mate,  28  March,  1820.     Surgeon,  10  July,  1824.     Died  26  March,  1839. 
Boyd,  Walter. 

Midshipman,  4  August,  1800.     Last  appearance  on  Records  of  Navy  Department, 
27  October,  1808. 
Boyd,  William. 

Acting  Ensign,  28  August,  1803.     Honorably  discharged  1  June,  1865.     Mate,  20 
April,  1870. 
Boyd,  William  B. 

Acting  Third  Assistant  Engineer,  19  August,  1864.     Resigned  31  May,  1865. 
Boyden,  Jereniiali  W. 

Acting  Assistant  Surgeon,  5  March,  1864.     Assistant  Surgeon,  20  August,  1864. 
Died  17  August,  1866. 
Boyden,  John. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Dejiartment, 
18  August,  1812. 
Boyden,  J.  Wesley. 

Acting  Assistant  Surgeon,  3  March,  1864.     Assistant  Surgeon,  20  August,   1864. 
Died  on  '^  Mmcoota"  17  August,  1866. 
Boyden,  Paul. 

Mate,  26  May,  1863.     Acting  Ensign,  31   December,  1864.     Honorably  discharged 
16  December,  1868. 
Boyer,  Charles. 

Acting  Ensign,  2  July,  1863.     Honorably  discharged  10  February,  1S68. 
Boyer,  Samuel  P. 

Acting  Assistant  Surgeon,  21  June,  1862.     Acting  Passed  Assistant  Surgeon,   19 
May,  1865.     Honorably  discharged  8  April,  1870. 
Boyle,  Euf^ene. 

Midshipman,  10  May,  1831.     Resigned  14  July,  1838. 
Boyle,  John. 

Mate,  15  April,  1862.     Acting  Ensign,  28  July,  1803.     Honorably  discharged  27 
November,  1869. 
Boyle,  Junius  J. 

Midshipman,  27  August,  1833.     Passed  Midshipman,  23  March,  1829.    Lieutenant, 
21  June,  1832.     Reserved  list,  13  September,  1855.     Commodore  on  Reserved 
list,  4  April,  1832.     Died  11  August,  1870. 
Boyle,  Stiles  E. 

Mate,  3  October,  1864.     Dismissed  15  June,  1866. 
Boyle,  Thomas. 

"Muster,  16  April,  1813.     Resigned  8  September,  1813. 
Boyle,  William. 

Acting  Third  Assistant  Engineer,  23  May,  1864.     Honorably  discharged  1   Octo- 
ber, 1865. 
Boynton,  Edward  S. 

Third   Assistant  Engineer,  26  August,  1859.     Resigned   15  October,  1860.     Re- 
appointed 24   April,  1861.     Second  Assistant  Engineer,  28  October,  1862.     Re- 
signed 7  November,  1863. 
Boynton,  James  A. 

Acting  Third  Assistant  Engineer,   15  March,   1864.      Honorably  discharged    10 
October,  1865. 
Boynton,  James  W. 

Acting  Third  Assistant  Engineer,  22  May,  1862.     Appointment  revoked  (Sick,)  16 
April,  1863. 
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Box,  Pbilip  M. 

Midshipman,  1  November,  1826.     Dismissed  21  June,  1833. 
Bracket!,  Frank  £. 

Mate,  10  December,  1861.     Acting  Ensign,  24  June,  1864.     Honorably  discharged 
3  November,  1805. 
Brackett,  Horace  W. 

Acting  Ensign,  21  January,  1864.     Honorably  discharged  0  September,  18G5. 
Bracket!,  Joseph  W. 

Master,  14  JIarch,  1833.     Resigned  1  August,  1836. 
Bradbiun,  W.  P. 

Midshipman,  31  December,  1831.     Resigned  3  June,  1836. 
Bradbury,  Cbarles  A. 

Mi<lsliipman,  20  July,   1865.     Graduated   4   June,   1869.     Ensign,  12  July,  1870. 
Master,  6  February,  1872.     Lieutenant,  1  May,  1875. 
Bradbury,  £dward  E. 

Mate,  20  August,  1864.     Master  on  Retired  list,  20  March,  1871. 
Bradbury.  George  H. 

Acting  Mastei-,  5  June,  18C1.     Resigned  28  February,  1862. 
Bradbury,  Isaac  S. 

Mate,  2  February,  1863.     Acting  Ensign,  29   August,   18C4.     Lost  on  Narcissus,  4 
January,  1866. 
Bradbury,  W.  F. 

Surgeon's  Mate,  10   December,  1814.     Last  appearance   on   Records  of  Navy  De- 
partment, 1816.     Resigned. 
Bradford,  Duucau. 

Professor,  4  March,  1835.     Dropped  4  September,  1848. 
Bradford,  George. 

Master,  17  July,  1812.     Discharged  7  May,  1813. 
Bra«Iford,  Henry  F. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,   18  Decem- 
ber, 1863.     First  Assistant  Engineer,  11  October,  1866.  Died  16  September,  1873. 
Bradford,  Horace  S. 

Acting  Assistant  Paymaster,  24  February,  1S63.     Resigned  1  December,  1863. 
Bradford,  James. 

Midshqiman,  4  March,  1819.     Resigned  25  June,  1827. 
Bradford,  James  H. 

Surgeon's  Mate,  23  August,  1800.     Resigned  9  July,  1803. 
Bradford,  John  O. 

Purser,  14  March,  1845.     Pay  Director,  3  March,   1871.     Paymaster  General,   18 
February,  1873.     Retired  list,  23  February,  1877.     Died  27  June,  1879. 
Bradford,  Joseph  €'. 

Sailmaker,  21  July,  1846.     Retired  list,  6  June,  1878. 
Bradford,  Joseph  M. 

Midshipman,  10  January,  1840.     Passed  Midshipman,  11   July,   1846.     Master,! 
March,   1855.      Lieutenant,    14   September,  1855.      Lieutenant-Commander,  16 
July,  1863.     Commander,  25  July,  1866.     Retired  list,  5  February,  1873.     Cap. 
tain.  Retired  list,  16  March,  1873.     Died  14  April,  1873. 
Bradford,  Liawrence. 

JIate,  3  May,  1863.     Honorably  discharged  12  July,  1865. 
Bradford,  Robert  F. 

Acting  Midshipman,  21  May,  1852.     Midshipman,  30  June,  1856.     Passed  Mid- 
shipman, 29  April,  1859.     Master,  5  September,   1859.     Lieutenant,  23  Decem- 
ber, 1860.     Lieutenant-Commander,  5  August,  1862.     Commander,  3  July,  1870. 
Bradford,  Royal  B. 

Acting  Midshipman,  28   November,  1861.     Graduated  September,  1865.  Ensign,! 
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December,  1866.     Master,  12  March,  1868.     Lieutenant,  36  March,  1869.     Lieu- 
tenant-Commander, 30  November,  1878. 
Bradford,  William. 

Midshipman,  24  July,  1807.     Resigned  11  May,  1809. 
Bradford,  William  II. 

Mate,  7  August,  1802.     Died  on  Roebuck,  29  .July,  1864. 
Bradford,  William  L,. 

Midshipman,   1   October,  1850.     Passed   Midshipman,  20  June,  1856.     Master,  23 
January,  1858.     Lieutenant,  30  August,  1859.     Resigned  17  Ajiril,  1801. 
Bradlee,  B.  F. 

Midshipman,  1  September,  1823.     Discharged  4  April,  1S39. 
Bradley,  Charles. 

Acting  Third  Assistant   Engineer,  1    February,  1865.     Honorably  discharged  24 
September,  1865. 
Bradley,  E.  R. 

Mate,  3  September,  1863.     Resigned  6  May,  1865. 
Bradley,  Franklin. 

Mate,  17  October,  1864.     Honorably  discharged  21  September,  1865. 
Bradley,  George  H. 

Mate,  5  June,  1802.     Resigned  26  May,  1863. 
Bradley,  George  P. 

Assistant  Surgeon,  7  September,  1870.  Passed  Assistant  Surgeon,  21  January,  1874. 
Bradley,  John  B. 

Acting  Midshipman,  31  September,  1858.     Killed  on  board  Richmond,  below  New 
Orleans,  24  April,  1863. 
Bradley,  lieander  D. 

Acting  Assistant  Paymaster,  35  September,  1868.     Discharged  20  September,  1865. 
Bradley,  Miehael. 

xVssistant  Surgeon,  1  July,  1861.     Dismissed  3  December,  1863.     Restored  18  May, 
1864.     Passed  Assistant  Surgeon,  22  June,  1864.     Surgeon,  12  June,  1865. 
Bradley,  Walter. 

Acting  Third  Assistant  Engineer,  4   November,  1861.     Acting   Second  Assistant 
Engineer,  2  January,  1863.     Resigned  23  March,  1863. 
Bradley,  William. 

Assistant  Surgeon,  30  May,  1859.     Lost  in  the  Levant,  1860. 
Bradley,  William  J. 

Acting  Third  Assistant  Engineer,  39  Marcli,  1804.     Resigned  8  May,  1865. 
Bradley,  W \  W. 

Acting  Gunner,  8  October,  1864.     Resigned  37  April,  1865. 
Bradner,  Thomas  J. 

Surgeon's  Mate,  36  May,  1834.     Killed  (Duel,)  23  August,  1827. 
Bradstreet,  Wathaniel. 

Surgemi,  23  September,  1798.     Resigued  28  December,  1799. 
Brady,  Edward. 

Acting  Boatswain,  13  August,  1853.     Resigned  7  April,  1854. 
Brady,  Edward. 

Acting  Boatswain,  11  February,  1863.     Appointment  revoked  2  November,  1863. 
Acting  Boatswain,  2  February,  1865.     Dismissed  7  February,  1866. 
Brady,  John. 

Acting  Boatswain,  12  April,  1876.     Appointment  revoked  5  February,  1878. 
Brady,  Thomas  F. 

Carpenter,  24  October,  1829.     Last  appearance  on  Records  of  Navy  Department. 
1831. 
Brady,  William  N. 

Boatswain,  7  September,  1886.     Master,  1   July,  1843.     Reserved  list,  14   Septem- 
ber, 1855. 
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Bragden,  Charles  A. 

Boatswain, -t  June,  1858.     Disgracefully  discharged  10  October,  1866. 
Bragg,  C'alrin  91. 

Mate,  3  September,   1863.     Acting   Ensign,   4   December,  18(53.     Honorably  dis- 
charged 1-t  October,  1865. 
Bragg,  diaries  P. 

Acting  Ensign,  11  June,  1863.     Honorably  discharged  20  February,  1866. 
Bragg,  Ira  W. 

Assistant  Surgeon,  24  January,  1862.     Died  21  October,  1804. 
Braidwood,  '%Villiaiu. 

Acting  Second  Assistant  Engineer.     Acting  First  Assistant  Engineer,  27   Decem- 
ber, 1804.     Dismissed  18  March,  1865. 
Brailsford,  Joseph. 

Midshipman,  15  November,  1809.     Drowned  30  June,  1814. 
Brailsford,  W.  H. 

Midshipman,  1  December,  1809.     Lieutenant,  4  February,  1815.     Last   appearance 
on  Records  of  Navy  Department. 
Braine,  Daniel  Ii. 

Midshipman,  30  May,  1846.     Passed  Midshipman,  8   June,  1852.     Master,  15  Sep- 
tember,   1855.     Lieutenant,    16   September,    1855.      Lieutenant-Commander,  16 
July,  1802.     Commander,  25  July,  1866.     Captain,  11  December,  1874. 
Braisted,  J.  M. 

Mate,  24  September,  1861.     Dismissed  13  August,  1863. 
Braley,  George  F. 

Acting  Ensign,  21  October,  1864.     Honorably  discharged  1  October,  186.6. 
Braley,  Isaac  V. 

Acting  Ensign,  3  February,  1865.     Honorably  discharged  22  July,  1865. 
Brame,  Charles  E. 

Midshipman,  25  January,  1840.     Dropped. 
Branch,  Cyrus  A. 

Midshipman,  30  November,  1814.     Killed  (Duel)  May,  1826. 
Brand,  Frederick  B. 

Midshipman,  17  July,  1840.     Passed  Midshipman,   11  July,  1846.     Acting  Master, 
6  November,  1847.     Resigned  1  May,  1849. 
Brandt,  John  D. 

Gunner,  7  July,  1849.     Resigned  12  January,  1853. 
Brandt,  William  TV. 

Mate.     Resigned  7  December,  1864. 
Branii,  John. 

Mate,  January,  1863.     Acting  Ensign,  23  February,  1865.     Honorably  discharged 
21   November,  1865.     Acting  Ensign,  5  April,  1867.     Mustered   out  3  October. 
1868. 
Brannan,  James  A. 

Acting  Ensign,  17  March,  1863.     Honorably  discharged  23  December.  1808. 
Brannen,  James. 

Acting  Third  Assistant  Engineer,  7  September,  1864.     Honorably  discharged  10 
June,  1805. 
Brannon,  James. 

Acting  Third  Assistant  Engineer,  11   December,  1862.     Resigned  13  March,  1863. 
Bransford,  John  F. 

Assistant  Surgeon,  26  June,  1872.     Passed  Assistant  Surgeon,  21    December,  1875. 
Branson,  TVare,  Jr. 

Acting  Sailmaker,  23  November,  1857.     Resigned  27  June,  1S.T9. 
Brant,  Richard  B. 

Midshipman,  3  August,  1798.     Master,  16  May,  1800.     Resigned  23  March,  1804. 
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Brantingtaani,  Charles  H. 

Mate,  10  March,   1863.     Acting  Ensign,   13   July,    1803.     Acting  Master,  3  .July, 
1865.     Honorably  discharged  18  April,  1867. 
Braslier,  Thomas  91. 

Midshipman,   6  June,  1831.     Passed   Midshipman,  15   June,  1S3T.     Lieutenant,  8 
September,  1841.     Commander,  24    April,    1861.     Retired  list,  2   August,  1864. 
Captain,  Retired  list,  4  April,  1867. 
Brashers,  W.  C. 

Midshipman,  15  Jlay,  1837.     Resigned  20  December.  1839. 
Brashiei's,  Richard. 

Midshipman,  1  January,  1812.     Died  4  September,  1817. 
Bratt,  Carlos. 

Midshipman,  13  October,  1848.     Resigned  5  July,  1850. 
Braiiuersreiither,  William. 

Cadet  Midsliipman,  23  September,  1871.     Graduated  23  September,  1876.     Ensign, 
23  January,  1880. 
Brawley,  Richard  R. 

Acting  Assistant  Paymaster,  4  June,  1862.     Discharged  13  January,  1866. 
Bray,  Ciiarlcti  I>. 

Acting  Third  Assistant  Engineer,  10  October,  1866.     Third   Assistant  Engineer,  2 
June,  1868.     Resigned  18  March,  1869. 
Bray,  Giiili'ord  P. 

Mate,  13  December,  1863.     Dismissed  27  May,  1863. 
Bray,  Oliver. 

Acting  Second  Assistant  Engineer,  25  March,   1863.      Honorably  discharged  38 
November,  1865. 
Brayton,  Daniel  C. 

Sailmaker,  30  Auo-ust,  1851. 
Brayton,  J.  B. 

Acting  Assistant  Paymaster,  27  September,  1863.     Resigned  23  October,  1863. 
Brayton,  Samuel  ]V. 

Assistant  Surgeon,  34  November,  1861.     Resigned  8  June,  1865.  ^ 

Brayton,    W.  11. 

Sailmaker,  31  September,  1837.     Dismissed  6  November,  1847. 
Brayton,  TV.  S.  t. 

Sailmaker,  4   November,  1853.     Taken   prisoner  and  died  at   Charleston,   South 
Carolina,  23  April,  1864. 
Breadin,  James. 

Midshipman,  37  July,  1846.     Resigned  16  October,  1849. 
Breaker,  Charles  W. 

Third   Assistant  Engineer,   17  December,   1863.      Second   Assistant  Engineer,   8 
April,  1S64.     Died  9  February,  1871. 
Brecht,  Frederick  E. 

JIate,  39  October,  1863.     Resigned  23  September,  1863. 
Brecht,  Theodore  C. 

Third  Assistant  Engineer,  28  May,  1861.     Second  Assistant  Engineer,  18   Decem- 
ber,  1862.     Resigned  18  January,  1865.     Acting  First  Assistant  Engineer,  19 
January,  1865.     Honorably  discharged  1  October,  1868. 
Breck,  Joseph  B. 

Acting  Ensign,  37  February,  1863.     Acting   Master,    8    August,   1863.     Acting 
Volunteer  Lieutenant,  16  November,  1863.     Acting  Volunteer  Lieutenant- Com- 
mander, 25  November,  1864.     Died  36  July,  1865. 
Breck,  liowell  M. 

Acting  Ensign,  19  March,  1863.     Appointment  revoked  3  June,  1868. 
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Breek,  Richard  A. 

Midsbiinuan,  30  September,  180.5.     Graduated  4  June,  18G9.     Ensign,  12  July,  1870. 
Master,  0  March,  1873.     Drowned  23  September,  1874. 
Brec'keiiriclge,  S.  M. 

Midshipman,  15  December,  1819.     Lieutenant,  17  May,  1828.     Died   4  June,  1829. 
Bredin,  James. 

Mi.lshipman,  27  July,  1S4U.     Resigned  IC  October,  1849. 
Breed,  Cyrus  W. 

Acting  Midshipman,  20  November,  1861.     Graduated   September,  1865.     Ensign, 
1  December,  1806.     Master,  13  March,  1868.     Lieutenant,  26  March,  1869.     Re- 
signed 30  April,  1875. 
Breese,  £.  Marshall. 

Third  Assistant  Engineer,  25  March,  1863.     Second  Assistant  Engineer,  1  Novem- 
ber, 1803.     Resigned  2  March,  1808. 
Breese,  John. 

Assistant  Paymaster,  1  September,  1869.     Resigned  14  June,  1878. 
Breese,  K.  Randolph. 

Midshipman,  6  November,  1846.     Passed  Midshipman,  8  June,  1852.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  16 
July,  1802.     Commander,  25  July,  1866.     Captain,  9  August,  1874. 
Breese,  Samuel  Li. 

Midshipman,  17  December,  1810.     Lieutenant,   27    April,  1816.     Commander,  23 
December,  1835.     Captain,  8  September,  1841.     Commodore,  Retired  list,  16  July, 

1862.  Rear-Admiral,  Retired  list,  3  September,  1802.     Died  17  December,  1870. 
Breese,  S.  liiflugston. 

Midshipman,  14  May,  1846.     Passed  Midshijjman,  8  June,  1852.     Master,  15  Sep- 
tember,   1855.     Lieutenant,   16   September,   1855.      Lieutenant-Commander,  16 
July,  1862.     Commander,  14  April,  1867.     Captain,  26  April,  1878. 
Breese,  Thomas. 

Purser,  8  July,  1815.     Died  13  October,  1846. 
Breeze,  H.  M. 

Master,  12  October,  1813.     Discharged  15  Aisril,  1815. 
Breeze,  Theodore. 

Acting  Third  Assistant  Engineer,  23  September,  1803.     Resigned  3  June,  1865. 
Bremoii,  Charles. 

Acting  Second  Assistant  Engineer,  31  July,  1864.     Resigned  15  May,  1865. 
Bremon,  Frank  A. 

Acting  First  Assistant  Engineer,  5  August,  1861.     Resigned   21    February,  1863. 
Acting  Second  Assistant  Engineer,  31   May,  1863.     Acting   First  Assistant  En- 
gineer, 31  October,  1863.     Resigned  19  December,  1804. 
Brennard,  E.  C. 

Acting  Volunteer  Lieutenant,  1  October,  1863.     Killed  (accidentally,)  14  Novem- 
ber, 1803. 
Breunen,  E.  C. 

Mate,  1  October,  1802.     Acting  Ensign,  7  February,  1863.     Acting  Master,  7  May, 

1863.  Dismissed  13  November,  1864. 
Brennen,  Cliristopher. 

Mate,  25  November,  1863.     Deserted  19  August,  1864. 
Brennen,   John. 

JIate,  21    January,  1864.     Acting  Ensign,  9   November,  1864.     Honorably  dis- 
charged 6  Ajiril,  1808. 
BrenI,  Alexander. 

JIidshi])man,  2  April,  1804.     Last  appearance  on  Records  of  Navy  Department,  28 
May,  1S(14. 
Brent,  Thomas  W. 

Midshipman,  1  March,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant,  3 
March,  1835.     Commander,  14  September,  1855.     Resigned  19  January,  1861. 
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Brentley,  H.  J. 

Mate,  2  November,  1864.     Deserted  4  November,  1864. 
Breiitiiall,  John  II.  H. 

Acting  Assistant  Surgeon,  18  December,  18G1.     Resigned  2  November,  1863. 
Brenton,  Francis  J. 

Acting  Ensign,  30  August,  18G2.     Resigned  6  June,  1865. 
Brereion,  John  A. 

Surgeon's  Mate,  1  September,  1808.     Surgeon,  4  March,  1811.     Resigned  11  July, 
1815. 
Brereton,  Tliomas. 

Midshipman,  30  June,  1806.     Resigned  21  August,  1811. 
Bresl.yn,  Jeremiah  C. 

Acting  Gunner,  3  December,  1863.     Appointment  reroked  8  May,  1865. 
Brewer,  Thomas. 

Mate,  20  January,  1863.     Resigned  19  August,  1863.     Acting  Ensign,  17  October, 
1864.     Honorably  discharged  13  July,  1865. 
Brewster,  Benjamin. 

Midshipman,  30  November,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 16  FelM'uary,  1816. 
Brewster,   Charles  W. 

Acting  Ensign,  13  .\ugust,  1864.     Honorably  discharged  4  December,  1865. 
Brewster,  ]V. 

Acting  Assistant  Surgeon,  13  March,  1863.     Honorably  discharged   19  December, 
1865. 
Brewster,  Patrick. 

Acting  First  Assistant  Engineer,  20  June,  1863.     Resigned  27  March,  1865. 
Brian,  C.  T. 

Mate,  9  October,  1867.     Resigned  13  October,  1871. 
Briard.  George. 

Midshipman,  4  March,  1833.     Died  15  December,  1829. 
Brice,  Jolin. 

Acting  Third  Assistant  Engineer,  10  August,  1864.     Honorably  discharged  4  Sep- 
tember, 1865. 
Brice,  Jolin  J. 

Acting  Ensign,  13  September,  1862.     Acting  Mas-ter,  23  March,  1865.     Ensign,  12 
March,  1868.     Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 
Brice,  Jolin  W. 

Midshipman,  2  March,  1833.     Resigned  1  September,  1838. 
Brice,  Jonathan  K. 

Cadet  Midshipman,  13  June,  1873.     Graduated  18  June,  1879. 
Brice,  William  II. 

Mate,  15  September,  1861.     Acting  Ensign,  3  September,  1863.     Acting  Master,  16 
July,  1864.     Ensign,  13  March,  1868.     Master,  21   December,  1868.     Lieutenant, 
21  March,  1870.     Died  6  July,  1874. 
Briceland,  Isaac  N. 

Midshipman,  33  December,  1837.     Passed  Midshipman,  29  June,   1843.     Acting 
Master,  8  June,  1846.     Resigned  21  January,  1850. 
Brickell,  I>.  Warren. 

Assistant  8urgeou,  8  November,  1847.     Declined  9  December,  1847. 
Brickell,  Kachary. 

Acting  Second  Assistant  Engineer,  25  July,  1864.     Resigned  5  June,  1865. 
Brickett,  George  T. 

Acting  Assistant  Surgeon,  19  January,  1865.     Honorably  discharged   1  February, 
1866. 
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JBrickly. 

Acting  Third  Assistant  Engineer,  21   September,  1863.      Resigned  18  January, 
18C4. 
Jtriekiiell,  D.  'U'arrcn. 

Assistant  Surgeon,  17  November,  1847.     Resigned  G  January,  1848. 
Bridge,  £clwar<l  '\V. 

Acting  Midsliipman,  21  September,  18C3.     Ensign,  18  December,   1808.     Master, 
21  Marcli,  1870.     Lieutenant,  21  March,  1S71. 
Bridge,  Iloratio. 

Purser,  10  February,  1838.     Retired  list,  8  April,    1808.     Pay  Director,  Retired 
list,  3  March,  187*1. 
Bridge,  Willisiiii  K. 

Midshipman,  14  January,  1841.     Passed  Midshipman,  10  August,  1847.     Master,  1 
March,  18.5.5.     Lost  in  Brig  "  Porpowte,"  21  September,  18.54. 
Brid^er,  J. 

Carpenter,  12  June,  1827.     Last  apjiearance  on  Records  of  Navy  Department,  1829. 
Bridges,  C,  P. 

Mate,  0  January,  1803.     Resigned  13  May,  1865. 
Bridges^,  £Ii!«lia  H. 

Acting  Assistant  Surgeon,  23  June,  1864.     Honorably  discharged  10  October,  1865. 
Bridges,  Isaac  W. 

Mate,  9  January,  1S62.     Resigned  21  January,  1802. 
Bridges,  Joliu  B. 

Acting  Third   Assistant   Engineer,    17   August,  1864.     Honorably  discharged  17 
July,  1805. 
Bridges,  Kufns. 

Sailmaker,  28  May,  1830.     Last   appearance   on  Records  of  Navy  Dejjartment,  10 
November,  1830. 
Bridges,  M'iiliam  £. 

Mate,  22  October,  1801.     Deserted  7  June,  1865. 
Bridgiiian,  IVilliant  B. 

xVcting  Midshipman,  2  December,  1859.     Ensign,  16  September,  1862.     Master,  23 
February,  1804.     Lieutenant-Commander,  25  July,  1806.     Commander,  21  Sep- 
ber,  1876. 
Briggs,  Cliarles. 

Midsliipnian,  30  July,  1866.     Graduated  June,  1870.     Resigned  24   August,  1871. 
Briggs,  Cliarles  €>. 

Acting  Ensign,  1  August,  1803.     Resigned  10  March,  1805. 
Briggs,  DaTid  L.. 

Acting  Gunner,  8  December,  1802.     Appointment  revoked  22  March,  1865. 
Briggs,  F.  L.. 

Acting  Ensign,  28  June,  1864.     Honorably  discharged  21  September,  1865. 
Briggs,  George  W. 

Mate,  2  September,  1864.     Honorably  discharged  27  January,  1800. 
Briggs,  James  Ci. 

Acting  Boatswain,  25  October,  1855.     Appointment  revoked  14  August,  1858. 
Briggs,  James  O. 

Acting  Boatswain,  1  November,  1804.     Honorably  discharged  21  September,  1865. 
Briggs,  John. 

Boatswain.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Briggs,  Joliii. 

Acting   First  Assistant  Engineer,  4  September,  1861.     Appointment  revoked  6 
September,  1804. 
Briggs,  John  B. 

Midshipman.  28   September,  1865.     Graduated  4  June,   1809.     Ensign,   12  July, 
1870.     Master,  12  July,  1871.     Lieutenant,  24  October,  1874. 
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Bi'iggs,  John  G. 

Acting  Tliircl  Assistant  Engineer,  9  July,  1862.     Acting  Second  Assistant  Engi- 
neer, 29  January,  1863.     Honorably  discharged  4  November,  1865. 
Briggs,  John  W. 

Acting  Tliird  Assistant  Engineer,  17  May,  1864.     Resigned  30  April,  1867. 
ISrigg!;;,  Sam  n  el  R. 

Master,  3  July,  1813.     Last  appearance  on  Records  of  Navy  Deijartment. 
Itrighain,  Franklin  W. 

Acting  Assistant  Surgeon,  7  May,  18G3.     Resigned  20  January,  1865. 
Brighani,  George  II. 

Acting  Assistant  Paymaster,  9  June,  1864.     Resigned  21  July,  1864. 
Brighain,  lie  Grand  B. 

Mate,  4  October,  1862.     Acting  Ensign,  21  October,  1863.     Honorably  discliarged 
13  January,  1866. 
Brighani,  Lieyi  Li. 

Acting  Assistant  Paymaster,  14  November,  1863.     Discliarged  13  March,  1866. 
Bright,  George  A. 

Acting  Assistant  Surgeon,   18  May,  1861.      Assistant  Surgeon,   8   August,   1864. 
Passed  Assistant  Surgeon,  31  December,  1867.     Surgeon,  12  Sejitember,  1874. 
Bright,  George  S. 

Third  Assistant  Engineer,  21  May,  1857.     Second  Assistant  Engineer,  2  August, 
1859.     First  Assistant  Engineer,  1  July,  1861.     Chief  Engineer,   10  November, 
1863.    Retired  list,  5  June,  1873.     Died  29  May,  1875. 
Bright,  Henry. 

Acting  Boatswain,  20  December,  1852.     Resigned  11  September,  1855. 
Bright,  Jaeoh  L.. 

Third  Assistant  Engineer,  20  November,  1861.     Second  Assistant   Engineer,  25 
August,  1863.     Resigned  18  October,  1870. 
Bright,  Washington. 

Gunner,  25  July,  1838.     Died  17  October,  1846. 
Brightnian,  Perez  O. 

Acting  Third  Assistant  Engineer,  19  December,  1861.     Acting  Second  Assistant 
Engineer,  19  September,  1862.     Acting  First  Assistant   Engineer,   1   February, 
1865.     Honorably  discharged  27  January,  1866. 
Brightnian,  Sheffield. 

Acting  Second  Assistant  Engineer,  6  January,  1863.     Resigned  9  February,  1863. 
Brill,  Conrad. 

Acting  Third  Assistant  Engineer,  18  February,  1865.     Honorably  discharged  16 
June,  1866. 
Brinekerhofi*,  Charles  C. 

Acting  Assistant  Paymaster,  10  December,  1864.     Resigned  22  May,  1865. 
Brindley,  John  T. 

Acting  Third  Assistant  Engineer,  1  June,  1864.     Resigned  20  June,  1805. 
Brink,  Benjamin  II. 

Acting  Carpenter,  21  February,  1864.     Honorably  discharged  1   November,  1805. 
Brink,  Edward  H. 

Acting  Assistant  Paymaster,  8  August,  1863.     Resigned  18  November,  1864. 
Brinkerhoft',  Isaac. 

Assistant  Surgeon,  1  July,  1829.     Passed  Assistant  Surgeon,  3  March,  1835.     Sur- 
geon, 20  February,  183"8.     Retired  list,  28  May,  1864.    Medical  Director,  Retired 
list,  3  March,  1871.     Died  28  September,  1874. 
Brinley,  Edward,  Jr, 

Midshipman,  14  September,  1840.     Passed  Midshipman,  11   July,  1846.     Maste:-, 
30  June,  1854.     Lieutenant,  6  February,  1855.     Resigned  25  June,  1856. 
Brintnall,  John  H.  II. 

Acting  Assistant  Surgeon,  IS  December,  1861.     Resigned  5  November,  1862. 
7 
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Brintnall.  John   P. 

Midshijiuiaii,  "Jl  December,  1S4!S.     Resigned  21  Juiie,  1S.)4. 
Brisfu,  J<>]iii  A. 

Uoutsuain,  'J  t   Marclj,  1858. 
Briscoe.  AViiriior  L. 

MidshipiiuiM,  'JU  JS'uveinber,  1849.     Dropped  3  September,  1850. 
Bri!i<eoe,  ^V.  II. 

Chaplain,  :5I)  Hay,  1809.     Last  appearance  on  Uecords  of  Xavy  Department,  1815. 
Eurluiiglied. 

Brittaiii,  Cioorge. 

Actint;  Second  Assistant  Engineer,  17  November,  181)2.     Appointment  revoked  30 

May,  1864. 

Brittain,  31.  Cookinaii. 

Chaplain,  31  Jlay,  1SU9.     Resigned  1  Jlarch,  1871. 
Brittlii,  Samuel. 

Midshijiman,  1  January,  1808.     Dismissed  26  June,  1809. 
Brittiiigkaiii,  John  P. 

Mate,   8   November,    1SU2.     Acting   Gunner,    17    February,    1803.     Resigned    17 
August,  1804. 
Brittoii.  Salter. 

l\Iidshipman,  10  January,  1809.     Resigned  13  December,  1809. 
Broa<Iiiix,  Amos. 

Tliird   Assistant  Engineer,    13  December,   1850.     Second    Assistant  Engineer,  20 
February,  1851.     Resigned  14  February,  1850. 
Brook,  Edward. 

Master,  25  June,  1799.     Lieutenant,  18  August,  1800.     Dismissed  26  February,  1S01_ 
Broek,  Oliver  S. 

Acting  ;\Iaster,  22  November.  1861.     Appointment  revoked  19  March,  1802.    Mate, 
30  October,  1863.     Acting  Ensign,  30   August,  1804.     Honorably  discharged   19 
September,  1865. 
Brookway,  James  H. 

Mute,  2  February,  1803.     Acting  Ensign,  27  January.  1864.     Killed  accidentallv  7 
December,  1804. 
Brodhead,  Edgar. 

Midshipman,  9  July,   1846.      Passed  Midshipman,  8  June,  1852.      Resigned   12 
January,  1853.     Acting  Lieutenant,  13  May,  1861.     Acting  Volunteer  Lieuten- 
ant-Commander, 22  October,  1864.     Resigned  2  March,  1805. 
Brodhead.  Thomas  W. 

Midshipman,  3   March,   1841.      Passed  Midshipman,   10  August,  1847.      Acting 
Master,  2  December,  1854.     Died  30  February,  1855. 
Brodie,  Charles  D. 

Naval  Constructor,  13  January,  1820.     Died  14  October,  1845. 
Broe,  John. 

:Mate,  10  January,  1863.     Resigned  26  July,  1864. 
Brolej ,  IVilliam  J. 

Acting  Assistant  Surgeon,  25  March,  186.5.     Resigned  20  >[ay,  1865. 
Brogaii,  Kaiiiiiel  II.  , 

Acting  Third  Assistant  Engineer,  26  April,  1S04.     Resigned  0  June,  1805. 
Bronaiigli.  William  Y. 

Cadet  Midshi2)man,  5  June,  1873.     Graduated  18  June,  1879. 
Brook.  T..  II. 

^Midshipman,  1  January,  1817.     Last  appearance  on  Records  of  Navy  DeiJartment. 
Brook.  Philip  H. 

^Midshipman,  1    May,   1804.     Last   ajipearance   on   Records  of  Navy  Department, 
May,  1805.     Lost. 
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Brooke,  O.  K.  A. 

Widshipman,  1  November,  1828.     Lost  in  the  Harnet.,  10  September,  1829. 
Brooke,  Jolm  F. 

yur<;eon's   Mate,  16   May,    1825.     Surgeon,  4    November,  1834.     Died  17  October, 
1849. 
Brooke,  John  M. 

Midshipman,  3  March,  1841.     Passed   Midshipman,  10  August,  1847.     Master,  14 
September,  1855.     Lieutenant,  15  September,  1855.     Dismissed  30  April,  1801. 
Brooke,  Samuel. 

Master,  17  October,  1803.     Last  appearance  on  Records   of  Navy  Department,  31 
August,  1810. 
Brooks,  Benjamin  J. 

Acting  Third  Assistant  Engineer.     Died  25  August,  1865. 
Brooks,  Edward  W. 

Acting  Third  Assistant  Engineer,  10  March,  1864.     Resigned,  6  June,  1865. 
Brooks,  Edwin  C 

Acting  Third  Assistant  Engineer,    12   January,  1865.     Honorably  discharged  11 
December,  1868. 
Brooks,  Edwin  F. 

Acting   Ensign,   21   November,  1863.     Acting   Master,   6  July,  1864.     Honorably 
discharged  20  November,  1865. 
Brooks,  Emory  J. 

Third  Assistant  Engineer,  3  May,  1859.     Second   Assistant  Engineer,  3  October, 
1861.     FirstAssistant  Engineer,  20  May,  1863.     Resigned  7  December,  1868. 
Brooks,  Enoch. 

Acting  Master,  18  October,  1861.     Resigned  7  February,  1863. 
Brooks,  Everett  W. 

Acting  Assistant  Paymaster,  13  June,   1863.     Honorably  discharged  25  October, 
1865. 
Brooks,  O.  H. 

Gunner,  29  October,  1861. 
Brooks,  Henry. 

Boatswain,  20  May,  1847.     Died  29  June,  1858. 
Brooks,  Horace. 

Mate,  30  March,  1863.     Acting  Ensign,  12  October,  1864.     Honorably  discharged 
20  August,  1865. 
Brooks,  James. 

Chaplain,  38  December,  1818.     Resigned  7  January,  1838. 
Brooks,  James. 

Purser,  7  January,  1838.     Dismissed  31  July,  1840. 
Brooks,  John. 

Midshipman,  3  May,  1836.     Passed  Midshipman,  1  July,  1843.     Died  4  June,  1843. 
Brooks,  Jolin. 

Acting  Third  Assistant   Engineer,   17  October,   1861.      Resigned  18  November 
1805. 

Brooks,  John  A.  J. 

Acting  Master,  17  February,  1862.     Honorably  discharged  7  October,  1865. 
Brooks,  IVelson  J. 

Acting  Third  Assistant  Engineer,  5  February,   1863.     Honorably  discharged  27 
September,  1865. 
Brooks,  R.  F. 

Acting  Assistant  Surgeon,  23  March,  1864.     Acting  Passed  Assistant  Surgeon,  13 
October,  1866.     Honorably  discharged  25  August,  1869. 
Brooks,  Samuel. 

Lieutenant,  13  July,  1799.     Discharged   under  Peace  Establishment  Act,  8  July 
1801. 
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Krooks,  Samuel  A. 

Miite,  13  Jumiaiy,  1  N(j:i.     Acting  Ensign,  4  December,  1S63.     Honorably  discharged 
IG  December,  1805.     Acting  Master,  15  August,  1866.     Resigned  26  August, 
1807. 
Brooks,  Saniiiel  R. 

Third  Assistant  Engineer,  31  February,  1861.      Second  Assistant   Engineer,  31 
Ai^iil,  1863.    Resigned  13  December,  18G.5. 
Brooks,  Thouias. 

Acting  Tliird  Assistant  Engineer,  3  April,  1863.     Resigned  19  August,  1863. 
Brooks,  Thomas  91. 

Carpenter,  37  May,  1800.     Last  appearance  on  Records  of  Navy  Department. 
Brooks,  William. 

Acting  Master,  39  October,  1861.     Died  May  16,  1863. 
Brooks,  William  B. 

Third  Assistant  Engineer,  16  February,  1853.     Second  Assistant  EDgineer,21  July. 
1855.     First  Assistant  EngLneer,21  July,  1858.     Chief  Engineer,  1  August,  18U1. 
Brooks,  Williaui  M. 

Midshipman,  1  January,  1808.     Dismissed  V^April,  1814 
Broom,  James  M. 

Midshipman,  3-1  July,  1807.     (See  Marine  Corps.) 
Brose,  Frerterick  F. 

Midshipman,  9  September,  1847.     Passed  Jlidshipman,  10  June,  1853.     Died  8 
December,  185-i. 
Brosnaliaii,  Jolin  G. 

Third  Assistant  Engineer,  11  June,  1862.     Second  Assistant  Engineer,  21  Novem- 
ber, 1SG3.     First  Assistant  Engineer,  1  January,  1868. 
Broiiglitoii,  C.  H. 

Assistant  Surgeon,  8  September,  1841.     Died  22  December,  1843. 
Broiiglitoii,  Reuben. 

Midshipman,  23  October,  1799.     Discharged  under  Peace  Establishment  Act,  10 
June,  1801. 
Brow,  William. 

Midshipman,  30  Jime,  1799.     Resigned  13  September,  1800. 
Brow,  William  H. 

Acting  Third  Assistant  Engineer,  38  November,  1863.     Acting  Second  Assistant 
Engineer,  14  January,  1863.     AiJj'ointment  revoked  4  December,  1863. 
Browen,  Jobn. 

Gunner,  34  May,  1804.     Last  appearance  on  Records  of  Navy  Deijartment,  17  Oc- 
tober, 1808.     Dead. 
Brower,  A.  J. 

Mate,  14  November,  1861.     Appointment  revoked  31  February,  1862. 
Brown,  Alfred  S. 

Third   Assistant  Engineer,    16  November,  1861.     Second  Assistant  Engineer,  35 
August,  1S03.     Died  17  January,  1867. 
Brower,  Edward  T. 

Acting  Midshipman,   28   September,  1858.     Lieutenant,   1  August,  1862.     Lieu- 
tenant-Commander, 35  July,  1866.     Died  14  September,  1869. 

lirower,  Marcns. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  17  June,  1805. 
Brower,  T.  M. 

Acting  Assistant  Paymaster,  9  December,  1861.     Died  36  December,  1864. 
Brown,  Abrabam. 

Acting  Third  Assistant  Engineer,  34  July,  1863.     Acting  Second  Assistant  Engi- 
neer, 18  October,  1864.     Honorably  discharged  5  January,  1866. 
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Brown,  A.   J.  I>. 

Midshipman,  17  December,  1810.     Lieutenant,  13  January,  1825.     (See  Dallas.) 
Brown,  Alexander. 

Gunner,  27  -January,  1830.     Last  appearance  on  Records  of  Navy  Department,  9 
May,  1820.    Dead. 
Brown,  Allan  D. 

Acting  Midshipman,  29  September,  1860.     Ensign,  28  May,  1863.     Master,  10  No- 
vember, 1865.     Lieutenant,  10   November,   1866.     Lieutenant-Commander,  13 
March,  1808.     Commander,  23  January,  1880. 
Brown,  Andrew  J. 

Mate,  14  November,  1861.     Dismissed  21  February,  1863. 
Brown,  Amos. 

Mate,  14  November,  1861.     Resigned  11  March,  1863.     Acting  Ensign,  4  Decem- 
ber, 1863.     Resigned  11  November,  1863. 
Brown,  Arthur  K. 

Mate,   18  December,  1861.     Acting  Ensign,   9  February,  1865.      Honorably  dis- 
charged 17  August,  1867. 
Brown,  Benjamin  F. 

Acting  Assistant  Surgeon,  3  August,  1804.     Resigned  38  April,  1865. 
Brown,  Calvin. 

Civil  Engineer,  0  April,   1852.     Resigned  8   September,  1864.     Re-appointed   13 
May,  1809. 
Brown,  Cbarles  A. 

Mate,  35  January,  1864.     Died  5  March,  1867. 
Brown,  Charles  Katon. 

Acting  Midshipman,  25  July,  1863.     Ensign,  18  December,  1868.    Lost  on  board 
the  Oneida,  34  January,  1870. 
Brown,  Charles  F. 

Mate,  25  May,  1870.     Resigned  7  September,  1871. 
Brown,  Charles  If. 

Acting  Assistant  Paymaster,  23  July,  1802.     Dismissed  23  June,  1863. 
Brown,  Charles  H. 

Acting  Master,  4  November,  1801.     Acting  Volunteer   Lieutenant,  13  May,  1863. 
Honorably  discharged  3  December,  1805. 
Brown,  Charles  R. 

Midshipman,   33   September,  1805.     Graduated   4   June,  1809.     Ensign,    12  July, 
1870.     Master,  30  October,  1871.     Resigned  33  May,  1875. 
Brown,  Charles  William. 

Acting  Third  Assistant  Engineer,  5   April,   1805.     Honorably  discharged  19  Feb- 
rury,  1806. 
Brown,  Daniel. 

Midshiimian,  31  January,  1800.     Discharged  30  April,  1801. 
Brown,  I>ixon. 

Master,  0  February,  1809.     Resigned  35  July,  1810. 
Brown,  I>.  Rodney. 

Mate,    14  October,    1863.     Acting   Ensign,  16  May,  1863.     Acting  Master,  9  Jan- 
uary, 1865.     Honorably  discharged  15  September,  1866. 
Brown,  Fli. 

Midshipman,  9  November,  1813.     Last   appearance  on   Records  of  Navy  Depart- 
ment. 
Brown,  Fli. 

Master,  25  April,  1813.     Died  in  1830. 
Brown,  Flipliolet. 

Acting  Ensign,  15  September,  1863.     Acting  Master,  3  May,  1864.     Honorably 
discharged  17  February,  1866. 
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Brown,  Enocb. 

Miilsliipman,  10  Julv,  1799.     Discbarsed   undor   Peace   Estahlislmient   Act,  11 
July,  ISOI. 
BroM'ii,  Francis  H. 

Mate,  29  December,  1803.     Acting  Ensign.  13  January,  1^04.     Resigned   1.5  May, 
is(3r,. 

BroMii,  Francis  S. 

Acting  Midsbipman,  2-1  September,  1850.     Midsbipman,   1.5  June.   IStiO.     Master, 
19   September,   1801.     Lieutenant,  10  July,   18G2.      Lieutenant-Commander,  2-5 
July,  1800.     Resigned  12  October,  1809. 
BroMii,  Frank  O. 

Acting   Third  Assistant   Engineer,   3  March,    1804.      Honorably   discharged   22 
August,  1805. 
Brown,  Frederick  E. 

Third  Assistant  Engineer,  31  November,  1857.     Resigned  24  October,  1859.     Sec- 
ond Assistant  Engineer,  14  June,  1801.     Died  12  December,  1804. 
Brown,  George. 

Jliilshipnian,  5  February,  1849.     Passed  Midshipman,  12  June,  1855.     Master,  10 
September,  1855.     Lieutenant,  2  June,  1850.     Lieutenant-Commander,  10  July, 
1802.     Commander,  25  July,  1860.     Caj^tain,  25  April,  1877. 
Brown,  George  C 

Acting  Third  Assistant  Engineer,  30  November,  1863.     Honorably  discharged  5 
July,  1805. 
Brown,  George  H. 

Gunner,  14  February,  1800.     Discharged  8  June,  1801. 
Brown,  George  H. 

Acting  Third  Assistant  Engineer,  24  December,  1803.     Honorably  discharged  21 
August,  1805. 
Brown,  George  M. 

Acting  Midshipman,   25   November,  1859.     Ensign,    10  September,  1802.     Lieu- 
tenant, 22  February,  1804.     Lieutenant -Commander,  25  July,  1800.     Dismissed 
22  September,  1800. 
Brown,  George  W. 

Acting  blaster,  18  July,  1801.     Acting  Volunteer   Lieutenant,    29   January,  1803. 
Honorably  discharged  3  September,  1805. 
Brown.  George  W. 

Acting  Assistant   Paymaster,   20   March,   1805.     Passed    Assistant  Paymaster,  23 
J  uly,  1800.     Died  30  July,  1873. 
Brown,  Gnstavus. 

Midshipman,  2  April,  1804.     Resigned  25  March,  1800. 
Brown,  Giistavus  R. 

Surgeon's  Mate,  1  March,  1809.     Last  appearance  on  Records  of  Navy  Department, 
1818.     Furloughed. 
Brown,  Hawley. 

Acting   Third   Assistant  Engineer,  22  January,  1803.     Honorably  discharged  24 
SejJtember,  1809. 
Brown,  Henry. 

Third  Assistant  Engineer,  17  February,  1800.     Second  Assistant  Engineer,  1  No- 
vember, 1801.     First  Assistant  Engineer,   1   March,  1804.     Resigned  3  March, 
1809. 
Brown,  Henry. 

Acting  Master,  20  August,  1861.     Acting  Volunteer  Lieutenant,  0  January,  1804. 
Honorably  discharged  28  February,  1860. 
Brown,  Henry  A. 

Acting  Third  Assistant  Engineer,  27  February,  1804.     Resigned  13  May,  1SG4. 
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Srown,  Henry  B. 

Acting  Assistant  Paymaster,  15  May,  1863.     Honorably  discharged  37  October, 
I860. 
Brown,  Herbert  A. 

Acting   Tliird    Assistant   Engineer,    8  June.    1864.      Honorably    discharged     16 
August,  1865. 
Brown,  Hezekiali  O.  D. 

Midshipman,  19  February,  1841.     Resigned  28  December,  1847. 
Brown,  Horace  F. 

Acting  Third  Assistant  Engineer,  30    September,  1863.     Acting   Second  Assistant 
Engineer,  7  March,  1865.     Honorably  discharged  14  November,  1865. 
Brown,  H.  G.  I>. 

Midshipman,  19  February,  1841.     Resigned  38  December,  1847. 
Brown,  Horace  S. 

Acting  Third  Assistant  Engineer,  10  Sejjtember,  1863.     Honorably  discharged  11 
October,  1865. 
Brown,  Itsaac  H. 

Mate,  3  March,  1864.     Honorably  discharged  30  September,  1865. 
Brown,  Isaac  ST. 

Midshipman,   15   March,   1834.     Passed   Midshipman,  6   July,  1840.     Master,  15 
August,  1846.     Lieutenant,  31  October,  1846.     Dismissed  25  April,  1861. 
Brown  Isaac  T. 

Mate,  21  October,  1861.     Resigned  28  September,  1864. 
Brown,  James. 

Acting  Master,  28  February,  1863.     Resigned  5  August,  1863. 
Brown,  James. 

Mate,  26  June,   1863.     Acting  Ensign,    1    May,   1864.     Honorably  discharged  21 
September,  1865. 
Brown,  James. 

Acting  Ensign,  30  September,  1864.     Honorably  discharged  7  November,  1865. 
Brown,  James. 

Boatswain,  4  January,  1863.     Retired  list,  32  October,  1872.     Died  6   June,  1879. 
Brown,  James  A. 

Acting  Tliird   Assistant  Engineer,  2  November,  1861.     Acting  Second  Assistant 
Engineer,  35  August,  1862.     Acting  First  Assistant  Engineer,  6   January,  1865. 
Honorably  discharged  10  December,  1865. 
Brown,  James  E. 

Midshipman,  1  December,  1827.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
25  February,  1841.     Died  3  September,  1844. 
Brown,  James  O. 

Acting  Tliird  Assistant  Engineer,  9  August,  1864.     Resigned  13  April,  1865. 
Brown,  James  H.  H. 

Chajjlain,  33  January,  1874. 
Brown,  James  W. 

Mate,  35  May,  1863.     Acting   Ensign,  8   March,    1864.     Honorably  discharged  27 
October,  1865. 
Brown,  Jason  P. 

Acting  Third  Assistant  Engineer,  12  April,  1865.     Honorably  discharged  10  June, 
1866. 
Brown,  Jefferson, 

Third  Assistant  Engineer,  17  December,  1862.     Second  Assistant  Engineer,  8  April, 
1804.     First  Assistant  Engineer,  1  January,  1808. 
Brown,  John. 

Midshipman,  13  December,  ISOO.     Discharged  30  April,  1801. 
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Brown,  Jolin. 

Siirgeim'sMate,  11  August,  1807.     Surgeon,  3  March,  1809.     Resigned  4  July,  1809. 
Brown,  John. 

Master,  'ii  January,  1809.     Last  appearance  on    Records  of  Navy  Department,  23 
Marcli,  1809.     Lost. 
Brown,  John. 

Acting  Carpenter,  29  July,  1848.     Died  30  September,  1849. 
Brown,  John. 

Acting  Gunner.     Appointment  revoked  23  Sei^tember,  1864. 
Brown,  John. 

Acting  Ensign  and  Pilot,  1  January,  1865.     Honorably  discharged  14   September, 
186.5. 
Brown,  John  U. 

Mate,  14  April,  1863.     Died  at  Rockland,  Maine,  27  November,  1864. 
Brown,  John  II. 

Mate,  24  February,  1865.     Boatswain,  25  May,  1877. 
Brown,  John  Ilogan. 

Midshipman,  1  July,  1836.     Passed   Midshipman,!   July.  1842.     Master,  24  July, 
1849.     Lieutenant,  19  February,  1850.     Died  10  May,  1861. 
Brown,  John  Li. 

Carpenter,  38  September,  1816.     Died  28  March,  1824. 
Brown,  John  £<. 

Acting  Ensign,  17  December,  1863.     Honorably  discharged  21  December,  1868. 

Brown,  John  W. 

Acting  Master,  29  June,  1861.     Appointment  revoked  12  July,  1862. 
Brown,  Joseph. 

Midshipman,  35  September,  1798.     Resigned  13  December,  1799. 
Brown,  Joseph. 

Mate,  34  January,  1863.     Resigned  8  April,  1863. 
Brown,  Joseph. 

Mate,  25  April,  1864.     Ai^pointment  revoked  (Sick)  8  October,  1864. 
Brown,  Joseph  B. 

Midshipman,  10  July,  1819.     Passed  Midshipman,  14  June,  1834.     Died  25  August, 
1836. 
Brown.  Joseph  S. 

Acting  Ensign,  23  March,  1864.     Resigned  16  June,  1865. 
Brown,  I..nta.yette  J. 

Purser,  36  March,  1860.     Retired  list,  15  September,  1863.     Died  29  July,  1864. 
Brown,  I^athani  A. 

Acting  Master,  23  January,  1862.     Honorably  discharged  19  September,  1865. 
Brown,  Liewis  A. 

Acting  Master,  13  September,  1861.     Honorably  discharged  18  February,  1866. 
Brown,  Liouis  II. 

Mate,  21  January,  1864.     Honorably  discharged  36  Septembei-,  186D. 
Brown,  Malthew. 

Carpenter,  14  April,  1800.     Last  appearance  on  Records  of  Navy   Department,  1 
June,  1803. 
Brown,  Moses. 

Captain,    15   September,  1798.     Discharged   under  Peace  Establishment  Act,  3- 
April,  1801. 
Brown,  Xathan. 

Acting  Third  Assistant  Engineer,  20  October,  1803.     Resigned  1  March,  1865. 
Brown,  Xathan. 

Mate,  10  November,  1864.     Deserted  3  July,  1866. 
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Brown,  JVathan  T. 

Mate,  10  December,  1863.     Honorably  dischai-ged  5  November,  1865. 
Brown,  IVewell  W. 

Actinc;  Third  Assistant  Engineer,  3    Februarj',  1865.     Honorably  discbarijed  27 
October,  1865. 
Browne  Peter. 

Gunner,  30  October,  1812.     Dismissed  20  February,  181S. 
Brown,  Robert  E. 

Acting  Second  Assistant  Engineer,  21  December,  1861.     Resigned  5  July,  1862. 
Brown,  Robert  James. 

Midshipman,  30  November,  1850.     Resigned  6  November,  1855. 
Brown,  Robert  M.  G. 

Midshi|)man,  23  July,  1864.     Graduated  2   June,   1868.     Ensign,  19   April,  1869. 
Master,  12  July,  1870.     Lieutenant,  13  April,  1872. 
Brown,  Robert  R. 

Master,  24  April,  1812.     Resigned  27  January,  1813. 
Brown,  Robert  W. 

Mate,  23  April,  1863.     Acting  Ensign,  1  January,  1864.     Honorably  discharged  33 
November,  1865. 
Brown,  Rowland  B. 

Acting  Ensign,   18   April,   1864.     Acting  Master,  5  April,  1865.     Honorably  dis- 
charged 13  July,  1867. 
Brown,  Samuel. 

Carpenter,  18  December,  1816.     Dismissed  10  November,  1834. 
Brown,  Samuel  A. 

Assistant  Surgeon,  21  November,  1871.     Passed  Assistant  Surgeon,  19  June,  1875 
Brown,  Samuel  T. 

Acting  Assistant  Paymaster,  30  September,  1863.     Assistant  Paymaster,  9  March, 
1865.     Passed  Assistant  Paymaster,  4  May,  1866.     Paymaster,  33  March,  1867. 
Brown,  S.  H. 

Acting  Assistant  Surgeon,  18  December,  1861.     Dismissed  23  July,  1803. 
Brown,  Stephen  T. 

Acting  Assistant  Paymaster,  17  March,  1863.     Resigned  20  December,  1864. 
Brown,  Stinson  J. 

Midshi]iinan,  21  September,  1872.     Graduated  30  June,  1876.     Ensign,  35  Novem- 
ber, 1877. 
Brown,  T.  Benton. 

Acting  Third  Assistant  Engineer,  24  December,  1803.     Honorably  discharged  16 
August,  1866. 
Brown,  Theodore  E. 

Mute,  4  April,  1863.     Resigned  13  June,  1863 
Brown,  Theodore  J. 

Acting  Tliird  Assistant  Engineer,  3  December,  1861.     Deserted  13  February,  1863. 
Brown,  Thomas. 

Midshipman,  37  April,  1801.     Lieutenant,  27  March,  1807.     Commander,  1  March, 
1815.     Captain,  3  March,  1825.     Died  28  November,  1838. 
BroM'n,  Thomas. 

Mate,  4  March,  1863.     Acting  Ensign,  17  January,  1865.     Honorably  discharged 
15  December,  1865. 
Brown,  Thomas  II. 

Midshipman,  7  November,  1813.     Last  appearance  on   Records  of  Navy  Depart- 
ment, 13  September,  1815. 
Brown,  Thomas  II. 

Mate,  4  December,  1863.     Deserted  30  December,  1802. 
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lirown,  Tlioiiia^i  R. 

Assistant  Surgeon,  27  April,  ISGU.     Resigned  22  June,  1S70. 
BroMii,  Tlioiiia!^  S. 

MidslrpiUiin,  27  December,  1810.     Lieutenant,  lo  Januarv,  1820.     Died  G  Sej^tem- 
ber,  1820. 
Urowii,  Thomas  W. 

Boatswain,  21  November,  1873. 
Rrowii,  IVilliaiii. 

Midsliipnian,  9  July,  1811.     Resigned  3  November,  1813. 
Brown,  M'illiaiii. 

Gunner,  4  February,  1809.     Last  apiJearance  on  Records  of  Navy  Department. 
ISroivii.  William. 

lioatswain,  27  June,  1810.     Resigned  in  January,  1811. 
Itrowii,  William. 

Boatswain,  2U  August,  1831.     Dismissed  3  November,  1S4(). 
Brown,  William. 

Acting  Third  Assistant  Engineer,  23  September,  18G1.     Dismissed  4  June,  1862. 
Brown,  William. 

JIate,  21  November,  1861.     Appointment  revoked  22  January,  1862. 
Brown,  William. 

Acting  Third  Assistant  Engineer.     Died  17  October.  1803. 
Brown,  'tt'illiam. 

Honorary  Acting  Ensign,  without  pay,  28  August,  1803.     Resigned  16  June,  186.5. 
Brown,  William. 

Acting  Third  Assistant  Engineer,  14  October,  1864.     Honorably  discharged  3  De- 
cember, 1865. 
Brown,  William  B. 

Gunner,  9  December,  1825.     Died  25  October,  1851. 
Brown.  William  B. 

Midshipman)  19  October,  1841.     Died  11  August,  1843. 
Brown,  William  G. 

Acting  Third   Assistant   Engineer,  19   January,  1804.     Honorably   discharged  18 
July,  1865. 
Brown,  William  H. 

Midshipnum,  1  January,  1828.     Passed  Midshipman,  14   June,  1834.     Lieutenant, 
25  February,  1841.     Resigned  25  February,  IS.jI. 
Brown,  'William  II. 

jSIidshipman,  1  April,  1826.     Resigned  4  April,  1831. 
Brown,  William  II. 

Acting  Third  Assistant  Engineer,  3  January,  1863.     Resigned  16  January,  1865. 
Brown,  William  H. 

Acting  Third  Assistant  Engineer,  5  February,  1863.     Acting  Second  Assistant 
Engineer,  17  March,  1864.     Dismissed  6  September,  1865. 
Brown,  William  H. 

Mate,  8  December,  1863.    Acting  Ensign,  11  Januarv,  1805.    Honorably  discbarged 
29  November,  1805. 
Brown,  W.  Roberts. 

Acting  Third  Assistant  Engineer,  August,   1804.     Appointment  revoked   (Sick, I 
14  February,  1805. 
Brown,  William  S. 

Acting  Third  Assistant   Engineer,  5  Januarv,  1804.      Honorably  discharged  15 
May,  1805. 
Brown,  Wyatt  M. 

Assistant  Surgeon,  27  November,  1854.     Resigned  11  November,  1858. 
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Brown,  Zacliariah  Taylor. 

Assistant  Paymaster,  13  July,  1870.     Passed  Assistant  Paymaster,  15  June,  1878. 
Browne,  B.  Frank. 

Acting  Assistant  Paymaster,  4  September,  1863.     Died  6  June,  1864. 
Browne,  George  W. 

Acting  Volunteer  Lieutenant,  26  August,  1861.     Disrated  14  May,  1863,  to  Acting 
Master.     Appointment  revoked  (Siclf,)  18  April,  1S64. 
Browne,  John  M. 

Assistant  Surgeon,  26  March,  1853.     Passed  Assistant  Surgeon,  13  May,   1858. 
Surgeon,  19  June,  1861.     Medical  Inspector,  1  December,  1871.     Medical  Direc- 
tor, 6  October,  1878. 
Browne,  P.  H. 

Mate,  36  November,  1863.     Resigned  10  March,  1863. 
Browne,  Samuel  T. 

Acting  Assistant  Paymaster,  30  September,  1863.     Assistant  Paymaster,  9  March, 
1865.     Passed  Assistant  Paymaster,  4  May,  1866.     Paymaster,  23  March,  1867. 
Browne,  Syninies  E. 

Acting  Ensign,  1  October,  1863.     Resigned  31  May,  1864. 
BroMiie,  W.  B. 

Acting  Ensign,  3  December,  1864.     Honorably  discharged  37  September,  1865. 
Browne,  William  F. 

Acting  Assistant  Surgeon,  35  November,  1861.     Appointment  revoked  6   October, 
1863. 
Browne,  William  R. 

Acting  Master,  13  May,  1861.     Resigned    30  November,  1861.     Acting  Volunteer 
Lieutenant,  5  February,  1864.     Honorably  discharged  16  September,  1865. 
Brownell,  Gideon  V. 

Mate,  20  January,  1865.     Honorably  discharged  6  March,  1868. 
Brownell,  Henry  H. 

Mate,  39  December,  1863.     Acting  Ensign,  1  March,  1864.     Acting  Ensign,  7  May, 
1SG7.     Mustered  out  18  November,  1808. 
Brownell,  Thomas. 

Master,  30  October,  1840.     Lieutenant,  36  December,  1843.     Reserved  list,  26  De- 
cember, 1843.     Captain  on  Retired  list,  4  April,  1867.     Died  5  January,  1872. 
Brownell,  William  P. 

Mate,  14  July,  1864.     Resigned  21  February,  1865. 
BroMiiing,  Owen  F. 

Acting  Assistant  Paymaster,  4  November,  1863.     Resigned  20  February,  1865. 
Browning,   It.  li..  Jr. 

Midshipman,  8  February,  1834.     Resigned  26  August,  1836. 
Browning,  Robert  Li. 

Jlidshipnum,  4  March,  1833.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
21  June,  1832.     Drowned  27  March,  1850. 
Browning,  William  A. 

Surgeon's  Mate,  24  January,  1835.     Dropped  in  1820. 
Brownlee,  James  J. 

Assistant  Surgeon,  30  June,  1838.     Passed  Assistant  Surgeon,  33  November,  1840. 
Surgeon,  19  October,  1853.     Resigned  31  August,  1855. 
Brownlee,  J.  J. 

Acting  Assistant  Surgeon,  31  October,  1861.     Resigned  37  April,  1864. 
Brownlee,  John  J. 

Acting  Assistant  Surgeon,  30  October,  1S61,     Resigned  29  April,  1864. 
Browning,  J.  D. 

Surgeon's  Mate,  13  March,  1805.     Resigned  10  September,  1807. 
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Brotvnsoii.  ll'illar<l  II. 

ActiiiLT  .Mi'lshipnian,  20  November,  1801.     Graduated    SeiHember,   1865.     Ensign, 
1  IJi-cc-mber,  18GG.     :^Iaster,  12  March,  1808.     Lieutenant,  26  March,  1869. 
Bruce.  Davitl. 

Sailm  ikcr,  25  October,  1844.     Retired  list,  'J  August,  18T0. 
Bruce,  Henry. 

Midshipman,  9  November,  1813.     Lieutenant,  13   January,   1825.     Commander,  8 
September,  1841.     Reserved  list,  13  Sejjtember,  18.55.     Commodore,  Retired  list, 
4  April,  1867. 
Bruce,  Jauies. 

Midshipman,  12  October,  1848.     Passed  Midshipman,  15  .Tune,  is.'54.     Dropped  38 
September,  1855. 
Bruce,  M'.  G. 

Acting  Assistant  Surgeon,  6  April,  1863.     Resigned  29  September,  1864. 
Bruit;  TIioniaH  O. 

Midshipman,  30  November,  1818.     Died  9  January,  1823. 
Brum,  Philip. 

blaster,  15  February,  1813.     Dismissed  29  April,  1817. 
Bruniback,  Benjamin  II. 

Mate,  21  May,  1804.     Honorably  discharged  24  October,  1865. 
Brumby,  Tlionias  31. 

Cadet'^Midshipman,  27  September,  1873.     Graduated  IS  June,  1879. 
Brummage,  Samuel  R. 

Acting  First  Assistant  Engineer,  4  February,  1864.     Honorably  discharged  5  No- 
vember, ISOo. 
Brnner,  £liai^  D. 

Acting  Master,  25  July,  1861.     Acting  Volunteer  Lieutenant,  29   March,   1864. 
Honorably  discharged  25  January,  1866.     Acting  Master,  15  August,  1866.     Re- 
signed 26  April,  1869. 
Bruns,  C'iiriHtoplier  I>. 

Midshipman,  1   Julv,   1867.      Graduated  6  June,   1871.      Ensign,   14  July,  1872. 
Master,  30  September,  1876. 
Brush,  George  R. 

Assistant  Surgeon,  3   September,  1861.      Passed  Assistant  Surgeon,  24  January, 
1802.     Surgran,  10  February,  1872. 
Bryan.  Benjamin. 

JlidshiiJiiiun,  1  January,  1812.     Last  appearance  mi  Records  of  Navy  Department. 
Bryan,  Benjamin  C 

Cadet  EnLcineer,  15  September,  1875.     Graduated  10  June,  1879. 
Bryan.  Daniel  Li, 

Assistant  Sur<;eon,   13  October,   1840.     Passed  Assistant  Surgeon,    12  February, 
1850.     Died  14  September,  1853. 
Bryan,  T.  E. 

Mate.     Appointment  revoked  29  January,  1802. 
Bryan,  F.  I.. 

Mate,  25  January,  1870.     Died  on  board  "  Colorado,"  6  January,  1S71. 
Bryan,  Henry  W. 

!\Lite,  22  April,  1803.     Resigned  25  August,  1SG3. 
Bryan,  John  R. 

Midshipman,  4  October,  1823.     Passed  Midshipman,  23  March,  1829.     Resigned  5 
September,  1831. 
Bryan,  Joseph. 

Purser,  1  September,  1830.     Resigned  31  May,  1854. 
Bryan.  Joseph  II. 

Assistant  Surgeon,  6  July,  1880. 
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Brjaii,  liloyd  J. 

Midshipman,  1  January,  1828.     Passed  Midshipman,  14  June,  1834.     Cashiered  4 
December,  1838. 
Bryant,  Benjamin. 

Master,  15  April,  1813.     Resigned  20  July,  1813. 
Bryant,  Charles  B. 

Acting  Ensign,  8  November,  1862.     Resigned  18  August,  1863. 
Bryant,  CIiaHes  W. 

Mate,  25  July,  1864.     Resigned  20  August,  1866. 
Bryant,  John  li. 
Acting  Ensign,  17  December,  1862.     Acting  Master,  19   February,  1864.     Honorably 
discharged  5  February,  1868.  ' 

Bryant,  John  V. 

Acting  Master,  21  December,  1861.     Appointment  revoked  22  January,  1862. 
Bryant,  Joshua. 

Boatswain,  7  March,  1886.     Appointment  revoked  18  February,  1846. 
Bryant,  I^eon. 

Mate,  19  February,  1863.     Honorably  discharged  10  March,  18G6. 
Bryant,  ]Vathauiel  C. 

Midshipman,  33  December,  1837.     Passed  Midshipman,  29  June,  1843.     Acting 
Master,  13  June,  1850.     Lieutenant,  7  August,  1850.     Commander,  16  July,  1862. 
Retired  list.     Died  19  September,  1874. 
Bryant,  Robert. 

Midshipman,  11  December,  1847.     Resigned  6  May,  1850. 
Bryant,  Seth  II. 

Mate,  29  December,  1863.     Resigned  13  May,  1865. 
Bryant,  Solon  A. 

Acting  Third  Assistant  Engineer,  17  August,  1863.     Honorably  discharged  3  De- 
cember, 1865. 
Bryant,  William  H. 

Mate,  11  October,  1861.    Acting  Ensign,  4  September,  1863.    Honorably  discharged 
8  October,  1868. 
Bryden,  James. 

Midshipman,  9  July,  1800.     Lost  in  the  '■'■InsurgenV 
Bryer,  S.  O. 

Acting  Ensign,  3  June,  1864.     Resigned  13  April,  1865. 
Bryson,  Andrew. 

Midshipman,  1  December,  1837.     Passed  Midshipman,  29  June,  1843.     Master,  30 
January,  1851.     Lieutenant,  30  August,  1851.     Commander,  16  July,  1862.     Cap- 
tain, 35  July,  1866.     Commodore,  14  February,  1878.     Rear-Adrairal,  25  March, 
1880. 
Bnbler,  John. 

Midshipman,   9   November,  1813.     Lieutenant,  13  January,  1825.     Commander,  8 
September,  1841.     Resigned  3  June,  1850. 
Bnbier,  S.  C.  V. 

Mate,  11  April,  1865.     Died  1  November,  1865. 
Bnchanan,  Franklin. 

Midshipman  28  January,  1815.     Lieutenant,   13   January,  1825.     Commander,  8 
September,  1841.     Captain,  14  September,  1855.     Dismissed  23  May,  1861. 
Buchanan,  J.  Li. 

Midshipman,  30  December,  1820.     Resigned  3  November,  1821. 
Buehanan,  John. 

Midshipman,  1  July,  1828.     Resigned  19  October,  1832. 
Buchanan,  Li.  A. 

Midshipman,  1  March,  1825.     Died  27  July,  1825. 
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Riiclianan,  9IcKean. 

Purser,  21  August,  182(3.     Died  18  March,  1871. 
Itiichanaii,  Tlionias  !>IcK. 

Acting  Midshijiman,  1  October,  18.11.     Midshipman,  9  June,  185.5.    Passed  Mid- 
shipman, l.i  April,  18.58.     Master,4  November,  18.58.     Lieutenant,  18  July,  1860. 
Lieutenant-Commander,  5  August,  1862. 
Buchanan,  T.  M. 

Midshipman,  3  November,  1818.     Lieutenant,  3  March,  1827.     Dismissed  20  Octo- 
ber, 1832. 
Buchanan,  W.  W. 

Surgeon,  6  October,  1800.     Discharged   i   August,  1801,  under   Peace  Establish- 
ment Act. 
Buchanan,  W.  W. 

Surgeon,  24  July,  1818.     Resigned  8  December,  1827. 
Buck.  Alonzo  P. 

Midshipman,  2  February,  1829.     Resigned  2G  September,  1831. 
Buck.  Charles  H. 

Acting  Ensign,  12  October,  1864.     Honorably  discharged  1.5  September,  186-5. 
Buck,  Charles  W. 

Acting  Master,  .5  July,  1862.     Honorably  discharged  13  February,  1806. 
Buck,  Isaac. 

Acting  Third  Assistant  Engineer,  9  June,   1862.     Acting  Second  Assistant  Engi- 
neer, 11  May,  1863.     Honorably  discharged  21  August,  1865. 
Buck,  James. 

Mate,  30  July,  1862.     Died  1  November,  1865. 
Buck,  Joseph  W. 

Mate,  6  December,  1862.     Deserted  29  February,  1864. 
Buck,  Joshua  W. 

Acting  Third  Assistant  Engineer,  10  October,  1862.     Dismissed  14   October,  1864 
Buck,  ;N^icholas. 

Acting  Sailmaker,  6  September,  1839.     Died  16  June,  1848. 
Buck,  Richardson. 

Midshipman,  1  January,  1813.     Resigned  35  January,  1815. 
Buck,  William  F. 

Acting  Third  Assistant  Engineer,  4  Jime,  1804.     Appointment  revoked  1  Septem- 
ber, 1864. 
Ituck,  William  T. 

Mate,  23  March,  1802.     Acting  Master,  26  May,  1862.     Ensign,  13  March,  1868. 
Master,  18  December,  1868.     Lieutenant,  31    MaTch,  1870.     Died  20  July,  1874 
Buckelew,  Charles  H. 

Acting  Second   Assistant  Engineer,  17   August,    1864.     Honorably  discharged  23 
September,  1805. 
Buckholdt,  W. 

Acting  Master,  36  August,  1861.     Appointment  revoked  31  July,  1803. 
Buckliont,  Nathan  W. 

Third  Assistant  Engineer,  38  October,  1863.     Second  Assistant  Engineer,  15  March, 
1804.     Resigned  39  June,  1805. 
Buckin$;hani,  Benjamin  H. 

Midshijiman,   31  Julv,   1805.     Graduated   4   June,    1869.     Ensign  13  July,  1870. 
Master,  13  July,  1871.     Lieutenant,  23  July,  1874. 
Buckingham.  ]V.  X. 

.Vcting  Second  Assistant  Engineer,  17  May,  1861.     Died  29  June,  1864. 
Buckless,  Henry. 

Acting  Master  and  Pilot,  1  February,  1805.     Appointment  revoked  3  June,  1805. 
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Bnckley,  James. 

Acting  Third  Assistant  Engineer,  20  September,  1803.     Dismissed  30  April,  1804. 
Buckley,  John  T. 

Acting  Third  Assistant  Engineer,  23  November,  1861.     Honorably  discharged  31 
March,  1868. 
Buckley,  Joseph  D. 

Acting  Ensign,  10  December,  1862.     Honorably  discharged  35  November,  1865. 
Buckley,  Thoiuas. 

Mate,  3  November,  1863.     Dismissed  9  May,  1864. 
Buckley,  William  N. 

Acting  Third  Assistant  Engineer,   19  October,  1864.     Honorably  discharged  31 
July,  1865. 
Bucknian,  Albion. 

Acting  Third  Assistant  Engineer,  3   November,  1863.     Acting  Second  Assistant 
Engineer,  6  January,   1865.     Honorably  discharged    8  August,  1865.     Acting 
Second  Assistant  Engineer,  20  November,  1806.     Mustered  out  14  May,  1868. 
Bnckner,  O.  D. 

Acting  Assistant  Surgeon,  5   April,  1864.     Honorably   discharged  20   December, 
1805. 
Buckner,  William  P. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
1  March,  1855.     Lieutenant,  14  September,  1855.     Retired  list,  4  September, 

1863.  Commander,  Retired  list,  4  April,  1867. 
Budd,  Charles  A. 

Midshipman,  23  November,  1805.     Lieutenant,  18  June,   1814.     Died  15  March, 
1837. 
Budd,  George. 

Midshipman,  23  November,  1805.      Lieutenant,  23  May,  1813.     Commander,  28 
March,  1830.     Died  3  September,  1837. 
Budd,  Samuel  P. 

Third  Assistant  Engineer,  8  September,  1863.     Resigned  10  August,  1867. 
Budd,  Thomas  A. 

Midshipman,  3  February,  1839.     Passed  Midshipman,  3  July,  1835.     Lieutenant,  8 
September,  1841.     Resigned  39  April,  1853.     Acting  Lieutenant,  13  May,  1861. 
Killed  in  action,  32  Marcli,  1862. 
Budd,  William. 

Acting  Master,  17  May,  1861.     Acting  Volunteer  Lieutenant,  9  May,  1802.    Acting 
Volunteer  Lieutenant-Commander,  5  November,  1864.     Honorably  discharged  6 
January,  1866.     Acting  Master,  14  November,   1867.     Mustered   out   25  June, 
1868. 
Budson,  Joseph. 

Mate,  10  March,  1865.     Honorably  discharged  4  October,  1865. 
Buehler,  William  G. 

Third  Assistant  Engineer,  21  November,  1857.     Second  Assistant  Engineer,  8  Octo- 
ber, 1801.     First  Assistant  Engineer,  6  October,  1803.     Chief  Engineer,  10  No- 
vember, 1803. 
Buel,  Richard  H. 

Third  Assistant  Engineer,  8  July,  1862.     Second  Assistant  Engineer,  15  February, 

1864.  Resigned  8  July,  1867. 
Buel,  W.  F. 

Mate.     Appointmen-t  revoked  2  February,  1864. 
Buell,  James  W. 

Acting  Third  Assistant  Engineer,  18  June,  1864.     Dismissed  81  May,  1865. 
Buell,  James  W. 

Assistant  Surgeon,  20  November,  1873.     Resigned  1  September,  1876. 
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Biiell,  Jeroininli. 

GuiuR-r,  Itj  August,  1841.     Dismissed  0  July,  1842. 
Biiell,  Kaliiioii  A. 

Jlidsliipman,  1  February,  1847.     Resigned  5  August,  1850. 
Bnfliiigtoii.  Milliam  J. 

Aetins;  First  Assistaut  Engineer,   23   October,  1862.     Acting  Chief  Engineer,  25 
June,  lS(i4.     Honorably  discharged  4  December,  1805. 
Biiford,  Marons  B. 

Acting  Midsliijjraan,  9  October,   1861.     Graduated  September,  18G5.     Ensign,  1 
December,  1860.     Master,  12  March,  1808.     Lieutenant,  26  March,  1869. 
Buhner,  Albert. 

Mate,   20   November,  18G1.      Acting   Ensign,   8   April,  1863.      Acting   Master,  4 
August,  1865.     Honorably  discharged  13  July,  1860. 
Bulkley,  diaries. 

jMidsliipman,  31  October,  1799.     Discharged  under  Peace  Establislimcnt  Act,  10 
July,  1801. 
Bulkley,  Henry  W. 

Third  Assistant  Engineer,  25  August,  1862.     Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.     Resigned  14  October,  1865. 
Bulkley,  J.  Henry. 

Acting  Assistant   Paymaster,  4   November,  1862.     Discharged   29  October,  1865. 
Passed  Assistant  Paymaster,  23  July,  1806.     Paymaster,  13  April,  ISO!).     Died  17 
January,  1873. 
Bulkley,  Jonathan. 

Midshipman,  2  January,  1800.     Discharged  10  July,  1801,   under  Peace  Establish- 
ment Act. 
Bulkley,  William  F. 

Midshipman,  25   July,    1805.     Graduated  4   June,  1869.     Ensign,  12  July,  1871. 
Master,  2  July,  1873.     Resigned  30  June,  1878. 
Bull,  Boiijniiiiii  S. 

Acting 'llii]'.l  Assistant   Engineer,  28   February,  1803.     Acting  Second  Assistant 
Engineer,  26  October,  1863.     Honorably  discharged  1  December,  1865. 
Bull,  Cornelius  W. 

Acting  Assistant  Paymaster,  15  April,  1864.     Discharged  18  October,  1865. 
Bull,  Frederick,  Jr. 

Third  Assistant   Engineer,  29  July,  1801.     Second   Assistant   Engineer,   20  May. 

1863.  Died  9  August,  1868. 
Bull,  dieorge  H. 

Acting  Assistant  Surgeon,  17  April,  1865.     Resigned  30  .Tune,  1865. 
Bull,  CJoold  H. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 
Bull,  James  H. 

Midsliipman,  25   July,  1860.     Graduated   7  Jime,    1870.     Ensign,    13  July,  1871. 
Master,  3  October,  1874. 
Bull,  IVilliani  R. 

Gunner,  11  May,  1799.     Resigned  20  January,  1800. 
Bullard,  Albert  F. 

Acting  Tliird  Assistant  Engineer,  0  July,  1803.     Honorably  discharged  6  January, 
1866. 

Bullard,  Joel  A. 

Third  Assistant  Engineer,  22  July,  1862.     Second  Assistant  Engineer,  15  February, 

1864.  Died  22  March,  1806. 
Bullard,  Joseph  A. 

:\Iate,  30  January,  1803.     Acting  Ensign,  31  August,  1803.     Acting  Master,  15  De- 
cember, 1804.     Honorably  discharged  26  August,  1865. 


GENERAL  NAVY  REGISTER.  113 

Biillay,  Henry  J. 

Acting  Assistant  Paymaster,  18  October,  1861.     Resigned  14  December,  18C4. 
Knllen,  Samuel. 

Midshipman,  3  July,  1779.     Discharged  under  Peace  Establishment  Act,  12  Octo- 
ber, 1801. 
Bullis,  William  H. 

Acting  Ensign,  15  October,  1863.     Acting  Master,  10  Sejjtember,  1863.     Appoint- 
ment revoked  26  January,  1864.     Acting  Ensign,  18  June,  1864.     Honorably  dis- 
charged 27  September,  1805. 
Bulloch,  Jauies  D. 

Midshipman,  21  June,  1839.     Passed  Midshipman,  2  July,  1845.     Master,  7  Janu- 
ary, 1853.     Lieutenant,  18  October,  1853.     Resigned  5  October,  1854. 
Bullis,  John. 

Surgeon's  Mate,  9   March,  1798.     Surgeon,  20  July,   1799.     Last  appearance  on 
Records  of  Navy  Deijartment. 
JSullus,  Oscar. 

Midshij)man,  1  January,  1817.     Lieutenant,  3  March,  1827.     Commander,  16  May, 
1848.     Reserved  list,  13  September,  1855.     Captain,  Reserved  list,  11  July,  1861. 
Commodore,  Reserved  list,  4  April,  1867.     Died  29  September,  1871. 
Bull  us,  Robert  S. 

Midshipman,  1  January,  1818.     Resigned  18  May,  1825. 
Bnllus,  Samuel  H. 

Midshipman,  10   January,  1809.     Lieutenant,  24  July,  1813.     Resigned   28  April, 
1815. 
Bulson,  Samuel. 

Acting  Second  Assistant  Engineer,  5  November,  1863.     Honorably  discharged  12 
August,  1865. 
Bunigarner,  Jacob. 

Mate,  22  April,  1863.     Honorably  discharged  30  November,  1865. 
Bumpus,  £lisha  M. 

Acting  Third  Assistant  Engineer,  25  November,  1862.     Resigned  17  October,  1864. 
Bumpus,  Samuel  S. 

Mate,  3  March,  1864.     Honorably  discharged  30  July,  1865. 
Bunberry,  M.  S. 

Lieutenant,  4  August,  1798.     Discharged  under  Peace  Establishment  Act,  10  July, 
1801.     Master,  15  September,  1813.     Resigned  7  October,  1813. 
Bunce,  Benjamin. 

Third  Assistant  Engineer,  19  July,  1861.     Second  Assistant  Engineer,  18   Decem- 
ber, 1862.     Resigned  17  July,  1865. 
Bunce,  Francis  M. 

Acting  Midshipman,  28   May,  1852.     Midshipman,  10  June,   1857.     Passed  Mid- 
shipman, 25  June,  1860.     Mastei-,  24  October,  1800.     Lieutenant,  11  April,  1861. 
Lieutenant-Commander,  16  January,  1863.     Commander,  2  November,  1871. 
Bunce,  Israel  S, 

Mate,  13  November,  1861.     Acting  Ensign,  11  September,  1862.     Died   1  Novem- 
ber, 1862. 
Bunce,  Richard  G. 

Acting  Assistant  Paymaster,  24  July,  1863.     Resigned  8  February,  1864. 
Bunker,  Benjamin. 

XJunner,  21  November,  1838.     Dead. 
Bunker,  Charles  C. 

Acting  Master,  26  April,  1862.  Acting  Volunteer  Lieutenant,  28  April,  1863. 
Honorably  discharged  8  November,  1865.  Acting  Master,  26  June,  1866.  Mus- 
tered out  7  December,  1868. 
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Itiiiiker,  Horace  G. 

Mate,  20  .laiuiary,  1803.     Aotinij;  Ensign,  2!)  October,  ly04.     Honorably  discharged 
2.j  November,  1805. 
Itnnkcr,  M'illiaiu. 

Boatswain,  20  August,  1801.     Pied  20  March,  1805. 
Biiiiiier,  John  C. 

:Midsliipniun,  1  May,  1822.     Resigned  20  March,  1827. 
Bunting,  Janios  H. 

Mate,  28  Dd-eniber,  1801.     Acting  Ensign,  12  March, 1863.     Honorably  discharged 
4  Novemlier,  1805.     Acting  Ensign,  5  July,  1806.     Discharged  12  October,  1807. 
Rnrbagc,  John  S. 

Acting  Seciind  Assistant  EngLneer.     Resigned  3  March,  1803. 
Iturbnnk,  Charles  II. 

Assistant  Surgeon,  9   May,   1861.     Passed   Assistant   Surgeon,  20  October,  1863. 
Surgeon,  24  August,  1864.     Medical  Inspector,  2  April,  1879. 
Burbier,  J.  A. 

Assistant  Surgeon,  3  December,  1861.     Resigned  11  June,  1865. 
Biireb,  DeWilt. 

Surgeon's  Mate,  14  July,  1824.     Died  1  May,  1826. 
Bnrchanii  George  E. 

Carpenter,  10  August,  1861.     Died  6  February,  1872. 
Buroharcl,  Charles  91. 

Third  Assistant  Engineer,  17  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     Resigned  26  July,  1865.     Acting  Second  Assistant   Engineer,  19 
December,  1866.     Mustered  out  23  October,  1869. 
Burchard,  Francis  C. 

Third   Assistant   Engineer,    8    September,    1863.     Second    Assistant   Engineer,  1 
August,  1866.     Retired  list,  24  April,  1877. 
Burchard,  Jabez. 

Acting  Third  Assistant  Engineer,  14  March,  1865.     Honorably  discharged  9  Janu- 
ary, 1868.     Second  Assistant  Engineer,    1    September,   1870.     Retired  list,  20 
October,  1874. 
Burchard,  ^Villiain  A. 

Mate,  19  March,  1803.     Acting  Ensign,  20   Jime,  1864.     Honoraljly  discharged  2s 
November,  1865. 
Bnnchniore,  John  H. 

Acting  Third  Assistant  Engineer,  24  December,  1863.     Honorably  discharged  27 
October,  1865.     Acting  Third  Assistant  Engineer,  27  December,  1866.    Mustered 
out  28  April,  1869. 
Burchstead,  B.  B. 

Sailmaker,  5  April,  1821.     Died  11  December,  1833. 
Burchsteail,  Benjamin  B.  (Snd.) 

Saihnaker,  28  April,  1838.     Dismissed  7  May,  1855. 
Burd,  George  E. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 
Bnrdett,  Charles. 

Midshipman,  10  May,  1832.     Resigned  25  February,  1835. 
Burdick,  ^Villiani  li. 

Cadet  Jlidshipman,  20  September,  1873.     Graduated  18  June,  1879. 
Burdine,  John. 

Acting  Sailmaker,  4  March,  1830.     Appointment  revoked  0  July,  1846. 
Burditt,  Henry  D. 

Mate,  5  June,  1803.  Acting  Ensign,  22  September,  1863.  Honorably  discharged! 
13  January,  1866.  Acting  Ensign,  12  December,  1866.  Mustered  out  21  Decem-i 
ber,  1868. 
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Biirditi,   William. 

Acting  Boatswain,  7  January,  1850.    Gunner,  21  November,  1853.    Resigned  26  July, 
1864.     Acting  Master,  27  July,  1864.     Honorably  discharged  21  December,  1866. 
Re-instated  as  Gunner  from  21  November,  1853. 
KiirgdorflT,  Theodore  F. 

Cadet  Engineer,  1  October,  1873.     Graduated  21  June,  1875.     Assistant  Engineer, 
1  July,  1877. 
Burge,  TV.  J. 

Acting  Assistant  Surgeon,  25  January,  1862.     Honorably  discharged  14  January, 
1866. 
Bnrger,  Albert. 

Mate,  5  March,  1862.     Dismissed  14  November,  1862. 
Burger,  James  I>. 

Midshipman,  24  April,  1812.     Dismissed  16  August,  1813. 
Burger,  Theodore  W. 

Acting  Assistant  Paymaster,  31  July,  1863.     Resigned  6  April,  1864. 
Burges,  W.  H. 

Midshipman,  1  April,  1828.     Resigned  11  December,  1834. 
Burgess,  Francis. 

Acting  Master,  21  April,  1862.     Honorably  discharged  18  November,  1865. 
Burgess,  George  O. 

Acting  Assistant  Surgeon,  2  February,   1865.     Honorably   discharged   31  March, 
1860. 
Burgess,  Henry  C 

Acting  Assistant  Paymaster,  31  January,  1862.     Honorably  discharged  31  January, 
1806. 
Burgess,  William  I>. 

Mate,  28  March,  1864.     Honorably  discharged  9  August,  1805. 
Bnrgoyne,  John  B. 

Acting  Third  Assistant  Engineer,  5  February,  1863.     Dismissed  17  November,  1863. 
Bnrgoyne,  Lieouidas  R. 

Acting  Third  Assistant  Engineer,  19  April,  1804.     Acting  Second  Assistant  Engi- 
neer, 15  July,  1865.     Honorably  discharged  25  March,  1866.     Acting  Second  As- 
sistant Engineer,  19  December,  1806.     Mustered  out  33  August,  1869. 
Bnrhans,  Andrew. 

Acting  Third  Assistant  Engineer,  37  May,  1861.     Resigned  5  August,  1861. 
Burhans,  Lorenzo. 

Acting  Second  Assistant  Engineer,  17  May,  1861.     Resigned  37  June,  1861. 
Bnrk,  Michael. 

Carpenter,  7  August,  1798.     Resigned  22  January,  1799. 
Burk,  Thomas. 

Saiimaker,  9  November,  1798.     Last  apijearance  on  Records  of  .Navy  Department. 
Burk,  William. 

Acting  Third  Assistant  Engineer,  16  December,  1863.     Honorably  discharged  4 
October,  1865. 
Burke,  David. 

Acting  Third  Assistant  Engineer,  20  January,   1805.     Honorably  discharged  14 
April,  1868. 
Burke,  Edmund. 

Midshipman,  1  March,  1837.     Dismissed  17  June,  1830. 
Burke,  Fdmund  €. 

Midshipman,  20  October,  1847.     Resigned  5  December,  1850. 
Jiairke,  James. 

Carpenter,  36  August,  1873. 
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Iturke,  Richard. 

Mate,  20  Ajji-il,  18G2.     Acting   Ensign,  20   January,  18G3.     Acting    Master,  2  De- 
cember, isoa.     Resigned  17  May,  18G5. 
Burke,  William  P. 

Mate,  21)  May,  1862.     Acting  Ensign,  20  October,  1862.     Honorably  discharged  4 
October,  1800. 
Burke,  William  P. 

Boatswain,  7  .June,  1807.     Appointment  revoked  20  December,  1870. 
Burkett,  (jicorge  W. 

Acting  Assistant  Paymaster,  2.5  September,  1863.     Resigned  17  December,  1804. 
Burkett,  Theodore  F. 

Acting  Third  Assistant  Engineer,  6  August,  1804.     Honorably  discharged  17  Julv, 
1805. 
Burkhead,  William  O. 

Acting  Second  Assistant  Engineer,  8   November,  1862.     Resigned   21    November, 
1802. 
Burks,  Martiu. 

Carpenter,  26  April,  1813.     Last  appearance  on  Records  of  Navy  Department. 
Burland,  Jauies  A. 

jNIidshipman,  19  March,  1799.     Returned  his  Warrant  19  October,  1800. 
Burleigh,  &.  €. 

Acting  Assistant  Surgeon,  11  January,  1804.     Acting  Passed  Assistant  Surgeon,  2!> 
May,  1800.     Honorably  discharged  23  April,  1809.     Again  appointed  4  Decem- 
ber, 1873.     Passed  Assistant  Surgeon,  Retired  list,  30  June,  1879. 
Burley,  William. 

Midshipman,  9  November,  1813.     Dismissed  7  May,  1814. 
Burlingame,  Reuheu  W. 

Acting  Third  Assistant  Engineer,  5  May,  1863.     Honorably  discharged  1  Decem- 
ber, 186.5. 
Burlingame,  Wilson  D. 

Mate,  7  June,  1864.     Resigned  17  March,  1865. 
Burlingham,  II.  I>. 

Assistant  Surgeon,  18  July,  1861.     Passed  Assistant  Surgeon,  22  June,  1864.     Re- 
signed 31  May,  1865. 
Buriiap,  George  J. 

Third  Assistant  Engineer,  13  May,  1861.     Second  Assistant  Engineer,  16  January, 
1803.     First  Assistant  Engineer,  1  January,  1865.     Chief  Engineer,  1  November, 
1879. 
Burner,  Charles  W. 

Mate,  7  June,  1864.     Acting  Ensign,  27  March,  1865.     Honorably  discharged  29 
June,  1805. 
Burnes,  Maria  J. 

Mate,  26  January,  1864.     Apjjointment  revoked  2  January,  1866. 
Burnet,  James  C 

]\Iate,  18  April,  1863.     Appointment  revoked  24  December,  1863. 
Burnet,  John  C 

Assistant  Pavmaster,  21  December,  1869.     Passed  Assistant  Paymaster,  28  August, 
1870. 

Burnett,  Clarence  li. 

Acting  Assistant  Paymaster,  17  December,  1801.     Honorably  discharged  20  April. 
1866. 
Burnett,  James  G. 

Mate,  13  May,  1803.     Resigned  19  September,  1864. 
Burnett,  Jeremiah  C. 

Midshipman,   27    Scptemljer,    1867.     Graduated   6   June,  1871.     Ensign,  14  July, 
1872.     Master,  2  Julv,  1875. 
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Burnett,  J.  Oliver. 

Assistant  Surgeon,  3  December,  1858.     Retired  list,  21  June,  1862.     Dismissed  18 
February,  1865. 
Burnett,  William  H. 

Acting  Assistant    Surgeon,    17    May,    1864.      Honorably  discharged  9  October, 
1865. 
Burnhani,  Albion. 

Mate,  12  Octoljer,  1863.     Honorably  discharged  5  October,  1865. 
Bnrnliain,  John  W. 

Acting  Carpenter,  24  March,  1880. 
Bnmiece,  William. 

Gunner,  20  December,  1847.     Died  21  January,  1867. 
Burns,  Ciiarles  M. 

Acting  Assistant  Paymaster,  11  April,  1863.     Resigned  17  April,  1865. 
Burniii,  James. 

Lieutenant,  29  October,  1798.     Resigned  2  January,  1802. 
Burns,  James. 

Acting  Master,  7  December,  1861.     Dismissed  23  December,  1861. 
Burns,  James  A. 

Acting  Second  Assistant  Engineer,  22  April,  1863.     Acting  First  Assistant  Engi- 
neer, 3  August,  1863.     Honorably  discharged  20  September,  1865. 
Burns,  James  W. 

Acting  Ensign  and  Pilot.     Appointment  revoked  14  June,  1865. 
Burns,  Jerome. 

Acting  Carpenter,  11  June,  1863.     Honorably  discharged  28  October,  1865. 
Burns,  John. 

Gunner,  1  November,  1826.     Lost  in  the  ^'Hornet"  September,  1829. 
Burns,  John. 

Acting  Third  Assistant  Engineer,  27  February,  1862.     Deserted  1874. 
Burns,  liewis. 

Mate,  10  October,  1863.     Died  9  July,  1873. 
Burns,  Owen. 

Midshipman,  1  December,  1824.     Passed  Midshipman,  20  February,  1830.     Lieu- 
tenant, 8  April,  1834.     Reaigned  30  June,  1840. 
Burns,  Patrick. 

Acting  Third  Assistant   Engineer,  3   October,    1863.      Honorably  discharged  7 
August,  1865. 
Burns,  Robert. 

Mate,  15  December,  1864.     Died  30  November,  1866. 
Burns,  Thomas. 

Acting  Boatswain,  6  July,  1853.     Resigned  1  October,  1853. 
Burns,  Thomas. 

Acting  Ensign,  1  October,  1862.     Acting  Master,  20   May,  1864.     Honorably  dis- 
charged 5  September,  1865. 
Burns,  William  C 

Boatswain,  26  March,  1842.     Resigned  10  March,  1844. 
Kurns,  William  H. 

Master's  Mate,  11  May,  1843.     Second  Master,  3  March,  1849.     Died  4  February, 
1851. 
Burnside,  Cameron. 

Assistant  Paymaster,  13  May,  1875.     Resigned  21  February,  1878. 
Burritt,  Harvey  H. 

Third  Assistant  Engineer,  13  August,  1801.     Second  Assistant  Engineer,  31  Ajjril, 
1863.     Resigned  22  Sei^tember,  1865. 
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Burrougbs,  Alonzo  C 

Carpenter,  9  Marcli,  1878. 
Bnrroiigbs,  Daniel  W. 

Mate,  7  December,  1804.     Honorably  discharged  1   December,  1865.     Mate,  8  De- 
cember, 1869.     Resigned  3  December,  1871.     Gunner,  8   December,  1871.     Died 
16  Marcli,  1879. 
Bnrroiiglis,  Orson. 

Acting  Second  Assistant  Engineer,  21  November,  1862.     Appointment  revoked  29 
June,  1864. 
Burrow,  Walter  P. 

Tliird  Assistant  Engineer,  26  June,  1856.     Dismissed  17  Jlay,  1860. 
Burrows,  George  W. 

Acting  First  Assistant  Engineer,  17  June,  1864.     Honoraljly  discharged  3  Novem- 
ber, 1865. 
Burrows,  Gustavus  II. 

Acting  Ensign,  10  September,  1864.     Resigned  20  April,  1865. 
Burrows,  J.  F. 

Mate,  26  June,  1862.     Appointment  revoked  19  November,  1863. 
Burrows,  Jolin. 

Boatswain,  4  December,  1849. 
Burrows,  Stephen  H. 

Mate,  9  April,  1864.     Appointment  revoked  13  May,  1864. 
Burrows,  Thomas. 

Jlidshipman,  28   May,  1798.     Discharged   13   August,  1801,   under   Peace  Estab- 
lishment Act. 
Burrows,  Thomas. 

Purser,  29  December,  1817.     Died  13  October,  1821. 
Burrows,  William. 

Midshipman,  10  November,  1799.     Lieutenant,  19  March,  1807.     Killed   inaction 
5  September,  1813. 
Bursley,  Ira. 

Acting  Ensign,  3  March,  1864.     Acting  Master,  5  November,  1S64.     Ronoralily  dis- 
charged 21  September,  1865. 
Burt,  Charles  H. 

Acting  Third  Assistant   Engineer,  25  March,   1863.     Acting  Second  Assistant  En- 
gineer, 2  October,  1863.     Honorably  discharged  26  October,  1865. 
Burt,  Cramer. 

Purser,  1  June,  1861.     Retired  list,  15  September,  1863.     Died  1869. 
Burt,  E.  V. 

iAIate.     Resigned  7  July,  1862. 
Burt,  George  A. 

:Mate,  9  September,  1864.     Resigned  27  May,  1865. 
Burt,  John  O. 

Assistant  Surgeon,  1  July,  1861.     Resigned  11  November,  1863. 
Burt,  Xelson. 

First  Assistant  Engineer,  15  November,  1837.     Resigned  20  October,  1839. 
Bnrtis,  Arthur,  Jr. 

Assistant  Paymaster,  14  July,  1862.     Paymaster,  4  May,  1866. 
Burton,  Bufus. 

Acting  Third  Assistant  Engineer,  22   October,   1862.     Honorably  discharged  19 
September,  1865. 
Burton,   William. 

Giuiner,  2r,  July,  1837.     Died  31  May,  1853. 
Burton.  William  II. 

Mate,  10  September,  1804.     Honorably  discharged  27  August,  1865. 
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Burls,  Robert. 

Midshipman,  31  May,  1833.     Died  23  December,  1839. 
Biirit,  John  I.. 

Assistant  Surgeon,  30  May,  1841.     Dismissed  3  September,  1858. 
Bnrwell,  Oeorge  E. 

Acting  Second  Assistant  Engineer,  23  November,  1861.     Honorably  discharged  1 
April,  18G8. 
Bnrwell,  W.  T. 

Jlidshipman,  37  September,  1841.     Resigned  30  May,  1843. 
Bnrwell,  William  T. 

Acting   Midshipman,   30   September,    18r)3.     Graduated   June,  1866.     Ensign,  13 
March,  1868.     Master,  26  March,  1869.     Lieutenant,  31  March,  1870. 
Busbce,  Perrin. 

Midshipman,   33  September,    1867.     Graduated   6   June,    1871.     Ensign,  14  July, 
1873.     Master,  13  May,  1875. 
Biisbee,  Qnentin. 

Purser,  37  April,  1846.     Resigned  31   February,  1848. 
B(i»iih,  Charles  G. 

Midshipman,  11  January,  1833.     Resigned  23  September,  1833. 
Bush,  Joseph. 

Midshipman,  30  April,  1798.     Discharged  under   Peace   Establishment  Act,   12 
October,  1801. 
Bush,  Peter  A. 

Midshipman,  26  May,  1812.     Dismissed  38  December,  1813. 
Bush,  Philip  A. 

Midshipman,  16  January,  1809.     Resigned  36  May,  1810. 
Busher,  Moses. 

Master,  17  July,  1813.     Dismissed  6  March,  1813. 
Bushnell,  Eben. 

Purser,  31  August,  1799.     Died  3  August,  1800. 
Bnshong,  Israel. 

Acting  Assistant  Surgeon,  31  October,  1863.     Resigned  3  April,  1865. 
Bnslinell,  Edward  A. 

Acting  Tliird  Assistant  Engineer,  18  October,  1861.     Honorably  discharged  20 
December,  18G5. 
Bntland,  Francis. 

Boatswain,  11  February,  1871. 
Butler,  Edward  A. 

Mate,  5  March,  1863.     Acting  Ensign,  8  June,   1864.     Honorably  discharged  15 
November,  1865. 
Butler,  George  H. 

Acting  Assistant  Surgeon,  9  January,  1864.     Acting  Passed  Assistant  Surgeon,  17 
August,  1806.     Honorably  discharged  12  November,  1868. 
Butler,  Henry  S. 

Midshipman,  15  May,  1799.     Resigned  6  August,  1800. 
Butler,  H.  Tincent. 

Mate,  13  February,  1863.     Appointment  revoked  14  May,  1864. 
Butler,  James. 

Sailmaker,  29  March,  1800.     Died  27  July,  1801. 
Butler,  James  L.. 

Midshipman,  11  April,  1848.     Resigned  18  December,  1848. 
Butler,  John. 

Surgeon's  Mate,  38  April,  1804.     Resigned  1  May,  1809. 
Butler,  John. 

Acting  Ensign,  14  February,  1863.     Dismissed  33  March,  1864. 
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Butler,  John  F. 

Actin<'  First  Assistant  Engineer,  9  January,  1803.     Honoralily  discharged   20  Oc- 
tober, lti05. 
Butler,  John  II. 

Mute,  6  June,  1802.     Dismissed  0  February,  1803. 

Butler,  John  J. 

Acting  Ensign,  18  December,    1802.     Acting   Master,!.')    December,  1864.     Hon- 
orably discharged  18  September,  180.5. 
Butler,  John  91. 

Mate,  3   January,  1802.     Acting   Master,    8   May,  1802.     Honorably  discharged  1 
June,  1808. 
Butler,  John  O. 

Carpenter,  5   May,  1837.     Resigned    16   February,  1839.     Carpenter,  22   October, 
1841.     Died  29  September,  1802. 
Butler,  Jonathan  W. 

Acting  Ensign,  24  September,  1802.     Resigned  22  June,  1804. 
Butler,  Joseph  C 

Mate,  30  July,  1802.     Dropped  6  September,  1802. 
Butler,  Joseph  Li. 

Third  Assistant  Engineer,  19  March,  1858.     Second  Assistant  Engineer,  1  Decem- 
ber, 1800.     Died  14  September,  1802. 
Butler,  L,evi  T. 

Mate,  1.5  July,  1804.     Appointment  revoked  6  August,  1804. 

Butler,  Richard. 

Master,  28  April,  1801.    Resigned  4  June,  1803.    Master,  24  June,  1803.    Dismissed 
15  February,  1808. 
Butler,  Samuel. 

Gunner,  6  December,  1824.     Resigned  21  September,  1825. 

Butler,  Silas. 

Purser,  29  December,  1817.     Died  9  April,  1837. 

Butler.  S.  P. 

Acting  Ensign,  13  January,  1863.     Deserted  21  March,  1863. 

Butler,  Sprague  J. 

Acting  Ensign.     Resigned  9  February,  1864. 
Butler,  William. 

Midshipman,  4  January,  1800.     Resigned  5  March,  1807. 

Butler,  William. 

Surgeon's  Mate,  10  December,  1814.     Resigned  6  June,  1820. 

Butler,  William  S. 

Midshipman,  18  February,  1802.     Lieutenant,  6   May,  1808.     Last  appearance  on 
Records  of  Navy  Department. 
Butler,  Winthrop. 

Acting  Assistant  Surgeon,  25  April,  1862.     Honorably  discharged    22    November, 
1805. 
Butman,  John  H. 

Acting  Ensign,  3  September,  1802.     Appointment  revoked  20  February.  1804. 
Butt,  James  H. 

Midshipman,  25  July,  1806.     Graduated  June,  1870.     Ensigu,  13  July,  1871. 

Bntt,  J.  B. 

Mate,  1  February,  1863.     Resigned  12  October,  1871. 

Butt,  Thomas  V. 

Carpenter,  4  November,  1852.     Died  22  May,  1857. 

Butt,  Walter  K. 

Acting   Midshipman,  20   September,  1855.     Midshipman,  9  June,    1859.     Passed 
Micfshipman,  31  August,  1801.     Dismissed  5  October,  1801. 
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Butterfield,  George. 

Midshipman,  30  January,  1833.     Resigned  8  July,  1833.     Midshipman,  8  October, 
1833.     Dismissed  3  July,  1836. 
Bntterwortli,  James. 

Third  Assistant  Engineer,  23  May,  1861.     Second  Assistant  Engineer,  29  Octoberj 
1863.     First  Assistant  Engineer,  25  July,  1866. 
Bnttnian,  Jiillns. 

Mate,  23  June,  1863.     Resigned  23  November,  1863. 
Bntts,  Moses  P. 

Mate,  29  August,  1864.     Honorably  discharged  4  October,  1868. 
Butts,  William  D. 

Acting  Third  Assistant  Engineer,  25  August,  1863.     Honorably  discharged  1  Sep- 
tember, 1865. 
Buxton,  James  D. 

Acting  Master,  7  October,  1861.     Appointment  revoked   7  March,   1862.     Acting 
Ensign,  18  October,  1862.     Appointment  revoked  10  June,  1863. 
Buxton,  Thomas  S. 

Acting  Boatswain,  19  November,  1850.     Dismissed  26  May,  1851. 
Byers,  DaTld. 

Midshipman,  30  April,  1800.     Resigned  14  July,  1801. 
Byers,  Josiah  S. 

Midshipman,  19  October,  1841.     Resigned  13  August,  1849. 
By  land,  James  B. 

Acting  Third  Assistant  Engineer,  9  June,  1863.     Honorably  discharged  30  Novem- 
ber, 1865. 
Byles,  Ten  Eyck. 

Third  Assistant  Engineer,  3  August,  1855.     Second   Assistant  Engineer,  21  July, 
1858.    Resigned  25  October,  1858. 
Byrani,  Sydney  W. 

Mate,  7  June,  1864.     Honorably  discharged  3  December,  1865. 
Byrens,  Allen  T. 

Midshipman,  26  February,  1841.     Passed  Midshipman,  10  August,  1847.     Dropped 
13  September,  1855.     Lieutenant,  15  September,  1855.     Died  14  February,  1860. 
Byrd,  John  D. 

Midshi])man,  10  February,  1814.     Resigned  15  July,  1824. 
Byrn,  William  H. 

Acting  Assistant  Paymaster,  31  March,  1863.     Honorably  discharged  4  December, 
1805. 
Byrne,  Edmund. 

Midshipman,   1    February,  1814.     Lieutenant,   13  January,  1825.     Commander,  8 
September,  1841.     Died  17  October,  1850. 
Byrne,  Gerald. 

Lieutenant,  17  June,  1799.     Discharged  14  April,  1801. 
Byrne,  James. 

Acting  Second  Assistant  Engineer,   37  November,  1801.      Resigned  13   March, 
1802. 
Byrne,  John  J. 

Sailmaker,  11  January,  1875. 
Byrnes^  James  C'. 

Assistant  Surgeon,  2  November,  1876. 
Byrnes,  William  A. 

Mate  4  October,  1803.     Acting  Ensign,  31  October,  1863.     Honorably  discharged 
24  November,  1865. 


122  GENERAL  NAVY  KEGISTER. 

Caboll.  Arthur  G. 

Assistant  Surgeon,  14  February,  1876. 
Cable,  Cliarle!^  A. 

Acting  Assistant  Paymaster,  1  September,  1863.     Mustered  out  21  November,  1865. 
Assistant  Paymaster,  23  July,  1866.     Resigned  5  December,  1S66. 
fables.  George- 
Acting  Master,  IS  December,  1861.     Honorably  discharged  i;  March.  1866. 
C  adieu,  Charles  H. 

Acting  Ensign,  8  July,  1863.     Acting  Master,  5  September,  1804.     Acting  Volun- 
teer Lieutenant,  10  July,  186.T.     Honorably  discharged  18  November,  1865. 
C'a«Ile,  John. 

Surgeon's  Mate,  24  July,  1813.     Surgeon,  27  March,  1818.     Last  appearance  on 
Records  of  Navy  Department,  1822.     Dead. 
C'adwallader,  H. 

A])pointed  Midshipman,  13  December,  1833.     Passed  Midsliipman,  8  Julv,  1839. 
Died  27  July,  1844. 
4  adwallader,  Rowland. 

Acting  Assistant  Surgeon,  1  October,  1862.     Resigned  2  February,  186.5. 
Cad  well,  James  D. 

Acting  Third  Assistant  Engineer,  9  January,  lSli2.     Honorablv  discharged  4  Janu- 
ary, 1800. 
i'ady,  Henry  A. 

Acting  Third  Assistant  Engineer,  1  March,  1803.     Acting  Second  Assistant  Engi- 
neer, 27  May,  1864.     Honorably  discharged  20  November,  186.5. 
Cady,  Horatio  ]K. 

Appointed  Midshipman,  4  March,  1823.     Dismissed  8  June,  1831. 
Caflin,  Lawrenee  91. 

Acting  Third  Assistant  Engineer,  6  January,    1865.      Honorably   discharged    1 
November,  1805. 
Cahill,  X:dwar«l  J. 

Acting  Tliird   Assistant  Engineer,  14   April,    1864.     Honorably   discharged   28 
August,  1865. 
Caliill,  John. 

Carpenter,  8  July,  1837.     Died  24  Jul}-,  1858. 
Cahill,  John. 

Acting  First  Assistant  Engineer,  9  October,  1862.     Resigned  3  May,  1864. 
Cahill,  Joseph  ]V. 

Third  Assistant  Engineer.  21  July,  1858.     Second  Assistant  Engineer,  17  January, 
1801.     First  Assistant  Engineer,  17  March,  1863.     Killed  15  April,  1864. 
Cahoon,  Benjamin  G. 

Mate,  21   August,  1802.     Acting  Ensign,  20  July,  1863.      Appointment  revoked 
(Sick,)  26  Starch,  1864. 
Cahoone,  J.  Benjamin. 

Purser,  12  November,  1830.     Retired  list,  21  December,  1861.     Pay  Director  Re- 
tired List,  3  March,  1871.     Died  27  July,  1873. 
Cain.  John.  Jr. 

.Vcting  Jlidshipman,  4  October,  1851.      Midshipman,   10  June,  1854.     Died  12 
August,  1855. 
Cain.  Robert. 

.Alate,  6  June,  1803.     Resigned  31  July,  1863. 
Calden,  Alvin  R. 

Acting  First  Assistant  Engineer,  22  July,  1863.     Honorably  discharged  15  No- 
vember, 1865. 
Calder.  George. 

Ajijiointed  Midsliipman,  29  June,  1798.     Resigned  22  March,  1802. 
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Calder,  George. 

Appointed  Master,  7  April,  1803.     Resigned  20  November,  1804. 
C'aldnell,  Albert  Gallatin. 

-'\Iidshipman,  23  September,  1861.     Graduated  23  November,  1804.     Ensign,  1  No- 
vember, 1866.     Master,  1  December,  1860.     Lieutenant,  13  Marcb,  1868.     Lieu- 
tenant-Commander,       March,  1869. 
Caldwell,  C.  H. 

Appointed  Mids      ma^n,     September,  1811.     Lieutenant,  .5  March,  1817.     Died  9 
August,  1831. 
Caldwell,  C.  H.  B. 

Midshipman,  37  February,  1838.     Passed  Midshipman,  30  May,  1844.     Master,  13 
October,  1851.     Lieutenant,  4  September,  1852.     Commander,  16  July,  1862. 
Captain,  13  December,  1867.     Commodore,  14  June,  1874.     Died  30  November, 
1877. 
Caldwell,  George  W. 

Acting  Third  Assistant  Engineer,  7  March,  1864.     Honorably  discharged  28  Sep- 
tember, 1865. 
CaldMell,  Henry  C 

Assistant  Surgeon,   17  October,  1853.     Passed   Assistant  Surgeon,  13  May,  1858. 
Died  1  December,  1859. 
Caldwell,  James  R. 

Appointed  Midshipman,  33  May,  1798.     Lieutenant,  1  November,  1800.     Killed  in 
action  7  August,  1804. 
Caldwell,  Lafayette- 
Third  Assistant  Engineer,  30  February,  1647.     Resigned  12  June,  1849. 
Caldwell,  R.  M. 

Jlidshipman,  9  September,  1847.     Dismissed  16  June,  1855. 
Cal4lwell,  Thomas. 

Appointed  Master,  33  April,  1814.     Resigned  24  July,  1815. 
Caldwell,  William,  Jr. 

Acting  Ensign,  38  August,  1863.     Honorably  discharged  1  August,  1865. 
Caldwell,  W.  M. 

Appointed  Master,  31  March,  1813.     Lieutenant,  37  April,  1816.     Died  16  Decem- 
ber, 1S2.5. 
Caldwell,  W.  M. 

Midshipman,   10  October,  1835.      Passed    Midshipman,  22  June,   1841.     Master, 
26   September,  1847.     Lieutenant,  25   July.  1848.     Resigned   10  October,  1850. 
Caleb,  John. 

Acting  Master,  26  August,_1861.     Aijpointment  revoked  (Sick.)  17  February,  1862. 
Callioon,  Adam  R. 

Acting  First  Assistant  Engineer,   24   February,   1864.     Honorably  discharged  4 
October,  186.5. 
Callionn,  George  A. 

Midshipman,  31   July,  1866.     Graduated   7  June,   1870.     Ensign,  13  July,   1871. 
Master,  8  November,  1873.     Lieutenant,  1  November,  1879. 
Calhoun,  James  Edward. 

Appointed  Midshipman,  30  May,  1816.     Lieutenant,  28  April,  1826.     Resigned  11 
November,  1833 
Calhoun,  Robert  H. 

.Appointed  Midshipman,  1  November,  1828.     Resigned  21  January,  1830. 
Calhoun,  William  L,. 

Acting    Second    Assistant  Engineer,   5  August,   1804.      Honorably  discharged  3 
October,  1865. 
Calkins,  Carlos  G. 

Midshipman,  34  June,  1867.     Graduated   6  June,   1871.     Ensign,  14  July,  1873. 
Master,  1  July,  1875. 
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Calkiii$$,  James  IS. 

Acting  Assistant  Surgeon,  7  December,  IbCl.     Ke^igneil  "O.Tune,  1SC3. 
Call,  n  illiani  R. 

Acting  Third  Assistant  Engineer,   5  October,   1803.      Acting    Second   Assistant 
Engineer,  9  January,  18C5.     Resigned  29  JIarch,  isnf). 
Callahan,  Josepb, 

Acting  Third  Assistant  Engineer,  18  February,  l^iJ-1.     Honorably  dischartred  24 
August,  1865. 
Callaher,  Eugene. 

Acting   Third  Assistant  Engineer,  1   October,  1802.      Acting   Second  Assistant 
Engineer,  10  July,  1863.     Dismissed  29  September,  1801. 
Callan,  Jerome. 

Appointed   Midshipman,  4  March,  1823.     Passed  Midshipman,  23   Marcli,  1829. 
Lieutenant,  3  March,  1831.     Died  29  June,  1834. 
Callan,  Peter  A. 

Assistant  Surgeon,  25  March,  1868.     Resigned  1  March,  1872. 
Callander,  A.  F. 

Mate,  20  November,  1869.     In  Service. 
Callaway,  Leopold. 

Acting  Third  Assistant  Engineer,  27  June,  1804.     Honorably  discharged  4  Febru- 
rary,  1869. 
Callender,  Elliot. 

Assistant  Ensign,  1  October,  1862.     Resigned  18  February,  1804. 
Calliss,  Cleon. 

Appointed  Midshipman,  28  Jime,  1804.     Resigned  3  August,  1805. 
CalTCrt,  Cecil  A. 

Acting  Ensign,  17  January,  1804.     Honorably  discharged  27  September,  1805. 
Calvert,  Thomas. 

Appointed  Lieutenant,  4  September,   1798.      Discharged   15   April,   1801,   under 
Peace  Establishment  Act. 
Cambreling,  J.  P. 

Appointed   Midshijjman,    18   June,   1812.       Lieutenant,   28   March,    1820.      Last 
appearance  on  Records  of  Navy  Department,  1821.     Frigate  "  Constdlation." 
Cambridge,  IV.  £. 

Appointed  Midshipman,  6  March,   1815.     Last  appearance  on   Records  of  Xuvy 
Department,  15  August,  1820. 
Cameron,  Charles. 

Mate,  7  March,  1804.     Resigned  11  May,  180.5. 
Cameron,  Daniel. 

Appointed  Midshipman,  17  January,  1826.     Resigned  10  November,  1831. 
Cameron,  Robert. 

Acting  Chief  Engineer,  13  June,  1863.     Appointment  revoked,  9  October,  1863. 
Cameron,  Robert. 

Mate,  22  April,  1863.    Died  at  Naval  Hospital,  Memphis,  Tennessee,  29  June,  1803. 
Cameron,  Robert  H. 

Mate,  24  January,  1863.     Acting  Ensign,  5  Septem-oer,  1863.    Resigned  19  Ausrust, 
1804.     Sick. 
Camfield,  Thomas. 

Acting  Third  Assistant  Engineer,  11   February,  1865.     Honorably  discharged   1(1 
November,  1805.     Acting  Third  Assistant  Engineer,  4  March,  1807.     Mustered 
out  27  August,  1868. 
Camniett,  Warren  S. 

Mate,  0  July,  1803.     Appointment  revoked  9  November,  1804. 
Camp,  Jr..  Benjamin  F. 

Assistant  Paymaster,  23  September,  1861.     Resigned  29  August,  1863. 
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Camp,  John  G. 

Appointed  Midshipman,  15  November,  1.^09.     Resigned  25  May,  1811. 

Campbell,  Albert  B. 

Third  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer,  26  Octo- 
ber, 1861.     Resigned  5  May.  1S"63. 

Campbell.  Alexamler.  ,    ,     .  .    . 

Acting  Third  Assistant  Engineer,    1     October,  1862.     Acting   Second   Assistant 
Eno-ineer,  3  July,  1804.     Honorably  discharged  6  November,  1865. 

Appointed  Midshipman,   1   January,  1812.     Lieutenant,  5  March,  1817.     Died  3 
June,  1836. 
Campbell,  Alexander  D. 

Acting  Ensign,  19  August,  1862.     Honorably  discharged  10  October,  1867. 

Campbell,  Charles. 

Surgeon,24  July,  1813.     Resigned  14  July,  1814. 

Campbell,  Charles  W. 

Mate,  17  September,  1801.     Dismissed  22  October,  1863. 
Campbell,  Daniel  A.  -,■       ^a,        ,r. 

Actino-  Master,  21   August,  1861.     Recommendation  of  Commanding  Officer,  1 1 
Aui?ust,  1864.     Honorably  discharged  1  December,  1865. 

Campbell,  Eben.  o       j      f  at 

Appointed  Midshipman,  25  June,  1814.     Last  appearance  on  Records  of  Navy 
Department,  4  March,  1815.     Drowned. 

Camnbell,  Francis  D.  .     .       ^    .       . .   r 

Mate,  24  December,  1862.    Resigned  8  August,  1803.     Acting  Ensign,  14  June, 
1804.     Resigned  29  November,  1804. 

*'*™Ute,*il  October,  1801.'  Acting  Ensign,  6  October,  1803.  Honorably  discharged 
9  April,  1868. 

^^^AppSd^'onmwnder,  27  July,  1799.  Captain,  16  October,  1800.  Died  11 
November,  1820. 

Campbell,  James-  ^  t^       ^      r 

Appointed  Midshipman,  80  November,  1814.      Last  appearance  on   Records  of 
Navy  Department,  1815.     Sloop  "  Ej^ie." 

*^*'ApiwTnte'd  L^™ tnant,  20  September,  1799.  Discharged  8  July,  1801,  under  Peace 
Establishment  Act. 

*^**A?thig  Third  Tss^tant  Engineer,  28  June,  1862.  Honorably  discharged  20  May, 
1868. 

^^^^Ap^otSed  mSiJan,  29  December,  1840.    Resigned  7  July  '842. 

"irte,*29  November,  1863.     Appointment  revoked,  17  September,  1864.     Sick. 

^'**™?thig"  hM  Itlistant  Engineer,  33  July,  1864.     Dropped  13  August,  1864. 

*^**ThircfAs'sista*t  Engineer,  21  July,  1858.  Second  Assistant  Engineer,  17  January, 
1861.     Resigned  6  May,  1861. 

*^'*'MkSnma?TFebmary'  1850.  Passed  Midshipman,  20  June,  1856.  Master,  22 
January,  1858.  Lieutenant,  23  January,  1858.  Lieutenant-Commander,  16  July, 
1863.    Died  22  February,  1865. 

*^*™rthi"  A'ssistant'surgeon,  1  November,  1861.  Acting  Past  Assistant  Surgeon,  30 
Mar'J^h,  1865.     Honorably  discharged,  22  March,  1869. 
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Campbell,  Robert. 

Acting  GuninT,  lo  June,  l.s(i4.     Ilununibly  discliarged  'J  August,  1865. 
Campbell,  Tboiiias. 

Acting  Third  Assistant  Engineer,  4  September,  1SG3.     Honorably  discharged  21 
May,  ISfiO. 
Campbell,  William. 

Apjiointed  ^Midshipman,  10  January,  1S09.     Died  October,  1810. 
Campbell,  Williaui. 

Acting  Third  Assistant  Engineer,  27  May,  1801.     Resigned  21  December,  1801. 
Acting  Second  Assistant  Engineer,  9  May,  1803.     Acting  First  Assistant  Engi- 
neer, 14  February,  1805.     Honorably  discliarged,  13  March,  1800. 
Campbell.  Williaui  O. 

Mate,  S  Septemljer,  1862.     Acting  Ensign,  13  October,  1803.     Resigned  18  Janu- 
ary, 1800. 
Campbell,  William  U. 

Acting  Assistant  Surgeon,  10  November,  1862.     Resigned  0  June,  1804. 
Campbell,  William  H. 

Appointed  Midshipman,  30  May,  1810.     Lieutenant,  28  April,  1820.     Died  G  Sep- 
tember, 1839. 
Campbell,  William  J. 

Appointed  Midshipman,  28  October,  1799.     Resigned  7  April,  1802. 
Campbell,  W.  P.  A. 

Midshipman,  14  December,  1847.     Past  Midshipman,  10  June,  18o3.     Master,  15 
September,  1855.     Lieutenant,  10  September,  1855.     Dismissed   19  September, 
1801. 
Cana,  Frederick. 

Appointed  Gunner,  4  October,  1805.     Resigned  21  November,  1808. 
Canady,  Benjamin. 

Acting  Second  Assistant  Engineer,  29  November,  1862.     Resigned  23  July,  1803. 
Canaday,  Jeremiah. 

Mate,  23  April,  1864.     Appointment  revoked  18  May,  1865.     Sick. 
Canaga,  Alfred  B. 

Cadet  Engineer,  1  October,  1873.     Graduated  30  May,  1874.     Assistant  Engineer, 
20  February,  1875.     In  service. 
Canfield,  Francis  A. 

Third  Assistant  Engineer,  21  May,  1853.     Resigned  30  April,  1856. 
Canfleld,  John  P. 

Mate,  10  June,  1864.     Resigned  6  July,  1865. 
Canfleld,  Ricliard. 

Acting  Ensign,  11  July,   1863.     Acting  Master,  9  June,   1865.     Honorably  dis- 
charged 4  September,  1866. 
Canfleld,  William  C. 

Cadet  Midshipman,  23  September,  1873.     Graduated  4  June,  1880. 

Cann,  J.  E. 

Assistant  Paymaster,  14  July,   1870.     Passed  Assistant  Paymaster,  22   October, 
1878. 
Canncdy,  P.  F. 

Appointed  Midshipman,   4  March,   1823.     Passed   Midshipman,   23  May,   1829. 
Lieutenant,  31  December,  1833.     Died  2  January,  1834. 
Cannell,  Charles  A. 

Appointed  Midshipman,  1  June,  1828.     Lost  on  '^  JTornet"  10  September,  1829. 
Canning,  Joseph  <'. 

Acting  Assistant  Paymaster,  3  August,  1861.     Honorably  discharged  31  May,  1866. 
Canning,  Mllliam  P. 

Surgeon's  Mate,  7  May,  1844.     Died  7  April,  1845. 
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Cannon,  Charles  A. 

Appointed  Midshipman,  9  June,  1811.     Resigned  30  .January,  1813. 
Cannon,  Charles  A. 

Acting  Ensign,  9  August,  1864.     Honorably  discliarged  14  November,  1865. 
Cannon,  C.  C. 

Midshipman,  7  A^jril,  1847.     Dropped  25  July,  1853. 
Cannon,  Charles  C>. 

Appointed  Midshipman,  30  October,  i799.     Discharged  13  October,  1801,  under 
Peace  Establishment  Act. 
Cannon,  John. 

Mate,  21  August,  1863.     Acting  Ensign,  3  June,  1864.     Died  16  July,  1865,  on 
"  Gennessee.''^ 
Cannon,  John  11. 

Appointed  Boatswain,  8  May,  1803.     Last  aiJi^earance  on  Records  of  Navy  Depart- 
ment, 18  July,  1807. 
Cannon,  John  S. 

Appointed  Midshipman,  36  February,  1814.     Dismissed  31  December,  1838. 
Cannon,  Joseph  S. 

Appointed  Master,  16  January,  1829.     Dismissed  31  December,  1839. 
Cannon,  L.oring. 

Mate,  33  January,  1863.     Honorably  discharged  19  May,  1865. 
Cannon,  Thomas  S. 

Acting  Ensign,  21  November,  1864.     Honorably  discharged  1  August,  1865 
Cannon,  William  E. 

Mate,  30  May,  1863.     Honorably  discharged  10  January,  1866. 
Capen,  William  H. 

Acting  Third  Assistant  Engineer,  2  November,  1861.     Honorably  discharged  6 
March,  1866. 
Capers,  William  H. 

Appointed  Midshipman,  27  March,  1822.     Resigned  20  December,  1824. 
Caperton,  William  B. 

Midshipman,  13  June,  1871.     Graduated  20  June,  1870.     Ensign,  3  August,  1877. 
Carhery,  Henry. 

Purser,  9  April,  1804.     Resigned  23  May,  1804. 
Cardella,  R.  F. 

Acting  Ensign,  1  October,  1863.     Resigned  24  October,  1862. 
Carels,  Joseph  H. 

Acting  Assistant  Paymaster,  21  July,  1862.     Appointment  revoked  11  July,  1863. 
Sick. 
Carey,  George  T. 

Mate,  28  August,  1863.     Honorably  discharged  1  November,  1868. 
Carey,  John. 

Acting  Third  Assistant  Engineer,  7  October,  1864.     Honorablv  discharged  1  Sep- 
tember, 1865. 
Carey,  Joseph  W. 

Mate,  28  January,  1863.     Appointment  revoked  14  March,  1863. 
Carey,  Miles. 

Appointed  Midshipman,  13  March,  1839.     Dropped  in  1840 
Carey,  Richard. 

Appointed  Midshipman,  2  July,  1801.     Discharged   10  November,  1801,  under 
Peace  Establishment  Act. 
Carey,  Rohert  H. 

Miite,  23  August,  1861.     Acting  Ensign,  34  October,  1863.     Honorably  discharged 
18  December,  1868. 
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Carey,  .Steplien  M. 

Mate,  20  July,  1803.     Accidentally  killed  cm  '•  Drngon,''  22  Ajml,  18fi4. 
Carlctoii,  John. 

Appointed  Muster,  4  .July,  i815.     Died  12  August,  1847. 
C'arley,  IVilliaiii  D. 

Mate,  12  September,  1804.     Honorably  discharged  24  October,  18G5. 
C'arlin,  Janie!s  W. 

Midshipman,  23  July,  1864.     Graduated  2  June,  1868.     Ensign.  19  April,  1800. 
Master,  12  July,  1870.     Lieutenant,  13  February,  1874. 
Carlisle,  Columbus  C. 

Acting  Second  Assistant  Engineer,  30  May,  1863.     Resigned  30  June,  1864. 
Carlton,  Jolin. 

Master,  4  July,  181.5.     Died  12  August  1847. 
Carlton,  Thomas  I 

Acting  Ensign,  8  June,  1864.     Resigned  30  May,  186?: 
Carman,  William  J. 

Acting  Third  Assistant  Engineer,  23  October,  1862.     Honorably  discharged   9 
October,  1805 
Carmiehael,  £.  T. 

Appointed  Midshipman,  17  September,  1841.     Died  7  August,  1847. 
Carmody,  John  R. 

Acting  Assistant  Paymaster,  37  August,  1864.     Assistant  Paymaster,  23  July,  1866. 
Passed  Assistant  Paymaster,  5  June,  1868.     Paymaster,  22  October,  1878. 
Carmody,  Robert  Emmet. 

Acting  Midshipman,  28  November,  1861.     Graduated  6  June,  1867.     Ensign,  18 
December,  1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Carnes,  Edwin  O. 

Midshipman,  24  June,  1846.     Passed  Midshipman,  8  June,  1852.     Resigned  30 
May,  1855. 
Carnell,  Thomas. 

Appointed  Midshipman,  3  April,  1804.     Resigned  2  June,  1804. 
Carnes,  James  B. 

Acting  Third  Assistant  Engineer,  39  September,  1863.     Honorably  discharged  7 
August,  1865. 
Carney,  Benjamin  B. 

Acting  Second  Assistant  Engineer,  1  January,  1863.     Dismissed  21  May,  1863. 
Cams,  William  H. 

Appointed  Midshipman,  31  December,  1833.     Resigned  3  July,  1837. 
Carpender,  Edward  W. 

Midshipman,  10  July,  1813.     Lieutenant,  13  January,  1825.     Commander,  8  Sep- 
tember, 1841.     Reserved  List,  13  September,  1855.     Commodore  Reserved  List. 
Died  16  May,  1877. 
Carpenter,  Benjamin. 

Appointed  Midshipman,  10  July,  1798.     Died  in  January,  1800. 
Carpenter,  Benjamin. 

Appointed  Midshipman,  10  July,  1813.     Drowned  25  May,  1830. 
Carpenter,  Benjamin  O. 

Mate,  20  December,  1803.     Discharged  6  July  1864. 
Carpenter,  Charles  Carroll. 

Midshipman,  1  October,  1850.     Passed  Midshipman,  20  June,  1856.     Master,  22 
January,  1858.     Lieutenant,  23  January,  1858.     Lieutenant  Commander,  16  July, 
1863.     Commander,  10  February,  1869.     Captain,  35  March,  1880. 
Carpenter,  Charles  O. 

Assistant  Surgeon,  30  July,  1861.     Resigned  37  March,  1863. 
Carpenter,  Charles  S. 

Appointed  Midshipman,  27  November,  1798.     Discharged  30  Ajiril,  1801,  under 
Peace  Establishment  Act. 
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Carpenter,  Jacob. 

Appointed  Gunner,  28  May,  1836.     Died  8  March.  1842. 
Carpenter,  James  D. 

Acting    Second   Assistant    Engineer,    4    June,  1803.     Died    on    '■^Princeton,''''  19 
January,  1864. 
Carpenter,  James  H. 

Mate,  17  February,  1863.     Resigned  0  December,  1862. 
Carpenter,  James  H. 

Acting  Midshipman,  39  November,  1803. 
Carpenter,  James  N. 

Purser,  13  September,  1860.     Pay  Inspector,  3  March,  1871.     Retired  list,  7  Marcli, 
1869. 
Carpenter,  John  B. 

Third  Assistant  Engineer,  17   February,   1860.     Second   Assistant  Engineer,  28 
October,  1862.     First  Assistant  Engineer,    1  March,  1864.     Chief  Engineer,   11 
June,  1874.     In  service. 
Carpenter,  John  S. 

Mate,  24  December,  1863.     Discharged  27  April,  1864. 
Carpenter,  Millington  L>. 

Acting  Master,  4  November,  1861.     Resigned  36  May,  1862. 
Carpenter,  Samuel. 

Mate,  24  November,  1863.     Acting  Ensign,  26  November,  1864.     Honorably  dis- 
charged 31  July,  1865. 
Carpenter,  T.  O.  H. 

Surgeon's  Mate,  13  October,  1798.     Resigned  14  June,  1799. 
Carpenter,  William  A. 

Acting  Assistant  Paymaster,  14  January,  1805.     Honorably  discharged  4  Novem- 
ber, 1865. 
Carr,  Alfred  C. 

Cadet  Engineer,  15  December,  1875.     Graduated   10  June,  1879. 
Carr,  Cornelius. 

Acting  Second  Assistant  Engineer,  18  November,  1861.     Acting  First  Assistant 
Engineer,  20  November,  1863.     Honorably  disc"harged  33  March,  1866. 
Carr,  Edward. 

Appointed  Boatswain,  2  October,  1799.     Discharged  25  May,  1801. 
Carr,  Henry  P. 

Acting  Master,  8  June,  1861.     Died  at  Beaufort,  North  Carolina,  26  December, 
1863. 
Carr,  James. 

Acting  Third  Assistant  Engineer,  26  November,  1861.     Resigned  7  January,  1863. 
Carr,  James  E. 

Appointed  Master,  4  August,  1807.     Lost  in  the  "  IFas;),"  1815. 
Carr,  James  E. 

Acting  Ensign,  3  June,  1864.     Honorably  discharged  15  August,  1865. 
Carr,  John  A. 

Appointed  Midshipman,  4  July,  1817.     Lieutenant,  28  April,  1826.     Died  3  May, 
1837. 
Carr,  John  H. 

Purser,  25  April,  1812.     Resigned  30  September,  1830. 
Carr,  John  P. 

Acting  Master,  3  September,  1801.     Honorably  discharged  31  August,  1865. 
Carr,  Nathaniel  F. 

Appointed  Midshipman,  3  February,  1840.     Drojiped. 
Carr,  Oliver. 

Acting  Third  Assistant  Engineer,  29  December,  1863.     Died  at  New  Orleans,  13 
October,  1864. 
f) 
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Carr,  Overlon,  Jr. 

Appoiiitod  Miilshipman,  2  April,  1S04.     Resigned  15  April,  1807. 
Carr,  OTerton. 

Midsbipmiui,  1  March,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant,  8 
December,  1838.     Commander,  14  September,  1855.     Retired  list,  3  December, 
1801.     Captain,  Retired  list,  4  April,  1807. 
Carraway,  John. 

Appointed  Master,  20  April,  1813.     Last  appearance  on  Records  of  Xavj-  Depart- 
ment.    Discharged  by  Captain  Cassin. 
t^'arriok,  George  Wa^liiiiglon. 

Third  Assistant  Engineer,  lU'Juue,  1862.     Resigned  18  November,  1S05. 
C'urrk'k,  Kuiiiuel  D. 

Appointed  Jlidshipman,  11  April,  1800.     Resigned  20  .June,  1800. 
C'iirriiigtoii,  W.  C.  ti. 

ApiioiiitLil  Midshipman,  0  February,  1823.     Resigned  10  December,  1829. 
$':(rriii$;(oii,  ^Villiain  F. 

Assistant  Surgeon,  17  June,  1848.     Resigned  11  Sejitember,  1851. 
<  arroll,  David  W. 

Acting  Ensign,  9  October,  1802.    Acting  Master,  5  November,  1804.     Honorably 
discharged  30  September,  1805. 
Carroll,  Dennis. 

Mate,  11  July,  1864.     Dismissed  6  January,  1865. 
Carroll,  Ferdinand, 

Midshipman,  4  October,  1850.     Dismissed  3  March,  1851. 
Carroll,  George  R. 

Appointed  Midshipman,  2  February,  1829.     Passed  Midshipman,  4  June,  1830. 
Resigned  29  May,  1837. 
Carroll,  Henry  P. 

Acting  Third  Assistant  Engineer,  23  July,  1863.     Deserted  1  October,  1862. 
Carroll,  John, 

Appointed  Midshipman,  13  December,  1831.    Passed  Midshipman,  15  June,  1837. 
Lieutenant,  8  September,  1841.     Died  31  March,  1842. 
Carroll,  John. 

Third  Assistant  Engineer,  14  May,  1847.     Died  21  December,  1852. 
Carroll,  91.  B. 

Appointed  Midshipman,  7  September,  1798.     Lieutenant,  10  April,  1802.     Com- 
mander, 2  February,  1815.     Resigned  12  December,  1822. 
Carroll,  Mieliael  J. 

Acting    Third    Assistant  Engineer,  2    December,  1864.     Honorably  discharged 
24  September,  1865. 
Carroll,  Richard. 

Acting  Carpenter,  31  August,  1863.     Resigned  9  December,  1864. 
Carroll,  William  II. 

Mate.     Resigned  8  May,  1865. 
Carron,  John. 

Acting  Tliird  Assistant  Engineer,  29  August,  1861.      Acting  Second  Assistant 
Engineer,  17  December,  1802.    Acting  First  Assistant  Engineer,  1  April,  1804. 
Honorably  discharged  20  November,  1805. 
CarroUiers,  John  K. 

Acting  Midshipman,  23  September,  1858.     Died  23  December,  1801. 
Car!4oii,  John. 

Appointed  Master,  20  November,  1798.     Lieutenant,  13  June,  1799.     Last  appear- 
ance on  Records  of  Navy  Department. 
Carson,  John. 

Appointed  Master,  26  August,  1808.    Dismissed  12  December,  1809. 
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<„'arsoii,  Martin. 

Acting  Third  Assistant  Engineer,  19  October,  ISGl.    Died  on  "  Alabama,^''  24  July, 
1SG3. 
Carson,  Peter. 

Appointed  Master,  1  November,  ISIC.     Died  in  1828. 
t'arson,  ISichard. 

Appointed  Midsliipraan,  14  April,  1800.     Discharged  2  June,  1801,  under  Peace 
Establishment  Act. 
Carbon,  Itieliard, 

Appointed  Midshipman,  15  November,  1809.     liesigned  3  January,  1812. 
Carson,  Robert, 

Appointed  Midshipman,  1  February,  1814.     Last  appearance  on  Records  of  Navy 
Department,  15  March,  1815.     Dead. 
Carson,  Soolt  H, 

Mate,  7  February,  1863.     Resigned,  (Sick,)  22  August,  1863. 
Carstairs,  Thomas. 

Acting  Assistant  Paymaster,  30  Septembei',  18G2.     Appointment  revoked  30  June, 
1866. 
Carswell,  William. 

Acting  Chief  Engineer,  1  October,  1862.     Resigned  24  November,  1862. 
Cartee,  Setli. 

Appointed  Master,  date  not  known.     Lieutenant,  18  May,  1804.     Last  appearance 
on  Records  of  Navy  Department,  17  April,  18U5. 
Carter,  Abiel  Beacta. 

Midshipman,  24  Se2Jtember,  1861.      Graduated  June,   1866.     Ensign,   12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870.     Died  30   Novem- 
ber, 1874. 
Carter,  Carey. 

Midshipman,  12  October,  1848.     Resigned  24  June,  1856. 
Carter,  Charles. 

Assistant  Surgeon,  1  October,  1861.     Resigned  6  February,  1863. 
Carter,  Daniel. 

Appointed  Midshipman,  1  August,  1826.     Died  25  March,  1832.       , 
Carter,  E.  €, 

Mate,  1  January,  1865.     Honorably  discharged  18  September,  1865 
Carter,  E<lH'ar«l. 

Appointed  Midshipman,  9  November,  1813.     Last  appearance  on  Records  of  Navy 
Department,  1814. 
Carter,  Edward  C 

Appointed  Midshipman,  1  January,  1812.     Resigned  9  July,  1814. 
Carter,  Enoch  B. 

Acting  Third  Assistant  Engineer,  22  February,  1864.     Acting  Second  Assistant 
Engineer,  11  March,  1865.     Resigned  12  May,  1865. 
Csjrter,  Fidelio  S. 

Midshipman,  30  September,  1870.     Graduated  21   June,  1875.     Ensign,  18  July, 
1876. 
Carter,  Henry  B. 

Mate,  1801.     Acting  Master,  8  February,  1862.     Appointment  revoked  (Sick,) 
21  May,  1862.     Re-appointed  Acting  Master,  21  May,  1862.    Honorably  dis- 
charged 11  May,  1865. 
Carter,  Hill. 

Appointed  Midshipman,  9  November,  1813.     Resigned  11  March,  1816. 
Carter,  Jaeob. 

Appointed  Gunner,   date  not  known.      Last   appearance   on   Records  of  Navy 
Department. 
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Carter,  John  €. 

Midshipman,  1  January,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant,  9 
February,  1837.     Reser\'ed  list,  13  September,  IS.?.").     Commander,  Active  list, 

14  September,  1855.     Commodore,  Retired  list,  4  April,  1867.     Died  24  Novem- 
ber, 1870. 

Carter,  John  K. 

Appointed  Master,  9  May,  1812.     Last  ajjpearance  on  Records  of  Navy  Depart- 
ment, 28  March,  1814. 
Carter,  John  K. 

Appointed  Midshipman,  i8  June,  1812.     Lieutenant,  27  April,  1816.     Died  1  Feb- 
ruary, 1831. 
Carter,  John  91. 

Mate,  23  May,  18G4.     Dismissed  19  August,  1864. 
Carter,  Johnston  It. 

Midshipman,  31  December,  1833.     Passed  Midshipman,  8  July,  1839.     Lieutenant, 
22  July,  1846.     Dismissed  3  September,  1857. 
Carter,  Jonathan  H. 

Midshipman,  12   March,  1840.     Passed  Midshipman,  11  July,  1846.     Master,  1 
March,  1855.     Lieutenant,  14  September,  1855.     Resigned  25  April,  1861. 
Carter,  Joseph  II. 

Mate,  14  May,  1864.     Honorably  discharged  11  October,  1865. 
Carter,  Josiah  P. 

Carpenter,  19  July,  1861. 
Carter,  Nathaniel,  Jr. 

Appointed  Midshipman,   18  June,  1812.     Lieutenant,  5  March,  1817.      Died  7 
September,  1823. 
Carter,  Kiehard  H. 

Acting  Third  Assistant  Engineer,  11   January,   1863.     Resigned  (Sick,)  1   July, 
1864. 
Carter,  Robert. 

Assistant  Surgeon,  2  June,  1849.     Passed  Assistant  Surgeon,  24  February,  1857. 
Resigned  3  July,  1858. 
Carter,  Robert  R. 

Midshipman,  30  March,   1842.     Passed  Midshipman,  5  August,  1848.      Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Resigned  2  April,  1861_ 
Carter,  Rodney  F. 

Acting  Third  Assistant  Engineer,  16  December,  18G3.     Acting  Second  Assistant 
Engineer,  21  March,  1865.     Honorably  discharged  11  October,  1865. 
Carter,  Samuel  P. 

Midshipman,  14  February,  1840.     Passed  Midshijmian,  11  July,  1846.     Master,  12 
September,  1854.     Lieutenant,  18  April,  1855.     Lieutenant-Commander,  16  July, 
1862.     Commander.  25  June,  1865.     Captain,  28  October,  1870.     Commodore,  13 
November,  1878. 
Carter,  Thomas  F. 

Cadet  Engineer,  1  October,  1873.     Graduated  10  June,  1879. 
Carter,  Thomas  IT. 

Appointed  IMidshipman,  4  March,  1818.     Resigned  25  January,  1819. 
Carter,  'William. 

Carpenter,  18  February,  1870.     Appointment  revoked  8  September,  1870.     Carpen- 
ter, 17  June,  1874.     Died  14  March,  1880. 
Csirter,  William. 

Appointed  Midshipman,  13  July,  1831.     Resigned  15  March,  1834. 
Carter,  William,  Jr. 

Appointed  Midshipman,  28  June,  1804.    Lieutenant,  28  April,  1810.    Commander, 
27  April,  1816.    Cashiered  7  December,  1827. 
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Carter,  William  W. 

Gunner,  21  May,  1859.     Acting  Master,  8  October,   1863.     Honorably  discharged 
24  October,  1865.     In  service  as  Gunner. 
Carter,  Woodward. 

Mate,   13  September,  1863,     Acting  Ensign,  25  January,  1864.     Honorably  dis- 
cliarged  9  October,  1868.     Acting  Boatswain,  18  April,  1879. 
Carton,  Thomas  H. 

Acting  Second  Assistant  Engineer,  22  September,  1863.     Honorably  discharged 
20  September,  1865. 
Cartwright,  Tliouias  O. 

Mute,  19  December,  1864.     Appointment  revoked  4  January,  1866. 
Carty,  Charles  t. 

Acting  First  Assistant  Engineer,  17  October,  1863.     Acting  Chief  Engineer,  19 
May,  1864.     Honorably  discliarged  29  November,  1865. 
Carver,  B.  M. 

.Mate.     Acting  Ensign,  5  September,  1863.  ■  Resigned  32  May,  1865. 
Carver,  Jesse  T. 

Acting  Ensign,  30  April,  1864.     Honorably  discharged  9  July,  1865 
Carweia,  Christopher. 

Acting  Ensign,  16  December,  1862.     Honorably  discharged  11  November,  1SG5. 
Case,  Augustus  T,. 

Midshipman,  1  April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  25 
February,  1841.     Commander,  14  September,  1855.     Captain,  3  January,  1863. 
Commodore,  8  December,  1867.     Rear  Admiral,  24  Mav,  1873.     Retired  list,  3 
February,  1875. 
Case,  Augustus  li.,  Jr. 

Midshipman,  33   June,  1869.     Graduated  31   May,  1873.     Ensign,  16  July,  1874. 
Master,  1  April,  1880. 
Case,  Charles. 

Mate,  36  June,  1863.     Acting  Ensign,  35  May,  1864.     Honorably  discharged  13 
December,  1865. 
Case,  Chester  N. 

Acting  Assistant  Paymaster,  14  January,  1865.     Honorably  discharged  10  Septem- 
ber, 1805. 
Case,  Daniel  R. 

Midshipman,  5  Jime,  1873.     Graduated  20  June,  1876.     Resigned  8  January,  1879. 
Case,  Francis  A. 

Mate,  35  April,  1864.     Lost  on  "  iVflsrcissus,"  4  January,  1866. 
Case,  Frank  B. 

Cadet  Midshipman,  7  June,  1873.     Graduated  18  June,  1879. 
Case,  George  F. 

Acting  Second  Assistant  Engineer,   19  March,   1864.     Honorably  discharged  14 
August,  1865. 
Case,  Henry  A. 

Mate,  27  September,  1864.     Honorably  discharged  27  Septemoer,  1865. 
Case,  J.  Madison. 

Acting  Second  Assistant  Engineer,  1  December,  1862.     Honorably  discharged  27 
September,  1865. 
Case,  Robert  li. 

Acting  Third  Assistant  Engineer,  10  October,  1864.     Honorably  discharged  19 
April,  1866. 
Casey,  Charles  H. 

Acting  Ensign,  8  July,  1864.     Resigned  30  May,  1865. 
Casey,  Henry  P. 

Appointed  Midshipman,  17  July,  1800.     Dismissed  9  December,  1805. 
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Casey,  John  A. 

Surgeon's  Mate,  30  October,  1799.     Permitted  to  retire,  24  April,  1801. 
Casey,  Silas,  Jr. 

Acting  Midshipman,  25  September,  1856.     Midshipman,  15  June,  18G0.     Master, 
19  September,  1801.     Lieutenant,  16   July,  1862.     Lieutenant-Comniander    25 
July,  1866.     Commander,  14  June,  1874. 
Cash,  Thomas  91. 

Acting  Master,  17  May,  1861.     Resigned  11  June,  1861.     Re-appointed  29  August, 
1861.     Appointment  revoked  23  November,  1861. 
Cass,  Alex.  H. 

Appointed  Midshipman,  21  July,  1835.     Died  27  May,  1839. 
Cassan,  L.ewis  P. 

Acting  Ensign,  3  June,  1864.     Resigned  16  March,  1865. 
Cassedy,  George  V. 

Acting  Master,  22  March,  1862.     Resigned  26  May,  1863.     Acting  Ensign,  28  De- 
cember, 1864.     Honorably  discharged  21  July,  1865. 
Cassell,  Alex.  W. 

Sailmaker,  18  February,  1847.     Resigned  27  July,  1847.     Sailmaker  7  April,  1859. 
Cassell,  Charles. 

Appointed  Sailmaker,  27  September,  1813.     Resigned   11  Feoruary,  1815.     Ap- 
pointed Sailmaker,  24  June,  1817.     Died  30  August,  1827. 
Cassel,  Douglas. 

Acting   Midshipman,   28  September,   1800.     Acting  Ensign,    13   October,    1863. 
Master,  10  March,  1866.     Lieutenant,  25  July,  1866.     Lieutenant-Commander, 
12  March,  1868.     Died  15  June,  1875. 
Cassell,  Jacob  W. 

Acting  Third   Assistant  Engineer,  3  October,   1864.     Honorably  discharged  12 
December,  1865. 
Cassidy,  Edward. 

Mate,  8  October,  1862.     Dismissed  12  May,  1865. 
Cassidy,  Etlward  A. 

Carpenter,  7  April,  1854.     Warranted,  18  June,  1857.     Died  at  Baltimore,  Mary- 
land, 19  July,  1860. 
Cassidy,  Felix. 

Acting  Gunner,  8  November,  1862.     Gunner,  22  October,  1863. 
Cassidy,  Thomas  S. 

Gunner,  4  November,  1861.     Dismissed  18  July,  1804.     Restored  on  probation,  15 
August,  1864.     Appointment  revoked  1  July,  1807. 
Cassin,  Charles  L,. 

Assistant  Surgeon,  31  March,  1869.     Passed  Assistant  Surgeon,  28  February,  1^74. 
Died  14  January,  1878. 
Cassin,  John. 

Appointed  Lieutenant,  13  November,  1799.     Commander,  2  April.  1806.     Captain, 
3  July,  1812.     Died  24  March,  1822. 
Cassin,  John. 

Appointed  Midshii^man,  10  Mav,  1820.     Lieutenant,  7  May,  1828.     Died  16  Octo- 
ber, 1837. 
Cassin,  Joseph,  Jr. 

Appointed  Jlidshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     Died  30 
November,  1826. 
Cassin,  Joseph. 

Purser,  20  December,  1807.     Died  in  1821. 
Cassin,  Nicholas. 

Acting  Thu-d  Assistant  Engineer,  11  June,  1864.  Honorably  discharged  2  Novem- 
ber, 1865.  Acting  Third  Assistant  Engineer,  29  Januarv,  1867.  Died  on  the 
"  Tacony,"  10  September,  1867. 
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Cassin,  Robert  A. 

Aijpointed  Mitlshipman,  1  Kovember,  1826.     Resigned  9  June,  1834.- 
Ca^siii,  Steplien. 

Midshipman,  21  February,  1800.     Lieutenant,  12  February,  1807.     Commander,  11 
September,  1814.     Captain,  3  March,  1825.     Reserved  list,  13  September,  1855. 
Died  29  August,  1857. 
Castaiio,  Domingo. 

Actinc;  Third  Assistant  Engineer,  15  May,  1803.     Honorably  discharged  8  July, 
1809. 
Castell,  G.  Clinton. 

Acting  Third  Assistant  Engineer,  8  August,  1863.     Acting  Second  Assistant  Engi- 
neer, 1  April,  1805.     Honorably  discharged  30  August,  1867. 
Castillo,  Joaquiui  D. 

Assistant  Surgeon,  0  July,  1880. 
Castle,  Frerterick  A. 

Acting  Assistant  Surgeon,  22  September,  1862.     Honorably  discharged  26  Septem- 
ber, 1865. 
Castle,  William  W. 

Acting  Assistant  Paymaster,  6  March,  1865.     Mustered  out  2  SeiJtember,  1866. 
Caswell,  Benjamin  F. 

Mate,  28  October,  1861.     Deserted  9  December,  1861. 
Caswell,  Daniel. 

Appointed  Carpenter,  23  August,  1830.     Died  25  February,  1842. 
Caswell,  Elbridge  G.,  Jr. 

Mate,  4  January,  1864.     Honorably  discharged  5  September,  1865. 
Caswell,  John  W. 

Mate,  15  September,  1862.     Resigned  15  September,  1864. 
Caswell,  Ricliard. 

Mate,  15  December,  1862.     Dismissed  17  February,  1863. 
Saswell,  Thomas  T. 

Assistant  Paymaster,  9  September,  1861.     Passed  Assistant  Paymaster,  6  Febru- 
ary, 1863.     Paymaster,  17  September,  1803. 
Catalano,  Salvadore. 

Appointed  Master,  9  August,  1809.     Died  5  January,  1840. 
Catchpole,  Alfred. 

Acting   Second  Assistant  Engineer,  24  iVugust,  1804.     Honorably  discharged  21 
July,  1805. 
Catheart,  IVilliam  Li. 

Cadet  Engineer,  1  October,  1873.     Graduated  21  June,  1875.     Assistant  Engineer, 
1  July,  1877.     In  service. 
Cate,  David. 

Acting  Volunteer  Lieutenant,  26  August,  1861.     Died  on  Mississippi  River,  4 
May,  1865. 
Catlett,  Hanson. 

Surgeon's  Mate,  3  August,  1798.     Surgeon,  14  August,  1799.     Discharged  under 
Peace  Establishment  Act,  29  April,  1801. 
Caton,  Richard. 

Appointed  Midshipman,  9  June,  1811.     Resigned  20  May,  1810. 
Caton,  William. 

Surgeon's  Mate,  1810.     Surgeon,  24  July,  1813.     Died  19  October,  1819. 

Caulk,  John. 

Gunner,  2  September,  1841.     Died  19  May,  1873. 

Caulk,  P.  R. 

Mate,  1861.     Appointment  revoked  11  March,  1862. 
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Canllet,  Benjamin. 

Acting  Ensign,  3  August,  18G3.     Honoriiblv  discharged  G  September,  1SG5. 
Caut^ler,  William. 

Appointed  Master,  29  March,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
meut,  5  Ajiril,  1814. 
Canifiiten,  Josepii  II. 

Purser,  20  December,  1817.     Died  29  June,  1823. 
C'aven,  Charles  H. 

Acting  Chief  Engineer,  1    October,  1862.     Honorably  dischargea  30  November, 
1865. 
Cavenay,  Edward. 

Boatswain,  8  April,  1849.  Resigned  8  October,  1853.  Acting  Master,  5  May, 
1861.  Acting  Volunteer  Lieutenant,  23  September,  18G1.  Honorably  discharged 
2  October,  1865.  Acting  Master,  18  October,  1867.  Mustered  out  2  October, 
1868.  BoatswaiD,  22  May,  1869.  Retired  list,  4  September,  1871.  Died  17 
January,  1880. 
Caye,  £dmnud. 

Acting  First  Assistant  Engineer,  9  June,  1863.     Honorably  discharged  1   Decem- 
ber, 1865. 
Cecil,  Francis  M. 

Carpenter,  19  February,  1838.     Died  18  April,  18G4. 
Cenas,  Hilary. 

Acting  Midshipman,  21  September,  1855.     Midshipman,  9  June,  1859.     Dismissed 
24  August,  1861. 
Center,  Frank  P. 

Acting  E-nsign,  21  April,  1864.     Honorably  discharged  15  September,  1865. 
Center,  Sturgis. 

Acting  Ensign,  5  March,  1864.     Honorably  discharged  15  September,  1866. 
Chadsey,  Arthur  E. 

Acting  Midshipman,  2  October,  1861. 
Chadwick,  B.  H. 

Acting  Ensign,  22  July,  1863.     Honorably  discharged  7  October,  1868. 
Chadwick,  Charles. 

Acting  First  Assistant  Engineer,  7  May,  1864.     Honorably  discharged  2  Decem- 
ber, 1865. 
Chadwick,  Darwin  J. 

Mate,  14  May,  1864.     Honorably  discharged  1  August,  1865. 
Chadwick,  Etlmnnd  A. 

Acting  Assistant  Paymaster,  10  July,  1863.     Honorably  discharged  10  December, 
1SG5. 
Chadwick,  French  E. 

Acting  Midshipman,  28  September,  1861.     Graduated  22  November,  1864.     En- 
sign,   1    November,    1866.     Master,  1   December,  1866.     Lieutenant,  12  March, 
1868.     Lieutenant-Commander,  26  March,  1869. 
Chadwick,  Jere. 

Acting  blaster,  26  February,  1862.     Honorably  discharged  22  September,  1865. 
Chadwick,  John  E. 

Acting  Second  Assistant  Engineer,  21  October,  1864.     Resigned  12  May,  1865. 
Chadwick,  John  P. 

Acting  Ensign,  3  March,  1864.     Honorably  discharged  31  August,  1865. 
Chadwick,  Joseph  A. 

Mate,  30  December,  18G1.     Acting  Ensign,  20  July,  18G3.     Honorably  discharged 
6  April,  18i;6. 
Chadwell,  Joseph  F. 

Acting  Master,  16  September,  1862.     Dismissed  16  May,  1863. 
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Chadwick,  Joseph  91. 

Mate,  4  November,  18G2.    Acting  Ensign,  20  july,  1863.     Honorably  discharged 
31  October,  1865. 
Chadwick,  William  W. 

Acting  Third  Assistant  Engineer,  30  July,  1864.     Honorably  discharged  5  Decem- 
ber, 1865. 
Chaffee,  Charles  H. 

Acting  Third  Assistant  Engineer,  6  June,  1864.     Honorably  discharged  38  Octo- 
ber, 1865. 
Chaffee,  Josiah  C. 

Acting  Third  Assistant  Engineer,  2  December,  1861.     Second  Assistant  Engineer, 
8  September,  1863.     Dropped  25  July,  1872. 
Chaille,  William  H. 

Appointed   Midshipman,  17  December,  1810.      Last   aiJjoearance   on  Records  of 
Navy  Department,  30  September,  1815. 
Chalmers,  David. 

Appointed  Midshipman,  3  April,  1804.     Struck  off  8  May,  1806. 
Chalmers,   Matthew. 

Assistant  Surgeon,  3  December,  1861.     Resigned  3  August,  1864. 
Chamberlain,  Charles  C. 

Mate,  7  August,  1863.     Honorably  discharged  29  July,  1865. 
Chamberlain,  £zra. 

Appointed  Boatswain,  17  December,  1841.     Dismissed  26  July,  1843.     Boatswain, 
10  February,  1851.     Dismissed  23  March,  1851. 
Chamberlain,  George. 

Acting  Ensign,  29  April,  1864.     Honorably  discharged  13  February,  1866. 
Chamberlain,  I^eander  IS. 

Acting  Assistant  Paymaster,  3  June,  1863.     Resigned  11  October,  1866. 
Chamberlain,  Otis  C. 

Acting  Third  Assistant  Engineer,  6  May,  1864.     Honorably  discharged  38  Octo- 
ber, 1865.     Acting  Third  Assistant  Engineer,  31  July,  1866.     Mustered  out  9 
November,  1868. 
Chamberlain,  S.  P. 

Appointed  Master,  8  January,  1814.     Died  8  February,  1822. 
Chamberlain,  W.  D. 

Appointed  Midshipman,  4  July,  1805.     Resigned  16  Januaijy,  1808. 
Chamberlin,  W.  R.  F. 

Appointed  Midshipman,  9  November,  1813.     Resigned  4  November,  1814. 
Chambers,  Henry  A. 

Appointed  Midshipman,  1  January,  1825.     Resigned  33  June,  1826. 
Chambers,  John. 

Acting  Third  Assistant  Engineer  7  July,  1864.     Honorably  discharged  1  August, 
1865. 
Chambers,  John  t. 

Mate,  28  August,  1862.     Resigned  6  May,  1865. 
Chambers,  John  W. 

Acting  Ensign,  23  April,  1863.     Honorably  discharged  27  September,  1865. 
Chambers,  Thomas. 

Appointed  Master,  34  February,  1813.     Last  appearance  on  Records  of  Navy  De- 
partment. 
Chambers,  Washington  I. 

Midshipman,  9  June,  1871.     Graduated  20  June,  1876.     Ensign,  30  November, 
1878. 
Champion,  John  C. 

Acting  Master,  15  August,  1861.     Honorably  discharged  27  November,  1865. 
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Cbainpion,  Xewton. 

Third  Assistant  Engineer,  22  October,  ISfiO.     Second  Assistant  EnjjiiHPr,  17  Tte- 
cember,  18C2.     Resigned  22  September,  180:1 
Champion,  9fewton. 

Acting  Second  Assistant  Engineer,  7  November,  16li4.     IlonorubU-  dischi.rged  3 
March,  IbOG. 
Chaniplin,  Jabez. 

Surgeon,  80  November,  1799.     Discharged   under   Peace  Est:dilishmcrit   Act,   13 
April,  1801. 
Clianiplin,  Stephen. 

Master,  22  May,  1812.     Lieutenant,  9  Decenilier,  1814.     Commander.  22  June.  IfiliS. 
Captain,  4  August,  1850.     Reserved  list,  13  September.  18."i5.     Commodore  on 
Reserved  list,  4  April,  1867.     Died  -.'0  February.  1870. 
Chanipney,  Benjamin. 

Surgeon,  30  November,  1799.     Discharged  13  .\pril,  ISOl.  under  Peace  Establish- 
ment Act. 
Chance,  Franklin. 

Mate,  2(5  November,  1803.     Resigned  2.")  .June,  1S04. 
Chaunoe.v,  Isaac. 

Lieutenant.  17  September,  1798.     Commander,  23  ULiv,  1804.     Captain,  24  April, 
1800.     Died  27  January,  1840. 
Channcey,  Woleott. 

Appointed  Midshipman,  28  June,  1804.     Lieutenant,  7  June,  1810.     Commander, 
5  March,  1817.     Captain,  24  April,  1828.     Died  14  October,  1835. 
Chandler,  B.  F. 

Civil  Engineer,  7  July,  1852. 
Chandler,  Isaac  A. 

Acting  Third  Assistant  Engineer,  18  Januai7,  1864.     Honorably  discharged  11 
November,  1865. 
Chandler,  John  R. 

Surgeon's  Mate,  14  November,  1824.     Surgeon,  4  December,  1S28.     Died  28  July, 
1841. 
Chandler,  Joseph  W. 

Acting  Ensign,  23  January,  1863.     Honoral:)ly  discharged  27  March,  1867. 
Chandler,  Josiah  A. 

Acting  Third  Assistant  Engineer,  2  July,  1804.     Honorably  discharged  27  July, 
1805. 
Chandler,  Ralph. 

Midshipman,  27  September,  1845.     Passed  Midshi])man,  0  October,  1851.     Master, 
15  September,  1855.     Lieutenant,  16  September.  1855.     Lieutenant-Commander, 
lOJulj    1862.     C'ommander,  25  July,  1866.     Captain.  5  June,  1874. 
Chandler,  !<taninel. 

Chaplain,  date  not  Itnown.     Discharged  9  April,  1802. 
Chandler,  Thomas  K. 

Actino-  Assistant  Surgeon,  11   April,  1804.     .Voting  Passed   Assist-int  Surgeon,  9 
June,  1806.     Died  5  February,  1867. 
Chandler,  William. 

Midshipman,  1  August,  1820.     Passed  Midshipman,  28  April.  1832.     Lieutenant, 
23  September,  1837.     Reserved  list,  13  Se])tember.  1855.     Commander,  Active 
list,  14  September,  1855.     Dismissed  17  October,  ls61. 
Chandler,  William. 

Mate,  19  August,  1862.     Acting  Ensign,  8  June,  1804.     Honorably  discharged   14 
August,  1865. 
Chancy,  James  51. 

Acting  Third  Assistant  Engineer,  7  August,  1803.     Honorably  discharged  18  Janu- 
ary ,"186 
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Hate,  11  May,  x863.     Resigned  U  Se])teniber,  18C3. 
Channing,  Jolin  SI. 

Appoir.ted   Midshipman,  9  November,   1813.      Dismissed   by  Court  Martial,  :J0 
August,  1819. 
Chapiia,  Ji^iigene. 

Actmg  Assistant  Paymaster,  1  July,  1863.     Dischargeil  25  January,  18GG. 
Clia|»ii],  Thomas  £. 

Acting  Ensign,  21  August,  1862.     Acting  Master,  19  July,  1804.     Honorably  dis- 
charged 12  August,  1865. 
Chaplin,  Jabez. 

Purser,  6  August,  1799.     Discharged   2  April,  1801,  under   Peace  Establishment 
Act. 
Chaplin,  James  C. 

Midshipman,  4  October,  1850.     Passed  Midsbipmi^n,  20  June,  1856.     Master,  22 
January,  1858.     Lieutenant,  18  November,  1858.     Lieutenant-Commander,    18 
April,  1803.     Died  23  September.  1866. 
Chaplin,  William  C. 

Midshipman,  1  Novembet    1826.     i'asstd   Midshipman,  28  April,  1832.     Lieuten- 
ant, 8  March,  1837.     Died  30  April,  1855. 
Chapman,  Alonzo  B. 

Acting  Carpenter,  9  December,  1862.     liesigned  9  November,  1863. 
C'bapman,  Charles  li. 

Mate,  18  April,  1863.     Dismissed  30  May,  1865. 
Chapman,  George  A. 

Mate,  7  January,  1862.     Dismissed  20  June,  1862. 
Chapman,  George  H. 

Jlldshipman,  9  September  1847.     Resigned  14  J\ray,  1851. 
Chapman,  George  T. 

Midshipman,  IS  October,  1849.     Appointment  revoked  15  March,  1850. 
Chapman,  George  T. 

Acting  Ensign,  20  July  1863.     Honorably  discharged  19  September,  1865. 
Chapman,  George  W. 

Midshipman,  20  September,  1832.     Passed  Midshijimaii,  23  June,  1838.     Lieuten- 
ant, 8  September,  1841.     Died  at  Philadelphia,  20  Eebruary,  1853. 
Chapman,  John  IS. 

Mate,  7  June,  1862.     Resigned  15  November,  1862.     Acting  Ensign,  30  September, 
1864.     Honorably  discharged  17  November,  1868. 
Chapman,  Jonathan. 

Appointed  Captain,  10  September,  1798.     Resigned  25  January,  1799. 
Chapman,  Jonathan. 

Acting  Assistant  Paymaster,  4  November,  1862.     Resigned  9  March,  1865. 
Chapman,  Marcus. 

Mate,  11  May,  1804.     Honorably  discharged  7  November,  1865. 
Chapman,  ISobert  T. 

Midshipman,  7  April,  1847.     Passed  Midshipman,  10  June,  1853.     Master,  15  Sep- 
tember 1855.     Lieutenant,  16  September,  1855.     Resigned  16  January,  1861. 
Chappel,  S.  Elislia. 

Acting  Second  Assistant  Engineer,  1801.     Appointment  revoked  17  March,  1862. 
Acting  Third  Assistant  Engineer,  21   March,  1862.     Acting  Second  Assistant 
Engineer,  23  September,  1863.     Honorably  d  scharged  10  March,  1800. 
Charilton,  John  M. 

Ai.inoiiited  JMidsliipman,  18  June,  1813.     Resigned  31  December,  1814. 
Charie.'*,  Edward  W. 

Mate,  24  January,  1863.     Resigned  25  June,  1803. 
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Charlton,  Thomas  J. 

Assistant  Sui-geon,  15  August,  1857.     Resigned  18  D.cember,  1860. 
Charltou,  Milliani. 

Acting  Third  Assistant  Engineer,  21   October,  186.3.     Honorably  discharged   26 
April,  1866. 
Charlton,  William,  Jr. 

Mate,  19  December,  1863.     Honorably  discharged  20  December,  1865. 
Chase,  Anthony. 

Acting  Master,  27  August,  1861.     Supposed  killed  21  November,  1862. 
Chase,  Charles. 

Surgeon's  Mate,  10  December,  1814.     Surgeon,  3  May,  1825.     Retired  21  Decern-. 
ber,  1861.     Medical  Director  on  Retired  list,  3  March,  1871.     Died  2  March, 
1877. 
Chase,  Charles  H. 

Mate,  12  August,  1862.     Appointment  revoked  28  December,  IsfJO. 
Chase,  Charles  T. 

Acting  Master,  14  August,  1861.     Honorably  discharged  17  September,  1865. 
Chase,  David  L.. 

Mate,  22  October,  1862.     Resigned  12  December,  1862. 
Chase,  F.  B. 

Mate,  23  November,  1864.     Honorably  discharged  11  September,  1865. 
Chase,  Henry. 

Acting  Third  Assistant  Engineer,  6  December,  1862.     Resigned  24  July,  1863. 
Chase,  Henry  A. 

Acting  Third  Assistant  Engineer,  5  May,  1864.     Honorably  discharged  16  July, 
1866. 
Chase,  Henrj'  E. 

Acting  Ensign,  13  August,  1864.     Drowned  in  New  York  Harbor,  11  November, 
1864. 
Chase,  Henry  M. 

Acting  Assistant  Surgeon,  18  December,  1863.     Honorably  discharged  26  Septem- 
ber, 1865. 
Chase,     abez  F. 

Acting  Ensign,  8  October,  1862.     Honorably  discharged  16  November,  1865. 
Chase,  John  W. 

Acting  Ensign,  13  March,  1865.     Honorably  discharged  14  August,  1865. 
Chase,  Liake  B. 

Acting  Master,  4  November,  1861.     Dismissed  21  August,  1862. 
Chase,  Mark  S. 

Acting  Master,  30  November,  1861.     Dismissed  21  February,  1862. 
Chase,  Moses  B. 

Chaplain,  8  September,  1841.    Retired  list,  21  December.  1801.    Died  at  Cambridge, 
Massachusetts,  21  October,  1875. 
Chase,  Philander. 

Chaplain,  29  December,  1818.     Resigned  8  August,  ,820. 
Chase,  Samuel. 

Appointed  Lieutenant,  21  September,  1798.     Resigned  24  December,  1799. 
Chase,  S.  "Warren. 

Mate,  21   May,  1863.     Acting  Ensign,  5  October,  1864.     Honorably  discharged  30 
July,  1865. 
Chase,  Thomas. 

Third  Assistant   Engineer,  4  May,  1863.     Resigned  13  November,  1865. 
Chase,  Whitman. 

Acting  Ensign,  23  August,  1862.     Resigned  18  February,  1865. 
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Chase,  William  F. 

Acting  Ensign,  24  January,  1863.     Acting  Master,  gallant  conduct  in  command  of 
Mayflower  in  defence  of  Fort  Powhatan,  7  June,  1864.     Honorably  discharged 
11  August,  1865.     Acting  Master,  35  May,  1866.     Mustered  out  1  August,  1867. 
Cliasiiiar,  James  Henry. 

Third  Assistant  Engineer,  7  April,  1863.     Second  Assistant  Engineer,  3  February, 
1864.     First  Assistant  Engineer,  1  January,  1868. 
Chason,  Peter  A. 

Boatswain,  27  September,  1858.     Retired  list,  26  October,  1866.     Died  at  Balti- 
more, Maryland,  5  October,  1876. 
Cliassaing,  Benjamin  1^. 

Third  Assistant  Engineer,  31  May,  1857.     Second  Assistant  Engineer,  3  August, 
1859.     First  Assistant  Engineer,  21  October,  1861.     Chief  Engineer,  10  Novem- 
ber, 1868.     Resigned  13  February,  1867. 
Chatard,  Frederick. 

Midshipman,  16  November,  1834.     Lieutenant,  39  March,  1834.     Commander,  14 
September,  1855.     Resigned  34  April,  1861. 
Cliatfleld,  Thomas. 

Acting  Master,  27  March,  1862.     Acting  Volunteer  Lieutenant,  29  April,  1865. 
Honorably  discharged  3  November,  1865. 
Chatlield,  William  F. 

Mate,  30  December,  1863.     Acting  Ensign,  23   December,  1864.     Honorably  dis- 
charged 14  November,  1865. 
Channeey,  Charles  W. 

Appointed  Midshipman,  1  May,  1823.    Lieutenant,  37  May,  1830.    Died  10  August, 
1847. 
Channeey,  John  S. 

Midshipman,  1  January,  1813.      Lieutenant,  13  January,  1825.     Commander,  8 
September,  1841.     Dropped,  13  September,   1855.     Commissioned  Captain,  14 
September,  1855.     Commodore,  Retired  list,  4  April,  1869.    Died  10  April,  1871. 
Chanvenet,  William. 

Professor,  8  December,  1841.     Commissioned,  8   December,  1848.     Resigned    19 
September,  1860. 
Chavelier,  John  C. 

Sailmaker,  3  March,  1857.     Resigned   5  October,  1857.     Sailmaker,   10  August, 
1861.     Resigned  6  April,  1864.     Sailmaker,  13  November,  1869. 
Cheesborongh,  W.  £. 

Appointed  Midshipman,  2  April,  1804.     Resigned  1**    'ebruary,  1806. 
Cheeseman,  William  S. 

Acting  Master,  27  September,  1861.     Acting  Volunteer  Lieutenant,  good  service, 
38  November,  1863.     Acting  Volunteer  Lieutenant-Commander,  9  March,  1865. 
Honorably  discharged  30  September,  1865. 
Cheever,  I>avid  A. 

Midshipman,  19  October,  1841.     Resigned  23  December,  1847. 
Cheever,  William  Harrison. 

Midshipman,  19  October,  1849.     Passed  Midshipman,  13  June,  1855.     Master,  16 
September,  1855.     Lieutenant,  11  May,  1856. 
Cheevers,  Marshall  P. 

Acting  Second  Assistant  Engineer,  10  September,  1861.     Acting  First  Assistant 
Engineer,  9  September,  1862.    Acting  Chief  Engineer,  37  June,  1864.    Honorably 
discharged  17  July,  1865. 
Chenery,  Charles  E. 

Assistant  Paymaster,  10  March,  1863.     Paymaster,  4  May,  1866.     Dismissed   15 
September,  1868. 
Chenery,  liconard  E. 

Acting  Midshipman,  13  December,   1861.     Graduated  September,  1865.     Ensign 


143  GENERAL   NAVY   UEGISTER. 

1   December,  1866.      Master,   13   March,   18G8.      Lientpnunt,   26  March,  18C9. 
Lieutenaut-Comiuander,  1  November,  1S70. 
Cheney,  Edward. 

Third  Assistant  Engineer,  12  August,  1S62.     Second  Assistant  Engineer,  15  Feb- 
ruar)-,  1804.     Resigned  31  March,  1809. 
Cheney,  John  M. 

Acting  Third  Assistant  Engineer,  4    Januaiy,   1865.      Honorably  discharged  30 
November,  1807. 
Cheney,  Linther. 

Acting  Third  Assistant  Engineer,  33  January,  1865.     Honorably  discharged  15 
May,  1805. 
Cheney,  William. 

Gunner,  11  October,  1860. 
Chenoweth,  G,  D. 

Appointed  Midshipman,  19  October,  1841.     Died  in  April,  1847. 
Cherry,  William  L.. 

Third  Assistant  Engineer,  16  November,  1861.     Second  Assistant  Engineer.  25 
August,  1803.     Resigned  25  October,  1867. 
Che»ihire,  John  B. 

Appointed  Midshipman,  23  March,  1805.     Dismissed  31  December,  1806. 
Chesley,  James  A. 

Mate,   21   October,  1861.      Acting  Ensign,   1   August,   1863.     Ensign,  12   March, 
1808.     Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 
Chesney,  Jesse  H. 

Acting  Third  Assistant  Engineer,  10  September,  1864.     Honorably  discharged  22 
May,  1869. 
Chester,  Benjamin. 

Acting  First  Assistant  Engineer,  4  June,  1864.     Honorably  discharged  21  Octo- 
ber, 1865. 
Chester,  B.  N. 

Acting  Ensign,  10  September,  1862.     Honorably  dischargad  18  September,  1865. 
Chester,  Colhy  M. 

Acting  Midshipman,  81  October,  1859.    Acting  Ensign,  21  October,  1863.    Master, 
10   May,  1866.      Lieutenant,  21   February,  1867.      Lieutenant-Commander,  12 
March,  1868. 
Chester,  Daniel  C. 

Acting  First  Assistant  Engineer,  28  March,  1863.     Honorably  discharged  15  May, 
1865. 
Chester,  John  IV. 

Appointed  Midshipman,  31  October,  1799.    Discharged  10  July,  1801,  under  Peace 
Establishment  Act. 
Chester,  ILonis  R. 

Mate,  23  December,  1862.    Acting  Ensign,  31  August,  1803.    Honorably  dischargid 
9  December,  1808.     Master  on  Retired  list,  (special  Act  of  Congress,)  3  March, 
1873. 
Chester,  Walter  ^I. 

Acting  Assistant  Paymaster,  2  June,  1803.     Resigned  4  June,  1864. 
Clievalier,  Fi^aneis  l. 

Mate,  20  June,  1803.     Discharged  7  July,  1804. 
Chew,  John. 

Appointed  Midshipman,  1  December,  1809.     Cashiered  19  December,  1814. 
Chew,  John,  of  Benjamin. 

A])pointed  Midshi]Mnan,  1  February,  1814.     Last  appearance  on  Records  of  Navy 
Department,  12  February,  1814. 
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Chew,  Richard  S. 

Acting  Midshipman,  25  November,  1859.    Ensign,  13  December,  1863.    Lieutenant, 
23   February,  1864.      Lieutenant-Commander,  25   July,  1866.      Retired  list,  2 
February,  1875.     Died  10  April,  1875. 
Chew,  Thomas  J. 

Purser,  25  April,  1812.     Resigned  13  March,  1832. 
Chick,  Amos  C. 

Carpenter,  14  July,  1838.     Retired  list,  11  June,  1863. 
Chidester,  Thomas. 

Surgeon,  24  July,  1813.     Died  August,  1818. 
Child,  A.  O. 

Mate,  September,  1861.     Acting  Ensign,  7  April,  1864.    Honorably  discharged  2 
October,  1865.     Acting  Ensign,  5  July,  1866.     Discharged  15  August,  1867. 
Cbilders,  Thomas  B. 

Appointed  Midshipman,  6  February,  1846.     Resigned  8  December,  1847. 
Childs,  Calvin  C. 

Acting  Master,  5  April,  1862.     Honorably  discharged  80  October,  1865. 
Cbilds,  Charles  B. 

Appointed  Midshij)man,  28  January,  1815.     Dismissed  1  May,  1828. 
Childs,  Cnos  R. 

Appointed  Midshipman,  18  June,  1812.     Lieutenant,  27  April,  1816.     Resigned  1 
April,  1825. 
Cbilds,  James  R. 

Sailmaker,  8  June,  1822.     Retired  list,  8  February,  1872. 
Childs,  John  B. 

Acting  Ensign,  15  August,  1862.     Acting  Master,  29  June,  1864,  on  recommenda- 
tion of  commanding  officer.     Honorably  discharged  23  May,  1869. 
Childs,  John  D. 

Acting  Master,  26  December,  1861.     Dismissed  26  May,  1864. 
Childs,  William  H. 

Mate,  16  November,  1863.    Honorably  discharged  28  October,  1866. 
Chillas,  DaTid. 

Acting  Second  Assistant  Engineer,  3  February,  1863.     Resigned  11  June,  1864. 
Chilton,  Charles. 

Appointed -Midshipman,  5  February,  1800.     Discharged  5  June,  1801,  under  Peace 
Establishment  Act. 
Chiola,  Thomas. 

Acting  Assistant  Surgeon,  13  December,  1873. 
Chipley,  Charles  A. 

Acting  Third  Assistant  Engineer,  21  July,  1858.    Resigned  38  April,  1860.    Second 
Assistant  Engineer,  19  July,  1861.     Resigned  9  April,  1862. 
Chipman,'  A.  S. 

Acting  Second  Assistant  Engineer,  7  February,  1862.     Acting  First  Assistant  En- 
gineer, 16  October,  1863.     Deserted  20  June,  1864. 
Chipman,  Daniel  W. 

Acting  Second  Assistant  Engineer,  16  December,  1863.     Acting  First  Assistant 
Engineer,  6  January,  1865.     Honorably  discharged  18  July,  1865. 
Chipman,  George  £. 

Mate,  11  April,  1863.     Resigned  7  March,  1865. 
Chipman,  Henry  li. 

Appointed  Midshipman,  14  January,  1832.     Passed  Midshipman,  8  July,  1839. 
Lieutenant,  13  April,  1845.     Resigned  19  September,  1846. 
Chipman,  Richard  II. 

Acting  Assistant  Paymaster,   9   June,  1864.     Honorably   discharged  20  October, 
1865. 
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C'hipnian,  William. 

Acting  Master,  12  August,  ISGl.     Rosignc.l  9  April,  1SG2. 
Cliipp,  Cliarles  Wiiiaiis. 

Acting  Midshipman,  23  July,  1863.     Graduated  2  June,  1868.     Ensign,  19  April, 
1869.     Master,  12  July,  1870.     Lieutenant,  2  Dc-ceuiber,  lb72. 
Chippendale,  Alfred  E. 

Acting  t^ccond  Assistant  Engineer,  9  November,   1864.     Honoral)ly  discharged  3 
July,  186.J. 
Chisbolui,  Thomas. 

Acting  Master,  11  June,  1861.     Resigned  17  December,  1S62. 
Choate,  Charles  H. 

Acting  Ensign,  6  January,  1863.     Honorably  discharged  24  September,  1865. 
Choate,  Isaac  T. 

Boatswain,  27  August,  1860. 
Chrisman,  IVilliuer  O. 

Assistant  Engineer,  18  May,  1877.     In  service. 
Christian,  Abraham. 

Acting  Master,  21  January,  1862.    Acting  Volunteer  Lieutenant,  6  January,  1864,  for 
gallant  conduct  at  the  batte  of  Port  Hudsou.     Appointment  revoked  21  Sep- 
tember, 1864.     Sick. 
Christian,  Ferrier  C. 

Acting  Third  .Yssistant  Engineer,  8  July.  1863.     Honorably  discharged  15  Janu- 
ary, 1866. 
Christian,  Slarcellus  P. 

Assistant  Surgeon,  3  September,  1858.     Dismissed  5  July,  1861. 
Christian,  W.  A. 

Purser,  13  September,  1841.     Died  29  August,  1852. 
Christie,  Peter 

Surgeon's  Mate,  8  July,  1812.     Surgeon,  27  April,  1816.     Died  5  March,  1853. 
Christopher,  Charles  H. 

Acting  Chief  Engineer,  1   October,  1862.     Honorably  discharged  30  November, 
1865. 
Christopher,  Charles  William. 

Acting  Midshipman,  24  February,  1863.     Graduated  6  June,  1867.     Ensign,  18 
December,  1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Christopher,  Henry  C. 

Third  Assistant  Engineer,  17  March,  1863.     Retired  16  May,  1867.     Second  Assis- 
tant Engineer,  Retired  list,  24  July,  1867.     Died  13  August,  1872. 
Chrystie,  T.  M.  L,. 

Acting  Ensign,  Admiral  Farragut's  Staff,  9  September,  1-864.     Resigned  24  June, 
1865. 
Chnbb,  Henry  S. 

Carpenter,  16  November,  1875.     Appointment  revoked  1  May,  1876. 
Church,  George  Hnrlbnrt. 

Acting  Midshipman,  25  February,  1863.     Graduated  6  June,  1867.     Ensign,  18 
December,  1867.     Master,  21  March,  1870.     Resigned  9  November,  1871. 
Church,  George  J. 

Acting  Third  Assistant  Engineer,  10  January,  1863.    Appointment  revoked  (Sick,) 
8  May,  1865. 
Church,   Henry   E. 

Mate,  12  December,  1862.     Acting  Ensign,  15  June,  1864.     Honorably  discharged 
30  November,  1865. 
Church,  James  H. 

Acting  Ensign,  25  April,  1864.     Honorably  discharged  21  October,  1865. 
Church,  Walter  S. 

Acting  Ensign,  17  February,  1864.     Honorably  discharged  21  October,  1865. 
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(Jhurohill,  A.   Xi. 

Acting  Third  Assistant  Engineer,  13  June,  1863.     Honorably  discharged  30  No- 
vember, 1865. 
€hnrchill,  Gardner  A. 

Acting  Ensign,  15  December,  1863.     Resigned   3  Ju'ne,  1864.     Acting  Ensign,  7 
October,  1804.     Resigned  4  April,  1865. 
Cbiirchill,  Henry. 

Acting   Master,  18    May,  1861.     Acting   Volunteer    Lieutenant,  25  July,  1801. 
Honorably  discharged  10  January,  1806. 
C'iinrehill,  Henry. 

Mate,  23  February,  1805.     Honorably  discharged  13  Ajiril,  1866. 
Chnrcliill:   Henry  li. 

Acting  Third  Assistant  Engineer,  9  September,  1863.     Resigned  9   May,  1863. 
Acting  Third  Assistant  Engineer,  3  September,  1864.     Resigned  29  April,  1803. 
Clinrctalll,  Jauies  M. 

Acting  Third  Assistant  Engineer,  14  September,  1863.     Honorably    discharged  18 
•September,  1865. 
Churchill,  John  Franklin. 

Acting  Midshipman,  24  September,  1857. 
(hnrchill,  John  F. 

Acting  Ensign,  23  Jivne,  1864.     Honorably  discharged  15  November,  1868. 
Churchill,   Robert  B. 

Acting  Third  Assistant  Engineer,  18  February,  1865.     Honorably  discharged  26 
October,  1805. 
Churchill.  Thomas  li. 

Acting  Third   Assistant   Engineer,   20   April,   1863.      Acting   Second   Assistant 
Engineer,  23  April,  1864.    Acting  First  Assistant  Engineer.  10  February,  1865. 
Honorably  discharged  15  July,  1865. 
Churchill.  TViCliam. 

Acting  Ensign,  1  July,  1864.     Resigned  11  June,  1865. 
Churchill,    William  B. 

Acting  Master,  30  August,  1861.     Dismissed  8  October,  1861 
Churchill,   William  H. 

Acting  Master,  27  September,  1861.     Dismissed  2  July,  1863. 
Churchill,   William  li. 

Acting  Master,  11  October,  1861.     Acting  Volunteer  Lieutenant,  recommendation 
of  Commanding  Officer,  6  June,  1864.     Honorably  discharged   1   January,  1866. 
Cilley,  Greenleaf. 

Midshipman,   25  February,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September.  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
16  July,  1862.     Retired  list,  18  March,  1865.     Commander  on  Retired  list. 
Cilley,  Jonathan  li. 

Mate,  3  September,  1864.     Resigned  8  November,  1864. 
Cissin,  Robert  A. 

Appointed  Master,  7  March,  1 842.     Dismissed  1  January,  1846. 
City,  George  W. 

Third  Assistant  Engineer,  12  January,  1854.     Second  Assistant  Engineer,  9  May, 
1857.     First  Assistant  Engineer,  2  August,  1859.     Name  stricken  from  rolls,  2 
August,  1861. 
City,  Samuel  G. 

Gunner,  15  September,  1835.     Died  5  September,  1860. 
Clack,  John  H. 

Appointed  Midshipman,  15  November,  1809.  Lieutenant,  9  December,  1814. 
Commander,  34  April,  1838.  Captain,  28  February,  1838.  Dismissed  16  April, 
1843. 

10 


146  GENERAL    NAVY   REGISTER. 

Clagett,  John  M. 

Appointed    Midshipman,    10   March,   1798.      Lieutenant,   2.5  June,   1800.      Last 
appearance  on  Records  of  Navj'  Department,  25  June,  1800.     Lost  in  Gibraltar 
Bay. 
Claiborn,  Ileury  B. 

Acting  Midsliipman,  22  SeiJtember,  1855.     Midshipman,  'J  June,  1859.     Dismissed 
24  August,  1861. 
Claiborne,  Ifl.  G.  li. 

Midshipman,  1  February,  1827.     Passed  Midshiiiman,  10  June,  1833.     Lieutenant, 
22  June,  1838.     Resigned  1  June,  1849. 
Claiborne,  Osinan. 

Appointed  Midshipman,  19  May,  1829.     Resigned  21  June,  1832. 
Clapbani,  John. 

Gunner,  15  November,   1837.     Appointed  Pyrotechnist,  24  July,  1848.    Died  15. 
September,  1864,  at  Washington,  D.  C. 
Claphani;  John. 

Gunner,  15  November,  1837.     Died  15  September,  1864. 
Claphani,  Joseph  C. 

Mate.     Resigned  1  April,  1862. 
Clapham,  Joseph  C. 

Acting  Gunner,  13  December,  1862.     Honorably  discharged  2  December,  1865. 
Clapp,  Allen  C. 

Mate,  7  December,  1863.     Appointment  revoked  (Sick,)  4  October,  1864. 
Clapp,  Augustus. 

Acting  Second  Assistant  Engineer,  1861.     Appointment  revoked  17  March,  1862. 
Acting  Second  Assistant  Engineer,  7  April,  1862.     Acting  First  Assistant  Engi- 
neer, 7  January,  1863.     Died  on  "  Tahoma,^^  7  Ajiril,  1867. 
Clapp,  Benjamin. 

Appointed  Midshipman,  8  December,  1813.     Last  appearance  on  Records  of  Navy 
Department,  23  December,  1815.     Resigned. 
(i  lapp,  C.  W. 

Acting  Assistant  Paymaster,  3  February,  1864.     Mustered  out  3  October,  1865. 
Clapp,  Fayette. 

Acting  Assistant  Surgeon,  29  November,  1862.     Dead. 
Clapp,  Harvej'. 

Acting  Third  Assistant  Engineer,  10  November,  1863.     Acting  Second  Assistant 
Engineer,  21  August,  1866.     Honorably  discharged  23  December,  1867. 
Clapp.  H.  N. 

Mate,  16  August,  1864.     Discharged  25  October,  1867. 
Clapp,  Samuel  li. 

.\cting  Master,  17  May,  1861.     Dismissed  10  June,  1862. 
Clar,  John. 

Professor  of  Mathematics,  15  October,  1841.     Dismissed  9  September,  1847. 
Clark,  Albert  B. 

Acting  Assistant  Paymaster,  3  November,  1864.     Discharged  1  February,  1866. 
Clark,  Allen  J. 

Acting  Assistant  Paymaster,  22  July,  1862.     Resigned  20  June,  1865. 
Clark,  Ambrose  J. 

Assistant  Paymaster,  12  September    1861.     Paymaster,  19  April,  1863.     Pay  In- 
spector, 9  March,  1880. 
C'lark,  Benjamin  F. 

Acting  First  Assistant  Engineer,  31  March,   1863.     Honorably  discharged    1   De- 
cember, 1805. 
Clark,  Charles. 

Ajjpointed  Midshipman,  20  February,  1801.     Discharged  under  Peace  Establish- 
ment Act,  10  April,  1801. 
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dark,  Charles. 

Acting  Ensign,  38  January,  1865.     Died  25  March,  1865. 
Clark,  Charles  E. 

Acting  Midshipman,  39   September,   1860.      Acting   Ensign,  31    October,   1863. 
Master,  10  May,  1866.     Lieutenant,  31  February,  1867.     Lieutenant-Commander, 
13  March,  1868. 
Clark,  Charles  E. 

Acting  Ensign,  19  September,  1864.     Resigned  (Sick,)  17  March,  1865. 
Clark,  Charles  P. 

Acting  Ensign,  3  October,  1863.     Acting  Master,  18  July,  1863.     Acting  Volun- 
teer Lieutenant,  highly  meritorious  services,  9  August,  1864.     Honorably  dis- 
charged 20  November,  1865. 
Clark,  Daniel  H. 

Mate,  8  January,  1863.     Honorably  discharged  6  March,  1806. 
Clark,  Edward  Werts.  ^ 

Third  Assistant  Engineer,  30  May,  1862.     Died  1  July,  18G6. 
Clark,  Edward  W. 

Acting  Ensign,  1  October,  1863.     Died  on  "  Black  Hawh,  "  1  April,  1863. 
Clark,  Elijah  M. 

Mate,  4  November,  1863.     Acting  Ensign  34  March.  1864.     Honorably  discharged 
31  September,  1865. 
Clark,  Ernest  m. 

Mate,  10  April,  1863.    Promoted  Acting  Ensign,  3  October,  1863.    Resigned  (Sick,) 
33  May,  1864. 
Clark,  E.  St.  Clair. 

Acting  Assistant  Paymaster,  17  December,  1861.     Mustered  out  10  March,  1860. 
Clark,  Francis  O.,  Jr. 

Midshipman,   19   October,  1841.      Dismissed   23   October,    1849.      Re-appointed 
Passed  Midshipman,  10  August,  1847.     Master,  18  April,  1855.     Died  25  July, 
1855. 
Clark,  Frank  H. 

Assistant  Paymaster,  14  July,  1870.     Resigned  3  September,  1878.     Resignation 
revoked  7  Sejitember,  1878.     Passed  Assistant  Paymaster,  3  April.  1880. 
Clark,  George  H. 

Acting  Second  Assistant  Engineer,  28  May,  1861.     Resigned  29  November,  1861. 
Clark,  George  R. 

Cadet  Midshipman,  9  June,  1874.     Graduated  4  June,  1880. 
Clark,  George  W. 

Purser,  2  June,  1858.     Dismissed  2  April,  1861. 
Clark,  Henry  A. 

Acting  Master,  26  August,  1861.     Resigned  9  October,  1863. 
Clark,  Henry  G. 

Mate,  25  July,  1864.     Dismissed  14  July,  1866. 
Clark,  Henry  Howard. 

Chaplain,  27  January,  1873. 
Clark,  Hugh. 

Acting  Second  Assistant  Engineer,  37  April,  1863.     Dismissed  33  July,  1863. 
Clark,  Isaac. 

Appointed  Midshipman,  18  June,  1812.     Resigned  11  February,  1813. 
Clark, Jackson. 

Acting  Third  Assistant  Engineer,  15  August,  1864.     Resigned  15  May,  1805. 
Clark,  Jackson  S. 

Mate,  9  August,  1864.     Honorably  discharged  31  December,  1865. 
Clark,  James  B. 

Acting  Third   Assistant  Engineer,  31   February,  18G5.     Honorably  discharged  31 
October,  1865. 
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Clark,  James  If. 

Purser,  24  July,  1H13.     Died  in  September,  1844. 
Clark,  James  91. 

Third  Assistant  Engineer,  3  August,  1863.     Second  Assistant  Engineer,  25  July, 
1SG6.     Died  24  April,  1872. 
Clark,  James  W. 

Acting  Assistant  Paymaster,  25  September,  1803.     Honorably  discharged  II   De- 
cember, 1865. 
Clark,  John. 

Appointed  Midshipman,  18  June,  1812.     Killed  in  action  10  September,  1813. 
Clark,  Jobn. 

Appointed  Boatswain,  1  August,  1803.     Left  the  service  20  September,  1804. 
Clark,  John. 

Acting  Secork.^1  Assistant  Engineer,  26  August,  1863.     Dismissed  7  October,  1863. 
Clark,  John  D. 

Acting  Midshipman,  22  September,  1860.     Midshipman.     Ensign,  28  May,  1803. 
Master,  10  November,  1863.     Lieutenant,  10  November,  1866.     Died  8  !March, 
1868. 
Clark,  John  H. 

Assistant  Surgeon,  19  October,  1861.     Passed  Assistant  Surgeon,  24  April,  1865. 
Surgeon,  14  May,  1867. 
Clark,  John  L.. 

Appointed  Master,  29  August,  1812.     Discharged  19  June,  1813. 
Clark,  John  P. 

Mate,  20  January,  1862.     Appointment  revoked  21  February,  1862. 
Clark,  John  S. 

Acting  Ensign,  17  September,  1862.     Acting  Master,  29  March,  1864.     Honorably 
discharged  16  November,  1865. 
Clark,  John  W. 

Mate,  29  July,  1863.     Appointment  revoked  4  Juno,  1864. 
Clark,  Joseph  II. 

Mate,  7  June,  1802.     Acting  Ensign,  15  December,  1862.     Honorably  discharged 
12  August,  1865. 
Clark,  J.  Tucker. 

Apipointed  Midshipman,  15  May,  1799.     Discharged  under  Peace  Establishment 
Act,  12  October,  1801. 
Clark,  li. 

Mate,  28  September,  1801.     Appointment  revoked  11  February,  1S62. 
Clark,  liewls. 

Midshipman,  24  September,  1801.     Acting  Ensign,  1   October,  1863.     Master,  10 
Mav,  1866.     Lieutenant,  21  February,  1867.     Lieutenant-Commander,  12  March, 
1868. 
Clark.  N.  Beacli. 

Third  Assistant  Engineer,  13  May,  1801.     Second  Assistant  Engineer,  17   Decem- 
ber, 1862.     First  Assistant  Engineer,  1   July,  1865.     Retired    10  October,  1868. 
Clark,  Peter  G. 

Chaplain,  3  October,  1838.     Died  at  Cheshire,  Connecticut,  3  Januai'y,  1860. 
Clark,  Richard. 

Api)ointed  Lieutenant",  15  November,  1799.     Last  appearance  on  Records  of  Navy 
Department,  2  July,  1800. 
Clark,  Robert. 

Acting  Third  Assistant  Engineer,  14  February,  1863.     Dismissed  22  October,  1803. 
Clark,  Robert  H. 

Purser,  18  July,  1857.     Pay  Inspector,  3  March,  1871.     Pay  Director,  23  January, 
1873.     Retired  list,  5  December,  1880. 
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Clark,  Robert  M. 

Mate,  21    November,  1861.     Acting  Ensign,  24  January,  18C3.     Honorably  dis- 
charged 6  June,  1868. 
Clark,  Robert  W. 

Acting  Assistant  Surgeon,  20  April,  1864.     Resigned  29  April,  1865. 
Clark,  Samuel  B. 

Acting  Master,  4  November,  1861.     Resigned  6  August,  1864. 
Clark,  Seth. 

Appointed  Master,  date  not  known.     Last  appearance  on  Records  of  Navy  De- 
partment. 
Clark,  fl^inieon. 

Acting  Third   Assistant   Engineer,  11    November,  1862.     Appointment  revoked 
(Sick,)  25  June,  1863. 
Clark,  Stephen  O. 

Appointed  Boatsvsrain,  1  January,  1817.     Resigned  4  October,  1825. 
Clark,  Stephen  J. 

Assistant  Surgeon,  19  August,  1861.     Resigned  20  May,  1803. 
Clark,  Thatldeus  E. 

Acting  Assistant  Surgeon,  19  Februarv.  1864.     Honorably  discharged  6  Novem- 
ber, 1805. 
Clark,  Thoina»«. 

Acting   Third  Assistant   Engineer,   1    August,   1864.     Honorably  discharged  23 
May,  1870. 
Clark,  William. 

Appointed  Sailmaker,  date  not  known.     Last  appearance  on  Records  of  Navy 
Department.     Dead. 
Clark,  William. 

Acting  Third   Assistant  Engineer,  13  August,  1864.     Honorably  discharged  25 
Novenilier,  1865. 
Clark.  William. 

Mate,  10  February,  1864.     Acting  Ensign  and  Pilot,  26  April,  1864.     Honorably 
discharged  3  January,  1866. 
Clark,  William  C. 

Appointed  Master,  28  December,  1839.     Resigned  18  February,  1843. 
Clark,  William  H. 

Acting  Master,  24  January,  1862.     Resigned  18  July,  1865. 
Clark,  William  J.,  Jr. 

Third  Assistant  Engineer,  16  November,  1801.     Second  Assistant  Engineer,  25 
August,  1863.     Resigned  1  December,  1805. 
Clark,  Winloek. 

Appointed  Midshipman,  5  February,  1800.     Lieutenant,  4  May,  1807.     Drowned 
20  March,  1810. 
Clarke,  Charles  A. 

Midshipman,  21  July,  1864.     Graduated  4  June,   1809.     Ensign,  12  July,   1870. 
Master,  22  March,  1873.     Lieutenant,  11  July   1877 
Clarke,  Charles  F. 

Ajipointed  Midshipman,  15  November,  1809.     Lieutenant,   19  ]>ecember,   1814. 
Died  14  April,  1819. 
Clarke,  David  li. 

Acting  Third  Assistant  Engineer,  7  March,  1864.     Honorably  discharged  4  No- 
vember, 1865. 
Clarke,  Edward  R. 

Mate,  23  September,  1863.     Honorably  discharged  5  October,  1805. 
Clarke,  E.  Mansfield. 

Acting  Third  Assistant  Engineer,  31  July,  1803.     Resigned  23  August,  1864. 
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Clarke,  Frank. 

Acting  Assistant  Paymaster,  4  December,  1862.     Passed  Assistant  Paymaster,  23 
July,  1  SOU.     Paymaster,  5  June,  1  sua.     Died  2  Ajjril,  1879. 
Clarke,  Freilerick  M. 

Mate,  23  July,  18U3.     Resigned  24  December,  1863. 
Clarke,  George  W. 

Aijpointcd  Jlidsliipman.,  10  February,  1838.     Passed  Midshipman,  20  May,  1841. 
Resigned  9  July,  184U. 
Clarke,  George  W. 

Purser,  2  June,  1858,     Dismissed  3  April,  1801. 
Clarke,  George  W. 

Appointed  Boatsmain,  17  .January,  1842.     Resigned  1  June,  1842. 
Clarke,  Hernioii  91. 

Surgeon's  Mate,  2  July,  1813.     Resigned  19  May,  1815. 
Clarke,  James. 

Acting  Third  Assistant  Engineer,  8  January,  1803.     Dismissed  5  January,  1864. 
Clarke,  William  B. 

Appointed  Midshipman,  17  December,  1810.     Dismissed  0  August,  1811. 
Clarke,  William  D. 

Acting  Third   Assistant  Engineer,  1   February,  1805.     HonoraL.y   discharged  25 
Sei)tember,  1805. 
Clarke,  William  M. 

Surgeon's  Mate,  25  November,  1809.    Surgeon,  24  July.  1S13.    Lost  in  the  ''Way)," 
1815. 
Clarke,  William  R. 

Acting  Master,  8  May,  1861.     Dismissed  24  March,  1803. 
Clarkson,  Charles  F. 

Mate,  12  December,  1863.     Appointment  revoked  (sick)  19  August,  1864. 
Clarksoii,  Samuel  F. 

Acting   Midshipman,   20  September,   1862.     Graduated  June,  1800.     Ensign,  12 
March,  1868.     Master,  20  March,  1809.     Lieutenant,  21  JIarch,  1870. 
Clarkson,  Samuel  G. 

Surgeon's  Mate,  8  August,  1820.     Died  17  May,  1829. 
Clarja  Albert  G. 

Midshipman,  8  May,  1832.     Passed  Midshipman,  8  July,  1839.     Lieutenant,  11 
April,  1845.     Commander,  16  July,  1862.     Captain,  31  November,  1866.     Com- 
modore, 5  April,  1874.     Retired  list,  7  August,  ISUU. 
Clason,  William  P. 

.Midshipman,  27  July,  1867.     Graduated  6  June.  1871.     Unsign,   14  July,  1S72. 
blaster,  14  August,  1875. 
Clausen,  Charles. 

Acting  Ensign,  29  July,  1863.     Honorably  discharged  34  August,  1865. 
Clausen,  John  W.       / 

Mate.  8  September,  1864.     Honorably  discharged  12  October,  1865. 

Claxton,  Alex. 

Appointed   Midshipman,  20   June,   1800.      Lieutenant,  8   January,  1813.     Com- 
mander, 28  March,  1820.     Captain,  31  February,  1831.     Died  7  March,  ISll. 
Claxton.  Thomas. 

Appointed  Midshipman,  17   December.  1810.      Killed  in  action  10  September, 

1813. 

1  lay.  George  Goohne. 

Acting  Midshipman,  33  July,  1803.     Graduated  6  June,  1867.     Ensign,  18  Decem- 
ber, 1808.     Mt'Ster,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Clayton,  William  I>. 

Mate,  23  September,  1862.     Resigned  0  January,  1803. 
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Clear,  Michael. 

Master,  28  December,  1839.     Reserved  list  (Furlougli,)  13  September,  1855.     Died 
in  Greenwich,  Connecticut,  in  March,  1858. 
Cleary,  Peter  A. 

Mate,  l(i  April,  18G4.     Deserted  20  March,  1866. 
Cleavelaiid,    Charles  II. 

Mate,  20   February,  1864.     Honorably  discharged  27  September,  1869.     Mate,  26 
November,  1860. 
Cleaver,  Henry  S. 

Cadet  Engineer,  1  October,  1871.     Graduated  31  May,  1873.     Assistant  Engineer, 
23  .January,  1874.     Passed  Assistant  Engineer,  19  May,  1879. 
Cleaves,  George  W. 

Mate,  8  May,  1862.     Dismissed  4  May,  1864. 
Cleaves,  Harrison  B. 

Mate,  5  August,  1863.     Acting  Ensign,  20  August,  1864.     Appointment  revoked 
(SicU,;  25  January,  1865. 
Cleaves,  Moses  II. 

Mate,  26  June,  18G2.     Honorably  discharged  28  April,  1869.     Mate,  10  November, 
1869.     Appointment  revoked  9  July,  1870. 
Cleborne,  Christopher  J. 

Assistant  Surgeon,  9  May,  1861.    Passed  Assistant  Surgeon,  26  October.  1863.    Sur- 
geon, 24  November,  1863.     Medical  Inspector,  7  January,  1S7S. 
Clegg,  Arthur. 

Mate,  29  May,   1863.     Acting  Ensign,  1   August,   1864.     Honorably   dibchnrged 
26  July,  1865. 
Clemens,  Benjamin  I>. 

Third  Assistant  Engineer,  3  October,  1861.    Second  Assistant  Engineer,  3  August, 
1863.     Appointment  revoked  12  January,  1866. 
Clemens,  Englehart  R. 

Acting  First  Assistiint  Engineer,  30  October,  1863.     Resigned  17  March,  1804. 
Clements,  Arthur  M. 

'Acting  Third  Assistant  Engineer,  15  May,  1862.     Acting  Second  Assistant  Engi- 
neer, 31  January,  1863.     Honorably  discharged  23  April,  1863. 
Clements,  John  W. 

Acting  Third  Assistant  Engineer,  26  August,   1864.     Honorably  discharged   16 
January,  1808. 
Clements,  iSaniuel. 

Appointed  Midshipman,  23  September,  1799.    Discharged  12  October,  1801,  under 
Peace  Establishment  Act. 
Clementson,  John. 

Appointed  Sailraaker,  18  July,  1828.     Died  9  July,  1833. 
Clemson,  Henry  A. 

Appointed   Midshipman,   9    June,   1836.      Passed    Midshipman,   1   July,    1843. 
Drowned  8  December,  1846. 
Clendaniel,  William. 

Acting  Assistant  Surgeon,  28  July,  1862.     Resigned  3  January,  1865. 
Cleveland,  Charles  W. 

Acting  Ensign,  7  August,  1863.     Honorably  discharged  30  September,  1865. 
Cleverly,  Henry  T. 

Mate,  27  August,   1861.     Acting  Ensign,  28   September,   18G3.     Honorably  dis- 
charged 20  September,  1805. 
Clifford,  B.   F. 

Acting  Master  and  Pilot,  14  February,  1865.     Resigned  3  May,  1865. 
CliflTord,  Charles. 

Acting  Gunner,  15  July,  1864.     Dismissed  10  January,  1865. 
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Clifl'ord,  Robert  T. 

Mate,  7  September,  18G3.     Resigned  (Sick,)  March  20,  1865. 
Clin,  Charles  W. 

Acting  Second  Assistant  Engineer,  3  September,  1804.     Honorably   discharged  8- 
March,  1870. 
Clift,  \atliaiiiel. 

Appointed  Lieutenant,  24  April,  1790.     Resigned  1  August,  1800. 
Clifton,  George  K. 

Mate,  11  January,  1802.     Dismissed  3  December,  1862. 
Clifton,  Gervas. 

Appointed  Midshipman,  20  February,  ISOl.     Resigned  10  December,  1807. 
Clifton,  Henry. 

Mate,  17  November,  1864.     Dismissed  3  August,  ISO.'). 
Clinch,  Joseph. 

Appointed  Midshipman,  16  January,  1809.     Resigned  12  January,  1810. 
Cline,  Hugh  H. 

Tliird  Assistant  Engineer,  1   July,  ISOl.     Second  Assistant  Engineer,  18  Decem- 
ber, 18(i2.     First  Assistant  Engineer,  1  January.  1868. 
Cline,  James. 

Mate,  17  December,  1862.     Dismissed  26  Jime,  1863. 
Cline,  Sidney  B. 

Mate,  13  June,  1863.     Acting  Ensign,  7  March,  1865.     Honorably  discharged  5 
July,  1865.     Mate,  19  December,  1865.     Appointment  revoked   2  January,  1866. 
Clinton,  Franklin. 

Appointed   Midshipman,   1   April,   1828.     Passed   Midshipman,   14   June,    1834. 
Lieutenant,  11  December,  1839.     Died  26  Februarv,  1842. 
Clinton,  James  H. 

Appointed  Midshipman,  24  April,  1815.     Died  in  June,  1824. 
Clitz,  John. 

Mate,  26  June,  1863.     Resigned  14  February,  1865. 
Clitz,  John  91.  B. 

Midshipman,  12  April,  1837.    Passed  Midshipman,  29  Jvme,  1843.     Master,  18 
August,  1850.     Lieutenant,  6  April,  1851.     Commander,  16  July,  1862.     Cap- 
tain, 25  July,  1866.     Commodore,  28  December,  1872.     Rear-Admiral,  13  March, 
1880. 
Clopper,  Peter. 

Appointed   Sailmakcr,  16  January,  1799.     Last  appearance  on  Records   of  Navy 
Department. 
Closson,  JVelson  A. 

Mate,  17  February,   1863.     Acting  Ensign,  24   November,  1863.     Honorably  dis- 
charged 4  November,  1865. 
Cloud,  Caleb  W. 

Assistant  Surgeon,  31  May,  1830.     Died  15  July,  1831. 
Clongh,  Benjaiiiici  P. 

Acting  Ensign,  5  JLiy,  1864.     Honorably  discharged  30  September.  1865. 
Clougli,  Eben,  Jr. 

.Vppointed  Midshipman,  9  November,  1813.     Dismissed  30  April,  1814. 
Clougli,  John. 

Appointed  Master,  3  July,  1813.     Died  19  JIarch,  1847. 
Clongh,  Stephen. 

Ajipointed  Lieutenant,  17  Februai7,  1800.     Discharged  20  September,  1801. 
Clover,  Richardson. 

Acting  Midshipman,  30  Julv,  1863.     Graduated  fi  June,  lSfi7.     Ensign,  18  Decem- 
ber,'1868.     Master,  21  March,  1870.     Lieutenant,  21   Mareh,  1871. 
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Cloyd,  John  B. 

Acting  Third  Assistant  Engineer,  29  November,  1862.     Acting  Second  Ascistant 
Engineer,  17  February,  1864.     Honorably  discharged  1  December,  1865. 
Cliigstoii,  W.  P. 

Second  Assistant  Engineer,  5  June,  1863.     Honorably  discharged  30  November, 
1805. 
Clnuim,  Alfred. 

Acting  Second  Assistant  Engineer,  4  January,  1862.     Honorably  discharged  5 
December,  1865. 
Clynier,  George. 

Assistant  Surgeon,  1  July,  1829.     Surgeon,  20  February,  1838.     Retired,  24  July, 
1866.     Medical  Director  on  Retired  list,  3  March,  1871. 
Coakley,  B.  O. 

Appointed  Master,  6  June,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 10  June,  1815.     Discharged. 
Coale,  Alfred. 

Appointed  Midshipman,  2  April,  1804.     Resigned  3  May,  1808. 
Coale,  William  £. 

Assistant  Surgeon,  6  September,  1837.     Resigned  25  January,  1843. 
Ooaii,  Titns  M. 

Acting  Assistant  Surgeon,  27  October,  1863.     Honorably  discharged  21  December, 
1865. 
C'oates,  Tliomas. 

Appointed  Master,  6  February,  1809.     Last  appearance  on  Records  of  Navy  De- 
partment, 26  February,  1809.     Resigned. 
Coals,  Isaac  T. 

.\cting  Assistant  Surgeon,  9  October,  1861.     Resigned  18  April,  1865. 
Coats,  John  H. 

Appointed  Midshipman,  2  April,  1804.     Died  2  February,  1807. 
Cobb,  Allen  A. 

Acting  Ensign,  17  January,  1865.     Honorably  discharged  1   November,  1865. 
Cobb,  Alphonso  H. 

Midsliipmnn,   23   September,   1867.     Graduated  6  June,   1871.     Ensign,  14  July, 
1872.     Master,  9  October,  1876, 
Cobb,  Itenjamin,  Jr. 

Acting   Third    Assistant  Engineer,  21   August,  1862.     Honorably  discharged  27 
October,  1865. 
Cobb,  Charles. 

Gunner,  18  January,  1833.     Died  9  May,  1848. 
Cobb,  Charles  H. 

Mate,  2  April,  1864.     Acting  Ensign,  27  April.   1865.     Honorably  discharged  12 
October,  1865. 
Cobb,  Charles  S. 

Acting  Thii'd  Assistant  Engineer,  30  December,  18C4.     Honorably  discharged  29 
July,  1865. 
Cobb,  Charles  T. 

Mate.     Resigned  16  June,  1862. 
Cobb,  Edward. 

Appointed  Sailmaker,  date  not  known.     Last  appearance  on  Records  of  Navy 
Department,  1817.     Brig  "■  Junes." 
Cobb,  George  W. 

Acting  Second  Assistant  Engineer,  22  October,  1862.     Resigned  15  September, 
1863. 
Cobb,  Henry  J. 

Appointed  Midshipman,  2  July,  ISOl.     Resigned  31  March,  1803. 
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Cobb,  John  E. 

Acting  Assistant  Surgeon,  10  September,  18C1.     Honorably  discharged  11  Septem- 
ber, 18G5. 
Cobb,  Sohnyler  A. 

Acting  Ensign,  12  August,  18G4.     Resigned  10  May,  ISGo. 
Cobb.  William  D. 

Acting  Ensign,  11  September,  1863.    Acting  Master,  23  December,  1863.    Appoint- 
ment revoked  (Sick,)  28  October,  1864. 
Cobb,  IVilliam  B. 

j\Iate,  13  OcU)ber,  1SC4.     Honorably  discharged  27  April,  1865. 
Cobb,  \%.  R. 

Chaplain,  27  September,  1869.     Resigned  1  June,  1873. 
Coburii,  Henderson  A. 

Appointed  Midshipman,  18  January,  1840.     Dismissed  17  August,  1847. 
Cochran.  George. 

Assistant  Paymaster,  27  September,  1861.     Paymaster,  12  June,  1863. 
Cochran,  Jacob. 

Mate,  6  November,   1862.     Acting  Ensign,  19  December,  1863.     Honorably  dis- 
charged 12  May,  1865. 
Cochran,  James. 

First  Assistant  Engineer,  11  June,  1840.     Disnuused  7  November,  1S45. 
Cochran,  John. 

Appointed  Midshipman,  9  May,  1800.     Discharged  under  Peace  Establishment 
Act,  12  August,  1801. 
Cochran,  John  T. 

Appointed  Midshipman,  15  November,  1810.     Resigned  l.T  December,  1810. 
Cochran,  Joshua  W. 

Appointed  Midshipman,  1  February,  1814.     Resigned  29  June,  1820. 
Cochran,  Richard. 

Appointed  Midshipman,  7  February,  1815.     Struck  o.T  1  March,  1825. 
Cochran,  Walter. 

Appointed  Gunner,  8  January,  1822.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 1828.     Frigate  "■  Braiidywine.'''' 
Cochrane,  George  S. 

Acting  Ensign,  24  January,  1863.    Appointment  revoked  (Sick,)  22  October,  1863. 
Cochrane,  Henry  C. 

Mate,  7  September,  1861.     Resigned  20  Slay,  1863. 
Cochrane,  James. 

First  Assistant  Engineer,  11  June,  1840.     Dismissed  7  November,  1845. 
Cocke,  Buller, 

Purser,  6  October,  1798.     Storekeeper,  date  not  known.     Resigned   8  April,  1816. 
Cocke,  Harrison  H. 

Midshipman,  18  June,   1812.     Lieuteniuit,  1   April,  1818.     Commander,  3   March, 
isyy.     Captain,  22  April,  1851.     Resigned  22  April,  1861. 
Cocke,  Samuel  B. 

Appointed   Midshipman,  1   January,  1818.     Lieutenant,  3  March,  1827.     Died  31 
May,  1835. 
Cocke,  Samnel  B. 

Carpenter,  11  August,  1853.     Dismissed  7  June,  1855. 
Cocke,  William  T. 

Appointed  Midshipman,  25  April,  1831.     Resigned  4  March,  1836. 
Cockle,  Thomas  B. 

Acting  Assistant  Paymaster,  17  June.  1803,     Resigned  30  November,  1863. 
Cockran,  A.  M. 

Acting  Assistant  Surgeon,  16  October  .1802.     Died  July,  1863. 
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Coddington,  Ethelbert  F. 

Midshipman,  13  October,  1848.     Died  8  November,  1853. 
Codrey,  Abraliani. 

Purser,  4  September,  1804.     Resigned  27  June,  1806. 
Codwise.  George  W. 

Surgeon's  Mate,  14  May,  1835.     Surgeon,  4  December,   1838.     Retired  30  April, 
1861.     Medical  Director  on  Retired  list,  3  March,  1871. 
Coe,  Isaac. 

Appointed  Midshipman,  9  April,  1799.     Discharged  8  July,  1801. 
Coe,  William  H. 

Acting  Assistant  Surgeon,  27  December,  1864.     Resigned  34  June,  1865. 
Coffee,  Theodore  D. 

Acting  Third  Assistant  Engineer,  4  September,  1861.    Acting  Second  Assistant 
Engineer,  32  September,  1803.     Acting  First  Assistant  Engineer,  11  November, 
1864.     Honorably  discharged  3  July,  1866. 
Coffey,  Jolin. 

Mate.     Dismissed  30  September,  1863. 
Coffin,  Ed  win. 

Acting  Master,  8  October,  1861.     Acting  Volunteer  Lieutenant,  23  June,   1865. 
Honorably  discharged  4  February,  1866. 
Coffin,  Frederick   W. 

Midshipman,  16  June,  1870.     Graduated   31    June,   1875.     Ensign,  24  December, 
1870. 
Coffin,  Ceorge  W. 

Appointed  Midshipman,  1  April,  1799.     Discharged  14  July,  1801. 
Coffin,  Cieorge  TV. 

Acting   Midshipman,   28    September,   1860.      Acting   Ensign,   1    October,   1863. 
Master,  10  May,  1866.     Lieutenant,  25  July,  1866.     Lieutenant-Commander,  13 
March,  1868.     Commander,  30  November,  1878. 
Coffin,  George  W. 

Acting  Ensign,  9  October,  1863.     Died  on  "  Oicasco,^^  11  October,  1864. 
Coffin,  Henry. 

Appointed  Sailmaker,  13  November,  1799.     Discharged  18  April,  1803. 
Coffin,  Henry  F. 

Acting  Master,  36  August,  1861.     Appointment  revoked  (Sick,)  13  February,  1863. 
Coffin,  John  H.  C. 

Professor  of  Mathematics,  14  August,  1848.     Retired  list,  15  September,  1877. 
Coffin,  John  H.  C. 

Midshipman,  33  July,  1865.     Graduated  4  June,  1809.     Ensign,  13  July,   1870. 
Master,  35  March,  1873.     Lieutenant,  3  August,  1877. 
Coffin,  Peter  F. 

Acting  Master,  21  March,  1862.     Honorably  discharged  7  December,  1865. 
Coffin,  Robert  B. 

Appointed  Midshipman,  3  November,  1818.     Died  30  March,  1833. 
Coffin,  Roland  S. 

Acting  Master,  33  November,  1861.     Dismissed  5  March,  1864. 
Coffinbnrg,  Henry  D. 

Mate,  1  October,  1863.     Promoted  Acting  Ensign,  10  March,  1863.     Acting  Master, 
15  July,  1864.     Honorably  discharged  24  November,  1865. 
Coftinan,  De  Witt. 

Midshipman,  6  June,  1872.     Graduated  30  June,  1876.     Ensign,  10  June,  1879. 
Cogdell,  R.  C. 

Appointed  Midshipman,   9    May,   1839.       Passed    Midshipman,   3    July,   1835. 
Lieutenant,  8  September,  1841.     Resigned  36  July,  1846. 
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Coggesliall,  (jeorgo. 

Apjjointed  Midslupman,      .January,  1812.     Rcsignuil  10  November,  1813. 
C'oggei^ball,  I^awton. 

Mate,  31  October,  1861.     Appointment  revoked  (Sick,)  29  December,  1863. 
C'oggin,  F,  G. 

Third  Assistant  Engineer,  21   September,   1861.     Second  Assistant  Engineer,   30 
July,  1863.    JRetired  5  January,  1866. 
C'oghlaii,  Jasper. 

Boatswain,  26  October,  185.5.     Retired  list,  27  October,  1875. 
Coghlan,  Joseph  B. 

Acting  Midshipman,  27  September,  1860.     Graduated  28  May,  1863.     Ensign,  4 
June,   1863.      Master,   10   November,    1865.     Lieutenant,   10   November,   1866. 
Lieutenant-Commander,  12  Marcli,  1868. 
t'ogsweM,  James  Kelsey. 

Midshipman,  25  September,  1863.     Graduated  2  June,   1868.     Ensign,  19  April, 
1869.     Master,  12  July,  1870.     Lieutenant,  8  April,  1874. 
Cogswell,  Samuel  B. 

Acting  Master,  13  July,  1861.     Resigned  12  August,  1862. 
Cogswell,  Wilber  F. 

Acting  Third   Assistant   Engineer,  17  August,   1864.     Honorably  discharged   7 
November,  18G5     Acting  Third  Assistant  Engineer,  12  July,  1866.     Mustered 
out  28  August,  1868. 
Cohen,  Joseph. 

Appointed  Midshipman,  1  February,  1826.     Resigned  1  May,  1828. 
('oheii,  Soils  I. 

Acting  Assistant  Surgeon,  4  September,  1861.     Resigned  13  January,  1864. 
('ohill,  John. 

Acting  First  Assistant  Engineer,  21  August,  1861.     Resigned  3  May,  1864. 
Coit,  lieTi. 

Acting  Third  Assistant  Engineer,  5  January,  1864.     Resigned  3  May,  1865. 
Coit,  Tracey. 

Acting  Assistant  Paymaster,  19  October,  1861.     Honorably  discharged  15  April, 
1866. 
Coite,  William  J. 

Acting  Assistant  Paymaster,  12  June,  1862.     Honorably  discharged  7  November, 
1865. 
Coke,  William  H. 

Appointed  Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     Killed  by 
a  shot  in  the  Moro  Castle,  7  March,  1833. 
Colahan,  Charles  E. 

Midshipman,  21   July,   1865.     Graduated  4  June,  1869.     Ensign,  12  July,  1870. 
Master,  13  August,  1872.     Lieutenant,  20  July,  1875. 
Colbonrn.  Oliver. 

Acting  Master,  29  October,  1861.     Honorably  discharged  4  December,  1866. 
Colby,  E<lwar«l  P. 

Acting  Assistant  Burgeon,  7  April,  1863.     Resigned  11  April,  1865. 
Colby,  Frederick  W. 

Appointed  Slidshipman,  9  February,  1838.     Passed  Jlidshipman,  20  May,  1844. 
Died  2  November,  1847. 
Colby,  George  H. 

Acting  Ensign,  24  October,  1863.     Honorably  discharged  12  August,  1865. 
Colby,  Harrison  G.  O. 

Acting  Midshipman,  25  November,  1862.     Graduated  6  June,  1807.     Ensign,  18 
December,  1868.     Master,  31  March,  1S70.     Lieutenant,  21  March,  1871. 
Colby,  Heury  B. 

Mate,  23   January,  1863.     Acting   Ensign,   15   Pebruai-y,  1864.     Honorably   dis 
charged  16  May,  1866. 
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Colby,  Heory  G. 

Acting   Assistant   Paymaster,   23   June,    18()3.     Discharged    4    December,    ISI'iT. 
Assistant  Paymaster,  23  July,  1866.     Passed  Assistant  Paymaster,  9  April,  1868. 
Paymaster,  6  September,  1878. 
Colden,  James  H. 

Acting  Second  Assistant  Engineer,  7  August,  1863.     Dismissed  31  August,  1864. 
Cole,  David. 

Appointed  Carpenter,  18  November,  1814.     Resigned  5  February,  1816. 
Cole,  Edward. 

Appointed  Gunner,  date  not  known.     Last  apjjearance  on  Record  of  Navy  De- 
partment, 1S17.     "  Brig  Jones." 
Cole,  George  H. 

Acting  Master,  18  February,  1862.     Dismissed  13  July,  1863. 
Cole,  George  H. 

Mate,  5  August,  1864.     Honorably  discharged  12  October,  1868. 
Cole,  John  P. 

Mate,  31  August,  1862.     Acting  Ensign,  5  August,  1864.     Honorably  discharged 
8  July,  1868. 
Cole,  liHciiis  A. 

Mate,  36  November,  1863.     Honorably  discharged  18  October,  186.5. 
Cole,  Tliopias  B. 

Acting  Third  Assistant  Engineer,  4  June,  1862.     Honorably  discharged  12  Octo- 
ber, 1865. 
Coleman,  A.  H. 

Appointed  Midshipman,  14  March,  1829.     Resigned  10  Jlay,  1830. 
Coleman,  Benjamin. 

Appointed  Master,  6  April,  1799.     Resigned  7  August,  1799. 
Coleman,  Charlen. 

Third  Assistant  Engineer,  18  January,  1845.     Dismissed  15  December,  1851. 
Coleman,  David. 

Midshijiman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Resigned 
13  December,  1850. 
Coleman,  Engene. 

Mate,  34  October,  1864.     Resigned  15  May,  1866. 
Coleman,  Ferdinand  T. 

Acting  Ensign,  1  October,  1862.     Actmg  Master,  29  May,  1863.     Honorably  dis- 
charged 1  December,  1865. 
Coleman,  G.  li. 

Acting  Ensign,  1  October,  1862.     Resigned  21  May,  1863. 
Coleman,  James  A. 

Chaplain,  8  October,  1862.     Commissioned,  25  March,  1863.     Resigned  13  Novem- 
ber, 1S63. 
Coleman,  John  C 

Assistant  Surgeon,  28  June,  1852.     Resigned  1  February,  1858. 
Coleman,  Julius  A. 

Mate,  24  November,  1863.     Honorably  discharged  31  October,  1865. 
Coleman,  Silu^  B. 

Acting  Ensign,  1  October,  1863.     Acting  Master,  15   June,  1864.     Honorably  dis- 
charged 12  December,  1865. 
Coleuian,  William  B. 

Aciing  Assistant  Paymaster,  17  February,  1863.     Honorably  discharged  20  No- 
vember, 1865. 
Coles,  John  W. 

Assistant  Surgeon,  6  May,  1863.     Passed  Assistant  Surgeon,  14  January,  1867. 
Sm-geon,  6  October,  1873. 
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Colfax,  Wirt  W. 

Mute,  21  November,  1861.     Resided  29  September,  1862. 
Oolgate,  George. 

Assistant  Surgeon,  13  March,  1805.     Resigned  16  June,  1809. 
Colhoiin,  Edmund  IC. 

Midshipman,  1  April,  1839.     Passed  Midshipman,  2  July,  184.5.     Master,  6  Janu- 
ary, 1853.     Resigned  27  June,  1853.     Acting   Lieutenant,  24  September,  1861. 
Commissioned  Commander.  16   July,  1862.     Captain,  2  March,  1869.      Com- 
modore, 26  April,  1876. 
Collioun,  John. 

Midshipman,  25  January,  1821.     Passed  Midshipman,  24  May,  1828.     Lieutenant. 
27  May,  1830.     Commander,  4  November,  1852.     Commodore  on  Retired  list,  4 
April,  1867.     Died  30  November,  1872. 
Collioiin,  .Saiiiiicl  Reed. 

Assistant  Paymaster,  28  September,  1869.     Passed  Assistant  Paymaster,  15  Janu- 
ary, 1S75. 
Colin,  Alfred. 

Third  Assistant  Engineer,  1  July,  1861.    Second  Assistant  Engineer,  18  December, 
1862.     Resigned  27  November,  1865. 
Cellaniore,  Henry  II. 

Mate,  7  January,  1863.     Acting  Ensign,  4  April,  1864.     Honorably  discharged   19 
Sep'tember,  1865. 
Collett,  E.  D. 

Acting  Second  Assistant  Engineer,  22  March,  1804.     First  Assistant  Engineer,  21 
July,  1865.     Honorably  discharged  9  November,  1865. 
CoUey,  William  H. 

Acting  Ensign,  14  November,  1863.     Acting  Master.  22  November,  1864.     Honor- 
ably discharged  25  October,  1865. 
Collier,  Barnabas  H. 

Acting  Third  Assistant  Engineer,  7  July,  1864.     Honorably  discharged  28  Novem- 
ber, 1865. 
Collier,  Charles  M. 

Appointed  Jlidshipman,  25  November,  1834.     Resigned  7  August,  1834. 
Collier,  Tlioinas  S. 

Mate,  28  April,  1866.     Boatswain,  9  July,  1866. 
Collier,  William. 

Acting  Second  Assistant  Engineer,  21  September,  1863.     Appointment  revoked 
18  May,  1865. 
Collier,  William  W. 

Acting  Third  Assistant  Engineer,  29  July,  1863.     Acting  Second  Assistant  En- 
gineer, 1  November,  1864.     Honorably  discharged  1  December,  1865. 
Collins,  Adam  C. 

Acting  Third  Assistant  Engineer,  31   January,  1865.     Honorably   discharged    15 
February,  1866. 
Collins.  R. 

A]i]ininted   Master,  date  not   known.      Discharged  20  May,   1801,   under   PcMce 
KstuMishment  Act. 
Collins,  C.  A. 

Acting  Assistant  Surgeon,  1  October,  1862.     Appointment  jcvokcd  (Sick,)  28  Octo- 
ber, 1863. 
Collins,  Charles  F. 

Appointed  Midshipman,  19  February,  1841.     Resigned  8  September,  1845. 
Collins,  Daniel  S. 

Acting  Master,  29  October,  18G1.     Dismissed  28  June,  1862. 
Collins,  Edward. 

Acting  Tliird  Assistant  Engineer,  23  November,  1804.     Honorably  discharged  2 
•     Jinic,  1808. 
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Collins,  Frederick. 

Acting  Midshipman,  23  Jiily,  1863.     Graduated  6  June,  1867.     Ensign  18  Decem- 
ber, 1868.     Master,  31  March,  1870.     Lieutenant,  21  March,  1871. 
Collins,  George  S. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Resigned  30  May,  1864. 
Collins,  Isaac. 

Appointed  Lieutenant,  15  June,  1799.     Resigned  1  January,  1800. 
Collins,  John. 

Boatswain,  7  February,  1859.     Dismissed  17  May,  1859. 
Collins,  John. 

Acting  Master,  21  December,  1861.     Honorably  Discharged  19  September,  1865. 
Collins,  John  B. 

Midshipman,  30  July,  1866.     Graduated   7  June,  1870.     Ensign,  13   July,  1871. 
Master,  3  March,  1874.     Lieutenant,  18  March,  1880. 
Collins  John  H. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  12  August,  1866. 
Collins,  John  W. 

Acting  Third  Assistant  Engineer,  14  September,  1864.     Honorably  discharged  28 
June,  1865. 
Collins,  Jos.  E. 

Appointed  Lieutenant,  15  November,  1799.     Last  appearance  on  Records  of  Navy 
Department. 
Collins,  J.  T.  S. 

Appointed  Midshipman,  17  June,  1834.     Resigned  31  January,  1835. 
Collins,  Xapoleon. 

Midshipman,  2  January,  1834.     Passed  Midshipman,  16  July,  1840.     Master,  15 
August,  1846.     Lieutenant,  6   November,  1846.     Commander,  16   July,  1862. 
Captain,   25   July   1866.      Commodore,   19    January,   1871.     Rear-Admiral,   9 
August,  1874.     Died  9  August,  1875. 
Collins,  Robert  W. 

Mate,  8  February,  1865.     Honorably  discharged  18  September,  1867. 
Collins,  W.  A. 

Acting  Assistant  Surgeon,  1  October,  1862.     Appointment  revoked  28  October, 
1863. 
Collins,  William. 

Appointed  Master,  3  February,  1814.     Last  appearance  on  Records  of  Navy  De- 
partment. 
Collins,  William. 

Acting  Ensign,  17  July,  1862.     Acting  Master,  14  August,  1863.     Honorably  dis- 
charged 20  September,  1865. 
Collins,  William. 

Mate,  23  December,  1861.     Resigned  1  October,  1862. 
Collins,  William  A. 

Acting  Second  Assistant  Engineer,  9  June,  1863.     Honorably  discharged  7  Octo- 
ber 1865. 
Collins,  William  H. 

Acting  Second  Assistant  Engineer,  12  November,  1864.     Honorably  discharged  8 
December,  1865. 
Collom,  Charles  I>. 

Acting  Assistant  Paymaster,  2  July,  1864.     Discharged  13  February,  1866. 
Collyer,  John. 

Appointed  Midshipman,  30  November,  1814.     Resigned  8  February,  1816. 
Colp,  Jacob. 

Acting  Third  Assistant  Engineer.     Resigned  20  June,  1863. 
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Colson,  Amos. 

Boatswain,  26  March,  1842.     Resigned  23  February,  1843.     Boatswain,  4  March, 
1847.     Died  17  March,  1S5S. 
Colston,  Josiah. 

Purser,  28  May,  1825.     Dismissed  24  March,  1840. 
Colt,  William. 

Appointed  Master,  26  May,  1812.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 5  June,  1812. 
Colter,  James. 

Appointed   Midshipman,   30  November,   1814.     Last  appearance  on  Records  of 
Navy  Department,  1815.     Frigate  "  Ouerriei-e.'''' 
Colton,  Frederick  W. 

Mate,  4  January,  1864.     Honorably  discharged  1  June,  1869. 
Colton,  Walter. 

Chaplain,  6  November,  1830.     Died  at  Philadelphia,  22  January,  1851. 
ColTin,  Ezra  C. 

Mate,  12  November,  1863.     Appointment  revoked  (Sick,)  8  Nevember,  1804. 
Colvocoresses,  George  P. 

Midshipman,  28   September,   1804.     Graduated  4  June,  1869.     Ensign,  12  July, 
1870.     Master,  18  June,  1872.     Lieutenant,  1  July,  1875. 
ColTocoressis,  George  M. 

Midshipman,  21  February,  1832.     Passed  Midshipman,  23  June,  1838.     Lieuten- 
ant, 7  December,  1843.     Commander,  2  July,  1861.     Captain  on  Retired  list,  4 
April,  1867.     Died  3  June,  1872. 
Colwell,  John  C. 

Midshipman,  23  September,  1870.     Graduated  June,  1874.     Ensign,  17  July,  1875. 
Comegys,  Cornelius. 

Midshipman,  9  September,  1841.     Dismissed  2  October,  1848. 
Comegys,  George  M. 

Appointed  Midshipman,  27  February,  1836.     Resigned  18  December,  1841. 
Comins,  Job. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Resigned  22  September,  1863. 
Comley,  Samnel  P. 

Midshipman,  26  July,  1865.     Graduated  4  June,  1869.     Ensign,   12  July,  1871. 
Master,  3  August,  1873.     Lieutenant,  26  April,  1878. 
Commons,  William. 

Assistant  Surgeon,  3  November,  1863.     Resigned  24  July,  1867. 
Como,  James. 

Acting  Gunner,  4  April,  1864.     Honorably  discharged  9  July,  1865. 
Comstock,  Albert  H. 

Mate,  19  November,  1861.     Dismissed  2  March,  1863. 
Comstock,  John  H. 

Acting  Midshijiman,  11  January,  1858. 
Comstock,  Tlieo.  A. 

Mate,  2  February,  1863.     Acting  Ensign,  16  December,  1864.     Honorably  dis- 
charged 28  October,  1865. 
Conant,  Benjamin. 

Appointed  Midshipman,  15  May,  1799.     Discharged   uuder  Peace   Establishment 
Act,  30  April,  1801. 
Conant,  Samnel. 

Appointed  Midshipman,  2  December,  1799.     Discharijed  under  Peace  Establish- 
ment Act,  6  August,  1801. 
Conant,  Thaddeus  li. 

Acting  Ensign,  1  December,  1862.     Resigned  24  April,  1863. 


GENEBAL   NAVY  BEQISTER.  161 

Concklin,  Robert. 

Apiiointed  Midshipman,  30  March,  1815.     Last  appearance  on  Records  of  Navy 
DeiJiirtment. 
Concklin,  Sylranns. 

Appointed  Midshiiiman,  1  January,  1812.     Dismissed  20  January,  1814. 
Conekling,  Aug. 

Appiiinted  Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     Resigned 
8  February,  1820. 
Conokling,  Robert. 

Appointed  Midshipman,  16  January,  1809.     Resigned  27  December,  1809. 
Condrj,  Dennis. 

Acting  Volunteer  Lieutenant,  28  September,   1861.     Appointment  revoked,  ad- 
vanced age,  16  July,  1862.     Re-appointed,  but  declined,  9  May,  1864. 
Cone,  Owen  S.  M. 

Acting  Ensign,  1  April,  1865.     Appointment  revoked  9  October,  1866. 
Coney,  Charles  Jsibez. 

Third   Assistant   Engineer,    16   October,    ISGl.      Second    Assistant   Engineer,    3 
August,  1803.     Resigned  2  October,  ISOG. 
Coney,  Joseph  S. 

Acting  Ensign,  1  November,  1862.     Acting  Master,  gallantry  in  destruction  of  a 
blockade  runner,  7  September,  1863.     Honorably  discharged  7  November,  1865. 
Congdon,  Joseph  W. 

Acting  Master,  25  February,  1862.     Honorably  discharged  29  August,  1865. 
Conger,  David  G. 

Mate,  31  March,  1864.     Resigned  26  April,  1865. 
Conill,  Jnlien  D. 

Mate,  B  September,  1863.     Honorably  discharged  26  October,  1865. 
Coningham,  Dayid. 

Appointed  Midshipman,  4  February,  1814.     Resigned  4  May,  1824. 
Conklin,  Charles  G. 

Acting  First  Assistant   Engineer,   5   January,  1864.      Honorably  discharged  29 
August,  1865. 
Conklin,  George  Henry. 

Acting  Midshiijman,  28  September,  1857. 
Conklin,  H.  B. 

Mate,  1  September,  1861.     Besigned  17  October,  1864. 
Conklin,  Gordon  J. 

Mate,  24  October,  1861.     Acting  Ensign,  14  September,  1863.     Honorably  dis- 
charged 28  October,  1865. 
Conklin,  ilVornian  H. 

Mate,  23  June,  1803.     Acting  Ensign,  8  March,  1864.     Honorably  discharged  5 
November,  1865. 
Conklin,  Strong. 

Acting  Second  Assistant  Engineer,  18  November,  1861.     Resigned  18  September, 
1863. 
Conklin,  F.  A. 

Acting  Assistant  Paymaster,  25  September,  1861.     Dismissed  6  May,  1868. 
Conley,  James  If. 

Carpenter,  30  April,  1846.     Dismissed  7  June,  1850.    Acting  Carpenter,  17  May, 
1861.     Dismissed  17  July,  1861.     Re-appointed  13  November,  1861.     Resigna- 
tion accepted  35  September,  ]  862. 
Conly,  James  H. 

Carpenter,  30  April,  1846.     Dismissed  7  June,  1850. 
Connally,  John  Kerr. 

Acting  Midshipman,  38  September,  1857. 

11 
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Connell,  James. 

Appointed  Boatswain,  28  May,  1798.     Last  appearance  on  Records  of  Navy  De- 
partment. 
Connelly,  John. 

Acting   First  Assistant   Engineer,   7   December,  1863.     Dismissed   3   December, 
1864. 
Conner,  DaTld. 

Midshipman,  16   January,    1809.      Lieutenant,   24   July,    1813.     Commander,   23 
March,  1825.     Captain,  3  March,  1835.     Died  at  Philadelphia,  20  March,  1856. 
Conner,  Henry  P. 

Acting  Ensign,  13  August,    1862.     Acting  Master,  good  service,  17  December, 
1803.     Acting  Volunteer  Lieutenant,  6  April,  1865.     Honorably  discharged  17 
January,  1866. 
Conner,  Jobn. 

Mate,  5  March,  1862.    Acting  Ensign,  2  June,  1864.    Appointment  revoked  (Sick,) 
13  September,  1864. 
Conner,  John  E. 

Acting  Third  Assistant  Engineer,  28  May,  1863.     Honorably  discharged  6  March, 
1866. 
Conner,  IVewell  W. 

Acting  Second   Assistant    Engineer,   1    October,   1862.       Appointment  revoked 
(Sick,)  26  January,  1863.     Acting  Second  Assistant  Engineer,  6  May,  1864. 
Honorably  discharged  1  November,  1865. 
Conner,  Thomas. 

Acting  Third  Assistant  Engineer,  7  August,  1863.     Resigned  15  May,  1865. 
Connor,  James. 

Appointed  Midshipman,  18  June,  1812.    Last  appearance  on  Records  of  Navy  De- 
partment. 
Conover,  Edward  I>. 

Mate,  6  April,  1864.     Honorably  discharged  23  August,  1866. 
Conover,  Franeis  S. 

Midshipman,  11  May,  1840.    Passed  Midshipman,  11  July,  1846.    Master,!  March, 
1855.     Lieutenant,  14  September,  1855.    Acting  Lieutenant,  13  September,  1862. 
Resigned  11  August,  1863. 
Conover,  George  W. 

Carpenter,  18  February,  1870. 
Conover.  Isaac  .  ~ . 

Acting  Third  Assistant  Engineer,  28  May,  1863.     Died  on  the  "iena^je«,"  9  Sep- 
tember, 1807. 
ConoTer,  Thomas  H. 

Midshipman,  1  January,  1812.     Lieutenant,  5  March,  1817.     Commander,  28  Feb- 
ruary, 1838.     Captain,  2  October,  1848.    Commodore  on  the  Retired  list,  16  July, 
1862.    Died  25  September,  1804. 
Conrad,  Daniel  B. 

Assistant  Surgeon,  20  September,  1854.     Passed  Assistant  Surgeon,  4  May,  1860. 
Dismissed  10  May,  1861. 
Conroy,  Edward. 

Acting  Volunteer  Lieutenant,  21  September,  1861.     Acting  Volunteer  J.,ieutenant- 
Coramander,  8  December,  1864.     Honorably  discharged  30  October,  1868. 
Constable,  A.  W. 

Mate,  27  May,  1864.     Resigned  5  September,  1865. 
Constant,  John  C. 

Mate,  15  November,  1861.    Appointment  revoked  (Sick,)  2  July,  1863.     Mate,  24 
October,  1863.     Resigned  (Sick,)  30  December,  1864. 
Constant,  Walter  M. 

Cadet  Midshipman,  13  June,  1873.     Graduated  18  June,  1879. 
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C'ouj^tantino,  IVilliam  L. 

Acting  Ensign,  10  July,  1863.     Resigned  (Sick,)  21  March,  1865. 
Contee,  Joliu. 

Midshipman,  27  October,  1832.     Passed  Midshipman,  23  June,  1838.     Lieutenant, 
14  February,  1843.     Resigned  9  January,  18.54. 
ConUiiiean,  Hercules. 

Appointed  Midshipman,  9   November,  1813.     Resigned   24  January,  1816.     Mid- 
shipman, 12  April,  1817.     Died  13  April,  1819. 
Converse,  Blinii. 

Acting  Third  Assistant  Engineer,  12  September,  1864.     Resigned  17  May,  186.5. 
Converse,  George  Albert. 

Acting  Midshipman,  29  November,  1861.     Graduated  September,  1865.     Ensign, 
1   December,  1866.      Master,  13   March.  1868.      Lieutenant,  26   March,  1869. 
Lieutenant-Commander,  12  July,  1878» 
Conway,  Edwin  H. 

Assistant  Surgeon,  7  March,  1838.     Lost  in  the  '   Grampus'"  in  March,  1843. 
Conway,  John. 

Mate.     Appointment  revoked  22  January,  1866. 
Conway,  J.  O. 

Mate,  23  June,  1863.     Resigned  26  October,  1864. 
Conway,  William  T>. 

Surgeon's  Mate,  10  December,  1814.     Resigned  11  Ajiril,  1835. 
Conway,  William  P. 

Midshipman,  1  October,  1866.     Graduated  7  June,  1870.     Ensign,  13  July,  1871 
Master,  9  August,  1874. 
Cook,  Aaron  F. 

Appointed  Midshipman,  2  March,  1799.     Permitted  to  retire   17  December,  1801. 
Cook,  Albert. 

Acting  Master,  11  November,  1861.     Honorably  discharged  18  January,  1866. 
Cook,  Albert  G. 

Appointed  Midshipman,  24  October,  1841.     Dismissed  23  November,  1844. 
Cook,  Andrew  B. 

Surgeon's  Mate,  21  December,  1812.     Surgeon,  27  March,  1818.     Died  4  Novem- 
ber, 1838. 
Cook.  Berna. 

Acting  Third  Assistant  Engineer,   16  October,  1863.     Acting  Second  Assistant 
Engineer,  23  February,  1865.     Died  at  Naval  Hospital,  New  York.  7  September, 
1865. 
Cook,  Brenton  B. 

Mate,  34  December,  1863.     Deserted  3  July,  1864. 
Cook,  B.  Frank. 

Mute,  18  June,  1861.     Acting  Master,  10  May,  1863.     Honorably  discharged  31 
September,  1865. 
Cook,  Cbarles. 

Acting  Master  and  Pilot,  28  October,  1864.     Honorably  discharged  0  December, 
1865. 
Cook,  David  P. 

Acting  Ensign,  6  July,  1864.     Resigned  15  May,  1865. 
Cook,  Francis  A. 

Acting   Midshipman,   20   September,   1860.      Acting   Ensign,   1    October,   1803. 
Master,  10  May,  1866.     Lieutenant,  21  February,  1867.    Lieutenant-Commander, 
12  March,  1868. 
Cook,  Francis  T. 

Acting  Third  Assistant  Engineer,  30  March,  1863.     Appointment  revoked  (Sick,) 
11  July,  1864. 
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Cook,  Gilbert  C. 

Th.rd   Assistiint  Engineer,  IG  September,   1802.     Second  Assistant  Engineer,   1 
March,  lSO-1.     Resigned  23  July,  18(55. 
Cook,  James  A. 

Mate,  22  March,  1862.     Resigned  11  January,  1804. 
Cook,  Jaiiie»^  B. 

Acting  Third  Assistant  Engineer,    11    March,  1805.     Honorably   discharged  23 
October,  1807. 
Cook,  John. 

Chaplain,  19  May,  1812.     Died  21  August,  1828. 
Cook,  John. 

Acting  Second  Assistant  Engineer,  20  September,  1863.     Honorably  discharged  2 
August,  1865. 
Cook,  John,  Jr. 

Acting  Third  Assistant  Engineer,  12  September,  1864.     Resigned  21   June,  1805. 
Cook,  John  A. 

Appointed  Jlidshipman,   1  January,  1812.     Lieutenant,  1   April,  1818.     Died  7 
February,  1834. 
Cook,  John  T. 

Acting  Ensign,  23  June,  1804.     Acting  Master,  21  August,  1865.     Honorably  dis- 
charged 10  October,  186S. 
Cook,  Joseph  J. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Resigned 
9  December,  1851. 
Cook,  Josiah  D. 

Acting  Master,  October,  1801.     Dismissed  24  June,  1802. 
Cook,  Joshua,  Jr. 

Mate,   30   December,   1868.     Acting  Ensign,   7   January,    1865.     Honorably  dis- 
charged 14  August,  1867. 
Cook,  L.eninel  P. 

Mate,  21  January,  1864.     Honorably  discharged  28  October,  1805. 
Cook,  liCwis  O. 

Acting  Master,  19  December,  1861.     Honorably  discharged  28  February,  1866. 
Acting  Master,  24  May,  1866.     Mustered  out  8  October,  1868.     Mate,  1   Feb- 
ruary, 1870. 
Cook,  LiiTingston. 

Acting   Second   Assistant   Engineer,   20  July,    1863.      Appointment  revoked  26 
January,  1804. 
Cook,  SinioiE. 

Cadet  Midshipman,  0  June,  1873.     Graduated  18  June,  1879. 
Cook,  Theophilus. 

Third  Assistant  Engineer,  22  May,  1863.     Second  Assistant  Engineer,  6  January, 
1866.     First  Assistant  Engineer,  i51  January,  1873.     In  service. 
Cook,  Thomas. 

Acting  Chief  Engineer,  1  October,  1862.     Honorably  discharged  7  June,  1806. 
Cook,  M'illiam,  Jr. 

Mate,  0  October,  1803.     Resigned  (Sick,)  0  December,  1864. 
Cook.  William  C. 

Acting  Assistant  Paymaster,  30  June,  1862.     Assistant  Paymaster,  30  June,  1864. 
Resigned  28  June,  1800. 
Cook,  M  illiam  II. 

Mate,  11  March,  1804.     Died  on  "  Brooklyn,''^  from  wounds,  5  August,  1864. 
Cooke,  Augustus  I*. 

Acting  Midshipman,  27  May,  1853.    Midshipman,  20  June,  1856.    Passed  Midship- 
man, 29  April,  1859.     Master,  5   September,  1859.     Lieutenant,  28  December, 


GENERAL  NAVY  REGISTER.  1C5 

i860.      Lieutenant-Commander,   11    August,    1862.      Commander,    15   August, 
1870 
Cooke,  Benjamin  S. 

Acting  Second  Assistant  Engineer,  23  November,  1803.     Acting  First  /Assistant 
Engineer,  22  March,  1865.     Honorably  discharged  10  October,  1865. 
Cooke,  George  H. 

Assistant  Surgeon,  9  September,  1803.     Passed  Assistant  Surgeon,  5  Marcli,  1866. 
Surgeon,  20  February,  1870. 
Cooke,  James  W. 

Midshipman,  1  April,  1828.     Passed  Midshipman,  1-1  June,  1834.     Master.     Lieu- 
tenant, 25  February,  1841.     Resigned  2  May,  1861. 
Cooke,  John. 

Appointed   Midshipman,   18  June,  1812.     Last  apj^earance  on  Records  of  Navy 
Department,  1815.     Lake  Ontario. 
Cooke,  Joseph  H. 

Acting  Ensign,  22  April,  1864.     Dismissed  8  October,  1864. 
Cool,  Charles  E. 

Mate,  30  June,  1863.     Dismissed  13  July,  1865. 
Cooley,  Charles  M. 

Mate,  17  September,  1861.     Resigned  28  July,  1862. 
Cooley,  E.  F. 

Acting  Assistant  Paymaster,  1861.     Resigned  24  July,  1862. 
Cooley,  Henry  P. 

Mate,  17  September,  1861.     Resigned  19  May,  1862. 
Cooley,  Mortimer  E. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 
Coombs,  Charles. 

Appointed   Midshipman,   8  March,  1800.     Last  appearance  on  Records  ol'  Navy 
Department.     Dead. 
Coombs,  John  H. 

Acting  Third  Assistant  Engineer,  8  May,  18CL     Resigned  10  June,  1865. 
Coombs,  ISowlaiicl  Ti.  E. 

Acting  Ensign,  11  August,  1864.     Honorably  discharged  20  October,  1865. 
Coonies,  William. 

Mate,  11  August,  1862.     Resigned  39  December,  1862. 
Cooines,  William. 

Mate,  4  August,  1863.     Dismissed  14  May,  1864. 
Coon,  Edgar  A. 

Acting  Ensign,  24  October,  1864.     Resigned  30  May,  1865. 
Coonan,  John  ]V. 

Acting  Assistant  Surgeon,  24  January,  1865.     Honorably  discharged  10  October, 
1805.     Re-appointed,  5  December,  1873. 
Cooney,  Charles  D. 

Acting  Midshipman,  22  September,  1855. 
Coop,  Henry  J. 

Acting   Master,  29  October,  1861.     Acting  Volunteer  Lieutenant,  29  November, 
1864.     Honorably  discharged  20  September,  1868.     Mate,  28  September,  1869. 
Resigned  25  November,  1871. 
Cooper,   Henjauein. 

Midshipman,  16  January,  1809.     Lieutenant,  9  December,  1814.     Commander,  24 
April,   1828.     Captain,  28  February,  18S8.     Died  at  Brooklyn,  N.  Y.,  1  June, 
1850. 
Cooper,  Charles  J. 

Acting  Third  Assistant  Engineer,  25  November,  1863.     Honorably  discharged  4 
December,  1865. 
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Cooper,  Charles  S. 

Appointed  Midshipman,  28  November,  1837.     Resigned  9  April,  1842. 
Cooper,  Colden. 

Cliaplain,   24   April,  1815.     Last   appearance   on    Records  of  Navy  Department, 
1815.     Frigate  "  Constellation^ 
Cooper,  Con.  A. 

Acting  Third  Assistant  Engineer,  19  July,  1864.     Honorably  discharged  5  October, 
ISO'o. 
Cooper,  Conrad  J. 

Third  Assistant  Engineer,  9  December,  1861.     Resigned  18  July,  1862. 
Cooper,  Edward  B. 

Midshipman,  6  November,  1850.     Dismissed  24  January,  1851. 
Cooper,  Francis. 

Appointed  Master,  22  July,  1799.     Last  appearance  on  Records  of  Navy  Depart- 
ment.    Dismissed. 
Cooper,  Francis  li. 

Third  Assistant  Engineer,  1  Julv,  1861.     Second  Assistant  Engineer,  18  December, 
1862.     Resigned  10  October,  1873. 
Cooper,  G.  C. 

Purser,  11  March,  1829.     Died  2  March,  1844. 
Cooper,  George  H. 

Midshipman,  4  August,  1887.    Passed  Midshipman,  29  June,  1843.     Master,  11 
October,  1850.     Lieutenant,  8  May,  1851.    Commander,  16  July,  1862.     Captain, 
2  December,  1867.     Commodore,  5  June,  1874. 
Cooper,  George  H. 

Mate,  25  January,  1870.     In  service. 
Cooper,  Isaac. 

Carpenter,  16  May,  1871. 
Cooper,  James. 

Appointed  Midshipman,  1  January,  1808.     Resigned  0  May,  1811. 
Cooper,  James. 

Appointed  Master,  9  July,  1812.     Resigned  28  January,  1810. 
Cooper,  James  B. 

Master,  9  July,  1812.     Lieutenant,  22  April,  1822.     Commander,  8  September, 
1841.     Died  5  February,  1854. 
Cooper,  James  Gilbert. 

Third  Assistant  Engineer,  24  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     Resigned  19  December,  1S65. 
Cooper,  James  91. 

Gunner,  20  June,  1837.     Died  24  June,  1868. 
Cooper,  John. 

Appointed  Master,  3  October,  1798.     Last  appearance  on  Records  of  Navy  De- 
partment, 10  July,  1801.     Resigned. 
Cooper,  John  £. 

Third  Assistant  Engineer,  12  August,  1861.     Resigned  14  May,  1803. 
Cooper,  John  £. 

Acting  Second  Assistant  Engineer,  21  September,  1863.     Acting  First  Assistant 
Engineer,  2  March,  1864.     Resigned  26  January,  1865. 
Cooper,  John  P. 

Acting  Third  Assistant  Engineer,  1  August,  1862.     Resigned  14  M:iy,  1863.     Act- 
ing Second  Assistant  Engineer,  4  January,  1865.     Honorably  discharged  30  Sep- 
tember, 1865.     Acting  Second  Assistant  Engineer,  31  March,  1866.     Mustered 
out  19  December,  1867. 
Cooper,  I.lew«llyn. 

Acting  Master.  11  November,  1861.     Resigned  14  May,  1862. 
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Cooper,  9Iason  Sinclair. 

Mate,  6  JMsiy,  1S64.     Acting  Ensign,  7  April,  1865.     Honorably  discharged  3  Octo- 
ber, 1806. 
Cooper,  Philip  H. 

Acting  Midshipman,  28  September,  1860.     Acting  Ensign,  28  May,  1803.     Master, 
10  November,  186.5.     Lieutenant,  10  November,  1866.     Lieutenant-Commander, 
13  March,  1868.     Commander,  1  November,  1879. 
Cooper,  Riehard  F. 

Midshipman,  25  October,  1850.     Dismissed  12  June,  1851. 
Cooper,  Samuel. 

Apijointed  Midshipman,  13  January,  ISOl.     Discharged  under  Peace  Establish- 
ment Act,  13  October,  ISOl. 
Cooper,  Saniiicl  T. 

Appointed  Midshipman,  10  May,  1830.     Resigned  9  Jlay,  1831. 
Cooper,  Theodore. 

Third  Assistant  Engineer,  24  December,  1801.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     First  Assistant  Engineer,  11  October,  1866.     Resigned  26  July, 
1872. 
Cooper,  Thonian. 

Appointed  Midshipman,  6  April,  1803.     Dismissed  20  April,  1804. 
Cooper,  T.  H.  P. 

Appointed  Midshijiman,  15  October,  1817.     Died  in  1821. 
Cooper,  Thomas  J.  W. 

Acting  Third  Assistant  Engineer,  23  October,  1803.     Acting  Second  Assistant 
Engineer,  11  October,  1864.     Second  Assistant  Engineer,  35  April,  1870.     Passed 
Assistant  Engineer,  6  July,  1876.     In  service. 
Cooper,  Walter. 

Acting  Ensign,  Admiral  Dahlgren's  Stail,  1  April,  1864.     Honorably  discharged 
36  August,  1865. 
Cooper,  William. 

Mate,  1  April,  1864.     Mustered  out  1  May,  1869. 
Cooper,  William  A. 

Boatswain,  35  April,  1866. 
Cooper,  William  Ringgold. 

Acting  Ensign,  Admiral  S.  P.  Lee's  staff,  1  September,  1864.     Dishonorably  dis- 
charged 3  August,  1866. 
Cooper,  W.  M. 

Appointed  Boatswain,  26  March,  1836.     Died  3  October,  1840. 
Cope,  Charles  P. 

Mate,  5  September,  1864.     Honorably  discharged  3  June,  1865. 
Cope,  William. 

Gunner,  6  November,  1851.     Died  7  December,  1874. 
Copeland,  G.  M. 

Third  Assistant  Engineer,  31  January,  1842.     Resigned  30  November,  1844. 
Copeland,  lianrissou  li. 

Acting  Third   Assistant  Engineer,  20  April,  1863.     Honorably  discharged   33 
August,  1865. 
Copeland,  Robert   A. 

Third  Assistant  Engineer,  20  Sej)tember,  1858.     Resigned  1  August,  1S59.     Second 
Assistant  Engineer,   38  May,    1861.     Dismissed  19  September,  1801.     Acting 
Second  Assistant  Engineer,  4  December  1862.     Appointment  revoked  13  Decem- 
ber, 1864. 
Copeland,  Thomas. 

First  Assistant  Engineer,  19  October,  1842.     Dismissed  28  July,  1845. 
Copp,  Charles  A. 

Midshipman,  5  November,  1864.     Graduated  2  June,  1868.    Lost  on  the  "  Oneida." 
24  January,  1870. 
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Corbett,  P.  J. 

Mate,  3  AjJiil,  1868.     Resigned  20  September,  1873. 
Corbin,  Clarence  A. 

MidsliipiiKiu,  27  September,  1870.     Graduated  21  June,  1875.     Ensign,  18  July, 
ISTiJ. 
Corbin,  Job. 

Assistant  Surgeon,  9  May,  1861.     Passed  Assistant  Surgeon,  26  October,   1863. 
Surgeon,  9  Jlarcli,  1864.     Resigned  9  May,  1867. 
Corbin,  Tlionia>«  G. 

Midshipnuin,  15  Jlay,  1838.     Passed  Midshipman,  20  May,  1844.     Master,  1.5  July, 
IS.jl.     Lieutenant,  10   June,   1853.     Commander,    16  July,    1863.     Cajjtain,  2.5 
July,  1SU6.     Retired  list,  5  January,  1874. 
Cordis,  John  B. 

Appointed  Lieutenant,  9  April,  1798.     Discharged  under  Peace  Establishment 
Act,  30  April,  ISOl. 
Corditi^.  John  B. 

Appointed  Lieutenant,  26  July,  1804.     Left  the  service  3  March,  1805. 
Cordis,  Joscpli. 

Appointed  Midshipman    15  May,  1799.     Discharged  under  Peace  Establishment 
Act,  6  July,  1801. 
Cordwell,  Thomas. 

Acting  Ensign,  1  October,  1863.     Honorably  discharged  11  November,  1865. 
Corey,  Allen. 

Appointed  Midshipman,  16  January,  1809.     Resigned  1  September,  1809. 
Corey,  David  B. 

Mate,  33  December,  1861.     Acting  Ensign,  29  March,  1864.     Resigned  13  March. 
1865. 
Corlace.  James. 

Mate,  11  January,  1862.     Killed,  accidentally,  on  the  ^'■Daylight,''''  13  March,  1863. 
Corlis,  Charles. 

Appointed  Midshipman,   30   November,   1814.     Last  appearance  on  Records  of 
Navy  Dcjiartment,  9  January,  1815. 
Coruiack,  Alex. 

Acting  Ensign,  35  October,  1804.     Honorably  discharged  19  September,  1865. 
Cornell,  Richard  M. 

Acting  Ensign,  10  September,  1863.     Acting  Master,  for  good  service,  17  Decem- 
ber,'lS(i3.     Resigned  10  January,  1865. 
Cornell,  Randall  M. 

Mate,  36  December,  1863.     Appointment  revoked  31  October,  18G5. 
Cornell,  Stephen  B. 

•     Acting  Third  Assistant  Engineer,  9  September,  1863.     Resigned  13  May,  1863. 
Cornell,  Stephen  U. 

Acting  Master,  25  January,  1863.     Resigned  35  March,  1865. 
Cornell,  Walter  J. 

Acting  Third  Assistant  Engineer,  33  September,  1863.     Acting  Second  Assistant 
Engineer,  10  June,  1865.     Honorably  discharged  38  October,  1805. 
Cornell,  William. 

Acting  Tliird  Assistant  Engineer,  7  August,  1863.    Acting  Second  Assistant  Engi- 
neer, 14  February,  1865.     Honorably  discharged  29  August,  1866. 
Cornell,  IVilliani. 

Acting  Third  Assistant  Engineer,  13  June,  1865.     Acting  Second  Assistant  Engi- 
neer, 15  July,  1865.     Honorably  discharged  33  July,  1865. 
Cornell,  William  II. 

Acting  Third  Assistant  Engineer,  16  March,  1864.      Honorably  discharged  32 
January,  1866. 
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Corner,  George  W. 

Mate,  15  April,  1863.     Acting  Ensign,  31  May,  1863.     Dismissed  2  August,  1864. 
Acting  Ensign,  24  September,  1804.    Honorably  discharged  20  September,  1865. 
Cornick,  James. 

Surgeon's  Mate,  23  March,  1830.     Surgeon,  5  Marcli,  1825.    Retired  18  June,  1861. 
Resigned  3  August,  1861. 
Corning,  DonglaSo 

Acting  Assistant  Paymaster,  11  July,  1864.     Honorably  discharged   13  November^ 
lb05. 
Cornthwait,  Robert  H. 

Acting  Third  Assistant  Engineer,  17  October,  1863.     Honorably  discharged   10 
November,  1807. 
Cornthwaite,  liOiiis  A. 

Mate,  18  Ainil,  1803.     Acting  Ensign,  3  October,  1864.     Honorably  discharged  13 
May,  1808. 
Cornwell,  Charles  C. 

Midshipman,  20  September,  1864.     Graduated  3  June,  1868.     Ensign,  19  April, 
1869.    Master,  13  July,  1870.     Lieutenant,  1  April,  1873. 
Cornwell,  John  J. 

Midshipman,  1  February,  1847.     Passed  Midshipman,  10  June,  1853.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  1& 
July,  1803.     Commander,  35  July,  1866.     Died  13  February,  1867. 
Correira,  Antonio. 

Appointed  Gunner,  23  June,  1809.     Died  31  December,  1833. 
Corser,  Charles  H. 

Acting  Master,  17  December,  1861.     Resigned  23  November,  1864. 
Corson,  !Eflw.  T. 

Assistant  Surgeon,  20  May,  1859.     Passed  Assistant  Surgeon,  23  May,  1863.     Sur- 
geon, 31  July,  1862.     Died  33  June,  1804. 
Corson,  E.  E.  W. 

Assistant  Surgeon,  3  March,  1873.    Dismissed  2  Ajjril,  1874. 
Corson,  El  wood  M. 

Acting  Assistant  Surgeon,  19  March,  1864.    Assistant  Surgeon,  1  April,  1864.    Re- 
signed 14  October,  1865. 
Corson,  John. 

Acting  Third  Assistant  Engineer,  10  December,  1864.     Honorably  discharged   18 
October.  1805. 
Cortelgan,  J.  W. 

Mate,  19  December,  1861.     Dismissed  7  October,  1863. 
Cortez,  Rene  Edward. 

Midshipman,  38  April,  1851.     Dropped  10  June,  1853. 
Corwall,  John  S. 

Appointed  Midshipman,  1  January,  1813.     Resigned  5  July,  1837. 
Corwin,  IVilliani  A. 

Assistant  Surgeon,  31  March,  1869.     Passed  Assistant  Surgeon,  37  March,  1873. 
Surgeon,  10  June,  1880. 
Corwine,  John. 

Assistant  Paymaster,  3  March,  1879. 
Cosfey,  F.  C. 

Assistant  Paymaster,  34  August,  1861.     Paymaster,  14  April,  1863.    Pay  Inspector, 
13  April,  1877. 
Cosby,  James  S. 

Appointed  Midshipman,  1  January,  1825.     Resigned  29  August,  1836. 
Cosgrove,  James. 

Appointed  Gunner,  13  April,  1804.     Dismissed  6  June.  1807.     Appointed  Gunner, 
30  June,  1813.     Died  in  October,  1835. 
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Costello,  Edwartl. 

Acting  Second  Assistant  Engineer,  29  December,  18G3.     Resigned  7  July.  1865. 
Coster,  George  Wasbiugton,  Jr. 

Midshipman,  20  November,  18112.      Graduated  June,  186".     Ensign,  13  March, 
18<;8.     Master,  26  March,  ISliS).      Lieutenant,  21  March,  1870.     Resigned  16 
March,  1ST.5. 
Ooster,  Jobn  J. 

Acting  Third  Assistant  Engineer,  7  July,  1863.     Died  on  "  Bmiville,^'  24  October, 
1S66. 
Coster,  Stephen  K. 

Acting  Third  Assistant  Engineer,  21   October,  1861.      Acting  Second  Assistant 
Engineer,  24  July,  1863.     Honorably  discharged  4  October,  1868. 
Coster,  William  E. 

Acting  Third  Assistant  Engineer,  24  May,  1864.    Honorably  discharged  25  Octo- 
ber, 1865. 
Costigan,  F.  Y. 

Appointed  Master,  5  Augiist,  1813.     Dismissed  2  April,  1814. 
Coston,  Benjaiuin  F. 

Appointed  Master,  1 6  January,  1844.     Resigned  5  August,  1847. 
Cotter,  John. 

Acting  Third  Assistant  Engineer,  31  January,  1665.     Honorably  discharged  12 
October,  18C8. 
Cotter,  Thomas. 

Appointed  Midshipman,  1  September,  1811.     Resigned  (i  April,  1813. 
Cottnian,  Tinoendon  li. 

Midshipman,  25  September,  1868.     Graduated  1  June,   1872.     Ensign,  15  July, 
1873.     Master,  9  May,  1878. 
Cotton,  Charles. 

Surgeon's  Mate,  3  April,  1811.     Surgeon,  24  July,  1813.     Resigned   10  December, 
1823. 
Cotton,  Charles  H. 

Appointed  Midshipman.  1  January,  1828.     Passed  Midshipman,  14  June.  1834. 
Resigned  1  August,    836. 
Cotton,  Charles  S< 

Acting  Midshipman,  23  September,  1858.     Ensign,  11  November,  1862.     Lieuten- 
ant, 22  February,  1864.     Lieutenant-Commander,  25  July,  1866.     Commander, 
25  April,  1877. 
Cottrell,  Gardner. 

Acting  Ensign,  21  July,  1862.     Acting  Master,  recommendation  of  Commanding 
Officer,  28  April,  1864.     Resigned  4  February,  1867. 
Cottrell,  Joseph  T. 

Assistant  Surgeon,  8  April,  1804.     Resigned  23  June,  1865. 

Cottrell,  J.  T. 

JLitc,  15  October,  18C1.     Appointment  revoked  7  February,  1862 

CotJrell,  Simon  G. 

Acting  Third  Assistant  Engineer,  17  May,  1864.     Honorably  discharged  7  August, 
1865. 
Cotts,  DaTid. 

Acting  Third  Assistant  Engineer,  6  January,  1863.     Ajjpointment  revoked  (Sick,) 
28  May,  1864. 
Con  eh,  George. 

Mate,  10  September,  1861.      Acting  Eusign,  2  August,    1864.     Honorably   dis- 
charged 14  October,  18G5. 
Conden,  Albert  R. 

Acting  Midshipman,  26  September,  1863.     Graduated  6  June,  1867.     Ensign,  18 
December,  1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
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Condon,  John. 

Mate,  26  September,  1863.     Acting  Ensign,  17  January,  1864.     Honorably  dis- 
charged 21  October,  1865. 
Cones,  Sanmel  F. 

Assistant  Surgeon,  25  February,  1851.     Passed  Assistant  Surgeon,  9  April.  1851. 
Surgeon,  26  April,  1861.     Medical  Inspector,  3  March,  1871.     Medical  Director, 
13  August,  1876. 
Conlsen,  William  C. 

Mate,  1  October,  1862.     Acting  Ensign,  19  September,  1863.     Acting  Master,   1« 
July,  1864.     Honorably  discharged  20  November,  1865. 
Conlter,  Henry  S. 

Surgeon's  Mate,  26  May,  1826.     Surgeon,  4  November,  1834.     Dismissed  26  De- 
cember, 1843. 
Conlter,  Mifflin. 

Surgeon's  Mate,  15  August,  1826.     Passed  Assistant  Surgeon,  3  March,  1835.     Sur- 
geon, 22  December,  1835.     Died  12  October,  1840. 
Conlter,  William  H. 

Acting  Second  Assistant  Engineer,  9   December,  1862.     Acting  Fir-?t  Assistant 
Engineer,  12  June,  1863.     Resigned  80  May,  1864. 
Conpland,  Charles. 

Aopointed  Sailmaker,  18  October,  1820.     Resigned  22  August,  ls3;?. 
Conrtis,  Frank. 

Acting  Midshipman,  25  September,  1862.     Graduated   June,  1866.     Ensign,  13 
March,  1868.     Master,  26  March,  1869.     Lieutenant,  31  March,  1870. 
Conrtney,  Anthony. 

Acting  Second  Assistant  Engineer,  36  September,  1863.     Honorably  discharged  4 
November,  1865. 
Conrtney,  Charles. 

Acting  Master,  21  January,  1862.     Honorably  discharged  4  March,  1866.     Acting 
Master,  17  May,  1866.     Mustered  out  31  December,  1867. 
Conrtney,  James. 

Mate.     Resigned  11  May,  1863.     Mate.  15  August,  1863.     Acting  Ensigr,  13  De- 
cember, 1864.     Appointment  revoked  18  June,  1866. 
Cousens,  John  H. 

Acting  Ensign,  29  October,  1863.     Acting  Master,  17  February,  1865.     Honorably 
discharged  23  November,  1865. 
Consli,  John. 

Appointed  Carpenter,  28  September,  1798.     Resigned  10  December,  1799. 
Conthony,  Joseph  P. 

Acting  Volunteer  Lieutenant,  26  August,  1861.     Died  at  Grand  Ecore,  Louisiana, 
from  wounds  received  in  action,  4  April,  1864. 
Covell,  Charles  H. 

Assistant  Surgeon,  17  June,  1861.     Died  7  August,  1861. 
CoTell,  Emerson  G. 

First  Assistant  Engineer,  21  May,  1847.     Died  28  December,  1847. 
Covert,  A.  M. 

Acting  First  Assistant  Engineer,  13  December,  1862.     Resigned  16  May,  1863. 
Covington,  John  R. 

Appointed  Gunner,  1  May,  1834.     Died  4  November,  1840. 
Cowan,  Andrew. 

Appointed  Gunner,  20  May,  1800.     Resigned  4  September,  1800. 
Cowan,  John. 

Appointed  Midshipman,  17  December,  1810.     Died  at  Sea,  1814. 
Cowan,  John  M. 

Acting  Ensign,  23  February,  1863.     Honorably  discharged  30  October,  1865. 
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Cowan,  liCninel  C. 

Mate,  2  March,  1865.     Honorably  discharged  2  June,  1865.     Mate,  10  April,  1866. 
Resigned  15  May,  1867. 
Cowan,  William  C 

Appointed  Gunner,  21  April,  1819.     Dismissed  18  July,  1823. 
Cowan,  William  S. 

Appointed  Gunner,  2  August,  1830.     Died  14  September,  1831. 
Coward,  Henry. 

Mate,  27  December,  1861.     Resigned  30  October,  18C2.     Mate,  17  January,  1863. 
Resigned  24  February,  1864. 
Cowden,  Saninel  D. 

Appointed  Midshipman,  19  February,  1840.     Dismissed  5  August,  1842. 
Cowdery,  Jonathan. 

Surgeon's  Mate,  1  January,  1800.     Surgeon,  27  November,  1S04.     Died  21  Novem- 
ber, 1852. 
Cowel,  John  G. 

Appointed  Master,  21  January,  1809.    Died  of  wounds  received  in  action  18  April, 
1814. 
Cowcll,  William  G. 

.\cting  Ensign,  12  August,  1864.     Honorably  discharged  11  November,  1865. 
Cowgill,  Warner  M. 

Midshipman,  30  September,  1863.     Graduated  2  June,  1868.     Ensign,  18  April, 
1869.     Master,  12  July,  1870.     Deserted  5  September,  1ST2. 
Cowie,  George,  Jr. 

Acting  Third  Assistant  Engineer,  23  May,  1864.     Acting  Second  Assistant  Engi- 
neer, 22  April,  1865.    Honorably  discharged  19  December,  1865.    Second  Assist- 
ant Engineer,  9  July,  1870.      Passed  Assistant  Engineer,  3  December,  1876.     In 
service. 
Cowie,  James  W. 

Acting  Midshipman,  25  February,  1863.     Graduated  6  June,  1867.     Ensign,  18 
December,  1868.     Lost  on  board  the  "  Oneida"  24  January,  1870. 
Cowie,  Robert. 

Acting  Assistant  Surgeon,  1  December,  1862.     Honorably  discharged  13  April, 
1866.     Re-appointed  13  February,  1867.     Discharged  1  June,  1868. 
Cowie,  Thomas  J. 

Assistant  Paymaster,  16  June,  1880. 
Cowing,  8eth  W. 

Acting  Ensitrn,  23  March,  1863.     Acting  Master,  30  Mav,  1865.     Honorably  dis- 
charged 1  October,  1867. 
Cowie,  William  E. 

Acting   Second   Assistant  Engineer,    17   June,    1804.     Honorably  discharged  34 
August,  1865. 
Cowles,  William. 

Cadet  Engineer.  1  October,  1873.     Graduated  21  June,  1875.     Assistant  Engineer, 
1  July.  1877.     Resigned  31  March,  1880. 
Cowles,  Walter  C. 

Midshipman,  22  September,  1869.     Graduated  31   May,  1873.     Ensign,  16  July, 
1874.     Master,  2  August,  1879. 
Cowles,  William  Sheffield. 

Acting  Midshipman,  21  July,  1863.     Graduated  6  June,  1867.     Ensign,  18  Decem- 
ber, 1868.     Master,  21  March,  1870.     Lieutenant,  26  October,  1871. 
Cowfey,  Charles. 

Acting  Assistant  Paymaster,  22  January,  1864.     Honorably  discharged  21  Sep- 
ber,  1805. 
Cowting,  William. 

Mate,  7  December,  1861.     Appointment  revoked  27  June,  1862. 
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Cowman,  Ricbard  H. 

Assistant  Surgeon  17  September  1853.     Lost  at  Sea  in  tlie  ^'■Albany." 
Cowper,  IVilliain. 

Appointed  Lieutenant,  9  March,  1798.     Commander,  13  July,  1790.     Discharged 
under  Peace  Establishment  Act,  3  Aj^ril,  ISOl. 
Cowrodi,  I^ewis. 

Appointed  Master's  Mate,  11  August,  1819.     Resigned  1  October,  1820. 
Cox,  Albert  T. 

Acting  Third  Assistant  Engineer,  5  December,  ISC;'.     Dismissed  25  October,  18C5. 
Cox,  Daniel  B. 

Acting  Third  Assistant  Engineer,  10  April,  1803.     Dismissed  20  May,  1865. 
Cox,  Edward  ]V. 

Api)ointed  Midshipman,  6  April,  1799.     Lieutenant,  14  .January,  1807.     Purser,  2 
March,  1820.     Died  14  August,  1845. 
Cox,  £dwin  B. 

Acting  Ensign,  20  December,  1862.     Honorably  discharged  3  August,  1865. 
Cox,  George. 

Appointed   Lieutenant,  15  June.   1799.     Commander,  27  May,  1804.     Resigned  8 
April,  1808. 
Cox,  George  G. 

Mate,  11  December,  1863.     Acting  Ensign,  20  June,  1864.     Honorably  discharged 
3  November,  1865. 
Cox,  James. 

Appointed  Midshipman,  38  August,  1799.     Last  appearance  on  Records  of  Navy 
Department,  10  May,  1801. 
Cox,  James  H. 

Mate,  13  March,  1862.     Acting  Ensign,  4  August,  1802.     Died  at  Key  West,  Flor- 
ida, 31  August,  1864. 
Cox,  J.  E. 

Acting  First  Assistant  Engineer.     Appointment  revoked  23  November,  1805. 
Cox,  John  C. 

Acting  Ensign,  3  October,  1862.     Acting  Master,  on  recommendation  of  command- 
ing officer,  21  December,  1863.     Honorably  discharged  30  May,  1865. 
Cox,  Jobn  F. 

Appointed  Midshipman,  30  June,  1799.     Discharged  under  Peace  Establishment 
Act,  13  October,  1801. 
Cox,  Jobn  H.  H. 

Appointed  Midshipman,  6  July,  1798.    Lieutenant,  13  SeiJtember,  1799.    Resigned 
26  April,  1804. 
Cox,  Jobn  W. 

Appointed  Midshipman,   1    March,   1835.     Passed   Midshipman,   4   June,   1831. 
Lieutenant,  3  March,  1835.     Died  7  December,  1842. 
Cox,  Josepb. 

Carpenter,  29  May,  1834.     Retired  list,  31  December,  1861. 
Cox,  Josepb  E. 

Carpenter,  9  July,  1861. 
Cox,  Mackall. 

Appointed  Midshipman,  date  not  known.     Resigned  3  January,  1799. 
Cox,  Samnel  J. 

Purser,  11  July,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Cox,  William  R.,  Jr. 

Mate,  8   January,  1863.     Acting   Ensign,   10   Novem-ber,  1864.     Honorably  dis- 
charged 16  December,  1865. 
Coxe,  Jobn  R. 

AiJpointcd  Midshipman,  4  July,  1817.     Lieutenant,  38  April,  1836.     Resigned  29 
May,  1833. 
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Coxe,  J.  S. 

Apiiointed  Midshipman,  10  January,  1815.     Died  80  .Tune,  1822. 
Coxe,  Richard. 

Appointed  Midshipman,  1  March,  1825.     Resigned  13  .June,  1832. 
Doxc,  Richard  J. 

Appointed  Master,  23  June,  1812.     Died  18  April,  1S22. 
Coxe,  William  S. 

Appointed  Midshipman,  16  January,  1809.     Lieutenant,  24  Julv,  1813.     Cashiered 
26  April,  1814. 
Coy,  Charles  S. 

•  Mate,  15  October,   1861.     Acting  Ensign,  16  January,  1863.     Acting  Master,  27 
January,  1864.     Acting  Volunteer  Lieutenant,  12  June,  1865.     Honorably  dis- 
charged 12  Octobei-,  1866. 
Coyle,  John  A. 

Appointed  Midshipman,   1  Ajjril,  1828.     Lost  in  the  '^ Sylph"  IG  August,  1831. 
Coyle,  Joseph  C. 

Acting  Ensign,  1  October,  1862.    Promoted  Acting  Master,  8  May,  1863.    Honora- 
bly discharged  28  Sejitember,  1865. 
Coyle,  Nicholas. 

Acting  Second  Assistant  Engineer,  6  August,  1862.     Acting  First  Assistant  Engi- 
neer, 20  June,  1863.     Died  on  ^'•Norwich,'''  24  September,  1863. 
Coyle,  Thomas. 

Acting  Third  Assistant  Engineer,  3  November,  1863.     Dismissed  5  May,  1865. 
Crabb,  Horace  'S. 

Midsliipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14   September,  1855.     Lieutenant,  15  September,  1855.     Died  10  March,  1861. 
Crabbe,  Thomas. 

Midshipman,  15  November,  1809.     Lieutenant,  4  February,  1815.     Commander,  3 
March,   1835.     Captain,  8    September,   1841.     Commodore  on  Retired  list,  16 
July,  1862.     Rear-Admiral  on  Retired  list,  25  July,  1866.     Died  29  June,  1872. 
Craft,  Richard  P. 

Mate,  15  July,  1863.     Honorably  discharged  5  November,  1865. 
Crafts,  Xathaniel  W. 

Appointed  Master,  10  September,  1807.     Resigned  4  August,  1808. 
Crafts,  Samuel  P. 

Acting  Ensign,  19  December,  1862.     Acting  Master,  14  August,  1863.     Acting 
Volunteer  Lieutenant,  6  Ajjril,  1865.     Honorably  discharged  5  December,  1865. 
Cragg,  S.  Wilkins. 

Third  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer,  26  Octo- 
ber, 1861.     Dismissed  27  .June,  1864.     Re-appointed  First  Assistant  Engineer, 
25  July,  1866.     Resigned  11  April,  1870. 
Cragin,  William  S.  W. 

Acting  Ensign,  20  January,  1865.     Honorably  discharged  6  September,  1866. 
Craig,  Renjamin  F. 

Mate,  29  December,  1864.     Honorably  discharged  4  November,  1865. 
Craig,  R.  J. 

Mate,  30  January,  1862.     Dismissed  5  March,  1862. 
Craig,  Joseph  !Edgar. 

Acting  Midshipman,  29  November,  1861.     Graduated  September,  1865.     Ensign, 
1  December,  1866     Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 

Craig,  J.  P.  D.  II. 

Appointed  Midshipman,  1  May,  1800.     Dismissed  5  July,  1805. 
Craig,  Philip  S. 

Carpenter,  25  March,  1873. 
Craig,  Robert. 

Mate,  14  June,  1863.     Acting  Ensign,  38  July,  1864.     Honorably  discharged  28 
October,  1865. 
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Craig,  William. 

Gunner,  20  January,  1838.     Lost  in  the  '■'•Albany,''''  last  intelligence,  28  Septemoer, 
1854. 
Craig,  William. 

Acting  First  Assistant  Engineer,  9  October.  1862.     Dismissed  14  March,  1863. 
Crain,  Charles  C. 

Acting  Third  Assistant  Engineer,  26  February,  1864.     Honorably  discharged  35 
October,  1865. 
Crain,  Walter  O. 

Midshipman,  27  October,  1814.     Passed  Midshipman,  10  August,  1847.     Resigned 

30  December,  1851. 
Crall,  George  A. 

Acting  Midshipman,  20  September,  1858.     Acting  Master,  20  June,  1863.     Dis- 
missed 20  January,  1863. 
Cram,  Edwin  J. 

Acting  Third  Assistant  Engineer,  6  September,  1864.     Honorably  discharged  29 
July,  1865. 
Crambangta,  Samuel  R. 

Midshipman,  20  February,  1863.     Graduated  2  June,  1868.     Resigned  29  June, 
1868. 
Cramer,  Frederick  A. 

Acting  Third  Assistant  Engineer,  3  July,  1863.     Acting  Second  Assistant  Engi- 
neer, 7  March,  1804.     Honorably  discharged  28  November,  1865 
Cramer,  John. 

Appointed  Midshipman,  1  May,  1816.     Drowned  20  March,  1832. 
Crandall,  Albert  A. 

Midshipman,  1   July,  1867.     Graduated  6  June,   1871.      Ensign,   14  July,  1872. 
Resigned  25  June,  1875. 
Crandall,  Charles  S. 

Mate,  17  February,  1864.     Acting  Ensign,   17  February,  1864.     Honorably  dis- 
charged 23  November,  1865. 
Crandall,  F.  H. 

Mate,  17  October,  1861.     Acting  Ensign,  14  July,  1863.     Appointment  revoked 
13  January,  1866. 
Crandall,  W'illiam  H. 

Mate,  13  December,  1861.     Resigned  4  September,  1863. 
Crane,  Flias  F. 

Mate,  9  February,  1864.    Acting  Ensign,  6  December  1864.    Honorably  discharged 

31  October,  1865. 
Crane,  Henry  A. 

Mate,  1  April,  1803.     Resigned  7  April,  1864. 
Crane,  3.  B. 

Mate.     Apjjointment  revoked  (Sick,)  10  July,  1863. 
Crane,  liemnel  O. 

Acting  Master,  33  May,  1861.     Resigned  23  January,  1863. 
Crane,  William  IV. 

Appointed  Midshipman,  23  May,  1799.     Lieutenant,  20  July,  1803.    Commander, 
4  March,  1813.     Captain,  23  November,  1814.     Died  18  March,  1846. 
Craney,  William. 

Appointed  Midshipman,  11   January,  1832.     Passed  Midshipman,  33  June,  1838. 
Dismissed  31  May,  1839. 
Craney,  William. 

Appointed  Midshipman,  3  September,  1841.     Resigned  15  February,  1843. 
Cranston,  Charles. 

Acting  Second  Assistant  Engineer,  9  August,  1863.     Acting  First  Assistant  Engi- 
neer, 8  July,  1863.     Honorably  discharged  31  March,  1868. 
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Cran»«ton,  Robert,  Jr. 

Appointed  Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  K^vy 
Department,  23  March,  1815.     Dismissed. 
Crapo,  Robert  B. 

Mate,  26  June,  1802.     Dismissed  15  May,  1863.     Acting  Ensign,  18  October,  1864. 
Honorably  discharged  17  October,  1867. 
Crary,  Charles  IV. 

Acting  Assistant  Paymaster,  29  December,  18G4.     Honorably  discharged  10  Octo- 
ber, 1S65. 
Crary,  John  S. 

Acting  Third  Assistant  Engineer,  26  February,  18C2.     Resigned  30  April,  1862. 
C'rary,  JLodowick.  W. 

Appointed  Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy 
Department,  23  May,  1815. 
Craven,  Alfred. 

Acting   Midshipman,   24  July,   1863.       Graduated   6   June,   1867.      Ensign,    IS 
December,  1868.     Master,  21  March,  1870.    Resigned  13  September,  1870. 
Craven,    Charles  H. 

Acting  Midshipman,  20  September,  1860.    Midshipman.     Ensign,  28  May,  1863. 
Master,  10  November,  1865.     Lieutenant,  10  November,  1866.    Lieutenant-Com- 
mander, 12  March,  1868. 
Craven,  John  K. 

Cadet  Midshipman,  24  September.  1874.     Graduated  4  June,  1880. 
Craven,  H.  Smith.  ' 

Civil  Engineer,  12  March,  1879. 
Craven,  Ishi. 

Appointed  Midshipman,  16  January,  1809.     Resigned  13  October,  1809. 
Craven,  Thontas  T. 

Midshipman,  1   May,  1822.     Passed  Midshipman,  24  May,  1828.     Lieutenant,  27 
May,  1830.     Commander,  16  December,  18o2.     Captain,  7  June,  1861.     Com- 
modore, 16  July,  1862.     Rear-Admiral,  10  October,  1866.     Retired  list,  30  De- 
ber,  1869. 
Craven,  Tunis. 

Purser,  15  August,  1812.     Appointment  revoked  6  March,  1813. 
Craven,  Tunis  A.  M. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant,  8 
September,  1841.     Commander  24  April,  1861.     Died  5  August,  1864. 
Crawford,  Charles  A. 

Mate,  21  November,  1861.     Dismissed  27  May,  1863. 
Crawford.  Charles  H. 

Acting  Third  Assistant  Engineer,  1  November,  18G4.     Resigned  27  Jlay,  1865. 
Crawford,  D.  R. 

Appointed  Midshipman,  9  December,  1831.     Passed  Midshipman,  15  June,  1837. 
Drowned  26  July,  1841. 
Crawford,  Edgar  F. 

Mate,  13  January,  1803.     Appointment  revoked  8  June,  1868. 
Crawford,  George  A. 
Chaplain,  10  IMay,  1870. 
Crawfor«l,  George  W. 

Acting  First  Assistant  Engineer,  18  April,  1863.     Resigned  20  January,  1864. 
Crawford,  James. 

Acting  Master,  27  February,  1862.     Appointment  revoked  (physically  disqualified) 
7  March,  1862. 
Crawford.  John. 

Acting  Third  Assistant  Engineer,  10  October,  1862.     Dismissed  30  April,  1864. 
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Crawford,  John  J. 

Acting  Second  Assistant  Engineer,  10  June,  1804.     Dismissed  31  August,  1864. 
Crawford,  Jobnson. 

Acting  Third  Assistant  Engineer,  11  April,  1SG4.     Appointment  revoked    (Sick,) 
26  May,  186.5. 
Crawford,  J.  Q.  A. 

Appointed  Midshii^man,  17  February,  1840.     Dismissed  19  December,  1846 
Crawford,  Millard  H. 

Assistant  Surgeon,  1  November,  1876. 
Crawford,  Robert. 

Third  Assistant  Engineer,  1  July,  1863.     Second  Assistant  Engineer,  35  July,  1860. 
Passed  Assistant  Engineer,  20  February,  1874.     In  service. 
Crawford,  Thouias. 

Mate,  18  January,  1804.     Honorably  discharged  20  August,  1805. 
Crawford,  William   H. 

Acting  Third   Assistant  Engineer,  15  December,  1802.     Acting  Second  Assistant 
Engineer,  9  December,  1804.     Honorably  discharged  15  August,  1805. 
Crawford,  William  II. 

Tliird  Assistant  Engineer,  19   February,  1863.     Second   Assistant  Engineer.   20 
June,  1864.     Resigned  30  April,  1808. 
Creaii,  John. 

Appointed  Midshipman,  1  Februarj',  1814.     Resigned  18  October,  1814. 
Cree,  Joseph  ('. 

Acting  Third   Assistant  Engineer,  1861.     Acting  Second  Assistant  Engineer,  18 
May,  1803.     Acting  First  Assistant  Engineer,   9  June,   1864.     Honorably   dis- 
charged 15  July,  1806. 
Creeoy,  I^nther. 

Appointed  Midshipman,  10  November,  1835.     Resigned  10  August,  1830. 
CrecTy,  James. 

Acting  Third  Assistant  Engineer,  35  Julv,  1803.     Honorably  discharged  25  Novem- 
ber, 1865. 
Creerey,  William  S. 

Acting  Assistant  Paymaster,  8  October,  1863.     Died  at  Sea,  1864. 
Cregier,  John  H. 

Mate.     Dismissed  8  July,  1863. 
Creighton,  James  M. 

Mate,  7  March,  1870.     In  service. 
Creighton,  J.  Blakeley. 

Midshipman,  10  February,  1838.     Passed  Midshipman,  30  May,  1844.     Master,  16 
December,  1852.      Lieutenant,   9   October,   1853.      Commander,  33   September, 
1803.     Captain,  26  November,  1808.     Commodore,  9  November,  1874. 
Creighton,  John  O. 

Appointed  Midshipman,  25  June,   1800.     Lieutenant,  24  February,  1807.     Com- 
mander, 24  July,  1813.     Captain,  27  April,  1816.     Died  13  October,  1838. 
Creighton,  Joseph. 

Mate,  19  July,  1802.     Discharged  18  October,  1863. 
Crenshaw,  J.  W. 

Appointed  Midshipman,  1  April,  1826.     Resigned  6  November,  1837. 
Crenshaw,  F.  M. 

Appointed  Midshipman,  1  December,  1827.     Died  3  October,  1838. 
Cresap,  James  C. 

Midshipman,  34  June,  1867..   Graduated  6  June,   1871.     Ensign,  14  July,  1873. 
Maste&j  30  September,  1876. 
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Cresper,  William. 

Appointed  Master,  24  June,   1799.     Lieutenant,  o  September,  1800.     Discharged 
under  Peace  Establishment  Act,  17  July,  1801 
Cressy,  Jusiah  P. 

Acting  Volunteer  Lieutenant,  12  August,  1801.     Dismissed  18  July,  1862. 
Cressy,  William  J. 

Mate,  6  January,  1803.     Resigned  14  May,  1863. 
Cressj,  M'.  K. 

Acting  Master,  31   August,  1861.     Acting  Volunteer  Lieutenant  at  capture  of 
"  Warrior"  20  November,  1863.     Died  at  Navy  Yard,  New  York,  28  October, 
1804. 
Crillon,  Charles. 

Appointed  Midshipman,  1  December,  1824.     (See  Barton.) 
Criniiuon,  Matthew. 

Mate,  31  October,  1802.     Resigned  24  May,  1864. 
Crippen,  Thomas. 

Appointed  Sailmaker,  9  June,  1803.     Resigned  19  May,  1806. 
Crisel,  Xewton. 

Appointed  Midshipman,  15  June,  1838.     Dropped  in  1840. 
Crissey,  Edwin. 

Acting  Ensign,  24  January,  1863.    Acting  Master  on  reconmaendation  of  Command- 
ing Officer,  1  June,  1864.     Resigned  17  May,  1865.    Boatswain,  4  January,  1873 
Critchell,  Robert  S. 

Mate,  3  September,  1863.     Honorably  discharged  4  September,  1805. 
Crocker,  Adolphiis  C. 

Acting  Third  Assistant  Engineer,  3  March,  1864.     Resigned  12  May,  1865. 
Crocker,  Charles  T. 

Appointed  Midshipman,  30  November,  1837.     Dismissed  19  November,  1844. 
Crocker,  Edward. 

Boatswain.  16  June,  1828.     Died  22  July,  1858. 
Crocker,  Edward  P. 

Mate,  7  July,  1863.     Iilate,  3  November,  1865.    Appointment  revoked  2  December, 
1865. 
Crocker,  Frederick. 

Acting  Master,  27  May,  1861.     Resigned  29  November,  1861.     Re-appointed  3 

February,   1802.      Acting  Volunteer  Lieutenant,  for  gallantry,  29   November, 

1862.     Acting  Volunteer  Lieutenant-Commander,  for  faithful  and  meritorious 

services  during  rebellion,  1  May,  1865.     Honorably  discharged  2  October,  1865. 

Crocker,  Frederick  William. 

Actini;  Midshipman,  26  September,  1862.     Graduated  June,   1866.     Ensign,  12 
March,  1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Crocker,  James  O. 

Mate,  9  May,  1862.     Died  17  October,  1864. 
Crocker,  James  M. 

Mate,  15  November,  1861.     Acting  Ensign,  14  August,  1862.     Honorably  di» 
charged  14  September,  1865. 
Crocker,  Jonathan  W. 

Acting  Ensign,  2  February,  1864.     Honorably  discharged  7  September,  1865. 
Crocker.  Xiles  T. 

Acting  Ensign,  9  August,  1864.     Honorably  discharged  24  October,  1805. 
Crocker,  Thomas  91. 

Gunner,  14  May,  1844.     Died  23  January,  1859. 
Crockett.  E. 

Acting  Master,  27  February,  1862.     Appointment  revoked  21  March,  1862. 
Crockett,  H.  ]V. 

Acting  Ensign,  21  November,  1864.     Honorably  discharged  19  July,  1865. 
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Crott,  Oeorge. 

Appointed  Master,  17  August,  1814.     Resigned  5  October,  1815. 
Croft,  Thomas  F. 

Acting  Assistant  Paymaster,  23  June,  1864.     Honorably  discliarged  13  November, 
180.5. 
Crolitis,  Sebastian. 

Third  Assistant  Engineer,  1   July,   18G1.      Resigned   13  August,  18C3.     Acting 
Second  Assistant  Engineer,  14  February,  18G3.     Acting  First  Assistant  Engi- 
neer, 20  September,  1863.     Resigned  10  October,  1863. 
Cromack,  William. 

Mate,  14  April,  1804.     Resigned  13  May,  1805. 
Cromwell,  Bartlett  J. 

Midshipman,  21  September,  1857.     Midshipman,  1  June,  1861.     Acting  Master,  5 
September,  1861.     Lieutenant,  16  July,  1863.     Lieutenant-Commander,  25  July, 
1806.     Commander,  24  October,  1874. 
Cromwell,  Cliarles. 

Appointed  Master,  date  not  known.     Resigned  13  January,  1800. 
Cromwell,  Charles. 

Appointed  Master,  21  April,  1814.     Discharged  28  March,  1815. 
Cromwell,  Joseph  II. 

Acting  Ensign,  20  July,  1804.     Honorably  discharged  13  July,  1865. 
Cronan,  John. 

Acting  Carpenter,  18  April,  1863.     Resigned  11  November,  1805. 
Crone,  Bernard. 

Acting  Master  and  Pilot,  1  October,  1804.     Honorably  discharged  31  May,  1866. 
Cronin,  Cornelius. 

Mate,  9  July,  ISGO.     Gunner,  20  November,  1873. 
Cronin,  Francis. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  21  October, 
1801.     First  Assistant  Engineer,  20  May,  1863.     Resigned  10  November,  1865. 
Cronin,  John. 

Mate,  23  October,  1863.     Acting  Ensign,  1  January,  1865.     Honorably  discharged 
4  November,  1865. 
Cronin,  Michael  J. 

Acting  Ensign,  16  April,  1863.     Acting  Master,  24  November,  1863.    'Honorably 
discharged  31  November,  1805. 
Cronin,  Thomas  II. 

Third  Assistant  Engineer,  20  May,  1857.     Second  Assistant  Engineer,  3  August, 
1859.     Died  8  December,  1801. 
Cronk,  Charles  W. 

Acting   Second  Assistant  Engineer,  10   October,   1803.      Appointment   revoked 
(Sick,)  17  October,  1863.     Acting  Second  Assistant  Engineer,  21   November, 
1803.      Acting  First  Assistant  Engineer,  29  October,  1804.      Honorably  dis- 
charged 22  December,  1868. 
Cronk,  Volney. 

Acting  Second  Assistant  Engineer,  22  August,  1863.     Honorably  discharged  18 
September,  1805. 
Cronniiller,  Thomas  li.  P. 

Assistant  Surgeon,  38  June,  1853.     Dropped  13  May,  1858. 
Cronthers,  James  A. 

Acting  Second  Assistant  Engineer,  11   August,  1804.     Honorably  discharged  35 
July,  1805. 
Cronyn,  W.  J. 

Acting  Assistant  Surgeon,  13  December,  1873. 
Crooker,  Charles  A.  '~ 

Acting  Master,  30  August,  1861.     Honorably  discharged  8  January,  1866. 


180  GENERAL  NAVY  REGISTER. 

Crooker,  Thomas  M. 

Master's  Mate,  3  Marcli,  1S41.     Gunner,  U  May,  1844.     Died  23  January,  1859. 
Crooks,  James. 

Actinc;  Third  Assistant  Engineer,  31  August,  1863.      Honorably  discharged  8 
December,  1865. 
Croosman,  Alex.  F. 

Acting  Midshipman,  3  October,  1851.     Midsliipnian,  9  June,  1855.     Passed  Mid- 
shipman, 15  April,  1858.     Master,  23  June,  1860.     Lieutenant,  23  November, 
1860.    Lieutenant-Commander,    16     July,    1862.      Commander,    1    July,    1870. 
Drowned  12  April,  1872. 
C'rootviiisliield,  Jacob. 

Midshipman,  11  March,  1815.     Lieutenant,  15  January,  1825.     Commander,  8  Sep- 
tember, 1841.     Died  15  July,  1849. 
Cropper,  S.  Preston. 

Acting  Third  Assistant  Engineer,  6  April,  1865.     Honorably  discharged  10  May, 
1866. 
Crosby,  Atwood. 

Acting  Assistant  Surgeon,  27  June,  1864.     Resigned  31  May,  1865. 
Crosby,  E«lward  D. 

Purser,  13  September,  1841.     Died  20  December,  1846. 
Crosby,  Eli. 

Third  Assistant  Engineer,  22   September,  1S49.     Second  Assistant  Engineer,  26 
February,  1S51.     Died  24  January,  1854. 
Crosby,  Freeman  H. 

Midshipman,   SO  July,  1866.     Graduated  7  June,   1870.     Ensign,  13   July,  1871. 
Master,  8  Nnvember,  1874. 
Crosby,  Haskell. 

Acting  Ensign,  20  December,  18G2.     Honorably  discharged  21  September,  1865. 
Crosby,  Henry. 

Mate,  3  June,  1863.     Dismissed  18  November,  1864. 
Crosby,  James  E. 

Mate,  31  August,  1863.     Died  on  "  Honduras,''  9  July,  1864. 
Crosby,  John. 

Boatswain,  8  February,  1848.     Resigned  18  September,  1854. 
Crosby,  John  K. 

Acting  Master,  15  April,  1862.     Honorably  discharged  16  September,  1865. 
Crosby,  Joshua  W. 

Act'iug  Master,  23  April,  1862.     Honorably  discharged  14  September.  1865. 
Crosby,  Pierce. 

Midshipman,  5  June,  1838.    Passed  Midshipman,  20  May,  1844.    Master,  4  Novem- 
ber, 1852.     Lieutenant,  3  September,  1853.     Commander,  22  September,  1862. 
Captain,  27  May,  1868.     Commodore,  3  October,  1874. 
Crosby,  Thomas  D. 

Acting  Second  Assistant  Engineer,  16  November,  1863.     Honorably  discharged 
16  February,  1868. 
Crosby,  Warren  J. 

Mate,  5  March,   1862.     Acting  Ensign,   1   July,  1864.     Honorably  discnarijed  21 
October,  1SG5. 
Crosby,  William  B.,  Jr. 

Acting  Assistant  Paymaster,  7  August,  1863.     Resigned  23  December,  1864 
Croslcy,  S.  M. 

Mate,  14  September,  1863.     Resigned  18  Marcn,  1871. 
Crosmon,  Xelson  E. 

Acthig  Third  Assistant  Engineer,  25  May,  1864.     Resigned  (Sick,)  11  March,  1865. 
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Cross,  Elliot  W. 

Acting  Third  Assistant  Engineer,  38  March,  186-1.     Honorably  discharged  28  June, 
1865. 
Cross,  George. 

Appointed  Captain  10  September,  1798.     Discharged  under  Peace  Establishment 
Act,  date  not  known. 
Cross,  J.  Arnold. 

Acting  Ensign,  7  November,  1863.     Honorably  discharged  2  August,  1865. 
Cross,  Jotaii  C. 

Third  Assistant  Engineer,  8  December,  1863.     Second  Assistant  Engineer,  8  April, 
1864.     Resigned  21  June,  1865. 
Cross,  John  W. 

Acting  Second  Assistant  Engineer,  18  November,  1861.     Resigned  6  November, 
1802. 
Cross,  Joseph. 

Appointed  Midshipman,  9  June,  1811.     Lieutenant,  27  April,  181G.     Died  10  Feb- 
ruary, 1834. 
Cross,  J.  Wesley. 

Acting  Third  Assistant  Engineer,  25  Sejjtember,  1863.     Honorably  discharged  7 
October,  1868. 
Cross,  Robert  H. 

Gunner,  23  April,  1858 
Cross,  Samuel. 

Gunner,  4  January,  1863.     Dismissed  10   September,  18C3.     Gunner,  27  August, 
1872. 
Cross,  Thomas  H. 

Acting  Third  Assistant  Engineer,  31   October,   1863.     Honorably  discharged  26 
July,  1865. 
Crossan,  Thomas  M. 

Midshipman,  1  July,  1836.     Passed  Midshipman,  1  July,  1842.     Master.     Lieuten- 
ant, 6  April,  1849.     Resigned  1  September,  1857. 
Crossnian,  James  A. 

Acting  Ensign,  14  December,  1863.     Honorably  discharged  33  August,  1865. 
Croton,  Charles. 

Mate,  22  October,  1863.     Resigned  15  May,  1865. 
Crow,  Benjamin. 

Appointed  Sailmaker,  5  May,  1836.     Died  31  March,  1845. 
Crow,  James. 

Appointed  Midshipman,  15  November,  1809.     Resigned  15  December,  1810. 
Crowell,  David  H. 

Acting  Master,  33  November,  1861.     Resigned  16  May,  1863. 
Crowell,  lilrastns. 

Acting  Master,  36  August,  1861.     Resigned  19  October,  1861. 
Crowell,  George  W. 

Acting  Master,  6  December,  1861.     Dismissed  17  September,  1862. 
Crowell,  Isaiah  E. 

Sailmaker,  3  January,  1863. 
Crowell,  Joseph  W. 

Acting  Ensign,  31  August,  1863.     Honorably  discharged  21  August,  1865. 
Crowell,  Lievi. 

Acting  Master,  7  December,  1861.     Honorably  discharged  29  January,  1866. 
Crowell,  Miner  B. 

Acting  Master,  18  January,  1863.     Acting  Volunteer  Lieutenant,  for  good  service, 
16  March,  1864.     Honorably  discharged  18  December,  1865. 
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Crowley,  Charles  E. 

Midshipman,  IG  January,  1809.     Lieutenant,  9  December,  1814.     Died  at  Charles- 
ton, South  Carolina,  15  August,  1850. 
Crowley,  John. 

Appointed  Carpenter,  28  October,  1811.     Dismissed  26  September,  1812. 
Crowley,  John. 

Boatswain,  11  January,  1876.     Appointment  revoked  7  February,  1876. 
Crowinshield,  Arrant  S. 

Acting  Midshipman,   25  September,   18G0.     Graduated  28  May,  1863.     Ensign,  4 
June,  1863.     Master,   10    November,   1865.     Lieutenant,   10   November,    1866. 
Lieutenant-Commander,  .2  March,  1868.     Commander,  25  March,  1S80. 
Crowninshielfi,  William  W. 

Acting'Ensign,  21  January,  1863.     Acting  Master,  for  good  service,  10  December, 
1863.     Acting  Volunteer  Lieutenant,  17  May,  1865.     Honorably  discharged  4 
October,  1868. 
Crozet,  J.  B. 

Mate,  8  November,  1869.    Resigned  23  November,  1872. 
Crnft,  John. 

Appointed  Lieutenant,  15  October,  1798.     Commission  returned. 
Crnger    Edward  Alartiueau. 

Acting  Midshipman,  30  July,  1863. 
Crnmniey,  Thomas. 

Third  Assistant  Engineer,  21  April,  1862.     Resigned  5  September,  1866. 
Cri'.mp,  George  T. 

Appointed  Midshipman,  3  February,  1829.     Died  12  April,  1832. 
Crump,  Richard. 

Appointed  Midshipman,  20  June,  1806.     Dismissed  18  February,  1808. 
Crnse,  Peter  N. 

Acting  Master,  14  September,  1861.     Resigned  17  June,  1863. 
Crnse,  Samuel  C. 

Acting  Master,  18  October,  1861.     Honorably  discharged  5  February,  1866. 
Crygier,  John  W. 

Cadet  Engineer,  1  October,  1874.     Graduated  10  June,  1879. 
Cuddy,  William. 

Sailmaker,  3  March,  1873. 
Cndworth,  William. 

Appointed  Midshipman,  16  January,  1809.     Resigned  17  November,  1809. 
Culbert,   Edward. 

Mate,  23  January,  1862.     Honorably  discharged  29  August,  1868. 
Culbertson,  C.  J. 

Mate,  17  September,  1861.     Discharged  7  April,  1862. 
Culbertson,  James. 

Appointed  Boatswain,  1   January,  1817.     Last  appearance  on  Records  of  Navy 
Department  for  1820. 
Culbertson,  Wilson  S. 

Mate,  4  April,  1M64.     Honorably  discharged  18  November,  1865. 
Cnlbreth,  George  S. 

Assistant  Surgeon,  18  June,  1866.     Passed  Assistant  Surgeon,  14  December,  1869. 
Surgeon,  31  December,  1876.     Lost  on  "  Huron,''''  24  November,  1ST7. 
Cullaton,  John. 

Mate,  28  June,  1863.     Acting  Ensign,  25  February,  1863.     Resigned  9  June,  1865. 
Cullen,  Ezekiel  W. 

Purser,  4  June,  1857.     Resigned  11  May,  1858. 
Cullen,  John. 

Acting  Second  Assistant  Engineer,  13  August,  1863.     Resigned  6  October,  1863. 
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Acting  First  Assistant  Engineer,  7  May,  1864.     Honorably  discharged  29  Sep- 
tember, 1865. 
Cnlley,  George  t. 

Acting  Tliird  Assistant  Engineer,  14  July,  1863.     Dismissed  5  May,  1865. 
Cnlley,  Joseph. 

Acting  Third  Assistant  Engineer,  1  August,  1862.     Acting  Second  Assistant  Engi- 
neer, 22  May,  1863.     Appointment  revoked  (Sick,)  11  November,  1863.     Acting 
First  Assistant  Engineer,  12  June,  1865. 
Ciilliiis,  \ssi  B. 

Acting  Third  Assistant  Engineer,  21  June,  1862.     Acting  Second  Assistant  Engi- 
neer, 20  June,  1863.     Honorably  diseliarged  15  December,  1865. 
CiilTer,  Abraham  E. 

Midshipman,  6  June,  1872.     Graduated  20  June,   1876.     Ensign,   14  December, 
1877. 
Culver,  Charles  B. 

Acting  Third  Assistant  Engineer,   14  January,  1863.     Acting  Second  Assistant 
Engineer,  13  September,  1864.     Honorably  discharged  8  Sejjtember,  1865. 
Culver,  Charles  E. 

Mate,  8  October,  1861.     Resigned  9  April,  1864. 
Culver,  E.  B. 

Acting  Assistant  Paymaster,  22  July,  1863.     Discharged  12  November,  1865. 
Culver,  Josiah  H. 

Assistant  Surgeon,  24  March,  1863.     Retired  15  Julv,  1867.     Died  25  September, 
1868. 
Cuiiiberson,  TVilliani  M. 

Acting  Third  Assistant  Engineer,  6  January,  1862.     Resigned  5  January,  1863. 
Cuuiniing,  John  W. 

Mate.     Resigned  5  September,  1 862. 
Cuuiming,  T.  W. 

Appointed   Midshipman,   19   May,    1832.     Passed   Midshipman,   23   June,    1838. 
Resigned  23  February,  1841. 
CumniingH,  A.  B. 

Midshipman,  7  April,  1847.     Passed  Midshipman,  10  June,  1853.     Master,  15  Sep- 
tember, 1855.     Lieutenant,   16  September,   1855.     Lieutenant-Commander,   16 
July,  1862.     Died  18  March,  1863. 
Cuniinings,  £d.  P. 

Acting  Assistant  Surgeon,  21  October,  1861.     Resigned  20  February,  1862. 
Cuniniings,  John  li. 

Appointed  Midshipman,  8  October,  1800.     Lieutenant,  1  April,  1812.     Died  24 
July,  1824. 
Cnniinins,  James. 

Mate,  1  November,  1863.     Resigned  8  November,  1864. 
Cummins,  James  A. 

Acting  Gunner,  30  September,  1862.     Dismissed  3  February,  1864. 
Cunningham,  Alexander. 

Master,  15  November,  1815.     Reserved  list,  13  September,  1855.     Died  26  April, 
1850. 
Cunningham,  Charles. 

Acting  Ensign,  28  February,  1863.     Resigned  5  September,  1864. 
Cunningham,  Frederick  A. 

Gunner,  21  August,  1850.     Deserted  20  August,  1858. 
Cunningham,  George. 

Acting  Third  Assistant  Engineer,  22  November,  1862.      Appointment  revoked 
(Sick,)  15  June,  1863. 
Cunningham,  G.  F. 

Appointed  Midshipman,  14  February,  1840.     Resigned  20  August,  1849. 
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Cnnninghain,  Hugh. 

Acting  Third  Assistant  Engineer,  G  March,  1805.     Honorably  discharged  4  Octo- 
ber, 1SU.5. 
Cunningliaiii,  James. 

JIate,  24  .January,  1)503.     Honorably  discharged  29  October,  18G.5. 
Cnnningliain,  John  O. 

Acting  Third  Assistant  Engineer,  4   September,  1864.     Dismissed  30  April,  1867. 
Cniiniiighaiii,  John  S. 

Purser,  13  March,  18-57.    Pay  Inspector,  3  March,  1871.    Pay  Director,  14  October, 
1871. 
Cunningham,  Patrick  Tliomas. 

Midshipman,  20  September,  1803.     Graduated  6  June,  1867.     Ensign,  18  Decem- 
ber, 1808.     Master,  31  March,  1870.     Lieutenant,  21  March,  1871.     Resigned  9 
November,  1872. 
Cunningham,  Robert  B. 

Midshipman,  30  November,  1814.     Lieutenant,  13  January,  182.5.     Commander,  8 
September,  1841.     Captain,  14  September,  1855.     Died  13  March,  1801. 
Cunningham,  Thomas  A. 

Acting  Third  Assistant  Engineer,  36  January,   1864.      Died  on  ^'  Merrimac,"  2 
July,  1804. 
Cunningham,  Thomas. 

Acting  Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  13 
May,  1861.     First  Assistant  Engineer,  30  May,  1803.     Resigned   10  November, 
1806. 
Cunningham,  T.  S. 

Appointed   Midshijiman,  15   November,  1809.      Lieutenant,   9   December,   1814. 
Resigned  31  April,  1837. 
Cunningham,  W. 

Appointed  Gunner,  11  August,  1819.     Died  in  1833. 
Curley,  M.  E. 

Acting  Carpenter,  6  May,  1865.     Honorably  discharged  6  August,  1865. 
Curran,  James. 

Acting  Third  Assistant  Engineer,  7  July,   1863.     Appointment  revoked  (Sick,) 
10  February,  1864. 
Curran,  James. 

Acting  Second  Assistant  Engineer,  36  April,  1866.     Mustered  out  24  July,  1807. 
Curran,  James. 

Acting  Third  Assistant  Engineer,  15  September,  1864.     Acting  Second  Assistant 
Engineer,  22  February,  1865.     Honorably  discharged  13  November,  1805. 
Curran,  Sanford. 

Acting  Thiid  Assistant  Engineer,  28  December,  1803.     Died  on  "  Tallahatchie,"  10 
April,  1805. 
Currier,  Oliver  C. 

Mate,  31  August,  1804.     Honorably  discharged  19  December,  1865. 
Currier,  W.  A. 

Mate,  4  April,  1862.     Dismissed  30  August,   1863.     Mate,  37  November,   1863. 
Appointment  revoked  (Sick,)  14  October,  1864. 
Curry.  David  H. 

Acting  Carpenter,  1  October,  1862.     Resigned  30  May,  1864. 
Curtis,  Andrew. 

Acting  Ensign,  14  May,  1864.     Honorably  discharged  13  August,  1865. 
Curtis,  Asa. 

Gunner,  1  JIarch,  1835.     Died  at  ^^  Bio  de  Janerio"  11  September,  1858. 
Curtis,  Caleb  A. 

Acting  Master,  23  September,  1861.     Resigned,  accepted  with  regrets  of  the  De- 
partment, 3  December  1803. 
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Curtis,  Cicero  B. 

Acting  Second  Assistant  Engineer,  17  October,  1863.     Honorably  discharged  15 
August,  1865. 
Curtis,  Clinton  K. 

Midshipman,  38  September,  1865.     Graduated  4  .Tune,  1869.     Ensign,  13  July, 
1870.     Master,  25  November,  1873.     Lieutenant,  30  June,  1876. 
Curtis,  David  G. 

Acting  Assistant  Surgeon,  19  September,  1804.     Honorably  discharged  24  August 
1865. 
Curtis,  Edward. 

Third  Assistant  Engineer,  21  October,  1861.     Resigned  11  February,  1803. 
Curtis,  Frederick  R. 

Acting  Assistant  Paymaster,  19  October,  1861.     Assistant  Paymaster,  13  J  uly,  1862. 
Died  on  '' Pawnee,"  17  April,  1863. 
Curtis,  G.  G. 

Acting  Ensign,  8  June,  1864.     Honorably  discharged  8  November,  1865. 
Curtis,  Henry  F. 

Acting  Ensign,  23  May,  1864.     Honorably  discharged  15  November,  1865. 
Curtis,  James  F. 

Appointed  Midshipman,  18  June,  1812.     Lieutenant,  1   April,  ISIS.     Resigned  19 
April,  1834. 
Curtis,  Roniaine  J. 

Acting  Assistant  Surgeon,  3  May,  1864.     Honorably  discharged  31  October,  1865. 
Curtis,  Samuel. 

Acting  Master,  23  January,  1863.     Honorably  discharged  2  February,  1800. 
Curtis,  Stacey. 

Appointed  Sailmaker,  23  April,  1813.     Resigned  21  June,  1815. 
Curtis,  Thomas  B. 

Appointed  Midshipman,  28  September,  1812.     Resigned  13  November,  1823. 
Curtis,  William  H.  H. 

Acting  Ensign,  8  September,  1804.     Honorably  discharged  14  July,  1865. 
Curtis,  W.  Scott. 

Mate,  19  March,  1862.     Dismissed  4  April,  1863. 
Curwen,  Henry. 

Acting  Ensign,  1  July,  1864.     Honorably  discharged  4  June,  1865. 
Cushing,  Caleb. 

Appointed  Master,  18  August,  1812.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 31  August,  1812. 
Cushlng,  Charles  C. 

Acting  Ensign,  on  Admiral  Lee's  StaflF,  7  November,  1864.     Honorably  discharged 
3  October,  1865. 
Cushing,  Edmund  H. 

Acting  Assistant  Paymaster,  30  June,  1863.     Passed  Assistant  Paymaster,  23  July, 
1866.     Paymaster,  16  September,  1868.     Died  on  the  "  Tuscarora,"  11  Marcli 
1869. 
Cushing,  Henry. 

Acting  Assistant  Paymaster,  29  July,  1863.     Discharged  3  October,  1865. 
Cushing,  Milton  B. 

Acting   Assistant  Paymaster,  30  August,  1864.     Passed  Assistant  Paymaster   23 
July,  1806.     Paymaster,  12  March,  1869. 
Cushing,  Samuel  W. 

Appointed  Midshipman,  28  August,  1799.     Last  appearance  on  Records  of  Navy 
Department,  13  September,  1799.     Killed  in  a  duel. 
Cushing,  Stephen. 

Acting   Assistant   Surgeon,   11  June,   1864.     Honorably  discharged   10  October, 
1865. 
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dishing,  Thomas  B. 

Acting  Assistant  Paymaster,  14  August,  1863.     Resigned  9  March,  1865. 
Cashing,  T.  J.  II. 

Surgeon's  Mate,  23  January,  1809.     Dismissed  5  March,  1810.     Surgeon's  Mate, 
10  December,  18U.     Died  1  June,  1817. 
Cushing,  William  Barker. 

Acting  JlidshiiJman,  25   September,  1857.     Resigned  23  March,   1861.     Acting 
Master's  Mate,  1861.     Lieutenant,   16  July,   1862.     Lieutenant-Commander,  37 
October,  1864.     Commander,  31  January.  1872.     Died  17  December,  1874. 
Cnsliman,  Alex. 

3Iate,  22  March,  1863.     Dismissed  15  March,  1864. 
Cnshman,  Ansell. 

Appointed  Master,  26  May,  1812.     Dismissed  9  January,  1813. 
Cuslimau.  Charles  F. 

Gunne',  7  April,  1856.     Died  14  December,  1856. 
Cnshnian,  Charles  H. 

Midshipman,   24  March,   1849.     Passed   Midshipman,  12  June,  1855.     Master,  16 
September,  1855.     Lieutenant,   8   February,  ly56.     Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1866.     Retired  list,  24  April,  1877. 
Cushman,  George  P. 

Gunner,  18  December,  1861. 
Cushman,  Walter  S. 

Acting  Assistant  Paymaster,  27  September,  1862.     Resigned  12  May,  1864. 
Cushman,  William  II. 

Third  Assistant  Engineer,  3  August,  1855.     Second   Assistant  Engineer.  21  July, 
1858.     First  Assistant  Engineer,  3  August,  1859.     Chief  Engineer,  Hi  October, 
1861. 
Cushman,  W.  S. 

Ap23ointed  Midshipman,  18  February,  1841.     Resigned  31  July,  1847. 
Cutbush,  Edward. 

Surgeon,  24  June,  1799.     Resigned  10  June,  1829. 
Cutbnsh,  William. 

Appointed  Midshipman,  9  December,  1800.     Resigned  30  November,  1805. 
Cutchin,  Robert. 

Appointed  Master,  30  January,  1809.     Dismissed  8  November,  1813. 
Cuthbert,  liaohlan. 

Appointed  Midshipman,  1  January,  1812.     Died  2  September,  1820. 
Cuthbert.  Wayland. 

Third  Assistant  Engineer,  24  August,  1861.     Second  Assistant  Engineer,  21  April, 
1863.     Resigned  23  August,  1864. 
Cuthbertson,  James. 

Acting  Second  Assistant  Engineer,  4  June,  1864.     Honorably  discharged  28  Octo- 
ber, 1865. 
Cuthbut,  B.  II. 

Appointed  Midshipman,  24  July,  1807.     Struck  off  4  September,  1808. 
Cutler,  Alfred. 

Appointed  Midshipman,  1  January,  1825.     Resigned  8  March,  1826. 
Cutler,  Amos. 

Appointed  Sailmaker,  34  .June,  1817.     Resigned  in  October,  1820. 
Cutler,  James. 

Acting  Tliirtl  Assistant  Engineer,  1  October,  1862.     Acting  Second  Assistant  En- 
gineer, 24  August,  1863.     Honorably  discharged  4  November,  1865. 
Cutler,  William  F. 

Acting  Third  Assistant  Engineer,  23  August,  1864.     Resigned  19  May,  1865. 
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Cutler,  William  G. 

Midshipman,  22  September,  1871.     Graduated  21  June,  1875.     Ensign,  18  July, 
1876. 
Cutter,  George  F. 

Purser,  5  June,  1844.     Pay  Director,  3  March,  1871.     Paymaster  General,  18  No- 
vember, 1S77. 
Cutter,  Rensalear. 

Acting  First  Assistant  Engineer,  27   February,  186.3.     Honorably  discharged  18 
November,  1865. 
Cutter,  William. 

Appointsd   Midshipman,    15  November,   1809.     Lust  appearance   on  Records   of 
Navy  Department. 
Cutting,  John  B. 

Appointed   Midshipman,   1   January,    1825.     Passed   Midshipman,  4  June,  1831. 
Lieutenant,  23  December,  1835.     Died  20  May,  1843. 
Cutts,  Augustus. 

Appointed  Midshipman,  9  November,  1813.     Lieutenant,  13  January,  1825.     Died 
13  June,  1839. 
Cutts,  Charles  E. 

Appointed  Midshipman,  3  November,  1818.     Died  7  September,  1834. 
Cutts,  J.  M. 

Appointed  Midshipman,  18  June,  1812.     Resigned  1  July,  1820. 
Cutts,  Joseph,  Jr. 

Appointed  6  December,  1814.     Lieutenant,  13  January,  1825.     Died  26  September, 
1834. 
Cutts,  Richard  Malcolm. 

Acting  Midshipman,  22   September,   1862.     Graduated  June,   1866.     Ensign,  12 
March,  1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Cutts,  Walter  C. 

Appointed  Midshipman,  4  March,  1823.     Dismissed  17  May,  1833. 
Cnyler,  Richard  M. 

Midshipman,  28  April,  1839.     Passed  Midshipman,  2  July,  1845.     Master,  9  June, 
1853.     Lieutenant,  20  February,  1854.     Resigned  30  December,  1859. 

Sabney,  Albert  J. 

Midshipman,  1  October,  1867.     Graduated   6  June,  1871.     Ensign,  14  July,  1872. 
Master,  6  April,  1875. 
Dabney,  George. 

Midshipman,  9  November,  1799.     Discharged  14  July,  1801,  under  Peace  Estab- 
lishment Act. 
Dabney,  George. 

Midshipman,  30  March,  1802.     Resigned  12  April,  1805. 
Dabney,  T.  S. 

Acting  Assistant  Paymaster,  32  September,   1863.     Discharged  33  March,  1867. 
Dade,  Alexander  T.. 

Midshipman,  1  November,  1827.     Drowned  14  September,  1830. 
Dade,  Francis  C. 

Third  Assistant  Engineer,  20  January,  1849.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     First  Assistant  Engineer,  21  May,  1853.    Chief  Engineer,  24  Octo- 
ber, 1859. 
Dade,  Townshend. 

Midshipman,  1  May,  1838.     Resigned  8  June,  1836. 
Dade,  Stephen  li. 

Mate.     Resigned  29  September,  1862. 
Dade,  William  H. 

Mate,  23  December,  1861.     Dismissed  27  September,  1863. 
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Daggett,  Jacob. 

Mate,  9  January,  1863.     Deserted  15  July,  18G4. 
I>aggott,  Lloyd  E. 

Mate,  11  June,  18(12.     Honorably  discharged  16  October,  1867. 
Daggett,  Ricbniond. 

Mate,  11   October,  1862.     Acting  Ensign,  10  November,  1873.     Honorably  dis- 
charged 30  Ajml,  1866.     Mate,  4  February,  1870.     Resigned  30  April,  1870. 
Daggett,  Saninel, 

Gunner,  26  February,  1834.     Died  9  April,  1836. 
Daggett,  Thomas  H. 

Acting  Ensign,  27  October,  1863.     Resigned  9  April,  1864. 
Dahlgreen,  Charles  B. 

Third  Assistant  Engineer,  24  December,  1861.      Resigned  15  December,  1862. 
Acting  Ensitrn,  15  December,  1862.     Acting  Master,  14  May,  1863.     Resigned  1 
February,  1865. 
Dahlgren,  John  A. 

Midshipman,  1  February,  1826.    Passed  Midshipman,  28  April,  1832.    Lieutenant, 
8  March,  1837.     Commander,  14  September,  1855.      Captain,  16  July,  1863. 
Rear-Admiral,  7  February,  1863.     Died  12  July,  1870. 
Daily,  Cornelius. 

Mate,  21  February,  1863.     Deserted  9  April,  1865. 
Daily,  Thomas  W. 

Midshipman,  9  November,  1813.     Resigned  10  January,  1818. 
Daisy.  George  W. 

Mate.     Resigned  9  May,  1862. 
Daizley,  William. 

Acting  Third  Assistant  Engineer,  9  October,  1863.    Honorably  discharged  17  Octo, 
ber,  1865. 
Dale,  Frank  C. 

Assistant  Surgeon,  6  November,  1876.     Passed  Assistant  Surgeon,  7  August,  1880. 
Dale,  John  B. 

Midshipman,  3  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
25  February,  1845.     Died  24  July,  1848. 
Dale,  John  91. 

Midshipman,  18  June,  1812.     Lieutenant,  1  April,  1818.     Commander,  12  February, 
1839.     Died  14  December,  1852. 
Dale,  Richard  S. 

Midshipman,  18  June,  1812.     Killed  in  action,  23  June,  1812. 
Dale,  Richard. 

Captain,  4  June,  1794.     Resigned  17  December,  1802. 
Dale,  Samuel. 

Acting  Third  Assistant  Engineer,  5  May,  18G4.     Honorably  discharged  29  August, 
1865. 
Daley,  John. 

Mate,  19  March,  1863.     Acting  Ensign,  15  June,  18G3.     Honorably  discharged  9 
November,  1868. 
Daley,  William  A. 

Acting  Ensign,  22  June,  1864.     Honorably  discharged  10  June,  1865. 
Dallas,  Alexander  J. 

Midshipman,  22  November,  1805.     Lieutenant,  13  June,  1810.     Commander,  5 
March,  1817.     Captain,  24  April,  1828.     Died  3  June,  1844. 
Dallas,  Alexaniler  J. 

Lieutenant,   13  January,  1825.     Commander,  8  September,  1841.     Died  12  July, 
1843.     {See  A.  J.  D.  Brown.) 
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Dallas,  Alexander  J.,  Jr. 

Midshipman,  25  January,  1840.     Passed  l\Iidsliii)man,  11   Jul}',  1846.     Resigned 
38  September,  1847. 
Dallas,  Alexander  J. 

Midshipman,  24  March,  1846.     Dismissed  12  June,  1851. 
Dalla$!i,  Francis  O. 

Midshipman,  8  November,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Retired,  16  December, 
1864.     Commander  on  Retired  list,  4  April,  1867.    Lieutenant,  Retired  list,  from 
1-5  March,  1877. 
Dallas,  Jacob  91. 

Carpenter,  32  July,  18G1.     Resigned  31  November,  1861 
Dale,  Frank  C. 

Assistant  Surgeon,  6  November,  1876. 
Dally,  John  R. 

Acting  Third   Assistant  Engineer,   14  January,  1863.     Appointment  revoked  35 
April,  1803. 
Dalten,  Hamilton  H. 

Acting  Midshipman,  1   October,  1851.     Midshipman,  9  June,  1855.     Passed  Mid- 
shipman, 15  April,  1858.     Master,  4  November,  1858.     Lieutenant,  10  December, 
1800.     Dismissed  1  July,  1861. 
Dalton,  John  H. 

Acting  Third  Assistant  Engineer,  14  May,  1864.     Discharged  13  May,  1866. 
Dalton,  Samuel  W. 

Acting  Third  Assistant  Engineer,  34  December,  1864.     Appointment  revoked  15 
January,  1806. 
Dalton,  Thomas. 

Mate,  8  June,  1863.     Honorably  discharged  22  January,  1860. 
Daly,  John,  Jr. 

Mate,  7  August,  1861.     Acting  Ensign,  15  June,  1803.     Honorably  discharged  9 
November,  1808. 
Daly,  Michael  Ji 

Acting  Ensign,  24  June,  1863.     Honorably  discharged  15  August,  1865. 
Damon,  Alexander  D. 

Mate,  35  June,  1804.     Honorably  discharged  30  July,  1808. 
Damon,  David. 

Acting  Gunner,  13  December,  1804.     Appointment  revoked  18  September,  1865. 
Damon,  Orison  B. 

Acting  Assistant  Surgeon,  7  June,  1868.     Honorably  discharged  34  January,  1866. 
Damon,  Sainnel  H. 

Mate,  25  January,  1862.     Dismissed  16  September,  1862.     Acting  Ensign,  10  Sep- 
tember, 1864. 
Damre,  Angnstns. 

Acting  Ensign,  13  September,  1864.     Honorably  discharged  13  February,  1800. 
Dana.  Edward  F. 

Midshipman,  19  February,  1799.     Resigned  5  March,  1800. 
Dana,  William  H. 

Midshipman,  1  May,  1850.     Passed  Midshipman,  20  June,  1856.     Master,  23  Janu- 
ary,  1858.     Lieutenant,  1   July,  1858.     Lieutenant-Commander,   10  July    1863 
Commander,  37  April,  1869.     Died  5  March,  1873. 
Dana,  William  S. 

Acting  Midshipman,  35  October,  1859.     Acting  Ensign,  1  October,  1863.     Master, 
10  May,  1866.      Lieutenant,  21  February,  1867.      Lieutenant-Commander    12 
March,  1868. 
Danby,  Robert. 

Third  Assistant  Engineer,  18  January,  1845.    Second  Assistant  Engineer,  10  July 
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i847.     First  Assistant  Engineer,  26  February,  1851.     Chief  Engineer,  26  June, 

Dance.  TIiouiuh  I^. 

Midshipman,  12  March,  1838.    Passed  Midshipman,  20  May,  1844.    Died  21  March, 
18.50. 
Daudreaii,  Cornelius. 

Acting  Second  Assistant  Engineer,  4   January,  1802.     Honorably  discharged  24 
December,  1805. 
Dandrenii.  Mitchell. 

.VctiiiL;  Second  Assistant  Engineer, 4  January,  1862.     .Vppointraeut  revoked  (S'ck,) 

■.i  .luiip,  ]8()3. 

I>andreau,  Paul. 

Acting  Third  Assistant  Engineer,  4  January,  1862.     Honorably  discharged  24  De- 
cember, 1805. 
Dandridge,  R.  F. 

Surgeon's  Mate,  20  March,  1820.     Resigned  17  February,  1824. 
Dandridge,  Robert. 

Midsliipman,  1  January,  1818.     Last  appearance  on  Records  of  Navy  Department. 
Dandridge,  William. 

Surgeon,  date  not  known.     Died  22  July,  1812. 
Danels,  Joseph  I>. 

Midshipman,  19  October,  1841.  Passed  Jlidshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Resigned  23  April,  1801. 
Acting  Master,  5  September,  1802.  Acting  Lieutenant,  3  June,  1803.  Acting 
Volunteer  Lieutenant-Commander,  18  Mav,  1864.  Lieutenant-Commander,  16 
July,  1862.  Died  of  wounds  23  March,  1865. 
Danentaower,  Charles. 

Mate,  4  September,  1802.     Acting  Ensign,  9  May,  1804.     Honorably  discharged  10 
January,  1866. 
Danenhower,  Charles  W. 

Midshipman,  25   oeptember,  1866.     Graduated  7  June,  1870.     Ensign,  13  July, 
1871.     Master,  27  September,  1873.     Lieutenant,  2  August,  1879. 
Danforth,  Charles  H. 

Mate,   19  December,  1801      Acting  Ensign,  23  November,  1864.     Honorably  dis- 
charged 11  May,  1865. 
Danforth.  J.  R.,  Jr. 

Purser,  20  August,  1857.    Resigned  14  October,  1858. 
Dangerfleld,  William. 

Midshipman,  30  November,  1814.     Dismissed  30  August,  1815. 
Daniel,  R.  P. 

Assistant  Surgeon,  31  May,  1854.     Passed  Assistant  Surgeon,  20  May,  1859.     Re- 
signed 30  June,  1859. 
Daniel.  William  P. 

Midshipman,  1  January,  1812.     Dismissed  18  August,  1812. 
Daniell,  David  H. 

Mate,  23  November,  1861.     Atiting  Ensign,  4  December,  1863.     Died  at  Pensacola, 
Florida,  14  April,  1864. 
Daniells,  William  A. 

Mate,  20  October,  1803.     Honorably  discharged  29  October,  1805. 
Daniels,  C.  H. 

Acting  Master,  28  September,  1801.     Resigned  21  July,  1862. 
Daniels,  Darid. 

Midshipman,  5  June,  1871.     Graduated  21  June,  1875.     Ensign,  22  August,  1870. 
Daniels,  T.  J.  M. 

Acting  Second  Assistant  Engineer,  5  January,  1866.     Resigned  11  July,  1866. 
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Daniels,  S.  J.  McK. 

Third  Assistant  Engineer,  i9  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1863.     Resigned  9  Marcli,  1865. 
Danielson,  E.  E. 

Midshipman,  3  April,  1804.     Killed  in  a  Duel  15  August,  1808. 
Danker,  Henry  A. 

Acting  Assistant  Surgeon,  15   March,  1864.      Assistant  Surgeon,  1  April,  1804. 
Died  5  August,  1864. 
Danley,  Thomas  W. 

Assistant  Surgeon,  July,  1818.     Cashiered  30  December,  1819. 
Danner,  Frederic  W. 

Midshipman,  23  June,  1869.    Graduated  15  October,  1874.    Ensign,  17  July,  1875. 
Lost  on  "  iZMrora,"  24  November,  1877. 
Dansbnry,  G.  M. 

Acting  Second  Assistant  Engineer,  23  December,  1864.     Honorably  discharged  6 
November,  1865. 
Danton,  Floranee  J. 

Acting  Master,  13  August,  1861.     Appointment  revoked  20  January,  18C2. 
Darby,  Henry. 

Purser,  39  July,  1799.     Discharged  23  September.  1801,  under  Peace  Establish- 
ment Act. 
Darby,  John. 

Purser,  9  April,  1804.     Last  appearance  on  Records  of  Navy  DejJartment,  29  No- 
vember, 1805. 
Darcantel,  Henry. 

Midshipman,  1  April,  1826.    Passed  Midshipman,  28  April,  1832.     Lieutenant,  8 
March,  1837.     Reserved  list,  13  September,  1855.     Died  9  March,  1857. 
Darling,  John  A. 

Acting  Master,  31  December,  1861.     Appointment  revoked  30  April,  1863. 
Darling,  J.  Homer. 

Acting  Assistant  Surgeon,  4  December,  1863.     Honorably  discharged  13  Decem- 
ber, 1865. 
Darling,  liewis,  Jr. 

Acting  Assistant  Surgeon,  11  February,  1865.     Honorably  discharged  10  October, 
1865. 
Darling,  9Iartin  Y.  B. 

Acting  Third  Assistant  Engineer,  3  April,  1862.     Acting  Second  Assistan    Engi- 
neer, 11  November,  1863.     Honorably  discharged  29  December,  1865. 
Darling,  William  I^ee. 

Appointed  in  Volunteer  Service,  18  December,  1861.     Assistant  Paymaster,  30 
June,  1864.     Paymaster,  4  May,  1866.     Resigned  1  July,  1869. 
Darling,  Thomas. 

Master,  18  August,  1813.     Resigned  35  January,  1813. 
Darlington,  B.  S.  B. 

Midshipman,  1  April,  1828.     Passed  Midshijjman,  14  .June,  1834.     Lieutenant,  35 
February,  1841.     Died  28  February,  1845. 
Darrah,  Jesse  91. 

Mate,  4  August,  1863.     Honorably  discharged  20  October,  1865. 
Darrargh,  A.  P. 

Purser,  35  April,  1813.     Died  9  January,  1831. 
Dart,  Thomas  Li. 

Assistant  Surgeon,  3  August,  1799.     Discharged  30  June,  1801,  under  Peace  Estab- 
lishment Act. 
Dashiel,  Kichard. 

Midshipman,  18  May,  1809.     Lieutenant,  9  December,  1814.     Died  23  June,  1823. 
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Oasliwood,  L.tifllow. 

Purser,  SO  April,  1812.     Last   appearance  on  Records  of  Navy  Department,  1816. 
Furloughed. 
Dai^kani,  'William. 

Boatswain,  3  June,  1858.     Resigned  21  July,  1858. 
Dates,  James  B. 

Acting  Ensign,  1  October,  1862.     Resigned  10  April,  1863. 
Danbenay,  Li.  S. 

Lieutenant,  19  Sejjtember,  1798.     Discharged  8  June,  1801,  under  Peace  Establish- 
ment Act. 
D'Aiibigne,  W.  O.  M. 

Mate,  14  September,  1863.     Resigned  21  September,  1864. 
Danm,  Ignatius. 

Mate,  29  June,  1863.     Acting  Ensign,  28  June,  1864.     Honorably  discharged  4 
November,  18Go. 
Davenport,  Francis  O. 

Acting  Midshipman,  26  September,  185G.    Midshipman,  1  June,  1861.    Lieutenant, 
16  July,  1862.     Lieutenant-Commander,  25  July,  1866.     Retired  list,  19  October, 
1870. 
Davenport,  Henry  K. 

Midshipman,  9    February,  1838.     Passed  Midshipman,  20    May,  1844.      Master, 
5  December,  1851.     Lieutenant,  19  December,  1852.     Commander,  16  July,  1862. 
Captain,  14  March,  1868.     Died  18  August,  1872. 
Davenport,  Richard  G. 

Midshipman,  29  September,  1864.     Graduated  4  June,  1869.     Ensign,  12  July, 
1870.     Master,  20  January,  1872.     Lieutenant,  17  March,  1875. 
Davezac,  DeC.  G. 

Midshipman,  30  November,  1814.     Resigned  14  July,  1819. 
Davezac,  DeC.  G. 

Midshipman,  17  February,  1820.     Resigned  10  January,  1821. 
David,  IVilliam  G. 

Cadet  Midshipman,  25  September,  1873.     Graduated  18  June,  1879. 
Davids,  David  F. 

Mate,  10  December,  1862.     Acting  Ensign,  8  December,  1863.     Resigned  3  June, 
1864. 
Davidsi,  Henry  S. 

Third  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer,  16  Octo- 
ber, 1861.     First  Assistant  Engineer,  1  October,  1863.     Chief  Engineer,  5  March, 
1871. 
Davids,  Oscar. 

Third  Assistant  Engineer,  26  February,  1851.     Second  Assistant  Engineer,  21  May, 
1853.     Died  9  February,  1859. 
Davidson,  Andrew. 

Carpenter,  18  February,  1814.     Resigned  2  November,  1815. 
Davidson,  Charles  H. 

Mate.     Resigned  29  October,  1862. 
Davidson,  Hnnter. 

Midshipman,  29  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.    Lieutenant,  15  September,  1855.    Dismissed  23  April,  1861. 
Davidson,  John. 

Lieutenant,  31   January,  1799.     Discharged  22  October,  1801,  under  Peace  Estab- 
lishment Act. 
Davidson,  John  C. 

Midshipman,  22  November,  1825.     Dismissed  25  June,  1833. 
Davidson,  John  F. 

Midshipman,  15  November,  1809.     Resigned  0  August,  1810. 
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Davidson,  John   R. 

Acting  Third  Assistant  Engineer,  18  April,  1804.     Discharged  8  January,  1866. 
Davidi^on,  J.  Q.  A. 

Acting  Ensign,  10  January,  1863.     Honorably  discharged  30  Marcli,  1866. 
Davi<i)$on,  Robert. 

Sailmalcer,  14  January,  1806.     Disappeared  20  May,  1806. 
Davidson,  Robert. 

Sailmalier,  14  January,  1814.     Last  appearance  on  Records  of  Navy  Department, 
1815. 
Davidson,  Thomas,  Jr. 

Assistant  Naval  Constructor,  4  May,   1863.     Naval   Constructor,  35  July,  1S6G. 
Died  at  Philadelishia,  Pennsylvania,  18  February,  1874. 
Davi«lson,  Washington  F. 

Midshipman,  20  February,  1840.     Passed  Midshijjman,  11  July,  1846.     Dismissed 
17  Depember,  1849. 
Davie,  miliam  C. 

Mate,  11   January,  1805.     Acting  Ensign,  5  July,  1865.     Died  at  New  York,  24 
June,  1866. 
Davies,  Thomas  E. 

Acting  Third  Assistant  Engineer,  25  April,  1804.     Honorably  discharged  9   No- 
vember, 1865. 
Davin,  Anthony. 

Acting  Ensign,  17  April,  1863.     Resigned  (Sick,)  18  April,  18«4. 
Davis,  A.  F. 

Acting  Master  and  Pilot,  1  October,  1864.     Resigned  15  June,  1865. 
Davis,  Albert  A. 

Acting  Ensign,  24  December,  1864.     Honorably  discharged  5  September,  1865. 
Davis,  Alexander. 

Sailmaker,  7  September,  1853.     Resigned  5  June,  1854. 
Davis,  Alonzo  B. 

Midshipman,  25  April,  1831.     Passed  Midshipman,  15  June,  1837.     Lieutenant,  8 
September,  1841.     Died  19  September,  1854. 
Davis,  Andrew,  Jr. 

Mate,  23  June,  1864.     Acting  Ensign,  13  June,  1800.     Honorably  discharged  27 
August,  1808. 
Davis,  Andrew  McF. 

Midshipman,  16  March,  1849.     Resigned  8  September,  1852. 
Davis,  Charles  A. 

Chaplain,  16  May,  1857.     Died  at  the  Naval  Hospital,  Norfolk,  Virginia,  20  Feb- 
ruary, 1867. 
Davis,  Charles  C. 

Third  Assistant  Engineer,  24  December,  1861.     Appointment  revoked  30  Decem- 
ber, 1863. 
Davis,  Charles  C. 

Acting  Third  Assistant  Engineer,  30  December,  1863.     Acting  Second  Assistant 
Engineer,  23  August,  1864.     Honorably  discharged  20  July,  1865. 
Davis,  Charles  H. 

Midshipman.  12  August,  1823.    Passed  Midshipman,  33  March,  1829.    Lieutenant, 
3  March,  1831.    Commander,  12  June,  1854.    Captain,  15  November,  1861.    Com- 
modore, 16  July,  1802.     Rear- Admiral,  7  February,  1803.     Died  30  February, 
1877. 
Davis,  Charles  H.,  Jr. 

Midshipman,  39  November,  1861.  Graduated  23  November,  1864.  Ensign,  1 
November,  1806.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868. 
Lieutenant-Commander,  30  June,  1869. 

13 
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I>sivis,  CiisirU^m  II. 

Acting  Secoud  Assistant  Engineer,  7  October,  180:3.     Resigned  29  July,  1864. 
Davis,  diaries  31. 

Mate,  2S  .Junuary,  1803.     Resigned  20  Slarcli.  1803. 
Davis,  Charles  O. 

Acting  Second  Assistant  Engineer,  9  December,  1803.     Honorably  discharged   16 
August,  IfeC.j. 
Davis,  Daniel  M'agner. 

MidsbiiJiuan,  22  September,  1802.     Graduated   24  Septenil)c-r,  ISO.I.     Ensign,  13 
March,  1»0S.     Master,  26  March,  1809.     Lieutenant,  21  March,  1870. 
Davis.  David.  Jr. 

.\cting  Assistant  Pavniaster,  24  October,  1804.     Honorably  discharged  7  October, 
180-3. 
Davis.  DeAVitt  Gilniore. 

Third  Assistant  Engineer,  22  May,  1863.     Lost  on  "  Patapsco,''  15  January,  18(i.'). 
Davis,  Edward  91. 

-Acting  Second  Assistant  Engineer,  28  December,  1804.     Honorablv  discharged  20 
May,  ISOO. 
Davis,  Enos  R. 

Jlidshipnian,  30  June,  ISOO.     Lieutenant,  10  January,  1813.     Died  in  March,  1818. 
Davis,  Fraiieis  D. 

Acting  Ensign,  1  November,  1802.    Acting  Master,  8  September,  1864.    Honorably 
discharged  23  August,  1865. 
Davis,  Frank. 

Mate,  23  December,  1861.     Dismissed  30  April,  1863. 
Davis,  Fred  E. 

Mate,  1  October,  1863.     Died  of  wounds  received  iu  action,  17  March,  1803. 
Davis,  George. 

Surgeon,  22  July,  179'J.     Last  appearance  on  Records  of  Navy  Department,  1815. 
New  York.  * 

Davis,  George. 

Master,  20  July,  1812.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Baltimore. 
Davis,  George. 

Gunner,  date  not  known.     Discharged  in  1818. 
Davis,  George  I^eonard. 

Paymaster,  10  Ajjril,  1801.     Pay  Inspector,  3  March,  1871. 
Davis.  George  S. 

blaster,  28  July,  1813.     Dismissed  14  September,  1813. 
Davis,  George  Tliornton. 

Acting  Midshipman,  30  September,  1860.     Acting  Ensign,  1  October,  1803.     Mas- 
ter, 10  Mav,  1300.     Lieutenant,  21  February,  1867.     Lieutenant-Commander,  13 
March,  1808. 
Davis,  George  W. 

Carpenter,  30  October,  1873. 
Davis,  Harvey  II. 

Acting  Midshipman,  30  September,  1863. 
Davis,  Henry. 

Carpenter,  10  Jlay,  1871. 
Davis,  Henry  T. 

Mate,  1  October,  1803.     Honorably  discharged  7  August,  1867. 
Davis,  Ira  I.i. 

Acting  Assistant  Surgeon,  31  March,  1805.     Honorably  discharged  11  October, 
1805. 
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I>avi!i^,  Isaac  P.,  Jr. 

Actiii'j:  Third  Assistant  Engineer,  9   November,  18G4,     Honorably  discharged  14 
August,  lyiio. 
EJavis,  Jawjos. 

Master,  29  June,  1813.     Resigned  18  Januarjf,  1815. 
Davi!^,  James. 

Sailmaker,  4  November,  1838.     Died  26  January,  1839. 
Davis,  James  €. 

Gunner,  3  December,  1841.     Resigned  b  April,  1843.     Gunner,  20  December,  1847. 
Died  20  November,  1855. 
Oavis,  Jesse. 

Acting  First  Assistant  Engineer,  1  July,  1861.     Resigned  3  October,  18G3. 

Davis,  Joliu. 

Purser,  14  April,   1809.     Last  appearance  on  Records  of  Navy  Department,  36 
March,  1811. 
Davis,  John. 

Master,  1  March,  1814.     Discharged  1  February,  1815. 
Duvi!«.  John. 

Midsliipman,  7  November,  1801.     Lieutenant,  36  March,  1807.     Died  13  January, 
1S08. 
Davis,  John. 

Midshipman,  17  December,  1810.     Resigned  37  April,  1812. 
Davis,  John. 

Acting  Gunner,  11  March,  1863.     Died  at  the  Naval  Hospital,  New  York,  17  No- 
vember, 1863. 
Davis,  John. 

Mate,  10  Sei^tember,  1863.     Killed  iu  action  on  "  Cohanline,"  33  May,  1864. 
Davis,  John. 

Mate,   25   November,    1863.     Acting  Ensign,  16   March,    1865.     Honorably  dis- 
charged 18  November,  1865. 
l>avis,  John. 

Boatswain,  27  March,  1836.     Dismissed  18  December,  1837 
Davis,  John. 

Acting  Third  Assistant  Engineer,  3  December,  1861.     Acting  Second  Assistant 
Engineer,  17  February,  1862.     Dismissed  5  August,  1862. 
Davis,  John  A. 

Midshipman,  4  March,  1823.     Passed  Midshipman,  33  March,  1839.     Lieutenant, 
27  February,  1833.     Died  in  Washington  City,  14  January,  1854. 
Davis,  John  A. 

Acting  Ensign,  17  October,  1863.     Resigned  4  April,  1865. 
Davis,  Jolin  C 

Auiing  Third  Assistant  Engineer,  24  October,  1864.     Resigned  9  June,  1865- 
Davis,  John  Li. 

Carpenter,  20  November,  1869. 
Davis,  John  I^ee. 

JMidsliipnuiu,  9  January,  1841.     Passed  Midshipman,  10  August,  1847.     Master,  14 
September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander,  16 
July,  1863.     Commander,  25  July,  1866.     Captain,  14  February,  1873. 
Davis,  John  W. 

Mate,   8   January,   1864.     Acting   Ensign,    13    December,  1864.     Honorably  dis- 
charged 18  November,  1865. 
Davis,  ^Tailor  C 

Second  Assistant  Engineer,  17  January,  1843.     First  Assistant  Engineer,  10  Jul}', 
1847.    Resigned  39  October,  1859. 
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Duvii^,  Xatliaiiiel  R. 

Mate,  fs  May.  1m;0.     Acting  Ensign,  23        gust,  1SG4.     Honorably  discharged  15 
iMay,  isi;:,. 
I>aris,  O»i<oar. 

Midshipman,  1  February,  1S12.     Resigned  30  January,  1822. 
Davi8,  Owen  T. 

:\[idshipDian,  1  February,  ISU.     Resigned  4  October,  1822. 
Daris,  Pollard. 

Midshipman,  15  November,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 5  February,  1810.     Dead. 
Davis.  Rioliartl. 

Boatswain,  15  April,  1799.     AVarrant  returned  5  May,  1800. 
Davis,  Rosvrell. 

Mate.     Appointment  revoked  (Sick,)  28  July,  1804. 
Davis,  Sauiiiel. 

Surgeon's  Jlate,  23  January,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 10  Feljruary,  1809.     Drowned. 
Davis,  Sainiiel. 

Mate,  23  March,  18G4.     Died  on  •'  EearsarfjeJ'  21  March,  1866. 
Davis,  Samuel. 

Assistant  Surgeon,  23   January,  1809.       Last   appearance  on  Records  of  Navy 
Department,  10  February,  1809.     Drowned. 
Davis,  Steplieii  B. 

Acting  Ensign,  21  January,  1863.     Acting  Master,  7  November,  1864.     Honorably 
discharged  16  May,  1865. 
Davis,  Stilliuau  S. 

Acting  Assistant  Paymaster,  1  .luly,  1864.     Honorably  discharged  12  December, 
1865. 
Davis,  Thomas. 

Carpenter,  16  August,  1823.     Last  aj^pearance  on  Records  of  Navy  Department,  8 
September,  1823.     Struck  off. 
Davis,  Tliomas  B. 

Lieutenant,  19  November,  1799.     Discharged   14  May,  1801,  under  Peace  Estab- 
lishment Act. 
Davis,  Tliomas  F. 

Midshipman,  2  February,  i829.     Resigned  27  March,  1837. 
Davis,  Thomas  H. 

Mate,  19  November,  1863.     Died  on  •'  Chter,"  17  December,  1863. 
Davis.  T.  W. 

Acting  Ensign,  Admiral  Farragut's  Staff,  1   Februarv,  1864.     Resigned  15  Julv, 
1864. 
Davis.  Salter  H. 

Mate,  25  January,  1862.     Resigned  16  June,  1863. 
Davis,  'William. 

Purser,  14  August,  1799.     Discharged  8  Julv,  1801,  under  Peace  Establishment 
Act. 
Davis,  IVilliam. 

^Midshipman,  24  June,  1798.    Lieutenant,  3  December,  1800.    Discharged  29  Octo- 
ber, 1801,  under  Peace  Establishment  Act. 
Davis,  William  B, 

Assistant  Surgeon,  23  January,  1871.     Passed  Assistant  Surgeon,  13  Ajjril,  1875. 
Resigned  19  January,  1877. 
Davis,  William  C 

Jlidsbipmau,  1  January,  1808.     Resigned  4  February,  1809. 
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DaTis,  William  P. 

Acting  Assistant  Surgeon,  11   March,  I860.     Honorably  discharged   11  October, 
1865. 
Davis,  Willis. 

Third  Assistant  Engineer,  11  January,  1849.     Resigned  4  November,  1850. 
Davison,  Eiuannel  R. 

Mate,  1  April,  1862.     Acting  Ensign,  6  November,  1863.     Appointment  revoked 
18   March,  1864.     Acting   Ensign,  5   August,  1865.     Honorably  discharged  26 
December,  1865. 
Davison,  Pliny. 

Acting  Ensign,  2  September,  1864.     Honorably  discharged  15  November,  1865. 
Davison,  JFSobert  A. 

Acting  First  Assistant  Engineer,  24  June,  18G3.     Dismissed  29  April,  1865. 
Davol,  George  S. 

Midshipman,  26  February,  1863.     Graduated  6  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.    Lieutenant,  21  March,  1871.    Resigned  17  June, 
1S72. 
Dawes,  Edward. 

Midshipman,  18  June,  1812.     Resigned  27  October,  1813. 
Dawes,  Kichard  C. 

Acting  Ensign,  14  December,  1863.     Honorably  discharged  11  January,  1867. 
Dawley,  David  C. 

Acting  Third  Assistant  Engineer,  25  March,  1864. 
Dawson,  Franeis. 

Gunner,  20  March,  1848.     Dismissed  21  October,  1851. 
Dawson,  John. 

Boatswain,  date  not  known.     Last  appearance  on  Records  of  Navy  Dej^artment, 
1816. 
Dawson,  Lewis. 

Acting  Gunner,  1  October,  1862.     Resigned  (Sick,)  22  August,  1863. 
Dawson,  Lucien  W. 

Midshipman,  27  April,  1850.     Resigned  14  May,  1855. 
Dawson,   William. 

Jlidshipmau.  16  January,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 21  March,  1809.     Lost  in  a  Prize. 
Day,  Benjamin  F. 

Acting  Midshipman,  20  September,  1858.     Resi     ed  '-4  >7ovcmber,  ISCO.     Lieu- 
tenant, 1  August,  1862.     Lieutenant-Commander,  25  July,  IblJG.     Cumniander,  8 
August,  1876. 
Day,  Edwartl  M. 

Mids!iipman,  23  September,  1863.     Ensigu,  19  April,  1869.     Master,  12  July,  1870. 
Retired  list,  3  August,  1874.     Died  13  March,  1879. 
Day,  Henry  R. 

Purser,  28  March,  1859.     Died  22  January,  1866. 
Day,  Jared. 

Acting  Third  Assistant  Engineer,  17  October,  1861.     Acting  Second  Assistant 
F.irj,'.~"i-r.  7  February,  1863.     Acting  First  Assistant  Engineer,  17  August,  1864. 
Hnnur„.jly  discharged  29  December,  1861. 
Day,  John  W. 

Acting  Assistant  Paymaster,  20  October,  1863.     Discharged  2  February,  1866. 
Day,  Joseph  S. 

Midshipman,  16  March,  1839.     Passed  Midshipman,  2  July,  1845.     Master,  28 
October,  1853.     Lieutenant,  21  June,  1854.     Died  4  November,  1856. 
Day,  Mnrray  S. 

Midshipman,  24  September,  1861.     Graduated  24  September,  1865.     Ensign,  13 
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March,  1808.     Master,  20  March,  1S09.     Lieutenant,  21  March,  18T0.     Died  27 
December,  1878. 
Day,  Itnlph  n. 

Mate.  30  September,  1803.     Acting  Ensign,  2.j  July.  1804.     Honorably  discharged 
23  November,  18G5. 
Da}',  Thomas. 

Acting  Ensign,  Coast  Survej-  Dutv,  20  Jlav,  1807.     Clustered  out  30  November, 
1808. 
Day,  William  P. 

Midshipman,  21   July,   180.5.      Graduated  4  June,  1809.      Ensign,  12  July,  1870. 
Master,  31  October,  1871.     Lieutenant,  23  January,  1875. 
Dajers,  Gerard. 

Assistant  Surgeon,  date  not  kuo'wn.     Surgeon,  24  July.  1813.     Died  20  5Iay,  183.5. 
Dayton,  Ephralm. 

Acting  Assistant  Surgeon,  1  JIarch,  18C4.     Honorably  discharged  10  October,  18G.5. 
Dayton,  E.  G. 

Acting  Ensign,  9  March,  1803.     Honorably  discharged  IS  August,  180.5. 
Dayton,  Gilbert. 

Acting  Master,  18  July,  1801.     Honorably  discharged  10  May,  18GG. 
Dayton,  James  Henry. 

Midshipman,  27  September,  1802.     Graduated  24  September,  180.5.     Ensign,  12 
March,  18G8.     Master,  20  March,  1800.     Lieutenant,  21  March,  1870. 
aytou,  S.  A. 

Acting  Ensign,  22  July,  1803.     Honorably  discharged  14  September.  180.5. 
Dayton,  Thomas  R. 

Acting  Ensign,  17  October,  1803.     Honorably  discharged  28  October,  180.5. 
Dayton,  T.  W.  H. 

^lidshipman,  1   SeiJtember,  1'811.     Last  apjjearance  on  Records  of  Navy  Depart- 
ment, 1818. 
Deaeon,  David. 

Midshipman,  10  October,  1799.     Lieutenant,  2  March,  1807.     Commander,  10  De- 
cember, 1814.     Captain,  24  January,  1820.     Died  22  February,  1840. 
Deaeon.  John. 

Carpenter,  date  not  known.     Discharged  12  July,  1825. 
Deaeon.  John. 

Carpenter,  date  not  known.     Dismissed  2  December,  1S30. 
Deaeon.  Robert. 

:Midshipman,  1  January,  1828.     Resigned  10  3Iarch,  1834. 
Deaeon.  William. 

Acting  Second  Assistant  Engineer,  29  August,  1804.     Honorably  discharged  30 
September.  1865. 
Dealy.  Rleliard. 

Master,  4  February,  1811.     Resigned  18  October,  1826. 
Dealy,  Rlehartl. 

Midshipman,  10  December,  1814.     Resigned  18  October,  1826. 
Dean,  A.  Snniner. 

Acting  Assistant  Surgeon,  25  November,  1803.     Resigned  0  July,  18G5. 
Dean,  Renjamln  C 

Acting   Pilaster,   20   August,  1801.     Acting  Volunteer  Lieutenant,  10  December, 
1804.     Honorably  discharged  8  December,  18G5. 
Dean,  Franeis  A. 

Acting  Ensign,  3  Jlarch,  1805.     Honorably  discharged  14  September,  18Go. 
Dean.  George. 

13oatsNvain,  15  April,  1859.     Dismissed  14  May,  1859.     Re-appointed  1  May,  18G1. 
Dismissed  13  June,  1801. 
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Seau,  George  A. 

Acting  Third  Assistant  Engineer,  0  January,  1864.     Resigned  29  March,  1865. 
Dean,  George  W. 

ActinLC  Second  Assistant  Engineer,  18  April,  1863.     Resigned  10  May,  1865. 
Dean,  James  H. 

Acting  Third  Assistant  Engineer,  27  February,  1865.     Honorably  discharged  22 
September,  1805. 
Dean,  James  R. 

Acting  Assistant  Surgeon,  15  November,  1862.     Resigned  10  February,  18G5. 
Dean,  IVoali. 

Acting  Carpenter,  6  December,  1862.     Honorably  discharged  18  December,  1SG5. 
Dean,  Rieliaril  €. 

Assistant  Surgeon,  17  April,  1856.     Passed  Assistant  Surgeon,  25  March,  1861. 
Surgeon,  1  August,  1861.     Medical  Inspector,  8  June,  1873.     Medical  Director, 
10  June,  1880. 
Dean,  Samuel  A. 

Acting  Third  Assistant  Engineer  3  SeiJtember,  1863.    Resigned  30  January,  1864. 
Dean,  Thacldens  J. 

Acting  Ensign,  26  August,  1863.     Honorably  discharged  6  August,  1865. 
Deane,  Cunningham  W. 

Assistant  Surgeon,  29  September,   1875.     Passed  Assistant  Surgeon,  7  August, 
1880. 
Deane,  Edward  I^. 

Mate,  26  January,  1863.     Resigned  19  April,  1864. 
Dearborn,  John  F. 

Acting  Master,  27  December,  1861. 
Dearhorne,  Frederick  M. 

Acting  Assistant  Surgeon,  18  August,  1862.     Assistant  Surgeon,  15  September, 
1864.    Passed  Assistant  Surgeon,  11  October,  1867.     Surgeon,  4  May,  1875. 
Dearborne,  John  G. 

Acting  Assistant  Surgeon,  10  February,  1864.     Honorably  discharged  22  January 
1866. 
Dearing,  Charles  F. 

Mate,  24  January,  1863.     Acting  Ensign,  20  July,  1863.     Honorably  discharo-ed 
20  September,  1865. 
Dearing,  Henry  Li. 

Acting  Assistant  Surgeon,  9  March,  1864.     Died  5  October,  1864. 
Deas,  ('harles. 

Midshipman,  15  October,  1835.     Passed  Midshipman,  23   June,  1841.     Master,  29 
April,  1848.     Lieutenant,  6  March,  1849.     Died  16  April,  1850. 
Deas,  Fitzallen. 

Midshipman,  4  July,  1821.     Passed  Midshipman,  24  May,  1828.     Lieutenant,  37 
May,  1830.     Died  at  Charleston,  South  Carolina,  31  July,  1849. 
Deaver,  James  A. 

Third  Assistant  Engineer,  19  February,  1863.     Second  Assistant   Engineer,  35 
July,  1866.    Retired  list,  28  February,  1874. 
Deaver,  William  F. 

Acting  Third  Assistant  Engineer,  24  September,  1862.     Acting  Second  Assistant 
Engineer,  1  February,  1865.     Honorably  discharged  13  October,  1805. 
De  BeToise,  Charles. 

Acting  Master,  14  November,  1862.     Acting  Volunteer  Lieutenant,  recommenda- 
tion of  Commanding  OiHcer,  6  August,  1864.    Honorably  discharged  20  Septem- 
ber, 1865. 
De  BcToise,  Charles. 

Acting  Gunner,  34  February,  1862.    Resigned  15  November,  1862.    Acting  Master. 
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Deblois,  James  S. 

Purser,  5  May,  1798.     Died  10  December,  1803. 
Deblois,  liCwis. 

Purser,  25  February,  1812.     Dismissed  27  May,  1829. 
De  Blois,  Thomas  A. 

Midshipman,  21  September,  1SG3.     Graduated  2  June,  1868.     Ensign,  19  April, 
1869.     Master,  12  Julv,  1870.     Lieutenant,  2.5  September,   1873.     Resigned    1 
February,  1881. 
I>e  Bree,  Alexander  91. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  185.5.     Lieutenant,  15  September,  1855.     Dismissed  6  December, 
1861. 
I>e  Bree,  John. 

Purser,  29  December,  1817.     Dismissed  19  April,  1861. 
De  Bntts,  Samnel. 

Midshipman,  date  not  known.     Last  appearance  on  Records  Navy  Department. 
De  Camara,  Joseph  B. 

Acting  Ensign,  11  September,  1862.     Acting  Master,  gallant  conduct  in  action,  I 
June,  1863.     Appointment  revoked  (Sick.)  11  July,  1863. 
De  Camp,  Edgar  A. 

Mate,  24  January,  1863.     Appointment  revoked  (Sick.)  19  October,  1863. 
De  Camp,  James. 

Mate,  1  October,  1862.     Resigned  8  July,  1863. 
De  Camp,  James  W. 

Mate,  26  October,  1863.     Resigned  13  March,  1865. 
De  Camp,  John. 

Midshipman,  1  October,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 

28  February,  1838.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  8  December,  1867.  Retired  list,  13  March,  1868.  Rear-Admiral, 
Retired  list,  13  July,  1870.     Died  24  June,  187.5. 

Decatur,  James. 

Midshipman,  21   November,  1798.     Lieutenant,  20  April,  1802.     Killed  in  actiou 
3  August,  1804. 
Decatur,  John  P. 

Master,  4  August,  1807.     Resigned  26  March,  1810 
Decatur,  John  P. 

Midshipman,  31  August,   1836.     Passed  Midshipman,  1    July,   1842.     Master,   5 
September,  1849.     Lieutenant,  19  April,  1850.     Died  17  July,  1857. 
Decatur,  Stephen. 

Midshipman,  30  April,  1798.     Lieutenant,  21   May,  1799.     Captain,  10  February, 
1804.     Killed  in  a  duel  22  March,  1820. 
Decatur,  Stephen. 

Captain,  11  May,  1798.     Discharged  22  October,  1801,  under  Peace  Establishment 
Act. 
Decatur,  Stephen. 

Midshipman,  17  March,  1829.     Passed  Midshipman,  3  July,  1 835.     Lieutenant.  25 
February,  1841.     Reserved  list,  13  September,  1855.     Commander  Reserved  list, 

29  July,"l801.  Captain  on  Reserved  list,  4  April,  1867.  Commodore  on  Retireil 
list,  30"  December,  1869.     Died  9  January,  1876. 

Decker,  Edward  W. 

Acting  JLister  and  Pilot,  1  November,  1864.    Honorably  discharged  17  July,  18('i5. 

Decker,  G.  G. 

Master's  Mate,  16  February,  1842.     Dismissed  6  July,  1842. 

Decker,  Peter. 

Mate,  31  December,  1861.     Resigned  7  October,  1862. 
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Decfeer,  William  H. 

Acting  Ensign,  15  July,  1863.     Honorably  discharged  IG  August,  1865. 
De  Cordy,  John. 

Mate.     Resigned  (Sick,)  9  May,  1863. 
I>e  Cordy,  Robert. 

Acting  Third  Assistant  Engineer,  29  April,  1863.     Appointment  revoked  (Sick,) 
1  February,  1864. 
Dederer,  Samuel  T. 

Acting  Ensign,  29  June,  18G4.     Appointment  revoked  13  January,  1860. 
Dee,  John  H. 

Acting   Third  Assistant   Engineer,    19   April,   1864.      Honoraljly  discharged    28 
October,  1865. 
Dee,  Patrick. 

Carpenter,  9  May,  1852.     Died  in  Charleston,  Massachusetts,  27  December,  18G0. 
Dee,  Thomas  W. 

Acting  Third  Assistant  Engineer,  18  October,  186 1.     Resigned  4  January,  1863. 
Acting  Third  Assistant  Engineer,  26  June,  1SG.3.     Honorably  discharged  9  June, 
1866. 
Decring,  Frederick  H. 

Acting  Ensign,  22  October,  1864.     Honoralily  discharged  V  August,  1865. 
Deering,  Cieorge  Alexander. 

Assistant  Paymaster,  4  May,  1870.     Passed  Assistant  Paymaster,  25  January,  1878. 
Deering,  James. 

Acting  Ensign,  15  February,  1864.     Resigned  7  July,  1865. 
Deering,  Charles  W. 

Midshipman,  21  June,  1869.     Graduated  31  ]May,  1873.     Ensign,  IG  July,  1874. 
Master,  28  December,  1878. 
Deering,  George  A. 

Assistant  Paymaster,  4  May,  1870.    Passed  Assistant  Paymaster,  25  January,  1878. 
DeEstimanville,  F.  H. 

Mate.     Acting   Ensign,  1   June,   18G3.     Died  at   Naval  Hospital,  New  York,  23 
February,  1865. 
De  Ford,  Henry  S. 

Acting  Assistant  Surgeon,  23  March,  1SG4.     Honorably  discharged  11  September, 
1865. 
De  Forrest,  James  S. 

Acting  Ensign,  13  February,  1864.     Honorably  discharged  31  October,  1865. 
Defries,  Ferdinand  W.  i> 

Acting  Ensign,  19  December,  1863.     Resigned  1865. 
Degelnian,  Charles  F. 

Acting   Third  Assistant  Engineer,  18  November,  1862.     Acting   Second  Assistant 
Engineer,  10  June,  1864.     Honorably  discharged  4  November,  1865. 
Degges,  Beverly. 

Midshipman,  1  March,  1814.     Discharged  1  February,  1815. 
Degn,  I^aust  E. 

Acting  Master,  11  November,  1861.     Honorably  discharged  14  July,  1866. 
DeGraflT,  Isaac. 

Third  Assistant  Engineer,  9  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     Resigned  23  xiugust,  1866. 
DeGrosse,  William  H. 

Mate,  21  May,   1863.     Acting  Ensign,  S  December,   1863.     Resigned   (Sick,)  38 
March,  1865. 
DeGrott,  William  H.  H. 

Mate,  24  October,  1863.     Honorably  discharged  3  June,  1865. 
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Kellart,  Gozen  R. 

Jlidshipnian,  15  November,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 30  January,  ISll. 

Oellart,  J.  C. 

Purser,   ]2    April,   1824.     Lust  aiipearance  on  Records  of  Navy  Department,  26 
May,  1S24.     Dead. 
Uellai't,  M'llEiani  Henry. 

Third  Assistant  Engineer.  17  January,  1862.     Second  Assistant  Engineer,  1  Octo- 
ber, l.siiij.     Resigned  5  November,  18G9. 
I>eIIaveii,  !E<lwar<l  J. 

ilidshi]jman,  3  October,  1829.     Passed  Midshipman.  3  July,  lS3."j.     Lieutenant,  8 
September,  1811.     Retired  6  February,  18i;2.     Died  1  May,  1805. 
MeHaven,  Joseph  E. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,   1847.     JLaster, 
14  September,  18.)5.     Lieutenant,  15  Sei^tember,  1855.     Lieutenant-Commander, 
IG  July,  1802.     Resigned  30  May,  1865. 
I>eiiike,  Tl'illiain  H. 

:^L^te,  15  August,  1SG4.     Ilonoraljly  discharged  9  November,  1867. 
UeJoiigli,  Williaiu  F. 

Jlidshipman,  11  March,  1837.     Passed  Midshipman,  29  June.  1843.     Died  18  Jan, 
uary,  1850. 
DeKay,  James. 

Acting  Master,  1  July,  1861.     Appointment  revoked  26  August,  1861.     Mate,  1802. 
Acting  Ensign,  30  March,  1863.     Resigned  12  May,  1865. 
DeKay,  H'illiaiu. 

Acting  Third  Assistant  Engineer,  23  July,  1863.     Honorably  discharged  12  Mav, 
1865. 
I>eKlyiie,  Tlieo.  W. 

Acting  Third  Assistant  Engineer,  5  March,  1864.     Honorably  discharged  20  July, 
1SG5.    Acting  Third  Assistant  Engineer,  12  July,  1866.    Mustered  out  28  August, 
1808. 
DeKoven,  'Williaiu. 

Midshipman,  9  Sejitember,  1841.     Passed  Midshipman,  10  August,  1847.     Died  13 
May,  1851. 
OeKiafI,  F.  C. 

Midshipman,  16  February,  1803.     Resigned  14  May,  1808. 
DeKralf,  James  C.  P. 

Midshipman,  19  October,   1841.     Passed  Jlidshipman.  10  August,  1847.     ^Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
16  July,  1802.     Commander,  25  July,  1806.     Captain,  20  November,  1872. 
DeKrafft,  James  W. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  1  July,  1861. 
First  xVssistant  Engineer,  17  March,  1868.     Died  19  October,  1870. 
Delraoy,  W.  W. 

Teacher  of  Language,  18  May,  1841. 
Delahaiity,  Daniel. 

Jlidslui-inian,  25  September,  1862.     Graduated  6  June,  1867.     Ensign,  18  Decem- 
ber, 1808.     Master,  21  March,  1870.     Lieutenant,  6  March,  1872. 
Delabay,  William  F.  B. 

Midshipman,  *22  July,  1864.     Graduated   4  June,  1809.     Ensign,  13  July,  1870. 
Master,  9  November,  1872.     Lieutenant,  36  April,  1877. 
Delan,  Joseph  B. 

Mate,  23  August,  1864.    Resigned  4  November,  1864. 
Delan,  tewis  P. 

Acting  Ensign,  1  November,  1864.     Resigned  12  April,  1865. 

DeL.aney.  James. 

Acting  Thii'd  Assistant  Engineer,  24  June,  1863.     Dismissed  9  December,  1863. 
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Delaney,  M.  G. 

Assistant  Surgeon,  28  February,  1833.     Passed  Assistant  Surgeon,  1  August,  1837. 
Surgeon,  8  September,  1841.     Died  5  April,  ISGO. 
Delano,  Abraham,  Jr. 

Acting  Master,  15  August,   1861.     Dismissed  30  July,  18C2.     Acting  Ensign,  24 
September,  1SG3.     ApiJointment  revoked  IS  March,  1864. 
Delano,  Ansel  A. 

Mate,  1  March,  1S64.     Honorably  discharged  22  June,  ISCG. 
Delano,  Benjamin  F. 

Naval  Constructor,  14  August,  1846.     Retired  list,  17  September,  1871. 
Delano,  Fraueis  H. 

Midshipman,  23  September,  1863.     Graduated  6  June,  1867.     Ensign,  18  Decem- 
ber, 1868.     Master,  21  March,  1870.     Lieutenant,  G  February,  1873. 
Delano,  Harriiiion. 

Mate,  21  May,  1864.     Honorably  discharged  30  November,  18Go. 
Delano,  James  H. 

Mate,  23  December,  1868.    Acting  Ensign,  12  October,  1SG4.    Honorably  discharged 
13  June,  1867. 
Delano,  Marens  T. 

Acting  Assistant  Sm-geon,  5  March,  1864.     Resigned  8  May,  1865. 
Delano,  Saninel. 

Mate,  14  November,  1861.     Resigned  5  March,  1864. 
Delano,  Timothy. 

Mate,  15  October,  1861.     Acting  Ensign,  23  August,  1863.     Honorably  discharged 
26  January,  186G. 
Delany,  P.  B. 

Assistant  Surgeon,  5  March,  1847.     Died  9  August,  1847. 
Delap,  George. 

Mate,  26  July,  1863.     Acting  Ensign,  7  November,  1864.     Honorably  discharged 
20  December,  1865.     Mate,  1  October,  1869.     Resigned  1  August,  1870. 
Delaroche,  George  F. 

Master,  3  August,  1813.     Resigned  24  May,  1825. 
Delberghe,  F.  T. 

Midshipman,  1  April,  1828.     Resigned  14  February,  1835. 
Delins,  Herman  A. 

Third  Assistant  Engineer,  26  August,  1859.     Second  A.ssistant  Engineer,  20  Mav, 
1863.     Resigned  23  June,  18G5. 
Delong,  George  W. 

Midshipman,  1  October,  1861.     Graduated  24  September,  1865.     Ensign,  1  Decem- 
ber, 1866.     Master,  13  March,  1SG8.     Lieutenant,  20  March,  1869.     Lieutenant- 
Commander,  1  November,  1879. 
Delouisy,  J.  B. 

Midshipman,  5  December,  1798.     Discharged  12  October,  1801.  under  Peace  Es- 
tablishment Act. 
Delphy,  Riehard. 

Midshipman,  18  May,  1899.     Killed  in  action  14  August,  1813. 
De  liUce,  Fclniund  S. 

Third  Assistant  Engineer,  22  September,  1849.     Second  Assistant  Engineer,  36 
February,  1851.     First  Assistant  Engineer,  21  May,  1858.     Chief  Engineer,  12 
October,  1859.    Retired  list,  13  December,  1878. 
Delnee,  George  E. 

Third  Assistant  Engineer,  26  February,  1851.     Resigned  38  February,  1853. 
De  liUce,  Theodore  F. 

Acting  Ensign,  1  August,  1863.     Appointment  revoked  (Sick,)  14  March,  18G5. 
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De  liyon,  A.  S. 

Midshipman,  17  December,  1810.     Last  appearance  on   Records  of  Navy  Depart- 
ment, 26  April,  1811. 
Demerit,  Peter. 

Gunner,  4  December,  1815.     Resigned  4  November,  1817. 
Deiueritt,  J.  H. 

Acting  Assistant  Paymaster,  17  February,  1863.     Appointment  revolted  (Sick,)  21 
October,  1863. 
Deuiniing,  William  H. 

Acting  Third  Assistant  Engineer,  17  December,  1864.     Honoj-ably  discharged  1 
December,  1865. 
Ueuiorest,  G.  V. 

Mate,  16  April,  1864.     Acting  Ensign,  23  February,  1865.     Honorably  discharged 
13  May,  1865.  "  .      "  " 

Deinott,  Abraham. 

Carpenter,  date  not  known.     Last  ajjpearance  on  Records  of  Navy  Department. 

Deniott,  L.ewis  J. 

Acting  Second  Assistant  Engineer,  12  December,  1863.     Honorably  discharged   8 
January,  1866. 
Dempsey,  tawreiiee. 

Mate,  17  November,  1862.     Deserted  14  February,  1865. 
Ileiiipsej ,  Thomas. 

Acting  Third  Assistant  Engineer,  16  May,  1862.     Acting  Second  Assistant  Engi- 
neer, 19  November,  1863.     Dismissed  4  April,  1864. 
Dempster,  Alexander. 

Acting  Third  Assistant  Engineer,  1  September,  1864.     Honoraljly  discharged  25 
September,  1868. 
Denhy,  Edwin  R. 

Assistant  Surgeon,  11  July,  1855.     Passed  Assistant  Surgeon,  4  May,  1860.     Sur- 
geon, 1  August,  1861.     Medical  Inspector,  28  December,  1872.     Died  3  May, 
IST.j. 
Denby,  John  C. 

Third  Assistant  Engineer,  20  May,   1863.     Appointment  revoked   1   Sejitember, 
1864. 
Deneli,  J.  Snlly. 

Mate,  8  January,  1864.     Died  at  Naval  Hospital,  New  York,  2o  February,  1864. 
Denfeld.  tieorgc  IV. 

Cadet  :Miashipman,  22  September,  1873.     Graduated  IS  June,  1879. 
Denliart,  John. 

Actilio-    Third   Assistant    Engineer,  13   April,  1864.      Honorably  discharged    6 
August,  1865. 
Denig,  Robert  G. 

Cadet  Engineer,  1  October,  1871.     Graduated  31  May,  1873.     .Vssistant  Engineer, 
23  January,  1874. 
Denight,  Saninel  J. 

Mate,  1  October,  1862.      Acting  Ensign,  22  April,  1863.      Resigned  28  April, 
1865. 
Denis,  Eniile. 

Actinf  Ensign,  17  December,  1862.     Resigned  7  September,  1863. 
Denison,  Charles  H. 

Acting  Paymaster.     Dismissed  30  July,  1S63. 
Denison,  William  E. 

Acting  Master,  7  February,  1862.  Appointment  revoked  (Sick.)  13  February, 
1863.  Acting  Master,  22  June,  1863.  Acting  Volunteer  Lieutenant,  recommen- 
dation of  Commanding  Officer,  2  June,  1864.  Honorably  discharged  26  Sep- 
tember, 1865. 
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Deniuan,  Joseph  A. 

Acting  Ensign,  10  September,  18G0.     Died  at  Key  West,  Florida,  4  July,  1864. 
Dennett,  Adolphns. 

Acting  Ensign,  23  August,  1862.     Honorably  discharged  25  November,  1865. 
Dennett,  Jobn. 

Mate,  28  January,  1863.     Acting  Ensign,  2  April,  1864.     Honorably  discharged  20 
November,  1865.     Acting  Ensign,  12  SejJtember,  1866.     Mustered  out  2  October 
1868. 
Dennett^  Joseph  G. 

Acting  Third  Assistant  Engineer,  12  November,  1862.     Acting  Second  Assistant 
Engineer,  25  May,  1864.     Honorably  discharged  9  October,  1866. 
Dennett,  Robert  O. 

Acting  Third  Assistant  Engineer,  17  December,  1862.     Acting  Second  Assistant 
Engineer,  1  February^  1864.     Ajipointment  revoked  (Sick,)  10  October,  1864. 
Denning,  Rotbens. 

Mate,  14  May,  1804.     Honorably  discharged  1  December,  1865. 
Dennis,  Daniel. 

Mate,  23  May,  1864.     Discharged  7  December,  1804. 
Dennis,  George  H. 

Acting  Second   Assistant   Engineer,  20  December,  1861.     AiJiJointment  revoked 
(Sick,)  5  August,  1862. 
Dennis,  John,  Jr. 

Midshipman,  18  June,  1812.     Died  in  1813. 
Dennis,  Jobn  >S. 

Acting  Master,  31  August,  1861.     Died  on  "  Huntress,''  Mississippi  river,  27  Feb- 
ruary, 1865. 
Dennison,  Erasmus. 

Midshipman,  20  September,  1863.    Graduated  6  June,  1867.   Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Died  18  April,  1873. 
Dennison,  Henry. 

Purser,  25  April,  1812.     Died  15  March,  1822. 
Dennison,  Robert. 

Chaplain,  28  May,  1804.     Last  appearance  on  Records  of  Navy  Department.    Fur- 
loughed. 
Denniston,  G.  V. 

Midshipman,   10   March,  1840.     Passed  Midshipman,  11  July,  1846.     Master,  1 
March,  1855.     Lieutenant,  14  September,  1855.     Died  17  February,  1858. 
Denniston,  Henry  M. 

Assistant  Paymaster,  9  September,  1861.     Pavmaster,  14  April,  1862.     Pay  Inspec- 
tor, 19  August,  1876. 
Denny,  Eben  D. 

Midshipman,  17  September,  1841.     Passed  Midshipman,  10  August,  1847.     Died  2 
February,  1853. 
Denny,  Jobn. 

Surgeon's  Mate,  17  August,  1826.     Died  19  September,  1829. 
Densniore,  John  H. 

Acting  Second  Assistant  Engineer,  19  December,  1863.     Honorably  discharo-ed  12 
July,  1865.  " 

Den son,  John. 

Acting  Ensign  and  Pilot,  28  October,  1864,     Honorably  discharged  4  December 
1865. 
Dent,  Baine  C 

Cadet  Midshipman,  5  June,  1873.     Graduated  4  June,  1880. 
Dent,  John  H. 

Midshipman,  16  March,  1798.     Lieutenant,  11  July,  1799.     Commander,  5  Septem- 
ber, 1804.     Captain,  29  December,  1811.     Died  31  July,  1823. 
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Denton,  Anthony  Y. 

Jlidshipman,  4  July,  1805.     Resigned  13  October,  1807. 
Denton,  Cjieorgc  li. 

Acting  First  Assistant  Engineer,  25  .July,  18113.     Dismissed  31  August,  1863. 
Denton,  I.ieonsird. 

Acting  Ensign,  25  January,  1865.     Honorably  discliargcd  5  Octolicr,  1865. 
Depass,  Joseph. 

Midshipman,  1  January,  1808.     Resigned  28  November,  1808. 
Depue,  Abraham. 

Acting  Assistant  Paymaster,  1  June,  1863.     Discharged  24  December,  1865. 
Derby,  Albigence  N. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Resigned  16  January,  1863. 
Derby,  C  liarles  P. 

Midshipman,  9  November,  1813.     Died  in  March,  1821. 
Derby,  Riehard. 

Captain,  22  February,  1799.     Resigned  12  May,  1801. 
Derby,  Riehard,  Jr. 

Assistant  Surgeon,  3  May,  1815.     Died  20  December,  1815. 
Derby,  Riehard  C. 

^Midshipman,  20  September,  1864.     Graduated  2  June,  1868.     Ensign,  19  April, 
1869.     Master,  12  July,  1870.     Lieutenant,  27  October,  1872. 
Dereanier,  George. 

Acting  Second  Assistant  Engineer,  13  August,  1861.     Honorably  discharged  13 
January,  1866. 
Derr,  E.  Z. 

Assistant  Surgeon,  3  March,  1873.     Passed  Assistant  Surgeon,  18  April,  1877. 
De  Maiues,  Charles. 

Acting  jMaster,  6  December,  1861.     Appointment  revoked  3  May,  1862. 
De  Sanno,  Walter. 

Acting  Third  Assistant  Engineer,  IG  September,  1863.     Dishonorably  discharged 
25  May,  1864. 
De  Sanno,  IVilliaui  P. 

Third  Assistant  Engineer,  21   May,  1857.     Second  Assistant  Engineer,  2  August, 
1859.     Fii-st  Assistant  Engineer,  1  July,  1861.     Dismissed  19  March,  1862. 
De  Sansnre,  D.  1. 

Midshipman,  9  November,  1813.     Resigned  14  June,  1820. 
Desloude,  Adrian. 

!Midshipman,  27  October,  1841.     Resigned  14  June,  1849. 
Detiirbe,  John. 

Acting  Second  Assistant  Engineer,  2  December,  1864.     Honorably  discharged  28 
August,  1865.     Acting  Second  Assistant  Engineer.     ApiJointment  revoked  12 
February,  18'(i7. 
De  Talin,  Charles  E. 

Third  Assistant  Engineer,  20  September,   1858.     Second  Assistant  Engineer,  17 
January,  1861.     First  Assistant  Engineer,  17  March,  1863.     Chief  Engineer,  21 
March,  1870. 
Derans,  Thomas. 

Midshipman,  2  March,  1799.     Last  appearance  on  Records  of  Navv  Deiiartmeut,  1 
April,  1799.     Resigned. 
De  Vaux,  Max  A. 

Jlidshipman,  1  September,  1811.     Resigned  12  October,  1818. 
Derens,  Edward  F. 

Acting  Master,  11  June,  1861.  Acting  Volunteer  Lieutenant,  at  cajiture  of"  Ari/^.i" 
25  May,  1863.  Acting  Volunteer  Lieutenant-Commander,  7  Februaiy,  1865. 
Honorably  discharged  19  November,  1866. 
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Devereaux,  John. 

Mate,  25  February,  1864.     Died  at  Naval  Hospital,  New  Orleans,  25  March,  1SG5. 
Devers,  William. 

Gunner,  date  not  known.     Resigned  October,  1820. 
Deversney,  Bial. 

Acting  Third  Assistant  Engineer,  4  January,  1865.     Honorably  discharged  1  No- 
vember, 1805. 
Dereziii,  J.  O. 

Midshipman,  IG  October,  1834.     Resigned  33  November,  1827. 
Devine,  Oeorge. 

Acting  Second  Assistant  Engineei',  31  November,  1863.     Acting  Second  Assistant 
Engineer,  19  October,  1864.     Honorably  discharged  26  July,  1865. 
Devine,  Thomas. 

Mate,  6  January,  1863.    Acting  Ensign,  38  February,  1863.    Honorably  discharged 
30  September,  1865. 
DeTiiie,  Thomas  H. 

Mate,  18  September,  1863.     Resigned  31  June,  1865. 
DeTlan,  William  T. 

(Appointed  in  Volunteer  Service  19  March,  1863.)     Gunner,  30  July,  1870. 
Dei'lin,  James. 

Acting  Tliird   Assistant    Engineer,  3   March,  1865.       Honorably   discharged   G 
August,  1865. 
DcTlin,  William  T. 

Acting  Gunner,  19  March,  1863.     Honorably  discharg«d  1  March,  1866. 
DeToe,  James  B. 

Acting  Ensign,  32  March,  1864.     Acting  Master,  28  September,  1864.     Honorably 
discharged  23  December,  1865. 
DeWeese,  Cornelius,  Jr. 

Mate,  36  November,  1863.     Honorably  discharged  2D  November,  1865. 
Dewej,  Ephraim  H. 

Mate,  17  September,  1861.     Acting  Ensign,  1  May,  186.3.     Resigned  11  December, 
1863. 
Dewey,  George. 

Acting  Midshipman,  33  September,  1854.     Midshipman,  11   June,  18.58.     Passed 
Midshipman,  38  January,  1861.     Master,  38  February,  1861.     Lieutenant,  19 
April,  1861.     Lieutenant-Commander,  8  March,  1805.     Commander,  13  April, 
1873. 
Dewey,  Orville. 

Chaplain,  5  February,  1851.     Resigned  9  February',  1653. 
Dewey,  Thomas. 

Gunner,  14  January,  1840.     Died  16  November,  1849. 
Dewhiirst,  George. 

Acting  Master,  23  November,  1861.     Resigned  8  August,  1865. 
Dewing,  Paul  F. 

Acting  Assistant  Paymaster,  31  August,  1804.     Discharged  8  November,  1865. 
DeWitt,  Aiignstus. 

Acting   Third   Assistant   Engineer,    3    September,   1804.     Appointment   revoked 
(Sick,)  30  February,  1865. 
DeWiit,  J.  B. 

Surgeon's  Mate,  30  June,  1833.     Resigned  15  September,  1823. 
DeWilt,  Waliter  A. 

Mate,  2   December,   1863.     Acting  Ensign,   10  November,  1864.     Honorably  dis- 
charged 14  February,  1866. 
Dewling,  Isaiah. 

Acting  Assistant  Surgeon,  34  May,  1864.     Assistant  Surgeon,  Retired  list,  30  June, 
1879. 
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DcWolf,  F.  I.. 

Midsliipman,  30  November,  1814.     Resigned  80  March,  181C. 
I>eWoir,  Leon. 

Mate,  3  February,  1865.     Died  at  Mobile  Bay,  Alabama,  13  April,  18C5. 
DeWolf,  IVilliaui  H. 

Acting  Master,  10  November,  1861.     Honorably  discharged  i  November,  1865. 
Dexter,  Adolphns. 

Acting   Midshipman,  24    Septcmlicr,  1857.     Jlidshipman.  1   .Inne,  18G1.     Passed 
Midshipman.     Acting  Master,  22  Stpttmbtr,  IbOl.     Lieutenant,  16  July,  1S62. 
Resigned  23  November,  1S04. 
Dexter,  Daniel  S. 

Midshipman,  9  April,  1800.     Lieutenant,  13  February,  1807.     Commander,  20  De- 
cember, 1S14.     Died  10  October,  1818. 
Dexter,  £.  T. 

Mate,  10  December,  18G2.     Dismissed  4  April,  18C3.     Mate,  7  July,  1863.     Died  2 
October,  ISGS. 
Dexter,  George  II. 

Mate,    11   February,   1863.     Acting   Ensign,  17  January.  ISO.j.     Honorably   dis- 
charged 28  October,  1865. 
Dexter,  Horace. 

Mate,   18  November,  1862.     Acting  Ensign,  11   November,  1863.     Honorably  dis- 
charged 25  September,  1865. 
Dexter,  J.  D. 

Acting  Ensign,  1  November,  1862.     Resigned  13  April.  1865. 
Dexter,  John  M.       ' 

Acting  Third  Assistant  Engineer,  24  September,  1863.     Acting  Second  Assistant 
Engineer,  15  October,  1862.     Honorably  discharged  11  September,  1865. 
Dexter,  Bodolpbns  W. 

Acting  Master,  11  November,  1861.     Resigned  8  July,  1862. 
Dexter,  Snuiner. 

Acting  Ensign  and  Pilot,  12  December,  1SG4.     Honorablv  discharged  5  Auc-ust, 
1865. 
Dianionfl,  Jasper  H. 

Third  Assistant  Engineer,  1  Julv,  1863.     Second  Assistant  Engineer,  25  July,  1866. 
Dismissed  26  July,  1876. 
Dibble,  George  M. 

Midshipman,  1  March,  1841.     Dismissed  15  August,  1849, 
Dibble,  Jonas. 

Carpenter,  16  June,  1838.     Retired  list,  16  December,  1806. 
Diehmau.  Ernst  J. 

Acting  Midshipman,  20   September,  1860.     Ensign,  28  May,  1863.     Master,  10 
November,  1865.     Lieutenant,  10  November,  1866.     Lieutenant-Commander,  12 
March,  1868.     Resigned  31  December,  1871. 
Dick,  £dward  Li. 

Third  Assistant  Engineer,  20  September,  1858.     Dismissed  2S  May,  ISGl. 
Dick,  James. 

Midshipman,  22  May,  1799.     Discharged  3  June,  1801,  under  Peace  Establish- 
ment Act. 
Dick,  John  B. 

Acting  Second  Assistant  Engineer,  18  October,  1861.     Honorablv  discharged  24 
July,  18C6. 
Dick,  Robert  B. 

Acting  Third  Assistant  Engineer,  3  April,  1863.     Honorably  discharged  27  Sep- 
tember, 1867. 
Dick,  Walter  B. 

Assistant  Surgeon,  10  July,  1861.     Resigned  28  April,  1864. 
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I>ickason,  John  A. 

Carpenter,  13  December,  1825.     Drowned  29  September,  1847. 
Dickerniaii,  C  Li. 

Acting  Assistant  Paymaster,  27  Marcli,  1865.     Discbarged  11  October,  1865. 

Dickerson,  Hiel  li. 

Acting  Third  Assistant  Engineer,  28  November,  1863.     Resigned  8  June,  1865. 
Dickeri^oii,  J.  li. 

Mate,  21  July,  1864.     Dismissed  6  August,  1864. 
Dickey,  Robert. 

Sailmaker,  11  June,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Dicke.v,  Robert. 

Assistant  Paymaster,  14  July,  1870.     Resigned  31  December,  1873. 
Dickins,  Francis  W. 

Midshipman,  20  September,  1861.     Graduated  22  November,  1864.     Ensign,  1 
November,  1866.      Master,  1   December,  1866.      Lieutenant,  12  March,  1868. 
Lieutenant-Commander,  12  June,  1869. 
Dickinson,  Daniel  A. 

Acting  Assistant  Paymaster,  15  May,  1803.     Resigned  28  .January,  1865. 
Dickinson,  Dwight. 

Assistant  S-urgeon,  21  April,  1869.     Passed  Assistant  Surgeon,  6  November,  1872. 
Surgeon,  6  December,  1879. 
Dickinson,  Holloirell. 

Boatswain,  IS  December,  1862.     Acting  Boatswain,  5  August,  1802. 
Dickinson,  II.  J. 

Midshipman,  26  December,  1815.     Resigned  20  October,  1820. 
Dickinson,  John  R. 

Acting  Master,  11  November,  1861.     Dismissed  1   November,  1862.     Acting  En- 
sign, 27  December,  1862.      Acting  Master,  favorable  reisort  of  Commanding 
Officer,  25  June,  1863. 
Dickinson,  Xornian  P. 

Mate,  13  September,  1862.     Resigned  8  May,  1863. 
Dickinson,  P. 

Acting  Master,  28  October,  1861.     Honorably  discharged  25  January,  1868. 
Dickinson,  S.  91. 

Acting  Assistant  Paymaster,  1861.     Resigned  31  October,  1862. 
Dickinson,  Solomon. 

Purser,  16  January,  1799.     Resigned  23  January,  1799. 
Dicknian,  €liarles  B. 

Acting  Ensign,  18  January,  1864.     Honorably  discharged  15  August,  1865. 
Dicks,  John  W. 

Acting  Master,  26  August,  1861.     Resigned  (Sick,)  19  July,  1864. 
Dickson,  John  A. 

Carpenter,  13  December,  1825.     Drowned  29  September,  1847. 
Dickson,  Slenzies. 

Mate,  23  June,  1863.     Appointment  revoked  (Sick,)  1  September,  1864. 
Dickson,  Samuel  H. 

Assistant  Surgeon,  19  March,  1875.     Passed  Assistant  Surgeon,  7  August,  1880. 
Dickson.  Thomas. 

Third  Assistant  Engineer,  21  May,  1S43.     Died  12  September,  1847. 
Dicksosa,  Thomas  II. 

Acting  Assistant  Paymaster,  18  August,  1863.     Honorably  discharged  12  Septem 
ber,  1865. 
Dickson,  William. 

Mate,  1  September,  1864.     Honorably  discharged  9  September,  1865. 

14 


210  GENERAL   NAVY  REGISTER. 

Dielil,  Samuel  W.  B. 

MidshipiiKiii,  20  September,  ISiJ'J.     Graduated  31  May,  1873.     Ensign,  16  July, 
1S74.     JIaster,  1  November,  1879. 
Diehl,  OliTor. 

Assistant  Surgeon,  6  July,  1880. 
Dicruiniise,  Henry  P. 

Mate,  3  Novemljer,  18(34.     Honorably  discharged  25  April,  18G8. 
Dieterich,  J.  P. 

Second  Lieutenant,  Marine  Corps,  17  October,  1834.     Cashiered  27  April,  1888. 
Digard,  Manrice. 

Acting  Master,  22  January,  1 802.     Resigned  9  October,  1803.     Acting  Ensign,  3 
5Iaicli,    1SC4.      Acting   ]\Iaster,   10  August,    1804.      Honorably   discharged  14 
September,  I860. 
Digiioii,  Jaiiien  II. 

Acting   Third    Assistant   Engineer,   12    February,   1804.      Appointment  revoked 
(Sick,)  31  August,  1864. 
Dill,  Albert  F. 

Acting  Ensign,  29  December,  1803.     Resigned  5  May,  1805. 
l>ill,  Eli. 

Boatswain,  25  June,  1818.     Died  19  December,  1831. 
I>ill,  Fraueis  J. 

Mate,  8  January,  1804.     Acting  Ensign,  2  February,  1805.     Resigned  22  May, 
1805. 
Dill.  J.  H. 

Master,  10  April,  1813.    Resigned  23  February,  1831. 
Dill,  Joshua  H. 

Acting  Master,  27  August,  1801.     Appointment  revoked  (Sick,)  13  June,  1802. 
Dillard,  Thomas. 

Surgeon's  Mate,  15  November,  1824.     Surgeon,  3  Januarv,  1828.     Retired  24  Janu- 
ary, 1863.     Died  1  March,  1870. 
Dillingham,  Albert  C. 

Midshipman,  31  July,  1805.     Graduated  7  June,   1870.     Ensign,  13  July,  1871. 
Master,  4  June,  1874. 
Dillingham,  James  li.,  Jr. 

Acting  Slaster,  9  July,  1861.     Resigned  9  October,  1801. 
Dillingham,  John. 

Acting  Master,  24  May,  1861.     Resigned  28  December,  1864. 
Dillman,  Jared  W. 

Acting  Assistant  Surgeon,  21  March,  1865.     Honorably  discharged  11  October, 
1805.     Re-appointed  10  December,  1873. 
Dillon,  Arthnr  J. 

Acting  Assistant  Paymaster,  11  April,  1803.     Died  at  St.  Louis,  Missouri,  16  De- 
cember, 1803. 
Dillon,  Nicholas. 

Acting  Third  Assistant  Engineer,  21  May,  1803.     Died  at  New  Orleans,  23  Octo- 
ber, 1804. 

Dillon,  P.  R. 

Acting  Ensign,  on   Admiral  Stribling's  Staff,  1   October,  1804.     Honorably  dis- 
charged 29  October,  1805. 
Diman,  Henry  W. 

Acting  Assistant  Paymaster,  14  January,  1863.     Resigned  13  August,  1863. 
Dimiiioek,  Charles  W.,  Jr. 

Jlate,  Hi  August,  1864.     Honorably  discharged  15  November,  1865. 
Dimmook,  Thomas. 

Midshipman,  4  March,  1823.     Resigned  1  August,  1827. 
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I>iinock,  Iflartial  C 

:Midsliipman,  31   July,   1866.     Graduated  7  June,  1S70.     Ensign,   13   Julv,  1S72. 
Jlastcr,  1  January,  1875.     Resigned  23  December,  1876. 
DiiBioii,  CtBward  M. 

Mate,  9  September,  1863.     Acting  Ensign,  5  Julv,  1863.     Honorably  dischar<>-ed  5 
August,  1868.  "  ° 

DinstJiore,  Jay. 

Third  Assistant  Engineer,  16  January,  1863.     Resigned  28  May,  1864. 
DiiBsnioro,  M.  D.  Ti. 

Acting  Third  Assistant  Engineer,  4  December,  1863.     Honorably  discharged  23 
August,  1SG5. 
JttJnsmore,  Kobert. 

Acting  Ensign,  17  December,  1SG3.     Honorably  discharged  1  November,  1868. 
I>ii8!eiieiooi',  Silas. 

Purser,  31  May,  1800.     Discharged  8  July,  1801,  under  Peace  Establishment  Act, 
Disereus,  Albert  D. 

Mate,   11   January,   1863.     Acting  Ensign,   13   Februarv,   1804.      Honoralily  <li«- 
cbarged  20  October,  1865. 
Diserens,  Charles  M. 

Mate,  24  January,  1863.     Appointment  revoked  (Sick,)  19  March,  1863.     Mate,  23 
April,  1864.     Honorably  discharged  20  September,  1865. 
Dishaiii,  Edward  W. 

Mate,  29  March,  1805.     Honorably  discharged  21  October,  1805. 
Basil  ey,  Edwartl  W. 

Gunner,  20  April,  1839.     Dismissed  6  March,  1840. 
Disney,  George. 

Acting  Third  Assistant  Engineer,  17  December,  1803.     Died  on  "  4«CMtefj/,"  .1 
January,  1808. 
Disstoii,  Naiiiiiel. 

Acting  Third  Assistant  Engineer,  7  September,  1864.     Resigned  18  May,  lSGr>. 
Divine,  Tlioiuas. 

xicting  Second  Assistant  Engineer,  26  November,    1861.     Acting  First  Assistai-.t 
Engineer,  13  November,  1863.     Honorably  discharged  9  October,  1805. 
Dix,  John. 

Assistant  Surgeon,  24  July,  1813.     Surgeon,  27  March,  1818.    Died  10  Aijril,  1823. 
Dixon,  Albert  F. 

Second  Assistant  Engineer,  29  October,  1870.     Passed  Assistant  Engineer,  4  No- 
vember, 1877. 
Dixon,  Francis. 

Gunner,  date  not  known.     Last  apjiearance  on  Records  of  Navy  Department. 
Dixon,  Hiram  !>. 

Carpenter,  23  July,  1861.     Warranted  11   December,  1861.     Died  at  Quarantine, 
New  York,  on  board  Hospital  Ship,  26  June  1869,  (Yellovf  Fever.) 
Dixon,  John  A. 

Carpenter,  27  JMarch,  1857. 
Dixon.  Kobert. 

Boatswain,  5  February,  1842.     Died  5  April,  1875. 
Dixon,  Willian*  S. 

Assistant  Surgeon,  27  January,  1871.    Passed  Assistant  Surgeon,  14  January,  1875. 
Doan,  William. 

Acting  Second  Assistant  Engineer,  29  November,  1802.     Resigned  22  Sei^tember 
1863. 
Doane,  C  C. 

Mate.     Dismissed  31  July,  1803. 
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I>oane,  George  B. 

Assistant  Surgeon,  10  December,  1814.     ResigHed  ."i  January,  1820. 
I>oaiie,  Jolin. 

Master,  1.5  July,  1813.     Discharged  3  November,  1814. 
I>oaiie,  Thomas  C. 

Acting  Assistant  Paymaster,  17  Februaiy,  1863.     Discharged  0  February,  18G6. 
Doaiie,  William  II. 

Acting  Assistant  Paymaster,  18  July,  18G3.     Discharged  18  December,  18G5. 
Dobbin,  John  V. 

Purser,  9  February,  1856.     Resigned  17  August,  1857. 
Dobbins,  Daniel. 

blaster,  IG  September,  1812.     Resigned  5  June,  1826. 
Dobbins,  James  II. 

Midshipman,  18  June,  1812.     Last  appearance  on  Records  of  Navy  Department, 
21  June,  1815. 
Dobbs,  Frederick  A. 

Third  Assistant  Engineer,  11  April,  1859.     Died  29  April,  18G2. 
Dobbs,  Thomas. 

Acting  Third  Assistant  Engineer,  22  June,  18G3.     Acting  Second  Assistant  Engi- 
neer, 9  February,  18G4.     Acting  First  Assistant  Engineer,  8  March,  18G5.     Hon- 
orably discharged  21  November,  1867. 
Dobbs,  William  H. 

Acting  Second  Assistant  Engineer,  18  July,  1862.     Acting  First  Assistant  Engi- 
neer, 22  November,  18G2.     Honorably  discharged  5  December,  1865. 
Dobell.  William  H. 

JLate,  31  December,  1863.     Honorably  discharged  1  November,  18G5. 
Dobson,  William  S. 

Acting  Third  Assistant  Engineer,  22  August,  1864.     Appointment  revoked  (Sick,) 
31  January,  1865. 
Dockray,  William  P. 

Actmg  Master,  21  September,  1861.     Resigned  10  November,  1863. 
Dod,  Daniel. 

Acting  Third  Assistant  Engineer,  20  July  1863.     Acting  Second  Assistant  Engi- 
neer, 9  June,  1864.     Honorably  discharged  28  October,  1865. 
Do(l,  Stephen. 

Midshipman,  3  February,  1829.     Passed  Jlidshipman,  4  June,  1836.     Lieutenant, 
8  September,  1841.     Died  19  April,  1^45. 
Dodd,  Albert  W. 

Cadet  Midshipman,  C  June,  1873.     Graduated  18  June,  1879. 

Dodd,  James. 

Acting  Third  Assistant  Engineer,  21  March,  1862.     Appeintment  revoked  (Sick.) 
24  July,  1863. 

Dodd,  M.  II. 

Carpenter,  IS  June,  1845.     Died  9  March,  1859. 

Dodd,  Robert  J. 

Surgeon's  Mate,  26  May,  1826.     Surgeon,  4  April,  1831.     Retired  30  April,  1861. 
ifedieal  Director,  on  Retired  list,  3  ]March,  1871.     Died  3  February,  1876. 
Do«lds.  George  D, 

Slidshipman,  30  November,  1814.     P.csigiied  10  November,  1822. 
Dodge,  Alvan. 

Acting  Assistant  Surgeon,  21   JIarch,  1865.     Honorably  discharged  11  October. 
18G5. 

Dodge,  Billy. 

Master,  3  July,  1813.     La.<;t  ai>pearance  on  Records  of  Navy  Department,  7  Angus 
1813. 
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Dodge,  Edward. 

Acting  Third  Assistant  Engineer,  1  October,  1802.     Resigned  19  March,  1804. 
Dodge,  Edward  J. 

Midshipman,  18  January,  1815.     Resigned  23  November,  1815. 
Dodge,  Edw.  R. 

Assistant  Surgeon,  24  January,  1802.     Passed  Assistant  Surgeon,  25  September. 
1805.     Surgeon,  5  September,  1809.     Died  29  March,  1871. 
Dodge,  George  H.,  Jr, 

Mate,  7  August,  1802.     Acting  Ensign,  10  July,  1803.     Honorably  discharged  19 
September,  1805. 
Dodge,  George  P. 

Midshipman,  1  October,  1850.     Dismissed  12  June,  1851. 
Dodge,  Henry  W. 

Acting  Ensign,  5  August,  1862.     Dismissed  26  November,  1802. 
Dodge,  Jaiues. 

Assistant  Surgeon,  29  August,  1799.     Surgeon,  11  September,  1800.     Discharged 
4  August,  1801,  under  Peace  Establishment  Act. 
Dodge,  James. 

Surgeon,  27  November,  1804.     Last  appearance  on  Records  of  Navy  Department. 
Dodge,  Ouienzo  G. 

Cadet  Jlidshipman,  6  June,  1873.     Graduated  18  June,  1879.     Ensign,  25  March, 
1880. 
Dodge,  Richard  D. 

Third  Assistant  Engineer,   22  July,  1802.     Second  Assistant  Engineer,  15  Feb- 
ruary, 1804.     Resigned  1  June,  1868. 
Dodge,,  Richard  F. 

Acting  Ensign,  11  June,  1864.     Honorably  discharged,  3  November,  1805. 
Dodge,  Thomas  W. 

Mate,  10  August,  1801.     Acting  Master,  18  June,  1802.     Honorably  discharged  14 
SeptemVjer,  1865.     Acting  Master,  19  December,  1800.     Mustered  out  22  April 
1869. 
Dodsou,  William. 

Master,  date  not  known.     Discharged  15  April,  1815. 
Dodsworth,  John. 

Midshipman,  15  November,  1809.     Resigned  30  July,  1810. 
Doggett,  Samuel. 

Gunner,  21  September,  1821.     Last  appearance  on  Records  of  Navy  Deijartmeut,  1 
October,  1832. 
Doherty,  John. 

Acting  Third  Assistant  Engineer,  6  February,  1805.     H&norably  dischar"ed   13 
February,  1868. 
Dohrnean,  James  C. 

Acting  Third  Assistant  Engineer,  9  June,  1863.     Resigned  24  October,  1863. 
Doig,  Alexander. 

Acting  First  Assistant  Engineer,  25  November,  1801.     Resigned  0  June,  1803. 
Doig,  fS'eorge. 

Acting  Assistant  Surgeon,  5  March,  1804.     Resigned  1  August,  1865. 
Dolan,  Andrew. 

Actinc;  Second  Assistant  Engineer,  9  May,  1864.     Honorably  discharged  20  No- 
vem'^ber,  1807. 
Dolen,  George  B. 

Acting  Second  Assistant  Engineer,  8  June,  1864.     Honorably  discharged  20  June, 
1865. 
Dolley,  Renhen. 

Mate,  7  January,  1862.     Appointment  revoked  5  December,  1862. 
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Dollirer,  George  C 

Mate.     Killed  in  action,  '' Ditnia,''  28  March,  18G3. 
Dolliver,  H'illiaiu  F. 

Acting  Ensign,  2  December,  18C3.     Honorably  discharged  10  January,  1866. 
Douibangh,  Harrj'  '31. 

Cadet  Midshipman,  C  June,  1872.     Graduated  18  June,  1877. 
Domett,  George  W. 

Acting  Master,  12  August,  18G1.     Resigned  21  April,  1864. 
Dominie,  ISichar«t. 

Midshipman,  30  April,  18U.     Died  10  June,  1822. 
Domiiiy,  Cyrennins. 

Acting  Volunteer  Lieutenant,  gallant  conduct,  1   August,  1862.      Resigned   20 
April,  18G5. 
Douahiie,  Henry  W. 

Acting  Thii-d  Assistant  Engineer,  12  October,  1861.     Died  8  March,  1862. 
Donaldson,  Anflrew. 

Mate,  19  December,  18(53.     Honorably  discharged  6  August,  1865. 
Donaldson,  Edward. 

Midshipman,  21   July,  1835.     Passed  Midshipman,  22  June,   1841.     Master,  20 
May,  1847.     Lieutenant,  23  October,  1847.     Commander,  16  July.  1862.    Captain. 
25  July,  1866.     Commodore,  28  September,  1871.     Rear-Admiral,  21  Sei^tember, 
1876.     Retired  list,  29  September,  1876. 
Donaldson.  John. 

Acting  Third  Assistant  Engineer,  24  Decemben,  1864.     Honorably  discharijed  30 
October,  1865. 
Donaldson,  Oliver. 

Acting  Ensign,  1  October,  1862.     Honorably  discharged  1  January,  1806. 
Donnegan,  Angnstns  F. 

Acting  Third  Assistant  Engineer,  1  October,  1864.     Honorably  dischar;;ed  2  June, 
1808. 
Donnell,  Rnfiis  R. 

Acting  Ensign,  17  Sejjtember,  1862.     Honorably  discharged  17  August,  1865. 
Donnelly,  Alvin. 

Acting  Third  Assistant  Engineer,  4   September,  1863.     Honorably  discharged  2 
January,  1866.  • 

Donnelly,  John. 

:\Lite,  3  April,  1SG5.     Honorably  discharged  10  October,  1868. 
Donnelly,  Patriek. 

Acting  Ensign,  9  April,  1863.     Acting  Master,  22  January,  1864.     Honorably  dis- 
charged 25  November,  1805. 
Donohoe,  John  J. 

Acting  Third  Assistant  Engineer,  24  July,  1863.     Honorably  discharijed  7  August. 
186.5. 
Donor,  IVilliam  S. 

Acting  Assistant  Surgeon,  23  February,  1864.     Honorably  discharged  10  October, 
1865. 
Donovan,  Miehael. 

Mate.  14  December,  1862.     Deserted  12  October,  1863. 
Doolej,  Edward. 

Mate,   13  February,  1803.     Dismissed  25  August,  1863.     Mate,  29  October,  1863. 
Honorably  discharged  19  SeiJtcmber,  1805.     Mate,  18  December,  18(15.  Appoint- 
ment revoked  23  November,  1866.     Mate,  3  January,   1867.     Clustered  out  i!8 
Septenil)er,  1807. 
Doraii.  Edward  C. 

Purser,  15  September,  1845.     Pay  Director,  3  March,  1871. 
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Doraii,  James  S. 

Acting  Third  Assistant  Engineer,  1  July,  1861.     Acting  Second  Assistant  Engi- 
neer, 23  October,  1862.     Resigned  10  June,  1863. 
Doraii,  Peter  B. 

Mate,  C  December,  1862.     Dismissed  19  June,  1863. 
Doraii,  Kioliard, 

Acting  Tliird  Assistant  Engineer,  27  November,  1863.     Honorably  discharged  25 
July,  1865. 
Dorey,  John. 

Acting  Master  and  Pilot,  1   September,  1864.     ApiDointment  revoked  31  March, 
1865. 
Dovgaii,  Andrew. 

Master,  8  July,  1812.     Resigned  15  April,  1813. 
Dorgan,  Antlrew. 

Master,  11  September,  1813.     Last  ajipearance  on  Records  of  Navy  Department,  5 
October,  1813. 
D'Orleans,  Pierre. 

Honorary  appointment  of  Acting  Ensign,  28  May,  1863.     Resigned  30  May,  1804. 
Dorn.  Edward  J. 

Midshipman,  21    September,  1870.     Graduated   1   June,  1874.     Ensign,  17  July, 
1875. 
Dornin,  Thomas  A. 

Midshipman,  2  May,  1815.     Lieutenant,  13  January,  1835.     Commander,  8  Sep- 
tember, 1841.     Captain,  14  September,  1855.     Commodore,  on  Retired  list,  16 
July,  1862.     Died  32  April,  1874. 
Oornin,  Thomas  Liardner. 

Acting  Midshipman,  22  September,  1856.     Midshipman,  15  June,  1800.     Dismissed 
4  June,  1861. 
Dorr,  Herman. 

Acting  Assistant  Paymaster,  11  July,  1804.     Resigned  (Sick,)  15  March,  1865. 
Dorr,  Joseph. 

Midshiinuan,  11  September,  1799.     Discharged  1  May,  1801,  under  Peace  Estab- 
lishment Act. 
Uorranee,  Charles  B. 

Acting  Ensign,  7  November,  1863.     Died  on  the  "  Sebar/o,"  9  October,  1864. 
Dorranoe.  George  W. 

Chaplain,  2  January,  1860.     Retired  list,  14  February,  1873. 
Dory,  John  Q. 

Acting  Master,  24  September,  1861.     Appointment  revoked  (Sick,)  11   July,  1862. 
Dorsey,  Greenberg. 

Acting  Third  Assistant  Engineer,  11  October,  1864.     Honorably  discharged  6 
Sejitemljcr,  1865. 
Dorsey,  Hill. 

Midshipman,  15  November,  1810.     Resigned  25  April,  1811. 
Dorsey,  Hill. 

Midshipman,  9  September,  1811.     Resigned  2  May,  1813. 
Dorsey,  Joiin. 

]\li(isliipman,  28  April,  1801.     Killed  in  action  7  August,  1804. 
Dorsey.  Joltis  W. 

Assistant  Surgeon,  16  July,  1803.     Resigned  9  July,  1807. 
Dorsey,  Lisswrence  A. 

(To  Command  on  Galley.)     Captain,  13  September,  1798.     Died  33  January,  1800. 
Dorsey,  Kohert. 

Midshipman,  5  February,  1800.     Discharged  G  August,  1801,  under  Peace  Estab- 
lishment Act. 
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Dotcii,  Clark  W. 

Acting  Second  Assistant  Engineer,  5  May,  18G3.    Acting  First  Assistant  Engineer, 
19  May,  18G-1.     Honorably  discharged  24  September,  18C5. 
Doi'tou,  Henry  F. 

Mate,  10  March,  18G3.      Acting  Ensign,  19  November,  18G3.      Hon      bly  dis- 
cliarged  20  September,  1865.     Acting  Ensign,  11   September,  1867.     ^.lustered 
out  23  September,  1868. 
Doty,  Albert  J. 

Acting  Third  Assistant  Engineer,  11   August,  1863.     Acting  Second  Assistant 
Engineer,  2  June,  186.'5.      Honorably  discharged  19   February,  1866.      Acting 
Second  Assistant  Engineer,  25  April,  1866.     Mustered  out  27  August,  1867. 
Doty,  George  W. 

Jlidshipman,  4  January,  1833.     Passed  Midshipman,  8  July,  1839.     Lieutenant, 
13  May,  1845.     Commander,  Retired  list,  16  July,  1SG2.     Captain  on  Retired 
list,  4  April,  1867. 
Doty,  Stephen  B. 

Acting  Assistant  Surgeon,  31  October,  1864.     Honorably  discharged  22  January, 
1866. 
Doty,  Webster. 

Midshipman,  27  July,  1864.     Graduated  2  June,  1868.     Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  27  March,  1873. 
Dougherty,  Charles. 

Acting   First  Assistant   Engineer,  2   August,  1864.      Honorably  discharged    30 
December,  1865. 
Dougherty,  George  W. 

Acting  Assistant  Paymaster,  18  September,  18G3.     Honorably  discharged  1   Jan- 
uary, 18GG. 
Dougherty,  John  C. 

Acting  Third  Assistant  Engineer,  23  March,  1865.     Honorably  discharged  7  Sep- 
tember, 1865. 
Dougherty,  William  J. 

Acting  Third  Assistant  Engineer,  2  January,  1864.     Honorably  discharged  5  July, 
1865. 
Dougherty,  William  J. 

Mate,  17  February,  1870.     Appointment  revoked  20  July,  1871. 
Doughty,  Ezra  T. 

Midshipman,  8  ^lay,   1824.     Passed   Midshipman,  4  June,   1831.     Lieutenant,  3 
March,  1835.     Resigned  18  February,  1839. 
DonglMty,  G.  Morris. 

Caipenter,  10  June,  1861.     AVarrantcd  2G  December,  1861.     Resigned  23  October, 
1863. 
Doughty,  John  H. 

Acting  Tliird  Assistant  Engineer,  10  December,  1863.     Honorably  dischargel  1 
October,  1865. 
Doughty,  Thomas. 

Acting  First  Assistant  Engineer,  8  July,  1SC2.     Acting  Chief  Engineer,  13  Decem- 
ber, 1862.     Resigned  22  May,  18G5. 
Doughty,  William.  ° 

Naval  Constructor,  8  February,  1813.     Resigned,  date  not  kno\vn. 
Douglass,  Alexander  B. 

Acting  First  Assistant  Engineer,  10  September,  ISGl.     Resigned  11   November, 
1SG2. 
Douglass,  Augustus  C. 

Midshipman,  11  January,  1817.     Last  appearance  on  Records  of  Navy  Department, 
1818. 

Douglass,  Daniel. 

Gunner,  26  May,  1845.     Died  17  June,  1851.  I 
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Doiiglasiis,  George  B. 

Midsbipmau,  4  September,  18-11.     Dismissed  17  August,  1847. 
Douglass,  George  T. 

Suilmulver,  19  February,  1870.     Warranted  29  October,  1870. 
Douglass,  Gustariis. 

Jlidsliipman,  4  July,  1805.     Drowned  5  March,  1810. 
Douglass,  James  C. 

Piuser,  25  September,  1841.     Resigned  24  February,  1853. 
Douglass,  Josei>li. 

Sailmaker,  18  Marcli,  1803.     Resigned  13  January,  1800. 
Douglass,  Riebard  H. 

Assistant  Paymaster,  81   August,   1861.     Paymaster,  24  August,  1862.     Died   4 
June,  1868. 
Douglass,  Robert. 

Jlidsbipman,  10  January,  1809.     Resigned  4  April,  1815. 
Douglass,  8auiuel  M. 

Midshipman,  7  February,  1799.     Discharged  8  June,  1801,  under  Peace  Establish- 
ment Act. 
Douglass,  Tliouias. 

Purser,  8  October,  1811.     Last  appearance  on  Records  of  Navy  Department. 
Douglass,  Williaiu  B. 

Midshipman,  30  June,  1837.     Resigned  14  February,  1838. 
Dove,  Beiijatiiin  M. 

Midshipman,  1  December,  1826.    Passed  Midshipman,  10  June,  1833.    Lieutenant, 
9  December,  1839.     Commander,  14  September,  1855.     Retired  1  October,  1864. 
Captain  on  Retired  list,  4  April,  1867.     Died  19  November,  1868. 
Dove,  George  W.  W. 

Third  Assistant  Engineer,  11  July,  1801.     Resigned  10  August,  1863. 
Dove,  Mariiiatluke. 

IVIaster,  11  November,  1802.     Resigned  4  January,  1806. 
Dove.  Mariiiadiike,  Jr. 

Midshipman,  1  January,  1818,     Died  14  September,  1821. 
Dove,  Mariiia<luke. 

blaster,  29  August,  1812.     Died  3  July,  1840. 
Dow,  George  S. 

Sailmaker,  2  August,  1844.     Resigned  13  September,  1844. 
Dow,  Jobn, 

Mate,  9  February,  1863.     Appointment  revoked  (Sick,)  20  May,  1864. 
Dow,  Li.yuiau. 

Acting  Assistant  Surgeon,  0  jMarch,  1865.     Resigned  10  June,  1805. 
Dowding,  George. 

Acting  Third  Assistant  Engineer,  29  May,  1865.     Honorably  discharged  5  July 
18G0.  ° 

bowue,  Williaui. 

Midshipman,  15  November,  1809.     Resigned  9  February,  1811. 
Downe,  Rouianzo. 

Mate,  22  June,  1S64.     Died  from  wounds  on  "  Wew  Hampshire,^'' 12  September 
18G4.  ' 

Dowues,  Albert  E. 

Midshipman,  1   January,  1818.     Lieutenant,  3  March,  1827.     Lost  in  the  "  Gram- 
pus," March,  1843. 
Dowues,  diaries  A. 

Acting  Assistant  Paymastei',  5  March,  1862.     Discharged  18  April,  1867. 
Dowues,  James. 

•Acting  Ensign,  11  June,  1863.     xVppointment  revoked  23  .January,  1S66. 
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]>owiies.  Joliu. 

MidsliiiniKin.  1  June,  1S02.     Lieutenant,  6  March,  1807.     Coiimacdei,  24  June, 
lNi;j.     Ciiptain,  5  March,  1817.     Died  11  August,  18r,4. 
Dowuofii,  John,  Jr. 

Midsliipmau,  4  September,  1837.     Passed  Midshipman,  2!f  .lime.  1S43.     Master,  2(3 
Februar}-,   18-51.      Lieutenant,  30  August,   1851.      Commuuuer,  10   July,   1SU2. 
Died  21  September,  1865. 
Downer,  John. 

Midshipman,  22  June,  1867.     Graduated  G  June,  1871.     Eusigu,  14  July,  1872. 
Master,  2.5  April,  1875. 
Dowiies,  Snbael. 

Master,  9  October,  1799.     Discharged  27  October,  IsOl,  under  Peace  Establish- 
ment Act. 
Downes,  8iibael. 

MastL-r,  12  September,  1813.     Died  13  June,  1825. 
Downois,  William. 

Master,  20  May,  1812.     Died  7  August,  1812. 
Downey,  IVilliani. 

Acting  Second  Assistant  Engineer,  9  June,  1803.    Died  on  "  Queen  City,^''  1  March, 
1 804. 
Ooirning,  M.  M. 

Midslupman,  8  Jlarch,  1814.     Died  0  October,  1817. 
Downing,  Saninel  W. 

Midshipman,   1   September,   1811.     Lieutenant,  5  March,  1817.     Commander,  23 
September,  1837.     Captain,  37  February,  1847.    Cashiered  11  September,  1854. 
Downs,  John  H. 

Boatswain,  14  May,  1801.     Died  29  November,  1864. 
Dowse,  Edward   W. 

Midshipman,  17  December,  1810.     Lost  in  the  "  Epervie):" 
Doyle,  Jacob  D. 

Assistant  Paymaster,  16  June,  1880. 
Doyle,  James  A. 

Midshipman,  4  January,  1832.     Passed  Midshipman,  23  June,  1838.     Lieutenant, 
29  JIarch,  1844.     Reserved  list,  13  September,  1855.     Restored  to  Active  list,  7 
August,  1860.     Retired  4  December,  1861.     Died  3  August.  1803. 
Doyle,  John. 

Midshipman,  17  June,  1823.     Resigned  0  September.  1S26. 
Doyle,  John. 

Acting   Third  Assistant  Engineer,  IS  October,  1801.     Acting  Second    Assistant 
Engineer,  9  May,  1804.     Honorably  discharged  30  September,  1807. 
Doyle,  IVIiehael. 

Acting  Third  Assistant  Engineer,  26  August,  1864.     Resigned  (Sick,)  4  January, 
1865. 
Doyle,  P. 

.Voting  Ensign,  on  Special  Duty,  7  July,  1803.     Dismissed  4  August,  1863. 
Doyle,  Patrick. 

Mate,  20  April,  1863.     Appointment  revoked  22  January,  1860. 
Doyle,  Robert  M. 

Midshipman,  21  September,  1870.     Graduated  21  June,  18T5.     Ensign,  9  Septem- 
ber, 1876. 
Doyle.  Thomas. 

Midshipman,  4  July,   1803.     Last  appearance  on  Records  of  Navy  Dejjartment, 
1S15.     Baltimore. 
Doyle,  William. 

Acting   First   Assistant   Engineer,  27  November,  18G3.     Honorably  discharged  5 
December,  1805. 
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Doyle,  William  A. 

Acting  Second  Assistant  Engineer,  1  October,  1803.     Resigned  14  November,  1863. 
D'Oyley,  W. 

Acting  Master,  18  .July,  1801.     Resigned  (Sick,)  23  September,  18G3. 
Doxey,  Biscoe. 

Master,  20  June,  1812.     Died  20  May,  1828. 
Dozier,  Tl'illiani  Gaillard. 

Midshipman,  1  April,  1S50.     Passed  Midshipman,  20  .June,  18o().     Jlaster,  22  Jan- 
uary, 1858.     Lieutenant,  19  July,  1859.     Resigned  21  December,  ISliO. 
Drain,  George. 

Mate,  6  January,  1803.     Resigned  29  May,  1805. 
Drake,  Antlrew  J. 

Midshipman,  5  December,  1837.     Passed  Midshipman,  29  June,  1843.     Master,  0 
April,  1851.     Lieutenant,  10  October,  1851.     Commander,  10  Juty,  1862.     Re- 
tired list,  12  April,  1807.     Died  4  August,  1875. 
Drake,  ISeiijauiiu. 

Midshipman,  23  October,  1849.     Dropped  3  September,  1850. 
Drake,  Charles  D. 

Midshipman,  1  April,  1827.     Dismissed  30  October,  1829. 
Drake,  Edwin  A. 

Midshipman,  26  June,  1834.     Resigned  28  January,  1837. 
Drake,  Edwin  E. 

Mate,  23  September,  1801.     Acting  Master,  7  March,  1863.     Resigned  0  May,  1803. 
Re-appuiiited   21    May,   1863.     Appointment  revoked   (Sick,)   6   March,   1803. 
Acting  Ensign,  14  July,  1863. 
Drake^  Franklin  J. 

Midshipman,  23  February,  1863.      Graduated  3  Jnnc,  1868.      Ensign,  19  April, 
1869.     Master,  13  July,  1870.     Lieutenant,  15  November,  1872. 
Drake,  Franklin  M. 

Mate,  20  November,  1803.     Dismissed  11  February,  1803. 
Drake,  Nelson  H. 

Assistant  Surgeon,  36  February,  1870.     Passed  Assistant  Surgeon,  7  August,  1880. 
Drake,  Kivers. 

Mate,  3  September,  1863.     Honorably  discharged  3  October,  1805. 
Dran,  Francis  A. 

Mate,  13  December,  1804.     Honorably  discharged  13  May,  1807.     Boatswain,  31 
December,  1874. 
Draper,  E.  L,.  R. 

Acting  Assistant  Surgeon,  14  April,  1803.     Honorably  discharged  30  November, 
1865. 
Draper,  Horace  T. 

Acting  Master,  35  January,  1863.     Resigned  9  August,  1802.     Ensign,  1  October, 
1862.     Appointment  revoked  (Sick,)  14  January,  1865. 
Draper,  Lieuinel  J. 

Assistant  Surgeon,  26  March,  1863.     Died  30  August,  1879. 
Draper,  William  B. 

Mate,  21  November,  1862.     Resigned  13  September,  1803. 
Drayton,  E.  F. 

Assistant  Surgeon,  28  June,  1852.     Dropped  13  May,  1858. 
Drayton,  Glenn. 

^Midsliipnian,  20  June,  1806.     Lieutenant,  9   January.  1813.     Died   in  September, 
1814. 
Drayton,  PerciTal. 

Midshipman,  1  December,  1837.     Passed  Midshipman,  10  June,  1833.    Lieutenant, 


220  GENERAL   NAVY   REGISTER. 

28  February,  1838.     Commander,  14  September,  1855.     Captain,  16  July,  1862. 
Died  4  August,  18G5. 
Drayton,  Williaiu  S. 

Midshipman,  16  July,  1832.     Passed  Midshipman,  23  June,  1S38.     Lieutenant,  1 
April,  1842. 
Drennan,  Michael  C 

Acting  Assistant  Surgeon,  15  April,  1863.      Resigned  18   March,  1865.     Re-ap- 
pointed 9  February,  1867.     Assistant  Surs;eon,  30  June,  1868.     Passed  Assistant 
Surgeon,  13  June,  1870.     Surgeon,  20  April,  1879. 
Drew,  Charles. 

Master,  15  February,  1809.     Resigned  4  May,  1810. 
Drew,  Edwin  O. 

Acting  Ensign,  1  September,  1864.     Honorably  discharged  18  August,  1S65. 
Drew,  George  A. 

Mate,  9  December,   1861.      Acting  Ensign,  15  October,  18C3.      Honorably  dis- 
charged 27  November,  1865. 
Drew,  Jaeoh  J. 

Mate,  13  February,  1863.    Honorably  discharged  9  November,  1S65. 
Drew,  John. 

Master,  6  December,  1814.     Died  19  April,  1823. 
Drew,  IVeheuiiah. 

Master,  20  January,  1809.     Resigned  3  February,  1814. 
Drew,  Samuel. 

Boatswain,  26  July,  1839.     Died  2  February,  1857. 
Driggs,  William  H. 

Midshipman,  21  July,  1865.     Grad'uited  4   June,  1869.     Ensign,  12  July,  1870. 
Master,  27  October,  1872.     Lieutenant,  7  March,  1876. 
Drinen,  George  C. 

Second  Assistant  Engineer,  1  March,  1871.     Retired  list,  19  October,  1875. 
Drinkwater,  Edward. 

Acting  Ensign  and  Pilot,  17  May,  1865.     Honorably  discharged  19  July,  1865. 
Driukwater,  William. 

Acting  Third  Assistant  Engineer,  12  March,  1863.     Honorably  discharged  15  No- 
vember, 1865. 
Dripps,  William  Angnstns. 

Third  Assistant  Engineer,  25  August,  1862.     Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.     Resigned  29  January,  1867. 
DriTer,  Reynolds. 

Third  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer,  1  March, 
1862.     First  Assistant  Engineer,  1  October,  1863.     Died  2  October,  1806. 
Drody,  A.  G. 

Mate.     Dismissed  21  August,  1862. 
Drummond,  Charles. 

Acting  Third  Assistant  Engineer,  27  June,  1864.     Honorably  discharged  29  June, 
1865. 
Drummond,  Thomas  M. 

Acting  Assistant  Surgeon,  13  November,  1862.     Honorably  discharged  22  January, 
1869.  J 

Drury,  Hiram  E.  1 

Assistant  Paymaster,  8  September,  1876.  1 

Drury,  John  T.  | 

Midshipman,    16   January,   1809.     Lieutenant,   9   December,    18U.     Lost   i:i   the' 
'' Eperviei-;'  in  1815. 
Dryburgh,  J.  R. 

Second  Assistaut  Engineer,  15  January,  1845.     Disrated  28  July,  1845,  to  Third 
Assistant  Engineer.     Dropped  4  November,  1845. 


GENERAL   NAVY   REGISTER.  221 

Unane,  Martin. 

Acting  Assistant  Paymaster,  1  August,  1861.     Discliarged  14  November,  18C5. 
Dubarry,  E.  1,. 

Surgeon's  Mate,  30    January,  1823.     Surgeon,  24    May,    1826.     Died    12    July, 
1853. 
DiiBois,  Frank  li. 

Assistant  Surgeon,  23  May,  1S62.     Passed  Assistant  Surgeon,  30  October,  1865. 
Surgeon,  20  February,  1870. 
Dnboi)^,  Joseph  S. 

Mate,  10  May,  1864.     Appointment  revolted  (Sick,)  30  January,  1865. 
DiiBois,  Theo.  B. 

Acting  Master,  28  October,  1861.     Acting  Volunteer  Lieutenant,  for  gallant  con- 
duct in  battle,  5  June,  1863.     Acting  Volunteer  Lieutenant-Commander,  26  No- 
vember, 1864.     Honorably  discliarged  7  February,  1866. 
DuBois,  William  T. 

Jlate,  24  January,  1863.     Resigned  25  May,  18G3. 
Dul>0!4P,  John. 

Midsliipiuan,  10  March,  1709.     Discliarged  6  August,  1801,  under  Peace  Establisli- 
mcnt  Act. 
l>ubose,  John. 

Midshipman,  1  March,  1803.     Resigned  29  April,  1804. 
Dubose,  William  B. 

Assistant    Surgeon,    16   October,   1875.     Passed   Assistant   Surgeon,   7   August, 
1880. 
DuBu}'!i«,  Gaspard. 

Midshipman,  4  January,  1842.     Resigned  6  April,  1843. 
Ducker,  George. 

Acting  Third  Assistant  Engineer,  13  October,  1803.     Resigned  12  May,  1865. 
Buckett,  Washington. 

Carpenter,  9  July,  1861.     Resigned  28  May,  1862. 
Duckworth,  Henry. 

Acting  Third  Assistant  Engineer,  9  May,  1864.     Honorably  discliarged   11   Jan- 
uary, 1800. 
Budley,  Charles  G.  B. 

Acting  Third  Assistant  Engineer,  14  April,  1805.     Honorably  discharged  25  Sep- 
tember, 1868. 
Dudley,  Charles  S. 

Acting  Third  Assistant  Engineer,  26  March,  1863.     Died  at  Farmington,  Maine, 
26  November,  1863. 
Dudley,  Daniel  B. 

Acting  Eusign,  1  July,  1864.     Honorably  discharged  29  October,  1865. 
Dudley,  James  A. 

Midshipman,  8  February,  1809.     Lieutenant,  24  July,  1813.     Died  in  Maj-,  1817. 
Dudley,  Liinton. 

Muster,  25  January,  1809.     Last  appearance   on  Records  of  Navy  Department,  6 
February,  1809. 
Dner,  John  K. 

Midshipman,  28  December,  1836.     Passed  Midshipman,  1   July,  1842.     Master,  3 
November,  1849.     Lieutenant,  20  April,  1850.     Died  14  June,  1859. 
Dner,  Rufus  K. 

Acting  Midshipman,  23  September,  1857.     Midshipman.     Passed  Midshipman, 
blaster.     Lieutenant,  1   August,  1862.     Lieutenant-Commander,  25  July,  1866. 
Died  29  June,  1869. 
Dner,  William   A. 

Midshipman,  6  May,  1799.     Resigned  27  September,  1800. 
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Duer,  William  A. 

Mate,  10  April,  18G3.     Acting  Ensign,  15  July,  18C3.     Honorably  discharged  3 
January,  1808. 
l>nfr,  James  B. 

Mate,  13  December,  ISGl.     Dismissed  5  September,  1863. 
DiiO'ell,  II.  I.. 

Midshipman,  18  June,  1813.     Resigned  20  April,  1813. 
DulTey,  William. 

Acting  Gunner,  IG  June,  18G4.    Honorably  discharged  2  October,  1865. 
l>iiilield,  Joliu  J. 

Acting  Assistant  Paymaster,  15  August,  18G3.     Discharged  21  November,  18G5. 
Diigaii,  Cornelius. 

Gunner,  30  October,  ISGO. 
Dngas,  Joliu  L.onis. 

Midshipman,  8  March,  1799.     Discharged  13  August,  1800. 
I>nke.  Jauies. 

Acting  Third  Assistant  Engineer,  18  May,  1865.     Honorably  discharged  13  Octo- 
ber, 1865. 
Duke,  Xatlianiel  TV. 

Midshipman,   1   Mav,  1833.     Passed  Midshipman,  24  May,  1828.     Lieutenant,  3 
March,  1831.     Died  8  July,  1853. 
I>nkeliart,  Thomas  M. 

Third  Assistant  Engineer,  3  May,  1859.    Second  Assistant  Engineer,  13  May,  1861. 
First  Assistant  Engineer,  20  May,  1863.     Resigned  9  March,  1871. 
Dnlaiiy,  Bladen. 

Midshiimian,  18  May,  1809.    Lieutenant,  9  December,  1814.    Commander,  3  March, 
1831.     Captain,  s'September,  1841.     Died  in  Washington,  D.  C,  20  December, 
1856. 
I>nlany,  Daniel  F. 

Midshipman,  1  April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  25 
February,  1841.     Dropped  13  September,  1S55. 
Diilany,  Ungh. 

^Midshipman,  30  November,  1814.     Lieutenant,  13  January,  1825.     Died  6  January, 
1827. 

Diilany,  James  W. 

Midshipman,  1  September,  1811.     Died  in  1819. 
Dnley,  Wilmot  W. 

Acting  Ensign,  17  September,  1863.     Honorably  discharged  25  November,  1866. 
I>nlin,  Edgar  A. 

Acting  Assistant  Surgeon,  21  June,  1865.     Resigned  5  December,  1867. 
Diiniont,  Eugene  A. 

Mate,  7  June,  1»G4.     Honorably  discharged  25  October,  1865. 
I>nmont,  Frederick  K 

Mate,  24  J^uuuiry,  18G3.     Resigned  17  July,  1863. 
l>umoiit,  TVilliam  M. 

Acting  Ensign,  19  July,  1864.     Dismissed  G  December,  1864.     Acting  Ensign,  21 
February,  1805.     Resigned  25  May,  1865. 
Dnmont,  William  J. 

Acting  Gunner,  7  Julv,  1863.     A]ipointment  revoked  21  March,  1865.     Ensign,  12 
March,  lb08.     Resigned  11  September,  1868. 
Dunbar,  A.  I>. 

Acting  Master,  21  March,  1SG3.     Dismissed  6  December,  1863. 
Dunbar,  .^sapli. 

Third  Assistant  Engineer,  19  February,  1863.     Second  Assistant  Engineer,  20  Juno. 
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1864.     First  Assistant  Engineer,  6  June,  1868.     Retired  31  July,  1869.     Died  23 
October,  1875. 
Dunbar,  Chai'les  C 

Acting  Ensign,  23  December,  1864.     Lost  on  the  "  Narcissus,"  4  January,  1866. 
Dnnbar,  Frederick. 

Boatswain,  18  November,  1853.     Appointment  revoked  20  December,  1853. 
Dunbar,  Harry  li. 

Mate,  23  ]\Iarcb,  1863.     Honorably  discharged  31  August,  18G5. 
Dunbar,  Oliver. 

Assistant  Surgeon,  14  October,  1799.     Died  11  July,  1800. 
Duncan,  A.  S.  E. 

Midsliiijman,  1  December,  1809.     Resigned  10  June,  1811. 
Duncan,  diaries  D. 

Mate,   7  March,   1864.     Acting  Ensign,  33  October,  18G4.     Resigned  38  March, 
1865. 
Duncan,  Charles  Li. 

Gunner,      June,  1863.     Resigned   13  August,  1863.     Gunner,  30  Novem)>er,  1873. 
Resigned  23  May,  1874. 
Duncan,  Frederick  C 

Mate,  14  March,  1864.     Appointment  revoked  18  August,  1865. 
Duncan,  James  F. 

Midshipman,  13  November,  1835.     Passed  Midshipman,  28  April,  1833.     Died  3 
August,  1835. 
Duncan,  James  M. 

Midshipman,  8  December,  1837.     Passed  Midshipman,  29  June,  1843.     Master,  9 
April,  1851.     Lieutenant,  3  December,  1851.     Commander,  16  July,  1863.     Died 
21  August,  1864. 
Duncan,  Jesse  £. 

Midshipman,  9  July,  1833.     Died  1  January,  1840. 
Duncan,  John. 

Gunner,  18  December,  1861.     Dismissed  23  September,  1863. 
Duncan,  John  M. 

Midshipman,  31   December,  1798.      Discharged,  date  not  known,  under  Peace 
Establishment  Act. 
Duncan,  John  91. 

Acting  Third  Assistant  Engineer,  3  August,   1SG4.      Honorably  discharged  13 
July,  1865. 
Duncan,  !Lewis  G. 

Mate,  14  April,  1855.     Honorably  discharged  21  September,  1805. 
Duncan,  Robert  F. 

Mitlshipman,  1  January,  1817.     Last  api)earauce  on  Records  of  Navy  Department, 
30  May,  1818.     Dead. 
Duncan,  Silas. 

Midshipman,  15  November,  1809.     Lieutenant,  9  December,  1814.     Commander,  1 
March,  1829.     Died  14  September,  1834. 
Duncanson,  William. 

Midshipman,  20  February,  1800.     Resigned  13  November,  1S08. 
Dnii«ler4lale,  CleavelaiKl  F. 

Mate,  20  June,  1863.     Acting  Ensign,  9   March,  1864.     Honorably  discharged   1  G 
January,  1866. 
DundCB'dale,  John. 

Boatswain,  5  May,  1838      Rcpi<:cned  10  October,  1840.     Boatswain,  28   Octolier, 
1841.     Dropped  20  April,  ISGl. 
Dundon,  Michael. 

Acting  Second  Assistant  Engineer,  21  March,  1804.     Resigned  31  March,  ISG5. 


234  GENERAL  NAVY  REGISTER. 

Snngan,  J.  S. 

Assistant  Surgeon,  35  February,  1851.     Passed   Assistant  Surgeon,  9  April,  1856. 
Surgeon,  1  ]\Iay,  1861.     Medical  Inspector,  3  March,  1871.     Medical  Director,  31 
DecemVjer,  1876. 
Dniigaii,  IVilliam  W. 

Tliird    Assistant  Engineer,  26  June,  1856.     First    Assistant  Engineer,  2  August, 
1859.     Chief  Engineer,  1  February,  1863. 
Dnnliaiii,  C.  9Ioore. 

Acting  Assistant  Paymaster,  6  July,  1863.     Resigned  9  November,  1864. 
Diiiiliaiii,  JoMiali  F. 

Acting  Assistant  Paymaster,  4  November,  1863.     Discharged  3  December,  1865. 
Dunham,  P.  K. 

Midshipman,  1  January,  1813.     Lieutenant,  1  April,  1818.     Died  In  August,  1822. 
Dniiliaiu,  William. 

Third  Assistant  Engineer,  3  February,  1847.     Dismissed  8  April,  1847. 
Dunham,  William  J. 

Acting  Third  Assistant  Engineer,  10  November,  1863.     Honorably  discharged  1 
August,  1865. 
Dunkly,  Oeorge  R. 

Acting  Third  Assistant  Engineer,  18  November,  1861.     Acting  Second  Assistant 
Engineer,  23  January,  1864.     Honorably  discharged  28  December,  1865. 
Dunlap,  A.  B. 

Acting  First  Assistant  Engineer,  14  July,  1863.     Appointment  revoked  (Sick,)  27 
February,  1864. 
Dunlap,  Andrew,  Jr. 

Midshipman,  23  April,  1862.     Graduated  6  June,  1867.     Ensign,   18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Dunlap,  Charles  W. 

Mate,  24  November,  1863.     Honorably  discharged  1  November,  1865. 
Dunlap,  John. 

Acting  Third  A-ssistant  Engineer,  3  July,  1863.     Honorably  discharged  12  April, 
1866. 
Dunlap,  Thomas  J. 

Acting  Ensign,  3  September,  1863.     Resigned  31  September,  1863. 
Dnnlop,  John. 

Acting  Ensign,  18  April,  1863.     Resigned  19  November,  1863. 

Dun  lop,  ]V.  W. 

Acting  Third  Assistant  Engineer,  1861.     Resigned  (Sick.)  29  April,  1863. 

Dunn,  Charles. 

Midshipman,  30  Noyember,  1814.     Drowned  31  July,  1819. 
Dunn,  Dnrius. 

Midshipman,  14  January,  1800.     Discharged  10  April,  1801,  under  Peace  Estab- 
lishment Act. 
Dunn,  Eclwaril  T. 

Purser,  21  Felu-uarv,  1831.     Chief   Bureau  Provisions  and  Clothing,  12  July,  1809. 
Pay  Director,  3  March,  1871.     Retired  22  January,  1873. 
Dunn,  Elisha  W. 

Purser,  30  March,  1858.     Died  26  February,  1869. 
Dunn.  Cieorgc. 

Acting  Gunner,  14  March,  1863.     Acting  Ensign,  7  July,  1863.     Dismissed  0  Feb- 
ruary, 1863.     Mate,  10  February,  1870.     Gunner,  11  April,  1871. 
Dunn,  Henry  J. 

Acting  Ensign,  15  December,  1864.     Honorably  discharged  18  September,  1865. 
Dunn,  Martin. 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Resigned  3  August,  1863. 
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Dunn,  Ricliaril  F. 

Gunner,  1  November,  1837.     Died  at  Kittery,  Maine,  1  February,  18G3. 
I>iinn,  Thomas  C. 

Acting  Master,  14  December,  1861.     Acting  Volunteer  Lieutenant,  on  recommenda- 
tion of  Commanding  OiEcer,  11  August,  1S64.     Honorable  discharged  2C  Octo- 
ber, 1865. 
l>unn,  William. 

:Midsliipmaa,  30  June,  1799.     Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 
l}!9inn,  Williamson. 

Acting  Midshipman,  24  September,  18G0.     Acting  Ensign,  1   October,  1863.     Re- 
signed 8  June,  1866. 
B>ginne,  William. 

Mate,  30  June,  1863.     Acting  Ensign,  3  May,  1864.     Drowned  38  December,  18G4. 
Ounnels,  Henry  F. 

Mate,  36  March,  1863.     Acting  Gunner,  5  November,  1863.     Honorably  discharged 
7  October,  1865. 
Dnnning,  F.  C. 

Assistant  Surgeon,  31  April,  1868.     Resigned  1  January,  1873. 
l>nnning,  William  B. 

Cadet  Engineer,  1  October,  1873.     Graduated  30  June,  187C.     Assistant  Engineer, 
1  July,  1878. 
Dunning,  William  H. 

Acting  Third  Assistant  Engineer,  38  May,  1863.     Honorably  discharged  1  Decem- 
ber, 1865. 
Dnnnington,  John  W. 

Midshipman,  10  April,  1849.    Passed  Midshipman,  13  June,  1855.     Master,  16 
September,  1855.     Lieutenant,  16  October,  1856.     Resigned  36  April,  1861. 
Dnnscomb,  Charles  F. 

Acting  Assistant  Paymaster,  1  June,  1864.     Discharged  15  October,  1865. 
Dnusmore,  Daniel. 

Gunner,  38  August,  1861.    Warranted  39  May,  1863.     Resigned  5  June,  1868. 
Dnuston,  William. 

Master,  3  April,  1815.     Last  appearance  on  Records  of  Navy  Department. 
Dnplaine,  ISeToni  C 

Acting  Third  Assistant  Engineer,  31   October,  18G3.     Acting  Second  Assistant 
Engineer,  20  June,  1864.     Honorably  discharged  39  November,  1865. 
Dnplaine,  F.  A.  C. 

Third  Assistant  Engineer,  31  May,  1857.     Second  Assistant  Engineer,  3  August, 
1859.     First  Assistant  Engineer,  10  August,  1861.     Resigned  14  May,  1867. 
Dn  Pont,  Samnel  F. 

Midshipman,  19  December,  1815.     Lieutenant,  36  April,  183G.     Commander,  28 
October,  1843.     Captain,  14    September,  1855.     Rear-Admiral,  16  July,  1863. 
Died  33  June,  1865. 
Dnrald,  Martin. 

Midshipman,  6  September,  1838.     Resigned  17  September,  1845. 
Durand,  George  R. 

Mate,  28  October,    1861.      Acting    jNIaster,  14  April,  18G3.     Acting  Volunteer 
Lieutenant,  27  June,  1866.     Master,  13  March,  1868.     Lieutenant,  18  December, 
1868.     Lieutenant-Commander,  35  November,  1877. 
Dnran<1,  William  F. 

Cadet  Engineer,  14  September,  1876.     Graduated  10  June,  1880. 

Dnrant,  Edward, 

Gunner,  3  July,  1799.     Last  appearance  on  Records  of  Navy  Department. 

Dnrdine,  Thomas. 

Boatswain,  30  October,  1840.     Last  appearance  on  Records  of  Navy  Department. 
15 
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Diiret,  Joliii  B. 

]Midsbiijnian,  6  December,  1848.     Dropped  13  July,  ISIO. 
Durfee,  fSieliaril. 

Acting   Second  Assistant  Engineer,  4   February,   1803.      Ai^pointment   revoked 
(Sick,)  9  .June,  1864. 
Durgiii,  W.  F. 

Mate,  30  June,  1S63.     Ajipointment  revoked  17  April,  18G3. 
Diirhain,  Andrew  £. 

Acting  Ensign,  18  August,  18G4.     Resigned  14  June,  1805. 
Diirhaui,  Tliouias  M. 

Mate,  20  May,  18G3.     Discharged  23  October,  1804. 
Diirhani,  ToITord. 

Acting  Master,  22  November,  1861.     Resigned  5  Jlay,  1805. 
Diii'khaui,  Moses. 

Master,  29  November,  1799.     Discharged  20  May,  1801,  under  Peace  Establish- 
ment Act. 
Diirney,  Michael  J. 

Mate,  11  June,  1803.     Honorably  discharged  23  Decemljcr,  180.5. 
Duryee,  Charles  H. 

Midshipman,  19  August,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
31  December,  1833.     Dismissed  30  October,  1837. 
Diisenbiiry,  Saiunel. 

Midshipman,  10  January,  1809.     Resigned  16  March,  1810. 
Diisenbiiry,  8auinel. 

Midshipman,  10  July,  1814.     Master,  2  June,  1820.     Died  4  October,  1827. 
Diiston,  John  S. 

Acting  Third  Assistant  Engineer,  7  October,  1864.     Honorably  discharged  10  May, 
1866. 
Dutch,  John  C. 

Acting  Master,  7  December,  1861.     Honorably  discharged  0  April,  1860. 
Dntchcr,  Charles. 

Acting  Assistant  Paymaster,  20  September,  1803.     Discharged  5  October,  1805. 
Dntcher,  Matthew  J. 

Gunner,  16  August,  1871.     Died  3  October,  1879. 
Dnvall,  Marius. 

Assistant  Surgeon,  25  January,  1842.     Passed  Assistant  Surgeon,  22  January,  1848. 
Surgeon,  17  SejDtember,  1856.     Medical  Inspector,  3  March,  1871.     Medical  Di- 
rector, 1  December,  1871.     Retired  list,  9  June,  1880. 
Dnvall,  Robert  C. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Dismissed  13  December, 
1859. 
Dnycker,  Bernard. 

Gunner,  29  August,  1857.     Drowned  at  Sea,  while  in  charge  of  the  Prize  Schooner 
"  Mary  Clinton,''  26  June,  1861. 
Dwyer,  William  W.  W. 

Carpenter,  10  October,  1861.     Resigned  21  October,  1865. 
Dwyer,  Daniel. 

Carpenter,  10  July,  1809.     Appointment  revoked  13  May,  1870. 
Dwyer,  John  B. 

Mate,   1  October,  1863.     Acting  Ensign,  8  December,   1802.     Resigned  30  Mav, 
1804. 
Dwyer,  Joseph, 

Purser,  20  February,  1838.     Resigned  25  June,  1838. 
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ISwyof,  Thomas  J. 

Mate,  2-1  October,  18G1.     Acting  Master,  9  May,  1802. 
Dw.yer,  Riohard. 

Acting  Tliird  Assistant  Engineer,  10  August,  18G3.     Deserted  1864. 
Dyce,  Charles  F. 

Acting  Tliird  Assistant  Engineer,  9  August,  18G4.     Honorably  discharged  19  Octo- 
ber, 1867. 
Dye,  Charles  B. 

Acting  Assistant  Paymaster,  6  November,  1863.     Resigned  22  Marcli,  1864. 
Dyer,  Beiijauiin. 

Acting   Master,  22  January,  1862.     Honorably  discharged  12  September,  ISCo. 
Acting   Master,  11   September,   1866.     Died  ou  the  ^^  F)-edonia"  (destroyed  by 
tidal  wave,)  18  August,  1868. 
Dyer,  Charles,  Jr. 

Midshipman,  25  January,  1840.     Passed  Midshipman,  11  July,  1846.     Drowned  in 
Pensacola  Bay,  23  August,  1850. 
Dyer,  ETerelt  B. 

Acting   Third   Assistant  Engineer,   11    December,   1863.     Appointment  revoked 
(Sick.)  4  October,  1864. 
Dyer,  Frederielt  H. 

Mate,  14  January,  1864.     Died  at  Key  West,  Florida,  11  June,  1864. 
Dyer,  George  li. 

Midshipman,  26  July,  186G.     Graduated  7  June,  1870.     Ensign,  13  July,  1871. 
Master,  25  September,  1873.     Lieutenant,  5  February,  1879. 
Dyer,  W.  Mayo. 

Mate,  4  April,  1862.     Acting  Master,  12  January,  18G4.     Acting  Volunteer  Lieu- 
tenant, 22  April,  1865.     Lieutenant-Commander,  12  March,  1868.     18  December, 
1868. 
Dyer,  IVilliaiii. 

Mate,  30  July,  1866.     Appointment  revoked  12  February,  1868. 
Dyer,  William  B.,  Jr. 

Mate,  4  April,  1862.     Dismissed  31  March,  1863 
Dyes,  John  W.  W. 

Master's  Mate,  18  March,  1843.     Died  11  September,  1855. 
Dykes,  Francis  M. 

Acting  Third  Assistant  Engineer,  14  January,  1863.     Honorably  discliarged  29 
September,  1868. 
Dykes.  George  T. 

Mate,  20  October,  1862.     Resigned  28  October,  1863. 
Dyson,  I>ogan. 

Mate,  11   August,  1863.     Acting  Ensign,  21   September,  1864.     Honorably  dis- 
charged 15  August,  1865. 
Dyson,  Henry. 

Midshipman,  1  January,  1815.     Died  November,  1823. 

Eager,  Robert. 

Midshipman,  10  February,  1838.     Resigned  4  September,  1838. 
Eager,  Tallas. 

:siiite,  13  July,  1863.     Resigned  6  May,  1805. 
Eagle,  Henry. 

Miclshipman,  1  January,  1818.     Lieutenant,  3  March,  1827.     Commander,  4  June. 
1844.     Captain,  14  September,  1855.    Commodore,  10  July,  1863.     Retired  list, 
1  January,  18G3. 
Eakin,  James. 

Midshipman,  21  Febrr.ary,  1800.     Resigned  1  June,  1801. 
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JBakin,  Jauie<$. 

Master,  4  August,  1807.     Resigned  6  March,  ISll. 
£akin,  Saninel  A. 

Midshipman,  18  June,  1812.     Lieutenant,  1   April,  1818.     Died  30  October,  1822. 
£akins,  Saninel. 

Acting  Master,  24  March,  1863.     Appointment  revoked  15  April,  1863. 
£akle,  William  P. 

Mate,  9  June,  1863.     Honorably  discharged  20  September,  1865. 
£auies,  Samuel. 

Master,  G  July,  1798.     Resigned  7  January,  1799. 
Earl,  Jobn  T. 

Acting  Third  Assistant  Engineer,  12  January,  1863.     Resigned  15  June,  1865. 
£arl,  Tt'illiam. 

Mate,  30  December,  1863.     Honorably  discharged  16  September,  1865. 
£arle,  John. 

Master,  6  December,  1805.     Died  10  October,  1825. 
Earle,  John  J.,  Jr. 

Mate.     Resigned  15  December,  1862. 
Earle,  William. 

Acting  Master,  17  December,  1801.    Honorably  discharged  15  January,  1866. 
Earnshaw,  Charles. 

Gunner,  12  Juue,  1802.     Died  27  March,  1875. 
Easby,  John  W. 

Assistant  Naval  Constructor,  17  May,  1866.     Naval  Constructor,  17  June,  1870. 
Chief  Bureau  of  Construction  and  Repair,  15  April,  1878. 
Eason,  Henry. 

Mate,  14  November,  1861.    Acting  Ensign,  G  October,  1862.    Honorably  discharged 
11  December,  ISfio. 
Eastbnru,  Joseph. 

Midshipman,  9  June,   1811.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Frigate  "  Essex.'' 
Easterbrook,  Mason  C. 

Mate,  28  November,  1864.     Resigned  21  June,  1865. 
Eastlake,  Abraham. 

Acting  Assistant  Paymaster,  20  January,  1864.     Honorably  discharged  10  Novem- 
ber, 1865. 
Eastman,  Charles  T. 

Assistant  Paymaster,  28  April,  1870.     Died  29  March,  1876. 
Eastman,  Frank  S. 

Mate,  2-5  August,  1SG3.     Acting  Ensign,  12  July,  1864.     Honorably  discharged  12 
February,  18G8. 
Eastman,  John  R. 

Professor,  17  February,  1865. 
Eastman,  Thomas  H. 

Acting  Midshipman,   31    January,  1853.     Midshipman,  20   June,   1856.     Parsci] 
Midshipman,  29  April,  1859.     Master,  5  September,  1859.     Lieutenant,  16  Janu- 
ary, 1861.     Lieutenant-Commander,  30  September,  1862.     Commander,  19  June, 
1871. 
Easton,  James  W. 

Acting  Eusign,  8  February,  1865.     Honorably  discharged  12  January,  1866. 
Eastwiok,  Philip  G. 

Third  Assistant  Engineer,  18  November,  18C2.     Second  Assistant  En^iaerr,  23 
March,  1SC4.     Resigned  5  August,  1865. 
Eastn-ood,  Charles  S. 

Acting  Assistant  Surgeon,  19  December,  1862.     Honorablv  discharged  22  January, 
1806. 
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JJaston,  David. 

Boatswain,  8  August,  1811.     Died  22  February,  1840. 
Eaton,  Edirin. 

Chaplain,  27  February,  1847.     Resigned  3  August,  1855. 
£aton,  Henry. 

Acting  Master,  27  June,  18G2.     Acting  Volunteer  Lieutenant,  on  recommendation 
of  Commanding  Officer,  23  March,  1864.     Resigned  28  September,  1864. 
Eaton,  Horace  B. 

Mate,  1  June,  1864.     Honorably  discharged  19  June,  1868. 
Eaton,  Joseph  Giles. 

Midshipman,  24  September,  1863.     Ensign,  18  December,  1868.     Master,  21  March, 
1870.     Lieutenant,  21  March,  1871. 
Eaton,  Thomas  C. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Died  1  June,  1856. 
Eaton,  William  B. 

Acting  Volunteer   Lieutenant,  26  August,  1861.     Acting  Volunteer  Lieutenant- 
Commander,  12  December,  1864.     Honorably  discharged  13  January,  1866. 
Eaton,  William  C. 

Cadet  Engineer,  1  October,  1872.     Graduated  30  May,  1874.     Assistant  Engineer, 
26  February,  1875. 
Eayrs,  Charles  G.  A. 

Acting  Assistant  Surgeon,  30  November,  1861.     Resigned  21  July,  1862. 
Eccles,  James. 

Acting  Tir.rd  Assistant  Engineer,  22  September,  1863.     Acting  Second  Assistant 
Engineer,  27  May,  1865.     Died  on  "  Glasffow"  11  September,  1867. 
Eckart,  William  R. 

Third  Assistant  Engineer,  8  July,  1861.     Resigned  2  May,  1864. 
Eckel,  Frederick. 

Third  Assistant  Engineer,  1  July,  1861.     Resigned  6  September,  1863. 
Eckert,  George  W. 

Mate,  31  August,  1863.     Resigned  6  July,  1864. 
Eckert,  Thomas  J. 

Mate,  3  August,  1864.     Honorably  discharged  6  July,  1865. 
Eckford,  Henry. 

Naval  Constructor,  13  July,  1817.     Resigned  6  June,  1820. 
Eckford,  Joseph  B. 

Midshipman,  1  May,  1827.     Resigned  16  November,  1831. 
Eckstein,  Henry  C. 

Assistant  Surgeon,  22   December,  1862.      Resigned  31    January,  1866.     Acting 
Assistant  Surgeon,   1   February,  1866.      Discharged    1   August,   1869.     Re-ap- 
pointed Assistant  Surgeon,  28  September,  1870.     Passed  Assistant  Surgeon,  17 
November,  1873. 
Eckworth,  Philip. 

Acting  Second  Assistant  Engineer,  14  November,  1864.     Apisointment  revoked 
9  May,  1865. 
Ecoff,  Snninel. 

Acting  Sucoud  Assistant  Engineer,  1  October,  1862.     Acting  First  Assistant  En^ri- 
neer,  2  July,  1864.     Honoral>ly  discharged  17  November,  1865. 
Eddowes,  Archibald  K. 

Acting  Second  Assistant  Engineer,  1   July,  1861.     Acting  First  Assistant  Engi- 
neer, 3  October,  1863.     Acting  Chief  Engineer,  18  June,  1863.     Honorably  dis- 
charged 1  December,  1865. 
Eddy,  Charles  €. 

Acting  Ensign,  19  December,  1862.     Honorably  discharged  23  June,  1868. 
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Eddy,  George  S. 

Acting  Assistant  Surgeon,  11  Febiuarj-,  1863.     Kesigned  31  Apiil,  1865. 

Eddy,  Haven  B. 

Mute,  7  Feliniary,  1863.     Resigned  19  November,  1864. 
Edelin.  John  M. 

:\Iidshipmau,  1  September,  1811.     Died  28  May,  1812. 
Edes,  Benjauiiu  I^ong. 

Midshipman,  23  September,  18G1.     Graduated  September,  186.5.     Ensign,  1   De- 
cember, 1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1800. 
Edes,  Robert  T. 

Assistant  Surgeon,  30  April,  1801.     Passed    Assistant  Surgeon,  24  April,  1PG5. 
Resigned  31  May,  1865. 
Edgar,  Henry. 

Boatswain,  29  July,  1839.     Resigned  9th  November,  1841. 
Edgar,  .lames  W. 

Acting   First   Assistant  Engineer,  2  December,  1863.     ]Jismissed  23  April,  1864. 
Edgar,  Richard  €. 

Assistant  Surgeon,  23  January,  1809.     Surgeon,  5  May,  1813.     Last  ajjpearance  on 
Records  of  "Navy  Department,  1823.  '  Dead. 
Edgar,  Tl'illiani. 

Mate.     Appointment  revoked  (Sick,)  23  March,  1863. 
Edgar.  William. 

Mate,  22  December,  1863.     Resigned  6  May,  1865. 
Edgar,  William  H. 

Carpenter,  25  May,  1861.     Died  27  September,  1875. 
Edgecomb,  Charles  A. 

Mate,  25  October,  1862.     Dismissed  6  July,  1864. 
Edgerley,  Samnel. 

Acting  Ensign,  23  December,  1863.     Honorably  discLarged  2  August,  1865. 
Edgreu,  John  A. 

Acting  Ensign,  24  October,  1862.     Resigned  28  October.  1863.    Acting  Ensign.  1 
July,  1864.     Resigned  23  May,  1865. 
Edniond,  George. 

Gunner,  21  January,  1863.     Dead. 
Edmonston,  Harrison. 

Boatswain,   28   May,   1859.      Lost   in   the   "ZenaraJ,"  last   intelligence   from   the 
ship,  18  September,  1860. 
Edninnds,  Eli  D. 

Mate,  6  September,  1863.     Acting  Ensign,  9  September,  1863.     Acting  Master.  S 
May,  1865.     Honorably  discharged  30  January,  1806.     Acting  Master,  4  April, 
1800.     Mustered  out  9  September,  1868. 
Edinnndson,  John  IV. 

Acting  Third  Assistant  Engineer,  11  October,  1804.     Honorably  discharged  6  July, 
1865. 
Edson,  Ambrose  H. 

Acting  Ensign,  1  October,  1802.     Died  on  "  Ttiscumhki,"  8  July,  1SG3. 
Edson,  .farvis  B. 

Acting  Third  Assistant  Engineer,  1  November,  1804.     Honorably  discharged  27 
August,  1868. 
Edson,  John  T. 

i\Iidshipmau,  27  June,  1807.     Graduated  0  June,  1871.     Resigned  17  July,  1872. 
Edwards.  Alexander  H. 

Miilshipman,  4  March,  1823.     Resigned  2  February,  1830. 
Edwards,  David  S. 

Surgeon's  Mate,  25  December,  1818.     Surgeon,  5  Jlay,  1825.     Retired  21  Decern- 
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ber,  1861.     Medical  Director,  on  Retired  list,  3  March,  1871.     Died  18  March, 
1874. 
Edwards,  D.  W. 

Mate,  11  April,  1865.     Honorably  discharged  1-3  July,  1865. 
Edwards,  tJeorse. 

JIate,  8  May,    siii.     Acting  Ensign,  33  December,  1863.     Acting  Master,  30  May, 
1865.     Houoraljly  discharged  30  September,  1868. 
Edwar«Is,  Henry  D. 

Mate,  25  January,  1862.     Acting  Ensign,  17  September,  1862.     Acting  Master,  35 
October,  1864.     Honoral)Iy  discharged  19  August,  1865. 
Edwards,  JaniO!^  Li 

Second  Lieutenant  Marine  Corps,  18  June,  1811.     Resigned  in  February,  1813. 
Edwards,  J.  B. 

Acting  Ensign  and  Pilot,  4  November,  18G4.    Acting  Master  and  Pilot,  1  February, 
1865.     Honorably  discharged  31  October,  1805. 
Edwards,  John  B. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Resigned  6  June,  1864. 
Edwards,  John  E. 

Acting  Third  Assistant  Engineer,  11   January,   1864.     Honorably  discharged  19 
Feljruary,  1868. 
Edwards,  John  J. 

Midshipman,  1  January,  1808.     Lieutenant,  34  July,  1813.     Died  in  1814. 
Edwards,  John  R. 

Cadet  Engineer,  1  October,  1871.     Graduated  30  May,  1874.     Assistant  Engineer, 
26  February,  1875. 
Edwards,  Philip. 

First  Lieutenant  Marine  Corps.     Killed  in  a  duel  16  October,  1800. 
Edwards,  R.  G. 

Midshipman,  1  January,  1809.     Lieutenant,  9  December,  1814.     Died  19  January, 
1824. 
Edwards,  Richard  F. 

Third  Assistant  Engineer,  1  July,  1803.     Died  33  March,  18GG. 
Edwards,  Sauinel  D. 

Acting  Tliird  Assistant  Engineer,  38  May,  1883.     Acting  Second  Assistant  Engi- 
neer, 5  December,  1864.     Honorably  discharged  23  September,  1865. 
Edwards,  Samuel. 

Midshipman,  9   March,  1838.     Passed  Midshipman,  20  May,  1844.     Master,  31 
April,  1852.     Lieutenant,  17  January,  1853.     Died  23  March,  1861. 
Edwards,  Shnbael  P. 

Acting  Ensign,  11  July,  1863.     Honorably  discharged  6  September,  1865. 
Edwards,  Thomas.  * 

Acting  Master,  23  October,  1861.     Acting  Volunteer  Lieutenant,  12  April,  1864. 
Honorably  discharged  25  February,  1866.     Dead. 
Edwards,  William. 

Sailmaker,  date  not  known.     Last  appearance  on  Records  of  Navy  Department 
for  1815.     Frigate  "  Ouerriere.'''' 
Edwards,  W.  W. 

Jlidshipman,  1  September,  1811.     Killed  in  action  14  August,  1813. 
Egbert,  Daniel. 

Assistant  Surgeon,  23  August,  1829.     Passed  Assistant  Surgeon,  8  March,  1835. 
Surgeon,  20  February,  1838.     Retired  31   December,  1861.     Medical  Director  on 
Retired  list,  3  March,  1871.     Died  34  October,  1875. 
Egbert,  Daniel  B. 

Third  Assistant  Engineer,  8  October,  1861.     Resigned  31  January,  1805. 
Ege,  Oeorge  A. 

Mate,  13  February,  18G4.     Resigned  15  June,  18G5. 
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Kgcrloii,  R.  IS. 

Midshipman,  15  November,  1S09.     Last  apiJcarance  ou  Records  of  Navy  Depart- 
ment. 
£gei*(oii,  Richard. 

Midshipman,  1  January,  1809.     Resigned  21  May,  1810. 
£ggIos(on,  John  R. 

JIidshi])man,   2  August,  1847.     Passed  Midshipman,  10  June,  1853.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Resigned  23  January,  18G1. 
£gglestoii,  IVewton. 

Acting  Third  Assistant  Engineer,  3G  November,  1861.     Acting  Second  Assistant 
Engineer,  4  June,  18C2.     Acting  First  Assistant  Engineer,  24  June,  1864.    Hon- 
orably discharged  4  December,  1865. 
Eguor,  Frederic. 

Acting  Third  Assistant  Engineer,  7  March,  1865.     Honorably  discharged  5  July, 
18G6. 
£gster,  Charles  W. 

Acting  Third  Assistant  Engineer,  1   October,   1863.     Resigned  (Sick,)  1  March, 
1865. 
£kiuau,  Charles. 

Mate,  17  December,  1863.     Acting  Ensign.     Resigned  8  April,  1865. 
Elhersoii,  Francis. 

Master,  28  April,  1813.     Resigned  10  March,  1815. 
£lbert,  John  li. 

Midshipman,  18  May,  1809.     Resigned  1  July,  1811. 
£Ibert,  Samuel. 

Midshipmau,  11  December,  1798.     Lieutenant,  4  March,  1803.     Died  20  December, 
1813. 
£ld,  Henry. 

Midshii)maii,  7  January,  1833.     Passed  Midshipman,  23  June,  1838.     Lieutenant, 
21  December,  1843.     Died  13  March,  1850. 
Flder,  Robert  B. 

Mate,   17   September,   1863.     Acting   Ensign,   6   October,  1804.    Honorably  dis- 
charged 1  April,  1868. 
Fldredge,  Alpheiis  S. 

Mate,  5  March,  1863.     Honorably  discharged  31  January,  1860. 
£ldredge.  Charles  H. 

Acting  Assistant  Paymaster,  10  July,  1801.     Assistant  Paymaster,   23  October, 
18G1.     Paymaster,  0  February,  1862.     Pay  Inspector,  3  July,  1871. 
SldredgCf  Edwar«l. 

Acting  Second  Assistant  Engineer,  30  January,  1SC3.     Resigned  21  April,  1862. 
•       Acting  Second  Assistant  Engineer,  5  May,  1863.     Acting  First  Assistant  Engi- 
neer, 16  October,  1863.     Appointment  revoked  (Sick,)  28  January,  1864. 
Eldredge,  Henry  C. 

Mate,  5  Novenil.ier,  1863.     Acting  Ensign,  30  February,  1SG5.     Honorably  dis- 
charged 20  October,  1865. 
Eldredge,  John. 

Acting  Volunteer  Lieutenant,  13  August,  18G1.    Appointment  revoked  26  August, 
18G1. 
Eldredge,  Joseph  C. 

Purser,  3  February,  1847.     Pay  Director,  3  March,  1871.     Retired  list,  8  March, 
18S0. 
Eldredge,  .loshna  II. 

Acting  Master,  13  June,  1861.  Acting  Volunteer  Lieutenant,  27  June,  18G5. 
Honoraljly  discharged  4  October,  1S68.  Mate,  8  July,  1869.  Resigned  13  Jan- 
uary, 1870 
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Eldredge,  Robert  I>. 

Acting  Master,  3  August,  18C1.      Appointment  revoked  (Sick,)  24  July,   1SG3. 
Acting  Ensign,  3  January,  1863.     Resigned  3  March,  1SG4. 
Eldredge,  Robert  H. 

Mate,  5  September,  1863.     Honorably  discharged  7  August,  1865. 
£Idredge,  Saiiinel. 

Mate,  20  February,  1864.     Resigned  25  March,  1865. 
Eldredge,  Sylvester  S. 

Acting  Ensign,  8  September,  1864.     Resigned  10  May,  1865 
Eldredge,  William  J. 

Acting  Ensign,  29  July,  1863.     Honorably  discharged  24  October,  1865. 
Eldridge,  Daniel. 

Master,  9  May,  1803.     Resigned  17  October,  1803. 
£ldridgc,  Daniel. 

Gunner,  10  April,  1805.     Died  31  December,  1806. 
Eldridge,  Frank  H. 

Cadet  Engineer,  1  October,  1873.     Graduated  21  .June,  1875.     Assistant  Engineer, 
1  July,  1877. 
Elledge,  John  W. 

Midshipman,  29  May,  1850.     Dismissed  24  January,  1851. 
Ellery,  Charles. 

Midshipman,  8  March,  1814.     Lieutenant,  13  January,  1825.     Dismissed  34  No- 
vember, 1830. 
Elleryi   Frank. 

Midshipman,  1   January,  1813.     Lieutenant,  28  March,  1820.     Reserved  list,  13 
September,  1855.     Commodore  on  Retired  list,  4  April,  1867.     Died  24  March, 
1871. 
Ellery,  Frank,  Jr. 

Midshipman,  25  Sei)tember,  1866.     Graduated  7  June,  1870.     Ensign,  13  July, 
1873.     Master,  23  January,  1875.     Resigned  31  December,  1880. 
Ellery,  William. 

Acting  Master,  18  May,  1861.     Resigned  2  July,  1863. 
Ellery,  William  H. 

Ma'te,  28  September,  1861.     Resigned  8  October,  1803. 
Elliot,  Alfred. 

Midshipman,  2&  September,  1864.     Graduated  3  June,  1808.     Ensign,  19  April, 
1869.     Master,  13  July,  1870.     Died  10  April,  1S72. 
Elliot,  Charles  W. 

Midshipman,  7  .January,  18.33.     Resigned  1  February,  1834. 
Elliot,  Samnel  B. 

Midsliipinan,  20  August,  1838.     Passed  Midshipman,  11  July,  1840.     Resigned  31 
February,  1853. 
Elliot,  Stephen  D. 

Midshipman,  1  March,  1837.     Resigned  13  September,  1833. 
Elliot,  William  H. 

Midshipman,  1  April,  1838.     Died  in  1831. 
Elliot,  Wilson. 

Midshipman,  9  April,  1800.     Resigned  30  July,  1803. 
Elliott,  Fr.ink  C. 

Mate,  1  February,  1870.     Appointment  revoked  3  October,  1871. 
Elliott,  Frederiek. 

Acting  Ensign,  33  October,  1803.     Honorably  discharged  34  September,  1808. 
Elliott,  Ethan  A. 

Acting  Master  and  Pilot,  1  October,  1864.     Appointment  revoked  9  March,  1865. 
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Elliott,  George  W. 

Carpenter,  15  August,  1848.     Warranted  17  July,  1850.     Died  at  Hampton,  Vir- 
ginia, 16  December,  1867. 
Elliott,  Jared  L,. 

Chaplain,  13  July,  1838.     Resigned  18  October,  1842. 
Elliott,  Jared  E. 

Acting  Master,  20  August,  1861.     Appointment  revoked  7  November,  1861. 
Elliott,  Jesse  I>. 

Midshipman,  2   April,  1804.     Lieutenant,  28  April,  1810.     Coniniander.   24  July, 
1813.     Captain,  27  March,  1818.     Died  10  December,  1845. 
Elliott,  John  B. 

Assistant  Surgeon,  20  May,  1829.     Passed  Assistant  Surr,'eon,  1   February,  1836. 
Retired  8  May,  1861.     D'ied  5  June,  1SG9. 
Elliott,  Joseph  W. 

Acting  Third  Assistant  Engineer,  24  May,  1864.     Ilonoi'ably  discharged  25  Sep- 
tember, 1863. 
Elliott,  8t.  Clair. 

Midshipman,  2  Ajsril,  1804.     Resigned  26  July,  1815. 
Elliott,  William. 

Midshipman,  18  May,  1809.     Lieutenant,  4  February,  1815.     Last  ajipearance  on 
Records  of  Navy  Department,  1815.     Schooner  "  Twch." 
Elliott,  William  Henry. 

Midsliipman,  27  September,  1861.     Graduated   September,  1865.     Ensign,  1  De- 
cember, 1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869.    Resigned 
27  April,  1870. 
Elliott,  W  illiam  P. 

Midshipman,  26  September,  1867.     Graduated  6  June,  1871.     Ensign,  14  July, 
1872.     Master,  14  May,  1875. 
Ellis,  Edmnnd  C. 

Jlate,  28  September,  1864.     Honorably  discharged  30  September,  1865. 
Ellis,  Elisha. 

Carpenter,  12  November,  1833.     Dismissed  23  May,  1835. 
Ellis,  Francis  E. 

Acting  Master,  25  February,  1862.     Resigned  6  April,  1865. 
Ellis,  Cieorge. 

Acting  Third  Assistant  Engineer,  8  September,  1863.     Honorably  discharged  29 
June,  1866. 
Ellis,  George  W. 

Acting  Third  Assistant  Engineer,  1  February,  1865.     Resigned  18  October,  1867. 
EUis,  John  D. 

Acting  Ensign,  Admiral  Dahlgreeu's  Stail',  6  July,  1863.     Resigned  31  August, 
1864. 
Ellis,  Joseph  I>. 

Mate,  19  November,  1861.     Acting  Ensign,  27   October,   1863.     Ilunorably  dis- 
charged 17  December,  1865. 
Ellis,  Eemnel  K. 

Acting  Gunner,  11   September,  1862.     Honorably  discharged  5  February,  1866. 
Ellis,  L.eonard  K. 

Gunner,  3  February,  1853.     Resigned  31  January,  1859.     Gunner,  18  February, 
1861.     Dismissed  11  February,  1862.     Boatswain,  8  June,  1860.     Retired  list, 
7  October,  1876.     Died  at  Washington,  D.  C,  3  July,  1877. 
Ellis,  Riehard. 

Acting  Ensign,  1  October,  1862.     Died  on  "  Great  Western,''  5  September,  1863. 
Ellis,  ISohert  ]V. 

Third  Assistant  Engineer,  8  August,  1861.     Second  Assistant  Engineer,  8  Decem- 
ber, 1864.     Resigned  15  October,  1867. 
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Ellis,  Samnel  B. 

Acting  Tliird  Assistant  Engineer,  7  June,  1862.     Acting  Second  Assistant  Engi- 
neer, 30  December,  1864.     Honorably  discharged  12  January,  1866. 
Ellis,  Saimiel  W. 

Midshipman,  1  April,  1828.     Resigned  6  April,  1829.    ■ 
Ellis,  Thomas. 

Midshipman,  23  February,  1799.     Discharged   10  July,  1801,  under  Peace   Estab- 
lisliment  Act. 
Ellis,  William  P. 

Acting  Tliird  Assistant  Engineer,  14  September,  1863.     Acting  Second  Assistant 
Engineer,  9  February,  1865.     Honorably  discharged  27  October,  1865. 

Ellison,  F.  II. 

Lieutenant,  10  July,  1798.     Discharged  9  September,  1801,  under  Peace  Establish- 
ment Act. 
Ellison,  Francis  B. 

Midshipman,  28  May,  1819.     Lieutenant,   17  May,  1828.     Commander,  29   May, 
1850.     Captain,  2  March,  1857.     Retired  1  October,  1864.     Commodore  on  Re- 
tired list,  4  April,  1867. 
Ellison.  Francis  H. 

Master,  3  July,  1813.     Died  18  May,  1843. 
Elliter,  Jnlins. 

Acting  Third  Assistant  Engineer,  1  October,  1862.      Acting   Second  Assistant 
Engineer,  9  October,  1863.     Honorably  discharged  5  December,  1865. 
Ellmore,  Charles  F. 

Mate,  14  September,  1863.     Honorably  discharged  20  February,  1866. 
Ellms,  Franklin. 

Acting  Ensign,  4  May,  1863.     Honorably  discharged  4  November,  1868. 
Ellsmore,  Thomas. 

Mate,  2  December,  1863.     Honorably  discharged  20  October,  1865. 
Ellsworth,  John  T. 

Midshipman,  1   March,  1799.     Discharged  12  October,  1801,  under  Peace  Estab- 
lishment Act. 
Elmer,  Horace. 

Midshipman,  27  September,  1861.      Graduated  22  November,  1864.     Ensign,   1 
November,  1866.      Master,  1   December,  1866.      Lieutenant,   12    March,   1868. 
Lieutenant-Commander,  27  April,  1869. 
Elsepper,  Harry  S. 

Cadet  Engineer,  1  October,  1874.     Graduated  10  June,  1879. 
Elston,  John  W. 

Acting  Assistant  Surgeon,  7  October,  1870.     Resigned  1  August,  1874. 

Elton,  John  H. 

Midshipman,  4  July,  1805.    Lieutenant,  8  June,  1810.    Commander,  5  March,  1817. 
Died  28  September,  1822. 
Eltringham,  Alexander. 

Mate,  28  June,  1865.     Honorably  discharged  1  October,  1865. 
Elwell,  Alonzo. 

Mate,  23  January,  1862.     Acting  Ensign,  7  March,  1864.     Honorably  discharged 
11  November,  1865. 
Elwell,  Robert  W. 

Acting  Ensign,  21  August,  1863.     Resigned  5  May,  1865. 
Elwell,  William  H. 

Acting  Ensign,  31  August,  1863.     Honorably  discharged  7  October,  1865. 
Elwyn,  Thomas  O.  li. 

Midshipman,  19  September,  1825.     Died  1  August,  1831. 
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Ely,  Griswold  T.. 

Acting    Assistant  Paymaster,   23   September,   1863.      Honorably   discharged   31 
March,  18C6. 
Ely,  Guy. 

Midshipman,   16  January,   1809.     Last  apjjearance  on  Records  of  Navy  Depart- 
ment, 1815.     Portland,  Massachusetts. 
Ely,  Jolin  H. 

Mate,  28  September,  1864.     Honorably  discharged  19  August,  1865. 
Ely,  Robert  B. 

Mate,  12  September,  1861.     Acting  Master,  31  January,  1862.     Acting  Volunteer 
Lieutenant,   on  recommendation  of  Commanding  Officer,  9  September,  1864. 
Honorably  discharged  20  May,  1865. 
Ely,  Theodore  R. 

Third  Assistant  Engineer,  26  June,  1856.     Second  Assistant  Engineer,  2  August, 
1859.     Died  23  September,  1861. 
Emannel,  Jonathan  Manly. 

Thiid  Assistant  Engineer,  25  August,  1862.     Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.     First  Assistant  Engineer,  6  June,  1869. 
Emerson,  Andrew  Li. 

Acting  Ensign,  15  September,  1862.     Acting  Master,  on  recommendation  of  Com- 
manding Officer,  19  May,  1864.     Honorably  discharged  6  August,  1865. 
Emerson,  Arthnr  W. 

Acting  Master,  26  December,  1861. 
Emerson,  A.  W. 

Acting  Ensign,  13  February,  1865.     Honorably  discharged  21  October,  1865. 
Emerson,  George. 

Mate,  9  January,  1865.     Honorably  discharged  15  July,  1865. 
Emerson,  George  A. 

Acting  Assistant  Paymaster,  22  June,  1863.     Discharged  25  November,  1865. 
Emerson,  Georgce  T. 

Mate,  25  Feoruary,  1864.     Appointment  revoked  28  February,  1865. 
Emerson,  liOring  G. 

Acting  Ensign    li  August,  1863.     Acting   Master,  on  recommendation  of  Com- 
manding Officer  15  January,  1864.     Honorably  discharged  'JS  February.  1869. 
Emerson,  Thomas  A. 

Acting  Assistan    Paymaster,  16  October,  1863.     Discharged  25  November,  1865. 
Emerson ,  Thomas  Li. 

Midshipman,  4  JIarch,  1823.     Resigned  24  November,  1825. 
Emery,  Alfred  E. 

Acting  Assistant  Rurgeon,  30  March,  1862.     Appointment  revoked  29  June,  1863. 
Re-appointed  21  August,  1863.     Resigned  9  February,  1865. 
Emery,  Alfred  J. 

Mate^  18  February,  1864.     Resigned  12  January,  1865. 
Emery,  Caleb  J. 

Purser,  18  April,  1855.     Pay  Director,  3  ^^larch,  1871. 
Emery,  Charles  E. 

Third  Assistant  Engineer,  11  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     Resigned  26  December,  1867. 
Emery,  George  R. 

Acting  First  Assistant  Engineer,  19  September,  1861.     Resigned  9  December,  ISO] 

Emley,  E.  C. 

Mate,  S2  November,  1864.    Honci-ably  discharged  9  Xovember,  1865. 
Emmerick,  Charles  F. 

ilidshipman,   26  September,  1866.     Graduated  7  June,  1870.     Ensign,  13  July, 
1872.    Master,  30  January,  1875. 
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£uiiiiel,  Cliristophei'  T. 

Midshipman,  1  October,  1814.     Last  appearance  on  Records  of  Navy  Department, 
1.5  Marcli,  1832.     Dead. 
Eiuiuons,  George  I>. 

Tliird  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  21  April,  1862. 
First  Assistant  Engineer,  20  May,  1863.     Chief  Engineer,  5  March,  1871.     Re- 
tired list,  SI  October,  1879. 
Eiuntoiis,  George  F. 

Midshipman,  1  Ajjril,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  35 
February,  1841.     Commander,  28  .January,  185G.     Captain,  7  February,  1803. 
Commodore,  20  September,  1868.     Rear-Admiral,  25  November,  1872.     Retired 
list,  28  August,  1873. 
£iiisiiciis,  George  T. 

Midshipman,  4  June,  1870.     Graduated  15  October,  1874.     Ensign,  17  July,  187.5. 
Fmuioiis,  William. 

Acting  Third   Assistant  Engineer,  26  August,  1863.     Honoi'ably  discharged  10 
September,  1863. 
Emory,  William  Heiisley. 

Midshipman,  23   September,   1862.     Graduated  June,  1866.     Ensign,   13  March, 
1868.     Master,  20  March,  1869.     Lieutenant,  31  March,  1870. 
Eudieott,  Cliarles. 

Acting  Master,  13  August,  1801.     Aijpointment  revoked  20  January,  1863. 
Endicott,  M.  JP. 

Civil  Engineer,  13  July,  1874. 
EnJer.  Eiuile  J. 

Acting  Ensign,  3  May,  1864.     Honorably  discharged  15  June,  1867. 
Engard,  Albert  C. 

Acting  Third   Assistant   Engineer,   1801.     Resigned    11    October,    1862.      Third 
Assistant  Engineer,  17  March,  1863.     Second  Assistant  Engineer,  25  July,  1865. 
First  Assistant  Engineer,  11  January,  1873. 
Engell,  William  K. 

Mate,  13  September,  1861.    Acting  Ensign,  1  March,  1805.    Honorably  discharged 
10  January,  1869. 
Enggren,  Charles  A. 

Acting  Third  Assistant  Engineer,  31  September,  1864.     Honorably  discharged  19 
October,  1867. 
Engle,  Frederick- 
Midshipman,  6   December,  1814.     Lieutenant,  13  Jannary,  1825.     Commander,  8 
September,  1841.     Captain,  14  Sei^tember,  1855.     Commodore  on  Retired  list, 
16  July,  1862.     Rear-Admiral,  Retired  list,  25  July,  1866.     Died  13  February, 
1808. 
Engles,  S.  Allen. 

Assistant  Surgeon,  34  July,  1849.     Passed  Assistant  Surgeon,  24  July,  1854.     Sur- 
geon, 24  April,  1861.     Retired  12  August,  1803.     Died  28  February,  1805. 

Englisli,  Earl. 

Midshipman,  25  February,  1840.  Passed  Midshipman,  11  July,  1840.  Master,  1 
March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  25  July,  1860.  Captain,  28  September,  1871.  Chief 
Bureau  Equipments  and  Recruiting,  20  November,  1878.  ("ommodore,  25  March, 
1880. 
Englisli,  George  B. 

Second  Lieutenant  Marine  Corps,  1  March,  1815.     Resigned  in  1817. 

English,  Henry  €. 

Acting  Midshipman,  29  September,  1802.     Ensign,  18  December,  1868.     Died  15 
August,  1869. 
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English,  John  T. 

Acting  Third  Assistant  Engineer,  22  April,  18G3.     Honorably  discharged  26  No- 
vember, ISGo. 
l^iiglisli,  :fIorgan  H. 

Third  Assistant  Engineer,  21   November,   1857.      Second  Assistant  Engineer,  3 
August,  1859.     Died  23  December,  18(52. 
English.  ^Villinni  H. 

Mate,  29  June,  18(33.     Honorably  discharged  1  .January,  1866. 
£nos,  Albert  C 

Midshiiunan,  7  November,  1840.     Dismissed  10  Dei  cuiljer,  1840. 
£ntwisfIo,  James. 

Third  Assistant  Engineer,  29  October,  1861.    Second  Assistant  Engineer,  3  August, 
1863.     First  Assistant  Engineer,  11  October,  1866. 
Eppes,  Jantes  H. 

Acting  Third  Assistant  Engineer,  12  March,  1863.     Appointment  revoked  13  De- 
cember, 1864. 
Erben,  Henry. 

Midshipman,  17  June,  1848.     Passed  Midshipman,  12  June,  1855.     Master,  16 
September,  1855.     Lieutenant,  27  December,  1856.     Lieutenant-Commander,  16 
July,  1862.     Commander,  6  May,  1868.     Captain,  1  November,  1879. 
Eriekson,  Christian. 

Master,  15  August,  1812.     Last  appearance  on  Records  of  Navy  Dejiartment,  17 
February,  1814. 
Eriekson,  Conrad. 

Acting  Engineer,  2  July,  1863.     Honorably  discharged  6  November,  1865. 
Ernest,  James  E. 

Mate,  1  October,  1862.    Acting  Ensign,  15  Jime,  1864.     Resigned  16  June,  1865. 
Ernest,  IVilliam  M. 

Mate,  22  April,  1863.     Acting  Ensign,  5  June,  1863.     Honorably  discharged  11 
December  1865. 
Erskine,  John  F. 

Gunner,  7  February,  1848.     Died  10  September,  1849. 
ErTin,  Henry  J. 

Acting  Carpenter,  19  February,  1864.     Honorably  discharged  25  December,  1865. 
Esenwein,  Augustus. 

Acting  Assistan   Paymaster,  3  August,  1861.     Dismissed  6  December,  1864. 
Eskeridge,  Vernon. 

Chaplain,   11   March,  1851.     Died  of  Yellow  Fever,  at  Portsmouth,  Virginia,  11 
September,  1855. 
Eskriclge,  Alex. 

Midshipman,  1  January,  1812.     Lieutenant,  5  March,  1817.     Died  17  March,  1832. 
Esler,  James  S. 

Acting  Third  Assistant  Engineer,  18  April,  1864.     Honorably  discharged  23  July, 
1866. 
Espy.  Jaiues  P. 

Professor  of  JIathematics,  7  May,  1842.     Resigned  5  July,  184.5. 
Essex,  Edwin. 

Midshipman,  15  November,  1809.     Last  appearance  ou  Records  of  Navy  Depart- 
ment, 28  April,  1817.     Dead. 
Essex.  James. 

Midshipman,  4  July,  1818.     Died  10  February,  1819. 
Estabrook.  Edward  T.. 

Mate,  14  October,  1864.     Honorably  discharged  19  May,  1866. 
Estabrooke,  Ethan. 

Professor,  30  October,  1843.     Dropped  4  September,  1848. 
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Estes,  §epli. 

Acting  Ensign,  18  November,  1864.     Honorably  discharged  15  May,  1865. 
Ettiiig,  Henry. 

3Iidshipnian,  1  January,  1818.     {See  Purser.) 
Etting,  Henry. 

Purser,  7  November,  1826.     Pay  Director  on  Retired  list,  3  March,  1871.     Died  15 
February,  1876. 
£tting,  Tlieodore  M. 

Midshipman,  25  November,  1862.     Graduated  2  June,  1868.     Ensign,  19  April, 
1869.     Master,   12  July,  1870.     Lieutenant,  3  March,  1874.     Resigned  1  July, 
1877. 
Ettriughaiu,  Robert  3. 

Mate,  1  October,  1862.     Acting  Ensign,  29  January,  1863.     Honorably  discharged 
1  December,  1865. 
£us(is,  Alexander  IS. 

Midshipman,  4  January,  1833.     Resigned  8  June,  1835. 
£Tans,  Amos  A. 

Assistant  Surgeon,  1  September,  1808.     Surgeon,  20  April,  1810.     Resigned  15 
April,  1824. 
Evans,  JB'arnch  M. 

Carpenter,  date  not  known.     Last  appearance  on  Records  of  Navy  Department,  21 
June,  1819.     Dead. 
Evans,  Benjamin. 

Boatswain,  date  not  known.     Last  apisearance  on  Records  of  Navy  Department. 
Evans,  Clarence  .A. 

Third  Assistant  Engineer,  17  March,  1863.     Resigned  4  September,  1865. 
Evans,  Edward  A. 

Midshipman,  1  January,  1808.     Last  appearance  on  Records  of  Navy  Department, 
25  March,  1808. 
Evans,  George. 

Master,  11  June,  1812.     Resigned  10  April,  1815. 
Evans,  £ieorge  B. 

Midshipman,  21  May,  1800.     Lost  in  the  "  Insurgent.''' 
Evans,  George  W. 

Assistant  Surgeon,  80  June,  1834.     Lost  in  the  Steamer  '■'■  PidasTci,''''  June,  1838. 
Evans,  Isaac  8. 

Acting  Third  Assistant  Engineer,  30  December,  1804.     Honorably  discharged  15 
May,  1805. 
Evans,  John. 

Midshipman,  17  December,  1810.     Lieutenant,  27  April,  1816.     Died  5  February, 
1835. 
Evans,  Jolin,  Jr. 

Midshipman,  1  January,  1811.     Killed  in  action  1  June,  1813. 
Evans,  Jolin. 

Acting  Second  Assistant  Engineer,  28  October,  1863.     Resigned  16  July,  1864. 
Acting  Second  Assistant  Engineer,  6  March,  1865.     Honorably  discharged  12 
July,  1866. 
Evans,  John. 

Mate,  1  February,  1864.     Resigned  August,  1865. 
Evans.  Richard. 

Acting  Second  Assistant  Engineer,  25  February,  1864.     Honorably  discharged  19 
November,  1865. 
Evans,  Richard  h,. 

Mate,  12  February,  1864.     Honorably  discharged  14  August,  1865. 


240  GENERAL   NAVY  REGISTER. 

Evans,  Robley  D. 

Acting  Midshiimian,   20   September,   1860.      Acting   Ensign,   1    October,   1863. 
JIaster  on  Retired  list,  10  Ma.v,  1866.     Lieutenant  on  Retired  list,  23  July,  1866. 
Active  list,  25  January,  1867.     Lieutenant-Commander,  12  March,  1868.    Active 
list.     Commander,  12  July,  1878. 
Evans,  Samuel. 

llidshijiman,   11   May,  1798.     Lieutenant,  25  November,  1799.     Commander,  24 
April,  1806.     Captain,  4  July,  1812.     Died  2  June,  1824. 
Erans,  S.  W. 

Acting  Second  Assistant  Engineer,  26  Sei^tember,  1863 
Evans,  Thomas. 

Boatswain,  1  January,  1819.     Died  9  July,  183 
Evans,  Thomas. 

Midshipman,  23  October,  1820.     Resigned  4  February,  1825. 
Evans,  William. 

Mate,  24  Jlay,  1865.     Honorably  discharged  9  November,  1865. 
Evans,  William  E. 

Acting  ^Midshipman,  4  June,  1852.     Midshipman,  20  June,  1856.     Passed  Mid- 
shipman, 29  April,  1859.     Master,  5  September,  1859.     Resigned  2  February, 
1S61. 
Everdean,  Charles  S. 

Mate,  20  August,  1863.     Honorably  discharged  29  May,  1868. 
Everding,  John. 

Third   Assistant   Engineer,  3  December,   1861.     Second  Assistant  Enajineer,  25 
August,  1863.     Resigned  19  June,  1864 
Evered,  Charles  P. 

Acting  Third  Assistant  Engineer,  2  SeiJtember,  1864.     Resigned  5  Jlay,  1865. 
Everett,  Alfred. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged   15   November, 
1865. 
Everett,  Delos. 

Acting  Third  Assistant  Engineer,  26  July,  1804.     Resigned  (Sick,)  28  October, 
1864. 
Everett,  James. 

Chaplain,  28  December,  1818.     Resigned  12  April,  1837. 
Everett,  Thomas  H. 

Midshipman,  1  January,  1818.     Last  appearance  on  Records  of  Navy  Department, 
1818.     Resigned. 
Everett,  William  B. 

Midshipman,  1  February,  1823.     Dismissed  8  June,  1831. 
Everett,  William  E. 

Third  Assistant  Engineer,  1   September,  1845.      Second  Assistant  Engineer,   10 
June,  1847.     First  Assistant  Engineer,  31   October,   1848.     Chief  Engineer,  30 
August,  1852.     Resigned  30  November,  1859. 
Everett,  William  H. 

Midshipman,  23  Julv,  1863.     Graduated  2  June,  1S6S.     Ensign,   19  April.  1869. 
Master,  12  July,  1870.     Lieutenant,  12  December,  1873. 
Everhardt,  John  II. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Acting  First  Assistant  Engi- 
neer, 28  November,  1803.     Honorably  discharged  20  November,  1865. 
Everhart,  John  J. 

Mate,  19  April,  1862.     Dismissed  2  July,  1864. 
Evers,  Edward. 

Assistant  Surgeon,  5  October,  1872.     Resigned  12  June,  1874. 
Eversfield,  Charles. 

Assistant  Surgeon,  29  May,  1843.     Passed   Assistant  Surgeon,  12  February,  1850. 
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Surgeon,  15  August,  1857.     Medical  Inspector,  3  March,  1S71.     Medical  Direc- 
tor, 39  June,  1872.     Died  5  October,  1873. 
JKverson,  Albert. 

Acting  First  Assistant  Engineer,  IG  December,  18fi'3.     Resigned  11  August,  1863. 
Everson,  Alfred. 

Acting  jMaster,  3  December,  18G1.     Resigned  6  April,  18C5. 
Ererson,  Jtenjainin. 

Acting  First  Assistant  Engineer,  1    October,  1863.     Honorably  discharged  1  De- 
cember, 1865. 
Ererson,  Liinns  J. 

Acting  Third  Assistant  Engineer,   19  December,  1862.     Acting  Second  Assistant 
Engineer,  17  November,  1864.     Honorably  discharged  17  September,  1865. 
Ewart,  Horatio. 

Carpenter,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
Ewell,  Edward. 

Acting  Third  Assistant  Engineer,  5  January,  1864.     Honorably  discharged  6  De- 
cember, 1865. 
Ewell,  Thomas. 

Surgeon,  16  January,  1808.     Resigned  5  May,  1813. 
Ewen,  Warren. 

Acting  Third  Assistant  Engineer,  7  January,  1863.     Acting  Second  Assistant  En- 
gineer, 13  December,   1863.     Acting   First  Assistant  Engineer,   13  November, 
1863.     Honorably  discharged  13  November,  1865. 
Ewer,  G.  W. 

Acting  Master,  18  November,  1'861.     Appointment  revoked  (Sick,)  23  September, 
1864. 
Ewer,  Jobn. 

Acting  Master^?  August,  1861.     Resigned  10  October,  1863. 
Ewlng,  Jobn  M. 

Mate,  5  February,  1864.     Resigned  (Sick.)  15  September,  1864. 
Ewing,  Robert  T. 

Acting  Third  Assistant  Engineer,  17  August,  1863. 
Eytlnge,  Henry  S. 

Acting  Volunteer  Lieutenant,  36  August,  1861.     Appointment  revoked  1   Decem- 
ber, 1863. 
Eytinge,  Henry  S.,  Jr. 

Mate,  1  December,  1863.     Deserted  1  April,  1865. 

Fabens,  George  O. 

Acting  Ensign,  30  May,  1863.     Honora'bly  discharged  11  May,  1865. 
Fader,  Darid. 

Mate,  8  October,  1863.     Honorably  discharged  13  January,  1869.     Mate,  37  Janu- 
ary, 1870.     Resigned  6  June,  1871. 
Fagan,  Henry. 

Third  Assistant  Engineer,  5  September,  1860.     Name  stricken  from  the  rolls  of 
the  Navy,  8  July,  1861. 
Fagan,  James. 

Acting  Third  Assistant  Engineer,   6  January,   1862.     Acting   Second   Assistant 
Engineer,  24  February,  1863.     Honorably  discharged  19  November,  1865. 
Fagen,  Peter  W. 

Mate,  11  December,  1861.     Acting  Ensign,  16  November,  1864.     Honorably  dis- 
charged 20  March,  1868. 
Fabs,  Cbarles  T. 

Assistant  Surgeon,  19  April,  1851.     Passed  Assistant  Surgeon,   10  April,  1856. 
Surgeon,  1  May,  1861.     Dismissed  13  November,  1861. 

16 
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Fain,  Xicliolas. 

Midshipman,  1.5  November,  1809.     Resigned  1  October,  1810. 
Fair,  John. 

Gunner,  8  July,  1815.     Resigned  14  .June,  182.5. 
Fairbairn,  Jolin  O. 

Acting  Third  Assistant  Engineer,  23  April,  1803.     Acting  Second  Assistant  Engi- 
neer, 29  October,  1863.     Honorably  discharged  19  May,  1860. 
Fairbank.  Allen. 

iMate,  IS  Scpti-mber,  1860.     Mustered  out  8  September,  1808. 
Fairchild,  Charles. 

Acting  Assistant  Paymaster,  15  March,  1862.     Assistant  Paymaster,  30  June,  1801. 
Resigned  6  December,  1804. 
Fairchiltl,  J.  K. 

Mate,  1   September,  1862.     Acting  Ensign,  3  April,  1863.     Honorably  discharged 
3  November,  1865. 
Fairehilcl,  L.onis. 

Midshipman,  20  June,  1800.     Aijpointed- Purser,  29  September,  1813.     Lost  in  the 
"  Wasp,''  1815. 
Faireoit,  Charles  O. 

Acting  Third  Assistant   Engineer,  23  October,  1803.     Honorably  discharged  12 
October,  1865. 
Fairfax,  Archibald  H. 

Midshipman,  4  August,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
13  July,  1833.     Commander,  22  August,  1855.     Dismissed  18  April,  1861. 
Fairfax,  Donald  McX. 

Midshipman,   12  August,  1837.     Passed  Midshipman,  29  June,  1843.     Master,  4 
August,  1850.     Lieutenant,  26  February,  1851.      Commander,  10  July,   1802. 
Captain,  35  July,  1800.     Commodore  34  August,  1873.     Rear-Admiral  11  July, 
1880. 
Fairfax,  OctaTius. 

Midshipman,  1  January,  1838.     Passed  Midshipman,  3  July,  1835.     Died  4  Janu- 
ary, 1837. 
Fairfax,  Reginald. 

Midshipman,  38  May,  1839.     Passed  Midshipman,  2  July,  1845.     Master,  3  Sep- 
tember, 1853.     Lieutenant,  28  April,  1854.     Resigned  15  April,  1801. 
Fairfield,  Jason  W. 

Acting  Assistant  Paymaster,  5  November,  1862.     Passed  Assistant  Paymaster,  23 
July,  1866.     Died  5  September,  1807. 
Fairfowl,  A.  W. 

Acting  First  Assistant  Paymaster,  31   March,  1803.     Honorably  discharged  7  Nq- 
veniber,  1805. 
Fairlie.  ISobert  Y. 

Midshipman,  4  Jlay,  1810.     Resigned  35  August,  1833. 
Failing,  William  A. 

Mate,  19  July,  1807.     Resigned  15  July,  1870. 
Falconer,  R.  T. 

Assistant  Surgeon,  28  March,  1830.     Resigned  12  May,  1824. 
Fales,  Charles. 

Gunner,  30  October,  1837.     Dropped  33  May,  1834. 

Fates,  jV. 

Acting  Master,  28  January,  1802.     Died  from  injuries  received  on  the  '■  Minnesota,''^ 
1  September,  1803. 
Fales,  Pliny  II. 

Acting  Third  Assistant  Engineer,  19  September,  1803.     Honorably  discharged  10 
June,  1808. 
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Fale8,  William. 

Acting  Master,  9  October,  18G1.     Honorably  discharged  3  November,  ISO.j. 
Fallon,  James  E. 

Tliird  Assistant  Engineer,  17  December,  1863.      Second  Assistant  Engineer,  8 
April,  18C4.     Resigned  21  May,  1SG6. 
Fanning,  J.  IS. 

Purser,  29  December,  1817.     Died  24  October,  1822. 
Fanning,  JVathaniel. 

Lieutenant,  5  December,  1804.     Died  30  Sejotember,  1805. 
Farenliolt,  Oscar  W. 

Acting  Ensign,  19  August,  1864.     Ensign,  12  March,  1868.    Master,  18  December, 
1868.     Lieutenant,  21  March,  1870. 

Farewell,  William  O. 

Assistant  Surgeon,  10  November,  1868.     Passed  Assistant  Surgeon,  33  January, 
1874. 
Fargo,  Ransom  J. 

Mate,  5  June,  1863.     Resigned  29  July,  1868. 
Faries,  George  G. 

Midshipman,  17  December,  1810.     Resigned  G  June,  1811. 
Farley,  William. 

Mate,  25  December,  18G3.     Deserted  April,  18G4. 
Farmer,  Benjamin  A. 

Acting  Third  Assistant  Engineer,  1   October,   1863.      Acting  Second  Assistant 
Engineer,  5  July,  18G4.     Honorably  discharged  28  September,  1865. 
Farmer,  Fdward. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  16  October, 
1861.     First  Assistant  Engineer,  20  May,  1863.     Chief  Engineer,  4  March,  1871. 
Farmer,  Henry. 

Acting  Third  Assistant  Engineer,  17  October,  1861.     Acting   Second  Assistant 
Engineer,  26  February,  1864.     Honorably  discharged  24  August,  186G. 
Farmer,  John  W. 

Acting  Ensign,  14  December,  18G3.     Honorably  discharged  29  August,  1865. 
Farnliam,  Bela  91. 

Acting  Assistant  Paymaster,  23  September,  1864.     Discharged  7  June,  1865. 
Farnswortli,  Jolin. 

Midshipman,  25  September,  1869.     Graduated  1  June,  1874.     Resigned  30  June, 
1877. 
Faron,  Edward. 

Third  Assistant  Engineer,  1   September,  1845.     Second  Assistant  Engineer,   10 
July,  1847.    First  Assistant  Engineer,  31  October,  1848.    Resigned  1  June,  1849. 
Acting  Chief  Engineer,  13  March,  1863.     Appointment  revoked  21  July,  1808- 
Faron,  George. 

Acting  First  Assistant  Engineer,  9   May,  1861.     Honorably  discharged   24  May, 
18G8. 
Faron,  Jobn. 

Third  Assistant  Engineer,  31  October,  1848.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.    First  Assistant  Engineer,  31  May,  1853.    Chief  Engineer,  23April, 
1859.     Lost  on  the  "  TVcMmse/t,"  5  August,  1864. 
Faron,  John,  Jr. 

First  Assistant  Engineer,  15  November,  1837.     Chief  Engineer,  13  January,  1S40. 
Resigned  3  April,  1848. 
Faron,  Robert  I>. 

Acting  Third  Assistant  Engineer,  7  October,  1863.     Acting  Second  Assistant  En- 
gineer, 29  September,  1864.     Appointment  revoked  (Sick,)  9  December,  1864. 
Farquhar,  I^orman  M. 

Acting  Midshipman,  27  September,  1854.     Midshipman,  9  June,  1859.     Lieutenant, 
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31   August,  1861.     Lieutenant-Commander,  5  August,   1865.      Commander,  12 
December,  1873. 
Farqnliarsoii,  A.  J. 

Assistant  Surgeon,  26  April,  1847.     Passed  Assistant  Surgeon,  26  April,  1852. 
Resigned  3  1   September,  1855. 
Farragnt,  DaTid  O. 

Midshipman,  17  December,  1810.     Lieutenant,  13  January,  1825.     Commander,  8 
September,  1841.     Captain,  14  September,  1855.     Rear-Admiral,  16  July,  1862. 
Vice-Admii-al,  31  December,  1864.     Admiral,  26  July,  1866.     Died  14  August, 
1870. 
Farragnt,  George. 

Muster,  3  Marcli,  1807.     Dismissed  25  March,  1814. 
Farragnt,  W.  A.  C. 

Midshipman,  16  January,  1809.      Lieutenant,  9  December,  1814.      Dropped   13 
September,  1855.     Commissioned  Lieutenant  from  9  December,  1814,  on  Reserved 
list.     Died  20  December,  1859. 
Farrand,  Ebenezer. 

Midshipman,  4  March,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
3  March,  1S31.     Commander,  10  July,  1854.     Resigned  21  January,  18U1. 
Farrand,  James  B. 

Acting  Second  Assistant  Engineer,  13  November,  1863.     Acting  First  Assistant 
Engineer,  26  May,  1865.     Honorably  discharged  7  October,  1868. 
Farrar,  Jarvis  G. 

Mate,  11  July,  1803.     Dro%vned  near  Bogue  Inlet,  North  Carolina,  10  June,  1864. 
Farrar,  William  C. 

Midshipman,  1  April,  1826.     Passed  Midshipman,  28  April,  1832.     Died  24  Feb- 
ruary, 1835. 
Farrell,  Edward. 

Mate,  13  October,  1863.     Deserted  17  October,  1863. 
Farrell,  James. 

Boatswain,  30  July,  1875. 
Farrell,  James  TV. 

Acting  First  Assistant  Engineer,  3  September,  1863.     Honorably  discharged  9 
July,  1865. 
Farrell,  Rodger. 

Mate,  5   September,  1863.     Acting  Ensign,   19  January,  1864.     Ajjpointment  re- 
voked 17  November,  1865. 
Farrell,  Thomas  M. 

Acting  Ensign,  27  December,  1862.     Acting  Master,  29  June,  1863.     Honorably 
discharged  7  December,  1865. 
Farrer,  Frank  M. 

Acting  First  Assistant  Engineer,  8  January,  1864.    Honorably  discharged  29  Jul'-, 
1805. 
Farrer,  George  W. 

Acting  First  Assistant  Engineer,  10  September,  1801.     Acting  Chief  Engineer,  l^) 
January,  1863.     Honorably  discharged  26  October,  18C5. 
Farrer,  Solon. 

Acting  First  Assistant  Engineer,  4  October,  1861.     Acting   Chief  Engineer,  19 
January,  1803.     Honorably  discharged  16  October,  1865. 
Farris,  John. 

Gunner,  23  September,  1818.     Last  ajji^earance  on  Records  of  Navy  Department, 
for  1815.     Sloop  "  Frolic:'' 
Farroat,  Thomas  G. 

Acting  Third   Assistant  Eagineer,  20  December,  1831.     Apjiointment  revoked 
(Sick,)  8  November,  1864. 


GENERAL  NAVY  REGISTER.  345 

Farron,  James. 

Acting  Third  Assistant  Engineer,  2-i  November,  1863.     Honorably  discharged  23 

.  August,  1865. 
Farrow,  William. 

Boatswain,  5  May,  1838.     Resigned  16  July,  1839. 
Farwell,  Angnstus. 

Mate.     Dismissed  9  January,  1863. 
Farwell,  Joseph  M. 

Acting  Master,  24  June,  1861.     Resigned  19  April,  1863. 
Fassett,  Thomas  O. 

Sailmaker,  5  June,  1861. 
Fassig,  B.  F. 

Assistant  Surgeon,  14  July,  1871.     Died  10  May,  1875. 
Fassonx,  Peter,  Jr. 

Midshipman,  16  January,  1809.     Resigned  18  February,  1813. 
Fatio.  li.  C. 

Midshipman,  8  March,  1'833.     Resigned  7  July,  1829. 
Faucon,  Edward  H. 

Acting  Master,  23  July,  1861.     Acting  Volunteer  Lieutenant,  4  October,  1862. 
Honorably  flischarged  4  September,  1865. 
Faul,  William  J. 

Acting  Third  Assistant  Engineer,  9  December,   1863.     Honorably  discharged  9 
November,  1865.     Acting  Third  Assistant  Engineer,  1  December,  1S66.     Mus- 
tered out  12  December,  1868. 
Faulkner,  William  T>. 

Acting  Chief  Engineer,  1  October,  1862.     Resigned  10  October,  1864. 
Fauiice,  George  A. 

Mate,  25  January,   1863.     Acting  Ensign,  20  July,  1863.     Honorably   discharged 
11  November,  1865. 
Fasiiiee,  Peter. 

Jlate,   12   October,  1861.     Acting  Ensign,  15  June,  1863.     Honorably  discharged 

15  July,  1867. 
FjiHutleroy,  C.  M. 

Midshipman,   3  March,   1838.     Passed  Midshipman,  20  May,   1844.     JIaster,    16 
October,  1851.     Lieutenant,  2  November,  1853.     Dismissed  13  May,  1861. 
Fauutleroy,  D. 

Purser,  7  July,  1834.     Died  31  August,  1853. 
Fauutleroy,  W.  H. 

Jlidsliipman,  3  March,   1841.     Passed  Midshipman,  10  August,  1847.     Resin-ned 

16  August,  1849. 
Fauth,  Henry. 

Third   Assistant  Engineer,  16  February,  1853.     Second  Assistant  Engineer,  37 
June,  1855.     Resigned  29  August,  1856. 
Fawdry,  D.  €. 

Acting  Assistant  Surgeon,  7  September,  1864.     Honorably  discharged  10  October, 
1865. 
Fawkes,  Thomas. 

Acting  Second  Assistant  Engineer.     Appointment  revoked  (Sick,)  22  September, 
1864. 
Faxon,  Josiali. 

Sailmaker,  23  October,  1841.     Died  30  June,  1844. 
Faxon,  William  H. 

Acting  Assistant  Surgeon,  33  July,  1863.     Honorably  discharged  31  November, 
1870. 
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Fay,  Jonas. 

Assistant  Surgeon,  30  June,  1799.     Commission  returned  31  September,  1800. 
Fay,  Jw!>>iab  S. 

Acting  Tliird  Assistant  Engineer.     Resigned  10  December,  18C2. 
Fay,  W .  iiaston. 

Acting  Assistant  Paymaster,  31  December,  1SG2.     Resigned  25  November,  iscy 
Fearing,  IVilliaiu  €!. 

Mate,  2  January,  1804.     Resigned  14  March,  1SG5. 
Feast er,  Joseph. 

Assistant  Naval  Constructor,  29  July,  1875. 
Featlierslon,  John. 

Boatswain,  7  December,  18-11.     Warranted  1  December,  1846.     Died  30  October. 
1852. 
Febiger,  John  C 

l\[idsliipman,  4  Sejitember,  1838.     Passed  Midshipman,  20  May,  1844.     Master,  13 
July,  1852.     Lieutenant,  80  April,   1853.     Commander,  27  August,  1802.     Cap- 
tain, 0  Jlay,  1868.     Commodore,  9  August,  1874. 
Fechteler,  Angnstus  F. 

Cadet  Midsbiiiman,  5  June,  1873.     Graduated  18  June,  1879. 
Fegan,  John  R. 

JIate,  21  December,  1861.     Dismissed  28  June,  1862. 
Feilbnrg,  Ulrio. 

Acting  Ensign,  9  June,  1863.     Honorably  discharged  18  September,  1865. 
Felch,  Cheever. 

Chaplain,  12  May,  1815.     Resigned  29  August,  1825. 
Felch,  C.  li. 

Mate,  4  December,  1867.     Appointment  revoked  14  March,  1872. 
Felix,  Ambrose. 

Mate,  20  November,  1861.     Acting  Ensign,  14  May,  1863.     Honorably  discharged 
21  December,  1865. 
Fell,  Robert. 

Carpenter,  6  June,  1803.     Resigned  14  February,  1820. 
Fellows,  Caleb. 

Mate,  8  September,  1862.     Resigned  24  September,  1868. 
Felt,  John. 

Carpenter,  9  June,  1803.     Resigned  16  May,  1806. 
Feltas,  William  H. 

Midshipman,  1   September,  1811.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Brooklyn. 
Felter,  Jacob. 

Midsliipman,  10  July,  1805.     Broke  by  Court  Martial,  2  ]March,  1808. 
Fentlall,  Benjamin. 

Master,  26  September,  1800.     Discharged  8  June,  ISOl,  under  Peace  Estal.Uish- 
nient  Act. 
Fenclall,  John. 

Midshipman,  10  July,  1805.     Resigned  4  January,  1808. 
Feudall,  T.  II.  91. 

Assistant   Surgeon,  28  August,   1800.      Discharged   8   June,  1801,  iiudei-   Peace 
Establishment  Act. 
Fengar,  Alran  A. 

Acting  Master,  11  June,  1861.     Resigned  7  August,  1861. 
Fengler,  Richard. 

Acting  Second  Assistant  Engineer,  10  October,  1863.     Honorably  discharged   18 
December,  1865. 
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Fennell,  David  D. 

Acting  Third  Assistant  Engineer,  14  December,  1863.     Acting  Second  Assistant 
Engineer,  17  March,  1865.     Honorably  discharged  19  December,  1867. 
Fenner,  Jeremiab. 

Lieutenant,  9  March,  1799.     Discharged  9  July,  1801,  under  Peace  Establishment 
Act. 
Fennimore,  Wesley. 

Third  Assistant  Engineer,  4  May,  1863.     Resigned  13  October,  1865. 
Feniio,  George. 

Midshipman,  20  June,  1799.     Resigned  30  May,  1800. 
Feuton,  Ai^hbel. 

Purser,  14  October,  1799.    Discharged  18  November,  1801,  under  Peace  Establish- 
ment Act. 
Fentress,  Walter  E.  II. 

Mate,  11   December,  1861.     Acting  Ensign,  37  August,  1863.     Acting  Master,  34 
January,  1863.     Honorably  dischai'ged  13  September,  1867. 
Ferebee,  N.  McPherson. 

Assistant  Surgeon,  13  September.  1872.     Passed  Assistant  Surgeon,  11   January, 
1876. 
Ferguson,  Fdward  K. 

Acting  Third  Assistant  Engineer,  16  September,  1861.     Acting  First  Assistant 
Engineer,  39  May,  1863.     Dismissed  13  January,  1863. 
Ferguson,  James. 

Midshipman,  33  May,  1800.     Discharged  4  June,  1804,  under  Peace  Establishment 
Act. 
Ferguson,  James. 

Sailmaker,  34  February,  1835.     Died  at  Philadelphia,  33  July,  1869. 
Ferguson,  James. 

Master,  37  May,  1814.     Reserved  list,  10  October,  1855.     Died  at  Rio  de  Janeiro, 
4  December,  1858. 
Ferguson,  James  £■. 

Midshipman,  9  September,  1841.     Resigned  5  March,  1847. 
Ferguson,  John  F. 

Acting  Master,  11  July,  1861.     Resignsd  30  March,  1863. 
Ferguson,  William. 

Acting  Ensign,  34  January,  1863.     Acting  Master,  18  January,  1864.     Honorably 
discharged  20  November,  1865. 
Ferguson,  William  J. 
Gunner,  3  August,  1861. 
Fernald,  Benjamin  F. 

Carpenter,  20  February,  1872. 
Fernald,  Cbarles  C 

Acting  Third  Assistant  Engineer,  6  September,  1864.     Honorably  discharged  31 
Septem^^er,  1865. 
Fernald,  Charles  H. 

Mate,  28  April,  1863.     Acting  Ensign,  6  August,  1864.     Honorably  discharged  30 
August,  1865. 
Fernald,  Frank  li. 

Assistant  Naval  Constructor,  4  May,  1871.     Naval  Constructor,  13  March,  1875. 
Fernald,  Joseph. 

Acting  Second  Assistant  Engineer,  25    August,   1863.     Honorably  discharged  5 
July,  1865. 
Fernald,  Mark. 

Lieutenant,  10  June,  1879.    Last  appearance  on  Records  of  Navy  Dei)artment. 
Fernald,  Theodore. 

Boatswain,  15  March,  1830.     Resigned  6  October,  1836. 
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Ferney,  Thomas  H. 

For  duty  at  N.  Rendezvous,  New  Bedford,  Massachusetts,  11  June,  18G3.    Appoint- 
ment revoked,  Rendezvous  having  closed,  21  April,  1865.     Acting  Ensign,  Coast 
Survey  Duty,  19  May,  1866.     Mustered  out  30  November,  1868. 
Ferrall,  Peter. 

Midshipman,  26  March,  1800.     Discharged  14  July,  1801,  under  Peace  Establish- 
ment Act. 
Ferrall,  Tlioniai^  C. 

Carpenter,  31  May,  1850.     Warranted  19  May,  1853.     Dismissed  6  April,  1859. 
Ferrell,  Joseph  Li. 

Acting  Assistant  Paymaster,  1  November,  1864.     Honorably  discharged   15   Octo- 
ber, 1865. 
Ferrell,  J.  W. 

Acting  Third  Assistant  Engineer,  10  July,  1868.     Honorably  discharged  20  No- 
vember, 1865. 
Ferrier,  William  A. 

Acting  Gunner. 4  December,  1862.    Resigned  21  September.  1864.    Acting  Gunner, 
10  February.  1865.     Honorably  discharged  9  August,  1866.     Mate,   11   January, 
1870.    Gunner,  8  July,  1872. 
Ferris,  George. 

Acting  Master,  21  October,  1861.     Resigned  28  February,  1865. 
Ferris,  Henry  K. 

Mate,  24  November,  1863. 
Ferris,  John. 

Boatswain,  80  July,  1833.     Last  appearance  on  Records  of  Na\-y  Dei^artment. 
Ferris,  John  D. 

Mate,  3  September,  1868.     Resigned  7  November,  1863. 
Ferris,  John  D. 

Acting  Third  Assistant  Engineer,  9  July,  1864.     Honorablv  discharged  2  Octo- 
ber, 1865. 
Ferriss,  Jonathan  I>. 

Master,  28  February,  1809.     Lieutenant,  13  July,  1832.     Died  18_November,  1855. 
Fewkes,  Thomas. 

Acting  Second  Assistant  Engineer,  10  August,  1863.     Appointaient  revoked  22 
September,  1864. 
Fickhohm,  Herman  F. 

Midshipman,  31  July,  1866.     Graduated  7  June,   1870.     Ensign,   13  July,   1871. 
Master,  6  January,  1874.     Lieutenant,  24  February,  1880. 
FIckett,  L,eTi  S. 

Acting  Ensign,  17  September,  1862.     Acting  Master,  on  recommendation  of  Com- 
manding Officer,  26  April,  1864.     Honorably  discharged  7  December,  1868. 
Fiehl,  John. 

Acting  Third  Assistant  Engineer,  9  May,  1864.     Honorably  discharged   18  Julv, 
1866. 
Field,  Ambrose  D. 

Midshipman,  1   December,  1S09.     Last  appearance  on   Records  of  Navy  Depar- 
ment,  1815.     Frigate  "  Constitution." 
Field,  Charles  .4. 

Acting  Gunner,  12  September,  1803.     Drowned  0  October,  1863. 
Field,  Edward. 

Assistant  Surgeon,  6  August,  1799.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 6  July.  1801. 
Field.  Edward  A. 

Midshipman,  22  July,  1805.     Graduated   4   June,  1869.     Ensign,   12   July,   1S70. 
Master,  26  December,  1871.     Lieutenant,  10  February,  1875. 
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Field,  Jacob  T. 

Acting  Assistant  Sur-geon,  9  March,   1863.     Honorably  discharged   13  October, 
1865. 
Field,  John  H. 

Mate,  24  October,  1861.     Acting  Ensign,  28  October,  1862.     Resis;ned  20  October, 
1803. 
Field,  Josepli. 

Midshipman,  7  December,  1799.    Discharged  9  Junt,  ISOO,  under  Peace  Establish- 
ment Act. 
Field,  Mannsell  B. 

Midshipman.  25  February,  1863.     Graduated  June,  1866.     Ensign.  12  JIarch,  lSli8. 
Master,  26  March,  1869.     Lieutenant,  21   March,  1870.     Resignation  i.ccfpted  1 
April,  1873. 
Field,  Robert. 

Midshipman,  1  September,  1811.     Lieutenant,  27  April,  1816.     Resigned  4   Octo- 
ber, 1823. 
Field,  Samuel  H. 

Acting  Ensign,  17  September,  1862.     Appointment  revoked  (Sick.)  25  May,  1863. 
Acting  Ensign,  3  October,  1863.     Acting  Master,  on  reconin.endation  of  Com- 
manding Officer,  2  April,  1864.     Honorably  discharged  5  July,  1865. 
Field,  Timothy  B. 

jMidshipman,  1  March,  1835.     Resigned  18  July,  1831. 
Field,  Wells  L,aflin. 

Acting  Midshipman,  20  November,. 1862.     Ensign,   18  December,   1868.     Master, 
21  March,  1870.     Lieutenant,  21  March,  1871. 
Field,  William. 

Mate,  29  September,  1861.     Acting  Ensign,  15  June,  1803.     Honorably  discharged 
12  April,  1808. 
Field,  Wiliam. 

Mate,  26  April  1865.     Honorably  discharged  15  September,  1800. 
Fife,  Oeorge  S. 

Acting  Assistant  Surgeon,  20  October,  1863.     Assistant  Surgeon,  10  November, 
1806.     Dropped  31  December,  1867. 
Fife,  Joseph  A. 

Acting  Assistant  Surgeon,  22  May,  1863.     Resigned  9  September,  1864. 
Field,  William  H. 

Mate.     Appointment  revoked  20  May,  1863. 
Fillebrown,  George  B. 

Mate,  1861.     Appointment  revoked  5  February,  1863. 
Fillebrown,  Thomas  Seott. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Licutenamt,  15  September,  1855.     Lieutenant-Commander, 
16  July,  1863.     Commander,  25  July,  1866.     Captain,  6  January,  1874. 
Fillmore,  John  H. 

Cadet  Midshipman,  24  September,  1874.     Graduated  4  June,  1880. 
Finch,  William  B. 

Midshipman,  20  June,  1806.    Lieutenant,  4  January,  1813.    Commander,  28  March, 
1820.     Captain,  21  February,  1831.     {See  Bolton.) 
Fincke,  Frederick  O.  G. 

Mate,   1    June,  1804.     Appointment  revoked  5  May,  1865.     Mate,   1   July,   1865. 
Appointment  revoked  27  September,  1805. 
Findlay,  James. 

Acting  Second  Assistant  Engineer,  23  March,   1804.     Honorably  discharged  28 
Septemlier,  1805. 
Finger,  Robert. 

Acting  Third  Assistant  Engineer,  20  October,  1801.    Resigned  20  December,  1802. 
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Fink,  Joseph  H. 

Acting  Carpenter,  10  July,  1803.     Acting  Ensign,  22  April,  1805.     Honorably  dis- 
charged 21  March,  1800. 
Finleyson,  James. 

Mate.     Dismissed  15  September,  1863. 
Finn,  Dennis. 

Mate.     Dismissed  22  June,  1864. 
Finn,  James  H. 

Acting  Third   Assistant   Engineer,    17   July,   1864.      Honorably   discharged  24 
August,  1809. 
Finn,  W.  H. 

j\Iate,  11  February,  1804.     Resigned  (Sick,)  13  May,  1864. 
Finn,  William. 

Acting  Third  Assistant  Engineer,  10  September,  1804.     Honorably  discharged  1*3 
October.  1868. 
Finnegan,  Patrick. 

Acting  Third  Assistant  Engineer,  13  January.  1802.     Resigned  1»3  August,  1862. 
Finnegan,  William. 

Acting  Gunner,  2  May,  1804.     Dismissed  2fl  October,  1804. 
Finnegan,  IVilliam. 

Acting  Third  Assistant  Engineer,  15  Septenfber,  1864.     Honora'bly  dSschargeol  IS 
December,  1865. 
Finneniore,  Thomas  E. 

Midshipman,  20  February,  1813.     Lost  in  the  "  Epenier,^''  1815. 
Finney,  Flkanah  C. 

Mate,  12  May,  1804.     Honorably  discharged  9  August,  1867. 
Finney,  George. 

Acting  Master,  27  December,  1801.     Honorably  discharged  28  October,  1865. 
Finney,  Robert. 

Mate,  25  January,  1803.     Resigned  12  October,  1803. 
Finnie,  Thomas. 

Acting  Second  Assistant  Engineer,  4  May,  1804.     Honorably  discharged  30  No- 
vember, 1865. 
Fischer,  Frederick  H. 

Acting  Ensign,  15  November,  1864.     Dismissed  17  November,  1865. 
Fish,  II.  Porter. 

Mate,  8  April,  1884.     Honorably  discharged  20  October,  1865. 
Fish,  William  W. 

Acting  Third  Assistant  Engineer,  16  May,  1864.     Honorably  discharged  20  Sep- 
tember, 1865. 
Fisher,  Albert  H. 

Mate,  4  November,  1863.     Honorably  discharged  30  August,  ItSOo. 
Fisher,  Arthnr  H. 

Third  Assistant  Engineer,  17  February,  1800.      Second   Assistant  Engineer,  37 
June,  1803.     First  Assistant  Engineer,  1  March,  1804.     Resigned  26  September, 
1870. 
Fisher,  Charles. 

Mate,  25  May,  1863.     Boatswain,  19  June,  1803.     Dismissed  0  December,  1865. 
Fisher,  Charles  A. 

Acting  Third  Assistant  Engineer,  5  June,  1803.     Acting  Second  Assistant  Engi- 
neer, 10  December,  1803.     Honorably  discharged  13  December,  1805. 
Fisher,  Charles  F. 

Mate,  5  January,  1804.     Resigned  27  April,  1865. 
Fisher,  Clark. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  1  July,  1861. 
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First  Assistant  Engineer,  20  May,  1803.     Chief  Engineer,  23  January,   1871. 
Resigned  27  March,  1872. 
Fisher,  Elstner  N. 

Midsbiunian,  21  September.  1872.     Graduated  20  June.  1870.     Ensign,  27  October, 
1879." 
Fisher,  Frank. 

Mate,  5  June,  1802.     Acting  Ensign,  17  April,  1803.     Honorably  discharged  13 
November,  1865. 
Fisher,  Hendriek. 

Lieutenant,  20   ilarch,  1799.     Last  appearance  on  Records  of  Navy  Department, 
30  May,  1799. 
Fisher,  Henry. 

Acting  Third  Assistant  Engineer,  9   December,  1803.     Honorably  discharged  7 
August,  1866. 
Fisher,  John. 

Master,  12  May,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Fisher,  John. 

Carpenter,  20  March,  1823.     DismMssed  18  June,  1838. 
Fisher,  John. 

Midshipman,  1  November,  1820.     Died  11  November,  1828. 
Fisher,  John. 

Mate,  23  January,  1862.     Resigned  9  September,  1862. 
Fisher,  John. 

Mate,  0  December,  1862.     Acting  Ensign,  3May,  1864.     Honorably  discharged  31 
October,  1865. 
Fisher,  John  D. 

Midshipman,  18  June,  1812.     Died  October,  1817. 
Fisher,  John  .£. 

Midshipman,  19  June,  1799.     Discharged  11   May,  1801,  under  Peace  Establish- 
ment Act. 
Fisher,  John  F. 

Master,  11  May,  1799.     Last  apjiearance  on  Records  of  Navy  Depar.tment. 
Fisher,  John  P. 

Assistant  Surgeon,  22  September,  1800.     Resigned  5  June,  1801. 
Fisher,  John  P. 

Mate,  13  January,  1864.     Honorably  discharged  6  November,  1865. 
Fisher,  Joseph. 

Midshipman,  I.December,  1809.     Resigned  18  March,  1811. 
Fisher,  Rodney. 

Midshipman,  15  August,  1814.     Resigned  19  October,  1814. 
Fisher,  Thomas  li. 

Mate,  3  November,  1863.     Honorably  discharged  6  January,  1866. 
Fisher,  William. 

Acting  Third  Assistant  Engineer,  3  July,  1863.     Appointment  revoked  (Sick,)  12 
October,  1864. 
Fisher,  William  H. 

Acting  Third  Assistant  Engineer,  10  December,  1864.     Honorably  discharged  12 
September,  1865. 
Fisher,  William  W. 

Gunner,  16  November,  1848.     Resigned  14  November,  1853. 
Fisk,  Addison. 

Acting  Gunner,  8  December,  1864.     Honorably  discharged  30  Seiitember,  1865. 
Fisk,  James  W. 

Acting  Ensign,  13  October,  1864.     Resigned  27  April,  1865. 
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Flsk,  Photins. 

Cliaplain,  U  March,  1842.     {See  KamsaUs.)     Retired  list,  18  July,  1864. 
Fisk,  Squire. 

Master,  7  May,  1812.     Dismissed  23  August,  1816. 
Fisk,  S.  N. 

xVcting  Assistant  Surgeon,  28  May,  1861.     Resigned  25  January,  1864. 
Fisk.  Timothy  W. 

Midshipman,  2   March,  1839.     Died  10  February,  1845. 
Fisk,  ^Villiaui. 

Acting  Gunner,  14  November,  1862.     Died  0  August,  1803. 
Fiske,  Bradley  A. 

Midshipman,  22   September,  1870.     Graduated   1  June,   1874.     Ensign,  17  Julv, 
1875. 
Fiske,  Edward  W. 

Mate.     Resigned  11  April,  1804. 
Fiske,  Samuel. 

Third  Assistant  Engineer,  9  March,  1858.     Resigned  12  June,  1858. 
Fister,  Thomas  D. 

Acting  Midshijiman,  29  September,  1855. 
Fiteh,  B.  F.  D. 

Acting  Assistant  Paymaster,  24  May,  1802.     Resigned  15  October,  1864. 
Fiteh,  Charles  T. 

Acting  Assistant  Paymaster,  17  December,  1801.    Died  on  "  Tioga,"  22  June,  1864. 
Fiteh,  Flisha. 

Professor  of  Mathematics,  25  September,  1831.     Died  15  October,  1839. 
Fiteh,  Henry  W. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  3   October, 
1801.     First  Assistant  Engineer,  20  May,  1863.     Chief  Engineer,  4  March,  1871. 
Fiteh,  L,e  Roy. 

Acting   Midshipman,   1    October,   1851.      Passed   Midshipman,   29   April,  1859. 
Master,  5  September,  1859.    Lieutenant-Commander,  21  September,  1802.    Com- 
mander, 28  August,  1870.     Died  13  April,  1875. 
Fiteh,  Reuben. 

Third   Assistant   Engineer,    26   August,    1859.      Second   Assistant   Engineer,    29 
October,  1861.     First  Assistant  Engineer,  1  October,  1863.     Resigned  1!)  April, 
1869. 
Fitch,  Thomas  W. 

Third  Assistant  Engineer,  23  June,  1803.     Second  Assistant  Engineer,  25  July, 
1860.     First  Assistant  Engineer,   8   October,   1873.      Resigned   31    December, 
1875. 
Fitehett,  Sylrans  W. 

Mate,  30  December,  1801.     Resigned  14  August,  1862. 
Fithian,  Edwin. 

Third    Assistant  Engineer,   31   October,   1848.      Second    Assistant    Engineer,  26 
February,  1851.     First  Assistant  Engineer,  15  December,   1853.     Chief  Engi- 
neer, 23  October,  1859. 
Fitzgerald,  Edward. 

Purser,  25  April,  1812.     Died  27  February,  1857. 
Fitzgerald,  Thomas. 

Acting  Second  Assistant  Engineer,  13  June,  1864.     Honorably  discharged  9  Sep' 
tembcr,  1865. 
Fitzgerald,  Tl'illiam  A. 

Mate,  14  June,  1864.     Honorably  discharged  13  November,  1805. 
Fitzgerald,  IVilliam  B. 

Midshipman,  30  January,  1838.     Passed  Midshipman,  20  May,  1844.     Master,  21 
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November,  1851.     Lieutenant,  4  November,  1853.     Reserved  list,  13  September, 
1855.     Resigned  15  April,  1861. 
Fitzhngta,  Andrew. 

Midshipman,  9  June,  1811.     Lieutenant,  27  April,  1816.     Commander,  9  February, 
1837.     Captain,  14  February,  1843.     Died  3  October,  1850. 
Fitzlimigli,  €.  C. 

^Midshipman,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
Fitzliiigli,  Cole. 

^Midshipman,  15  November,  1809.     Resigned  33  April,  1810. 
Fitzhiigh,  Oeorge. 

Master,  10  July,  1813.      Last  appearance  on  Records  of  Navy  Department,  17 
July,  1813.     Discharged. 
Fltzliiigli,  Jobn,  Jr. 

Assistant  Surgeon,  38  December,  1818.     Died  6  July,  1826. 
Fitzhugh,  Robert. 

Midshipman,  1  January,  1835.     Passed  Midshipman,  4  June,  1831.     Resigned  18 
December,  1833. 
Fltzlnigli,  W.  E. 

Midshipman,  3  February,  1847.     Dismissed  7  July,  1847. 
Fitzliiigli,  William  E. 

Midshipman,  20  November,  1848.     Passed   Midshipman,  15  June,  1854.     Master, 
16  September,  1855.     Lieutenant,  15  December,  1855.     Lieutenant-Commander, 
16  July,  1863.     Commander,  25  July,  1866.     Captain,  25  November,  1876. 
Fitzosborn,  Henry  W. 

Gunner,  9  May,  1857.     Resigned  24  December,  1864. 
Fitzpatriok,  Jauies. 

Acting  Master,  1  October,  1863.     Honorably  discharged  30  December,  1865. 
Fitzpatrick,  James. 

Acting  Third  Assistant  Engineer,  26  Februarv,   1864.     Honorably   discharged   9 
December,  1868. 
Fitzpatrick,  John  F. 

Acting  Third   Assistant   Engineer,  23   October,  1863.     Acting   Second  Assistant 
Engineer,  4  November,  1864.     Honorably  discharged  3  August,  1865. 
Fitzpatrick,  Michael  F. 

Acting  Second  Assistant  Engineer,  8  December,  1863.     Honorably  discharged  19 
November,  1865. 
Fitzsimmons,  Paul. 

Assistant  Surgeon,  19  December,   1871.     Passed  Assistant  Surgeon,  4  January, 
1876. 
FitzHimmons,  William  J. 

Assistant  Second  Engineer,  28  December,  1863.     Appointment  revoked  (Sick,)  7 
February,  1865. 
Flagg,  George  A. 

Midshipman,  21  September,  1861.     Graduated  33  November,   1864.     Ensign,  21 
November,    1866.     Master,    1  December,   1866.      Lieutenant,   12  March,   1868. 
Died  30  June,  1869. 
Flasg,  H.  €.,  Jr. 

Midshipman,  1  April,  1838.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  25 
February,  1841.     Reserved  list,  13  September,  1855.     Commander,  19  July,  1861. 
Died  23  August,  1863. 
Flagg,  Samuel  D. 

Assistant  Surgeon,  30  July,  1861.     Retired  list,  20  June,  1864. 
Flagg,  William. 

Lieutenant,  7  March,  1799.     Discharged  15  April,  1801,  under  Peace  Establish- 
ment Act. 
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Flaglie,  Bernar<l. 

Acting  Carpenter,  25  April,  1SG3.     Appointment  revoked  17  August,  1864. 
Flanders,  Timothy. 

Acting  Third  Assistant  Engineer,  IG  June,  18G2.     Honorably  discharged  27  April, 
18C.6. 
Flaniier,  F.  W. 

Acting  Master,  1  October,  1SG2.     Dismissed  2  JIarcli,  1863. 
Flaiiiiigaii,  91.  £. 

Acting  Ensign,  9  April,  1863.     Resigned  U  June.  1864. 
Flaiisberg,  John  IV. 

Acting  Ensign,  22  August,  1863.     Honorably  discharged  4  October,  1865. 
Fleet,  Henry. 

Mate,  19  July,  1864.     Discharged  26  June,  1865. 
Fleetwootl,  William. 

Master,  7  May,  1813.     Last  appearance  on  Records  of  Navy  Department,  30  June, 
1812. 
Fleming,  Charles  £. 

Midshipman,  15  January,  1835.     Passed  Midshipman,  23  June,  1841.     Master,  13 
January,   1848.      Lieutenant,  3   October,  1848.     Dismissed  6   February,  1857. 
Re-appointed  Lieutenant,  13  December,  1859.     Lieutenant-Commander,  10  July, 
1862.     Died  26  September,  1867. 
Fleming,  Charles  R. 

Mate,  8  November,  1861.     Acting  Ensign,   16  September,  1864.     Honorablv  dis- 
charged 3  July,  1868. 
Fleming,  James. 

Acting  Chief  Engineer,  1   October,  1862.      Honorably  discharged  3   December, 
1S65. 
Fleming,  John  J. 

Sailmaker,  date  not  known.     Died  in  October,  1820. 
Fleming,  Matthew. 

Acting  Second  Assistant  Engineer,  17  December,  1862.     Resigned  7  June,  18G4. 
Fleming,  Rohert. 

Acting  Second  Assistant  Engineer,  8  March,  1864.     Resigned  (Sick,)  6  October, 
1864. 
Fleming,  William. 

Sailmaker,  dale  not  known.     Died  in  November,  1824. 
Fleming,  William. 

Midshipman,  20  February,  1799.     Discharged  5  June,  1801,  under  Peace  Estab- 
lishment Act. 
Flemming,  Watson  B. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Apjjointment  revoked  (Sick,) 
19  May,  18G3. 
Flenner,  John  P. 

Chaplain,  25  February,  1828.     Resigned  23  September,  1833. 
Fletcher,  Arthur  Henry. 

Midshipman,  29  November,  1861.    Graduated  September,  1865.    Ensign,  1  Decem- 
ber, 18GG.     Master,  13  March,  18G8.     Lieutenant,  26  March,  18G9. 
Fletcher,  Frank  F. 

Midshipman,  22  September,  1870.      Graduated  15  October,   1874.      Ensign,   18 
July,  1876. 
Fletcher,  Frank  H. 

Third  Assistant  Engineer,  32  October,  1860.     Second  Assistant  Engineer,  9  July, 
18G3.     Resigned  6  February,  1809. 
Fletcher,  George  G. 

Acting  Master,  21  May,  1861.     Resigned  6  August,  1862. 
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Fletcher,  George  H. 

Mate,  7  July,  1863.     Acting  Ensign,  33  February,  1865.     Honorably  discharged  6 
December,  1865. 
Fletcher,  James  R. 

Midshipman,  26  September,  1864.     Graduated  2  June,  1868.     Resigned  1  Septem- 
ber, 1868. 
Fletcher,  John  D. 

Gunner,  5  October,  1861.     Warranted  24  Ajjril,  1862.     Died  at  Phipsburg,  Maine, 
24  November,  1867. 
Fletcher,  Montgomery. 

Third  Assistant  Engineer,  24  June,  1850.     Second  Assistant  Engineer,  26  Febru- 
ary, 1851.     First  Assistant  Engineer,  20  June,  1856.     Chief  Engineer,  25  Octo- 
ber, 1859. 
Fletcher,  Nathan. 

Midshipman,  26  September,  1798.     Resigned  10  January,  1800 
Fletcher,  IV.  C. 

Chaplain,  7  April,  1845.     Resigned  9  June,  1845. 
Fletcher,  Patrick. 

Lieutenant,  9  July,  1798.     Captain,  11  September,  1798.     Lost  in  the  ^^  Insurgent,''' 
in  1800. 
Fletcher,  Rnfns. 

Midshipman,  30  May,  1810.     Last  appearance  on  Records  of  Navy  Department- 
Fletcher,  IVilllam  M. 

Acting  Third  Assistant  Engineer,  4   December,  1862.     Acting  Second  Assistant 
Engineer,  2  July,  1864.     Honorably  discharged  10  February,  1866. 
Flick,  George  T. 

Mate.  6  June,  1862.     Acting  Gunner,  20  December,  1862.     Appointment  revoked 
21  October,  1863. 
Flinn,  James  M. 

Acting  Third  Assistant  Engineer,  27  January,  1863.     Acting  Second  Assistant 
Engineer,  gallant  conduct  in  battle,  22  May,  1863.     Honorably  discharged  1 
September,  1865. 
Flint,  James  91. 

Acting  Assistant  Surgeon,  14  April,  1862.     Assistant  Surgeon,  26  October,  1863. 
Passed  Assistant  Surgeon,  31  December,  1867.     Surgeon,  24  June,  1874. 
Flood,  Christopher. 

Acthig  Ensign,  6  November,  1862.     Acting  Master,  9  June,  1865.     Honorably  dis- 
charged 33  October,  1865. 
Flood,  James  M. 

Acting  Assistant  Paymaster,  34  August,  1864.     Discharged  35  November,  1805. 
Flood,  Thomas  S. 

Mate,  10  December,  1864.     Dismissed  34  July,  1865. 
Flood,  William  H. 

Mate,  14  October,  1863.     Acting  Ensign,  39  March,  1865.     Honorably  discharged 
16. January,  1866. 
Florence,  Charles  H. 

Mate,  29  June,  1864.     Appointment  revoked  (Sick,)  23  September,  1864. 
Flonrnoy,  J.  J.  R. 

Midshipman,  1  March,  1835.     Resigned  20  September,  1825. 
Flonrnoy,  Thomas. 

Midshipman,  10  February,  1841.     Dropped. 
Flowers,  Edward  K. 

Mate,  OFebruary,  1863.     Killed  on  "  Maratama,"  11  October,  1863. 
Flowry,  liCwis  H. 

Acting  First  Assistant  Engineer,  14  September,  1861.     Honorably  discharged  18 
October,  1865. 
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Floyd,  John. 

Naval  Constructor,  11  July,  1830.     Last  api^earance  on  Records  of  Navy  Depart- 
ment, 8  September,  1830. 
Floyd,  John  A. 

Acting  Boatswain,  22  December,  18G1.     Honorably  discharged  11  August,  1865. 
Floyd.  ^Villiam  R. 

Mate,  30  June,  1864.     Honorably  discharged  18  September,  1865. 
Fludder,  George  M. 

Mate,  4  April,  la62.     Appointment  revoked  28  November,  1862. 
Flusser,  Charles  W. 

Midshipman,   19  July,  1847.     Passed  Jlidshipman,  10  June,   1853.      Master,  15 
SeptemDer,  1855.     Lieutenant,  10  September,  1855.     Lieutenant-Commander,  16 
July,  1862.     Killed  on  board  the  "  Miami,"  19  April,  1864. 
Flye,  William. 

Professor,  7  December,  1841.     Commissioned  14  August,  1848.     Resigned  7  March, 
1857. 
Flye,  IVilliaiu. 

Acting  Volunteer  Lieutenant,  0  December,  1861.     Acting  Volunteer  Lieutenant- 
Commander,  18  July,  1865.     Honorably  discharged  24  December,  1865. 
Flynu,  John,  Jr. 

Acting  Assistant  Sui'geon,  17  December,  1863.     Honorably  discharged  24  Octo- 
ber, 1866. 
Flynn,  Robert. 

Midshipman,    13  November,  1799.     Discharged  13   October,   1801,  under  Peace 
Establishment  Act. 
Flynne,  Liucian. 

Midshipman,   22  September,   1870.     Graduated   1  June,  1874.     Ensign,  17  July, 
1875. 
Flynt,  James  M. 

Mate,  1  October,  1863.     Acting  Ensign,  34  April,  1863.     Resigned  23  October, 
1863.     Acting  Ensign,  7  June,  1864.     Honorably  discharged  5  November,  1865. 
Fobes,  Fdwin  A. 

Acting  Assistant  Surgeon,  1  April,  1865.     Honorably  discharged  27  July,  1865. 
Fogg,  Granville  W. 

Mate,  37  January,  1863.     Died  on  "  Mercedita,"  30  July,  1863. 
Fogg,  William  H. 

3Iate,  25  February,  1863.     Acting  Ensign,  31  December,  1864.     Honorably  dis- 
charged 3  November,  1865. 
Foley,  michael  J. 

Mate,  13  March,  1865.     Resigned  5  March,  1866. 
Foley,  Thomas. 

Acting  Third  Assistant  Engineer,  14  May,  1864.     Acting  Second  Assistant  Engi- 
neer, 2  June,  1805.     Honorably  discharged  8  December,  1865. 
Folger,  James. 

Acting  Third  Assistant  Engineer,  26  November,  1862.     Died  on  "  Siher  Cloud,"  7 
October,  1864. 
Folger,  James. 

Acting  JIaster,  9  October,  1861.    Died  on  " Boebucl-"  from  wounds,  15  April,  1863. 
Folger,  William  Mayhew. 

Midshipman,  21   Sejitember,  1861.     Graduated  22  November,   1864.     Ensign,   1 
November,    1866.     Master,  1    December,   1866.      Lieutenant,    13   March,   1868. 
Lieutenant-Commander,  27  April,  1869. 
Follansbie,  Joshua. 

Third  Assistant  Engineer,  17  January,  1842.  Second  Assistant  Engineer,  20  July, 
1845.  First  Assistant  Engineer,  10  July,  1847.  Chief  Engineer,  31  October, 
1848.     Resigned  1  May,  1865 
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Follet,  Reniaiiiin. 

Midship  ma'u,  G  December,  1814.     Died  in  1823. 
FolIcU,  FSetcher  »I. 

Acting  Assistant  Surgeon,  17  January,  18G3.     Honorably  discharged  13  October, 
lyii'o. 
Foiling,  liicharil. 

B(i;itswain,  15  November,  1850.     Resigned  15  November,  1853. 
Fol!<«o9n,  Charles. 

Chaplain,  13  May,  1816.     Last  appearance  on  Recorcs  of  Navy  Department,  1818. 
Folsoni,  Charles. 

Acting  Master,  31  October,  1861.     Resigned  8  February,  1864. 
Fol^^on,  Joliii. 

Midshipman,  10  July,  1799.     Resigned  6  March,  1800. 
Folson,  Samuel. 

Midshipman,  28  August,  1799.     Resigned  8  April,  1800. 
Foltz,  Joiiadian  M. 

Assistant    Surgeon,   4   April,   1831.       Passed   Assistant    Surgeon,   8   December, 
1838.     Surge^on,  8  December,  1838.     Medical  Director,  3    March,   1871.     Chief 
Bureau,  Medicine  and  Surgery,  25  October,  1871.     Retired  list,  25  April,  1872. 
Died  12  April,  1877. 
Fontaine.  M. 

Midshipman,  10  July,  1809.     Resigned  2  November,  1811. 
Foot,  Jolin. 

Lieutenant,  26  August,  1800.     Last  appearance  on  Records  of  Navy  Department, 
29  December,  1801.     Lost. 
Foot,  Samuel   C 

Midshipman,  4  April,  1850.     Resigned  20  December,  1850. 
Foote,  Andrew  H. 

Midshipman,  4  December,  1822.     Passed  Midshipman,  24  May,  1828.     Lieutenant, 
27   May,   1830.      Commander,   19   December,   1852.      Captain,  29   June,  1861. 
Rear-Admiral,  16  July,  1862.     Died  26  June,  1863. 
Foote,  Jolin  P. 

Acting  Master  and  Pilot,  1  ^October,  1864.     Honorably  discharged  6  December, 
1865. 
Foote,  Samuel  E. 

Mate,  6  June,  1802.     Died  12  June,  1862. 
Forbes,  Charles  W 

Acting  Third  Assistant  Engmeer,  2  December,   1864.     Honorably  discharged  29 
February,  1868. 
Forbes,  Cornelius  A. 

Third  Assistant  Engineer,  18  May,  1847.     Resigned  5  November,  1847. 
Forbes,  Frank  H. 

Mate,  18  July,  1864.     Honorably  discharged  10  July,  1865. 
Forbes,  James  J. 

Midshipman,  30  August,  1831.     Passed  Midshipman,  15    June,  1837.     Lieutenant, 
8  September,  1841.     Resigned  23  November,  1844. 
Forbes,  William  I>. 

Acting  Third  Assistant  Engineer,  4   September,  1801.     Acting   Second  Assistant 
Engineer,  29  September,  1863.     Acting  First  Assistant  Engineer,  6  November, 
1863.     Honorably  discharged  25  November,  1865. 
Force,  Horace  W. 

Acting  Third  Assistant  Engineer,  19  July,  1864.     Honorably  discharged  16  De- 
cember, 1867, 
Ford,  Augustus. 

Master,  38  March,  1810.     Died  4  August,  1855. 
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Ford,  Charles  >I. 

Acting  xVssistant  Surgeon,  17  May,  1861.     Resigned  11  April,  1863. 
Ford,  Edward. 

Mid&hipraan,  3  March,  1799.     Last  appearance  on  Records  of  Navy  Department 
20  June,  1799. 
Ford,  Franklin  E. 

Acting  Ensign,  3  August,  1863.     Honorably  discharged  20  January,  1866. 
Ford,  George  T. 

Mate,  16  September,  1862.     Acting  Ensign,  25  July,   1863.     Acting  Master,  11 
May,  1865.     Honorably  discharged  15  December,  1868. 
Ford,  Jefferson. 

Acting  Master,  26  August,   1861.     Died  at  Beaufort,  North  Carolina,  18  June. 
1864. 
Ford,  J.  Malacbi. 

Midshipman,  18  January,  1841.     Resigned  17  April,  1848. 
Ford,  John. 

Mate,  25  March,  1863.     Resigned  11  August,  1863. 
Ford,  John  D. 

Third  Assistant  Engineer,  12  August,  1862.     Second  Assistant  Engineer,  15  Feb- 
ruary, 1864.     First  Assistant  Engineer,  6  June,  1868. 
Ford,  John  Q.  A. 

Acting  Third  Assistant  Engineer,  10  October,  1866.     Third  Assistant  Engineer,  2 
June,  1868.     Second  Assistant  Engineer,  2  June,  1869.     Passed  Assistant  Engi- 
neer, 19  February,  1875.     Died  23  February,  1878. 
Ford,  John  W.  D. 

Midshipman,  2  February,  1829.     Dismissed  2  June,  1836. 
Ford,  lieighton  M. 

Midshipman,  27  September,  1861.     Ensign,  1  December,  1866.     Died  22  February 
1868. 
Ford,  Oscar  K. 

Acting  Second  Assistant  Engineer.     Resigned  28  November,  1862. 
Ford,  William  H.  H. 

Acting  Ensign,  1  October,  1863.     Resigned  10  April,  1863. 
Force,  Alfred. 

Acting  Midshipman,  17  April,  1862.     Ensign,  18  December,  1868.     Master,  21 
March,  1870. 
Forgey,  Alfred  V. 

Mate,  24  November,  1863.     Honorably  discharged  28  October,  1865. 
Forlaw,  James  T>. 

Acting  Master  and  Pilot,  15  November,  1864.     Appointment  revoked  9  March, 
1865. 
Formau,  Isaac  B. 

Midshipman,  1  August,  1800.     Discharged  18  June,  1801,  under  Peace  Establish- 
ment Act. 
Foruian,  M.  V. 

Mate,  14  November,  1861.     Appointment  revoked  1  February,  1862. 

Forman,  Samuel  R. 

Assistant  Surgeou,  1  September,  1861.    Resigned  20  September,  1864. 

Fornance,  John. 

Third  Assistant  Engineer,  3  October,  1861.    Second  Assistant  Engineer,  3  August, 
1863.     Lost  on  the  "  Oneida,''  24  January,  1870. 

Forrest,  IS.  Ci. 

Midshipman,  16  January,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 15  December,  1809.     Dead. 
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Forrest,  D.  A. 

Midt-liipman,  3  March,  1841.     Passed  Midshiijman,  10  August,  1847.     Master,  15 
September,  1855.    Lieutenant,  16  Sejitember,  1855.    Dismissed  6  December,  1861 
Forrest,  Diilaney  A. 

Midshipman,  ?  March,  1841.     Passed  Midshijiman,  10  August,  1847.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.      Dismissed  7  December, 
1861. 
Forrest,  Diilany, 

Midshipman,  18  May,  1809.      Lieutenant,  9  December,  1814.     Died  1  October, 
1835. 
Forrest,  French. 

Midsliipman,  9  June,  1811.     Lieutenant,  5  March,  1817.    Commander,  9  February, 
1837.     Captain,  30  March,  1844.     Dismissed  19  April,  1861. 
Forrest,  Henry. 

Mate,  24  April,  1863.     Deserted  20  August,  1863. 
Forrest,  James  W. 

Midshipman,  15  November,  1809.     Resigned  17  April,  1810.     Midshipman,  30 
May,  1810.     Cashiered  29  April,  1814. 
Forrest,  Morean. 

Acting  Midshipman,  22  September',  1858.     Lieutenant,  1  August,  1862.     Lieu- 
tenant-Commander, 25  July,  1866.     Died  24  November,  1866. 
Forrest,  Richard. 

Midshipman,  1  November,  1828.    Passed  Midshipman,  14  June,  1834.    Lieutenant, 
25  February,  1841.     Reserved  list,  13  September,  1855.     Died  31  August,  1859. 
Forrest,  Samuel. 

Purser,  8  October,  1836.     Died  15  March,  1860. 
Forrest,  Thomas. 

Acting  Third  Assistant  Engineer,  13  June,  1864.     Dismissed  20  December,  1865. 
Forrester,  George  B. 

Midshipman,  1  January,  1818.     Resigned  10  June,  1822. 
Forse,  Charles  Thomas. 

Midshipman,  24  September,  1863.     Graduated  2  June,  1868.     Ensign,  19  April, 
1869.     Master,  13  July,  1870.     Lieutenant,  11  February,  1873. 
Forsyth,  James  M. 

Entered  Volunteer  Service,  25   September,  1861.     Master,  12  March,  1868.     Lieu- 
tenant, 18  December,  1868.     Lieutenant-Commander,  9  May,  1878. 
Forsyth,  James  N. 

Midshipman,  1  November,  1826.     Lost  in  the  '•  Urn-net"  September,  1829. 
Fort,  Isaac  B. 

Third  Assistant  Engineer,  8  September,  18G3.     Died  1  December,  1865. 
Fort,  William  F. 

Third  Assistant  Engineer,  27  June,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     Resigned  21  April,  1865. 
Fort,  William  S. 

Assistant  Surgeon,  24  January,  1862.     Passed  Assistant  Surgeon,  28  June,  1865. 
Died  24  March,  1873. 
Fortune,  Thomas  H. 

Guuucr,  18  January,  1862. 
Fos«lick,  John  H. 

Midshipman,  17  December,  1810.     Resigned  16  March,  1813. 
Fosdick,  Stephen. 

Boatswain,  6  September,  1850.     Resigned  14  July,  1851. 
Foss,  C'yrns  D. 

Acting  Third  Assistant  Engineer,  10  October,  1866.  Third  Assistant  Engineer,  3 
June,  1868.  Second  Assistant  Engineer,  3  June,  1869.  Resigned  1  November, 
1873. 
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Foss,  L,a  Roy. 

Mate,  20  Juuuaiy,  1870.     Resigned  1  December,  1870. 
Foss,  Sfeplioii. 

Acting  Assistant  Surgeon,  1  October,  1862.     Resigned  24  November,  1862. 
Fossett,  Lioring  H. 

Acting  Ensign,  27  November,  1863.     Houorabh'  discharged  14  September,  1865. 
Foster,  Amos  P. 

Acting  Master,  23   September,  1861.     Acting  Volunteer  Lieutenant,  for  gallant 
conduct,  10  September,  1862.     Honorably  discharged  2  September,  1865. 
Foster,  Charles  A. 

Midshipman,  1  August,  1866.     Graduated  6  June,  1871.     Ensign,  14  .Julv,  1872. 
Master,  l.j  March,  1S76. 
Foster,  C'liristopher  H- 

Mat.e,  8  January,  1S64.     Appointment  revoked  (Sick,)  1  December.  1864. 
Foster,  Edward. 

Acting  Paymaster,  5  June,  1861.     Assistant  Paymaster,  23  October,   1801.     Pay- 
master, 6  February,  1862.     Pay  Inspector,  23  January,  1873.     Died  11   April, 
1877. 
Foster,  Eliezer. 

Boatswain,  4  August,  1841.     Dismissed  26  January,  1849. 
Foster,  George. 

Acting  Tliird  Assistant  Engineer.   19  September,  1863.     Appointment  revoked 
(Sick,)  4  June,  1864. 
Foster,  George  B. 

Mate,  15  September,  1864.     Honorably  discharged  3  October.  1865. 
Foster,  George  X. 

Acting  Second  Assistant  Engineer,  20  July,  1863.  Acting  First  Assistant  Engi- 
neer, 8  June,  1864.     Honorably  discharged  1  September,  1865. 

Foster,  Graham  P. 

Acting  Master,  22  November,  1861.     Appointment  revoked  (Sick.)  11   Februarv, 
1863. 
Foster,  Henry  H. 

Mate,  6  March,  1862.     Acting  Master,  8  May,   1862.     Honorably  discharged  4 
November,  1865. 
Foster,  Henry  P. 

Mate,  8  January,  1862.    Acting  Ensign,  9  September,  1S62.    Honorably  discharged 
9  January,  1869.     Mate,  3  August,  1869.     Resigned  25  March,  1870. 
Foster,  James. 

Gunner,  12  April,  1815.     Died  5  August.  1818. 
Foster,  James. 

Midshipman,  3  March,  1838.     Passed  Midshipman,  20  May,  1844.     Died   II    No- 
vember, 1847. 
Foster,  James  P. 

Midshipman,  14  May,  1846.  Passed  Midshipman,  10  June,  1853.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieuteuant-Conimundcr,  16 
July,  1802.     Commander,  25  July,  1866.     Died  2  June,  1809. 

Foster,  Jesse  W. 

Mate,  1  October,  1862.    Acting  Ensign,  1  September,  1804.    Honorably  discharged 
28  November,  1865. 
Foster,  John  C. 

Mate,  21  October,  1864.     Resigned  26  March,  1806. 
Foster,  John  G. 

Gunner,  25  November,  1861. 
Foster,  John  H. 

Acting  Second  Assistant  Engineer,  21  September,  1803.  Acting  First  Assistant 
Engineer,  8  July,  1804.     Honorably  discharged  11  October,  1865. 
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Foster.  John  K. 

Acting  Third  Assistant  Engineer,  14  November,  1SC4.     Honorably  discharged  29 
July,  1865. 
Foster,  J.  W. 

Mate,  20  November,  1869.     Discharged  2  February,  1871. 
Foster,  Joseph. 

Acting   Assistant  Paymaster,  19  October,  1863.     Assistant  Paymaster,  23  July, 
1860.     Passed  Assistant  Paymaster,  10  Mav,  1867.     Paymaster,  23  February, 
1877. 
Foster,  Robert  C,  Jr. 

Midshipman,  1  October,  1850.     Resigned  21  October,  1851. 
Foster,  Thomas  J. 

Acting  Third  Assistant  Engineer,  17  May,  1864.     Acting  Third  Assistant  Engi- 
neer, 10  June,  1865. 
Foster,  William. 

Midshii)man,  1  February,  1814.     Lieutenant,  28  April,  1820.     Cashiered  38  De- 
cember, 1827. 
Foster,  William  C 

Acting  Assistant  Surgeon,  16  February,  1863.     Resigned  4  October,  1864. 
Foster,  William  E. 

Acting  Assistant  Paymaster,  80  July,  1862.     Resigned  25  February,  1865. 
Foster,  William  J. 

Acting  Master  26  August,  1861.     Died  at  New  York,  April,  1862. 
Foster,  Winslow. 

Muster,  10  March,  1811.     Last  appearance  on  Records  of  Navy  Dej)artment,  8  Jan- 
uary, 1814. 
Foiilk,  George  C. 

Midshipman,  14  June,  1872.     Graduated  20  June,   1870.     Ensign,  25  November, 
1877. 
Fotiiitaiu,  James. 

Acting  Third  Assistant  Engineer,  17  October,  1801.     Died  at  New  York,  20  Octo- 
ber, 1863. 
Fountain,  James. 

Acting  Master  and  Pilot,  14  October,  1864.     Appointment  revoked  27  May,  1865. 
Fonse,  George. 

Gunner,  13  May,  1863. 
Fontly,  George  W. 

Acting  Master,  1  October,  1803.     Died  at  Hospital,  Fort  Donelson,  10  April,  1863. 
Fowle,  Charles  W . 

Midshipman,  15  November,  1809.     Died  15  March,  1811. 
Fowle,  William  W. 

Acting  Master,  26  February,  1802.     Resigned  13  May,  1865. 
Fowler,  Albert  C 

Acting  Ensign,  13  May,  1804.     Honorably  discharged  15  September,  1805. 
Fowler,  Archibald  €. 

Acting  Assistant  Suigeon,  18  June,  1803.    Honorably  discharged  27  October,  1866. 
Fowler,  ISenjamin  W. 

Acting  Second  Assistant  Engineer,  27  June,  1804.     Honorably  discharged  25  Feb- 
ruary, 1868. 
Fowler,  Charles  S. 

Acting  Third  Assistant  Engineer,  10   November,  1803.     Acting  Second   Assistant 
Engineer,  9  December,  1863.     Appointment  revoked  (Sick,)  17  December,  1864. 
Fowler,  George  M. 

Midshipman,  1  November,  1838.     Drowned  3  May,  1833. 
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Fowler,  Gilbert. 

Midshipman,  23  June,  18G9.     Graduated  31  May,  1873.     Died  22  August,  1874. 
Fowler,  Rioharcl. 

Acting  Third  Assistant  Engineer,  17  May,  18G4.     Resigned  12  May,  18G.5. 
Fowler,  Saniiiel. 

Acting   Third   Assistant  Engineer,   26   Januaiy,   1863.     Resigned   9   May,   1863. 
Acting  Third  Assistant  Engineer,  1  September,  1863.     Honorably  discharged  19 
October,  186.5. 
Fowler,  Thoiiiai^. 

Lieutenant,  20  March,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Fowler,  Williaui. 

Gunner,  date  not  known.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Frigate  "  Guerriere." 
Foy,  William  I>. 

Carpenter,  28  October,  1858.     "Warranted  3  Auril.  1860. 
Foye,  Edward. 

Mate,  4  March,  1862.     Resigned  23  August,  1862. 
Fox,  Aliuond  F. 

Acting  Second  Assistant  Engineer,  13  April,  1863.     Resigned  11  June,  1864. 
Fox,  Charles  £. 

Midshipman,  23  June,  1868.     Graduated  1  June,  1872.     Ensign,  15  July,  1873. 
Master,  25  November,  1877. 
Fox,  UustaTUS  V. 

Midshipman,  12  January,  1838.     Passed  Midshipman,  20  May,  1844.     Master,  29 
August,  1851.     Lieutenant,  9  July,  1852.     Resigned  10  July,  1852. 
Fox,  Irviu. 

Acting  Second  Assistant  Engineer,  18  March,  1863.     Acting  First  Assistant  Engi- 
neer, 9  June,  1863.     Honorably  discharged  3  January,  1866. 
Fox,  James  A. 

Acting  Second  Assistant  Engineer,  13  January,  1862.     Discharged  31  March,  1865. 

Fox,  James  E. 

Acting  Third  Assistant  Engineer,  29  August,  1861.  Acting  Second  Assistant 
Engineer,  20  November,  1863.  Resigned  28  November,  1862.  Acting  Second 
Assistant  Engineer,  15  December,  1862.  Acting  First  Assistant  Engineer,  16 
November,  1863.     Discharged  31  March,  1865. 

Fox,  Joliii  Li. 

Assistant  Surgeon,  9  February,  1837.  Passed  Assistant  Surgeon,  6  June,  1842. 
Surgeon,  16  August,  1847.     Died  17  December,  1864. 

Fox,  Joseph  W. 

Mate,  28  February,  1865.     Honorably  discharged  27  August,  1865. 

Fox,  Josiali. 

Naval  Constructor,  1  August,  1798.     Appointment  revoked  3  August,  1799. 

Fox,  Josiah. 

Carpenter,  4  May,  1804.     Last  appearance  on  Records  of  Navy  Department. 

Fox,  Thomas  J. 

Actino-  Third  Assistant  Engineer,  34  October,  1864.  Honorably  discharged  2  No- 
vember, 1865. 

Fox,  William  S. 

Professor  of  Mathematics,  30  December,  1841.     Drowned  28  October.  1844. 

Foxei-oft,  Samuel. 

Midshipman,  18  June,  1813.     Dismissed  24  November,  1814. 

Frailey,  James  M. 

Midshipman,  1  May,  1828.  Passed  Midshipman,  4  June,  1836.  Lieutenant,  8 
September,  1841.  Commander,  34  April,  1801.  Captain,  6  February,  1866. 
Commodore,  2  March.  1870.     Died  26  September,  1877 
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Frailey,  liConard  A. 

Acting  Assistant  Paymaster,  20  August,   1864.     Passed  Assistant  Paymaster,  23 
July,  1866.     Paymaster,  39  January,  1869. 
Frailey,  William  B.  H. 

Midshipman,  22  July,  1863.     Ensign,  18  December,  1868.     Resigned  15  February, 
ISTO. 
France,  Kiehard. 

Mate,  20  July,  1863.     Deserted  17  October,  1863. 
Francis,  George  E. 

Acting  Assistant  Surgeon,  15  May,  1863.    Honorably  discharged  28  October,  1865. 

Francis,  Henry  B. 

Mate,  27  May,  1863.     Acting  Ensign,  14  June,  1863.     Honorably  discharged  13 
September,  1865. 

Acting  Ensign,  17  October,  1863.    Died  at  Beaufort,  North  Carolina,  18  May,  1863. 
Frank,  Adam. 

Assistant  Surgeon,  36  September,  1867.     Resigned  25  July,  1873. 
Frank,  A.  J. 

Acting  Master,  18  November,  1861.     Honorably  discharged  26  January,  1866. 
Frank,  John  A. 

Acting  Third  Assistant  Engineer,  24  November,  1863.     Honorably  discharged  26 
July,  1865.     Acting  Third  Assistant  Engineer,  24  March,  1866.     Mustered  out 
27  August,  1868. 
Frankland,  George  W. 

Sailmaker,  16  May,  1859. 
Frankland,  Henry  W. 

Sailmaker,  2  November,  1848.    Resigned  16  October,  1858.    Re-appointed  37  Feb- 
ruary, 1861. 
Franklin,  Benjamin  H. 

Acting  Assistant  Paymaster,  34  December,  1863.     Discharged  33  November,  1865. 
Franklin,  Charles  liove. 

Acting  Midshipman,  33  October,  1854.     Midshipman,  11  June,  1858.     Lieutenant, 
19  April,  1861.     Lieutenant-Commander,  3  March,  1865.     Commander,  34  May, 
1872.     Died  18  September,  1874. 
Franklin,  Gnstavus  S. 

Assistant  Surgeon,  23  May,  1863.     Passed  Assistant  Surgeon,  30  October,  1865. 
Resigned  3  November,  1868. 
Franklin,  James. 

Midshipman,  26  September,  1865.     Graduated  4  June,  1869.     Ensign,  13  July, 
1870.     Master,  29  December,  1871.     Lieutenant,  8  February,  1875. 
Franklin,  John,  Jr. 

Third  Assistant  Engineer,  10  June,  1862.    Second  Assistant  Engineer,  31  Novem- 
ber, 1863.     Resigned  26  June,  1865. 
Franklin,  John  S. 

Mate,  15  August,  1863.    Honorably  discharged  15  August,  1865. 
Franklin,  John  S. 

Sailmaker,  15  August,  1873. 
Franklin,  Samuel  B. 

Midshipman,  18  February,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
18  April,   1855.     Lieutenant,  14  September,  1855.     Lieutenant-Commander,  16 
July,  1S62.     Commander,  25  July,  1866.     Captain,  13  August,  1872. 
Franks,  William  J. 

Mate,  gallant  conduct  in  action  at  Yazoo  City,  14  April,  1864.     Honorably  dis- 
charged 27  August,  1865. 
Franzen,  Asa  A. 

Mate,  17  February,  1862.     Acting  Ensign,  23  July,  1864.     Died  on  "  MaJiasTca,''  10 
September,  1867. 
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Frary,  TVilliam  H. 

Boatswain,  18  April,  1879. 
Fraser,  Jobu. 

Acting  Second  Assistant  Engineer,  19  December,  1801.    Killed  in  action  at  Sabine 
Pass,  8  September,  18G3. 
Frasers,  Alexander  B. 

Second  Assistant  Engineer,  21    September,   1861.     First  Assistant  Engineer,  15 
October,  1803.     Retired  list,  24  March,  1874. 
Frasier,  DaTid. 

Acting  First  Assistant  Engineer,   19  December,  1861.     Honorably  discharged  4 
October,  1868. 
Fravel,  Tlieopliilns  A. 

Acting  Assistant  Paj'master,  28  January,  1805.     Honorably  discharged  20  Septem- 
ber, 1865. 
Frazer,  Alexantler. 

Assistant  Surgeon,  14  December,  1809.     Last  appearance  on  Records  of  Navy  De- 
partment.    Resigned. 
Frazer,  Archibald. 

Midshipman,"  10  April,  1799.     Discharged  5  June,  1801.  under  Peace  Establish- 
ment Act. 
Frazer,  Darid  H. 

Assistant  Surgeon,  21  February,  1815.     Died  October,  1818. 
Frazer,  James. 

Sailmaker,  11  December,  1841.     Lost  in  the  "  AIba7iy."     Last  intelligence,  28  Sep- 
tember, 1854. 
Frazer,  James  F. 

Acting  Third  Assistant  Engineer,  23  May,  1864.     Honorably   discharged  12  July, 
1865. 
Frazer,  Persifer,  Jr. 

Acting  Ensign,  25  October,  1864.     Honorably  discharged  3  October,  1805. 
Frazer,  Reab. 

Assistant   Paymaster,  15   July,  1875.     Passed  Assistant  Paymaster,  27  October, 
1879. 
Frazer,  Richard. 

Purser,  19  April,  1803.     Died  25  March,  1804. 
Frazer,  Thomas. 

Master,  1  July,  1807.     Dismissed  2  August,  1809. 
Frazier,  James. 

Master,  4  March,  1809.     Discharged  7  April,  1814. 
Frazier,  John. 

Boatswain,  7  September,  1798.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 
Frazier,  Solomon. 

Lieutenant,  Flotilla  Service,  20  April,  1814.     Last  ajipearance  on  Records  of  Navy 
Department,  6  February,  1815.     Discharged. 
Freaney,  John. 

Acting  Third  Assistant  Engineer,  21  October,  1802.     Resigned  15  July.  1804. 
Frederic.  T^iouis. 

Acting  Gunner,  1  October,  1802.     Honorably  discharged  12  December,  1805. 
Frederickson,  George. 

Mate,   15   NovemVier,   1801.     Acting  Ensign,  31   October,  1802.     Lost  at  sea  on 
''Monitor,"  30  December,  1862. 
Freebngber,  Isaac. 

Acting  Third  Assistant  Engineer,  10  October,  1862.     Resigned  15  May,  1863. 
Freeland,  Fdivard  H. 

Assistant  Surgeon,  11  March,  1829.     Died  3  June,  1834. 
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Freelon,  Thomas  W. 

Midshipman,  13  June,  1813.     Lieutenant,  28  March,  1820.     Commander,  8  Sep- 
tember, 1841.     Died  10  May,  1847. 
Freeman,  Albert  T. 

Midshipman,  24  September,  1868.     Graduated  1   June,   1873.     Ensign,  15  July, 
1873.     Master,  25  November,  1877. 
Freeman,  Charles  C. 

Sailmaker,  15  January,  1874. 
Freeman,  Corey  C. 

Acting  Third  Assistant  Engineer,  30  December,  1864.     Honorably  discharged  19 
June,  1865. 
Freeman,  Fdgar. 

Midshipman,  9  June,  1811.     Lieutenant,  5  Marcli,  1817.     Resigned  14  November, 
1828. 
Freeman,  Edward  R. 

Cadet  Engineer,  1  October,  1873.     Graduated  21  June,  1878 
Freeman,  Frank  H. 

Mate,  36  June,  1863.     Acting  Ensign,  31  July,  1864.     Honorably  discharged   18 
February,  1866. 
Freeman,  Isaae. 

Saihnaker,  24  July,  1837.     Last  aijpearaace  on  Records  of  Navy  Department,  1831. 
Sloop  "  Erie.^^ 
Freeman,  li^aac  I>. 

Sailmaker,  9  July,  1838.     Died  24  March,  1863. 
Freeman,  James  M. 

Midshipman,  34  May,  1814.     Died  in  October,  1830. 
Freeman,  Jolin. 

Master,  11  May,  1839.     Resigned  26  August,  1846. 
Freeman,  John. 

Boatswain,  10  May,  1830.     Resigned  20  July,  1836. 
Freeman,  Joseph  M. 

Third  Assistant  Engineer,  16  February,  1852.     Resigned  8  October,  1853. 
Freeman,  Jnlins  C. 

Midshipman,  4  October,  1866.     Graduated  6  June,  1871.     Ensign,  14  July  1873 
Master,  11  July,  1877. 
Freeman,  Martin. 

Acting  Volunteer  Lieutenant  and  Pilot,  18  October,  1864.  Honorably  dischar"-ed 
30  January,  1867.  ° 

Freeman,  M.  B. 

Carpenter,  28  April,  1840.     Last  appearance  on  Records  of  Navy  Dej^artment. 
Freeman,  IVathaniel  Chapman. 

Acting  Assistant  Paymaster,  17  Februarj',  1863.     Resigned  24  February,  1864 
Freeman,  Nathaniel  W. 

Mate,  1-3  February,  1864.     Resigned  17  May,  1865. 
Freenaan,  Peter. 

Gunner,  13  December,  1841.     Dismissed  7  June,  1843. 
Freeman,  Robert  J. 

Assistant  Surgeon,  6  July,  1859.     Dismissed  4  June,  1861. 
Freeman,  Romeyn. 

Acting  Assistant  Paymaster,  3  June,  1863.     Discharged  36  November,  1865. 
Freeman,  Simeon  ]V. 

Acting  Master,  14  August,  1861.     Appointment  revoked  38  July,  1865. 
Freeman,  Virginius. 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engineer,  31 
May,  1853.  First  Assistant  Engineer,  9  May,  1857.  Name  stricken  from  the 
Rolls  of  the  Navy,  8  July,  1861. 
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Freeman,  Watson,  Jr. 

Actiug  jraster,  26  February,  1862.     Resigned  19  September,  1863. 
Freeman,  William. 

15oatswain,  10  July,  1823.     Resigned  6  October,  1823. 
Freeman,  William  I>. 

Acting  Master,  6  July,  1861.     Resigned  5  May,  1864. 
Fremont,  J.  C. 

Professor  of  Mathematics,  4  April,  1837.     Dropped. 
Fremont,  John  C 

Midshipman,  2-t  June,  1868.     Graduated  1  June,  1872.     Ensign,  15  July,  1873. 
Master,  25  November,  1877. 
French,  Abel  E.  C.  P. 

Acting  Third  Assistant  Engineer,  18  March,  1863.     Acting  Second  Assistant  En- 
gineer, 7  July,  1864.     Honorably  discharged  1  December,  1865. 
French,  Anthony. 

Acting  Third  Assistant  Engineer.     Appointment  revoked  (Sick,)  13  July,  1863. 
French,  Charles  A. 

Acting  Master,  13  August,  l'861.     Acting  Volunteer  Lieutenant,  mark  of  appre- 
ciation of  gallantry,  18  September,  18()3.     Acting  Volunteer  Lieutenant-Com- 
mander, 30  May,  1865.     Honorably  discharged  21  October,  1865. 
French,  Oustarns  £. 

Mate,  3  March,  1862.     Acting  Ensign,  1  September,   1863.     Resigned  23  June, 
1866. 
French,  George  H. 

Mate,  4  April,  1862.     Acting  Ensign,  30  May,  1864.     Honorably  discharged  23 
February,  1866. 
French,  Hayden  T. 

Acting  Midshipman,  2  December,  1859.     Ensign,   1    July,  1863.     Lieutenant,  23 
February,  1864.     Died  1  March,  1865. 
French,  Henry. 

Midshipman,  1  January,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
15  April,  1840.    Commander,  14  September,  1855.    Retired  24  June,  1865.    Cap- 
tain on  Retired  list,  4  April,  1867.     Died  23  May,  1867. 
French,  James  A. 

Acting  Third  Assistant  Engineer,  15  March,   1865.     Honorably  discharged  20 
July,  1865. 
French,  James  S. 

Acting  Master,  29  August,  1861.     Actiug  Volunteer  Lieutenant,  recommendation 
of'Commanding  Officer,  15  July,   1864.     Honorably  discharged  22  December, 
1865. 
French,  JetTerson  A. 

Acting  Volunteer  Lieutenant,  1  October,  1863.     Resigned  17  June,  1864. 
French,  John   A. 

Mate,  27  January,  1863.     Acting  Ensign,  31  August,  1863.    Acting  Master,  recom- 
mendation of  Commanding  Officer,  15  July,   1864.     Honorably  discharged  36 
November,  1865. 
French,  Matthew. 

Midshipman,  14  April,  1800.     Discharged  18  June,  1801,  under  Peace  Establish- 
ment Act. 
French,  Oratus  S. 

Acting  Second  Assistant  Engineer,  8  January,  1864.     Honorably  discharged  20 
April,  1866. 
French,  R.  II. 

Mate,  5  June,  1863.     Appointment  revoked  (Sick,)  26  June,  1863. 

French,  Robert. 

Assistant  Surgeon,  16  January,  1808.     Resigned  28  April,  1809 
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Frencb,  Robert  F. 

Midshipmau,  11  June,  1814.     Resigned  18  January,  1815. 
French,  Thomas. 

Acting  Chief  Engineer,  1  October,  1862.     Resigned  37  December,  18G2. 
French,  Walter  S. 

Midshipman,  37  July,  1866.     Graduated  C  June,  1871.      Ensign,  14  July,  1872 
Master,  23  August,  1876. 
French,  IVilllani  H. 

Gunner,  36  July,  1861.     Died  30  December,  1868. 
Frlck,  James. 

Mate,  6  April,  1863.     Dismissed  18  May,  1863 
Frick,  Horace  E. 

Assistant  Engineer,  11  March,  1875. 
Frick,  William,  Jr. 

Third  Assistant  Engineer,  36  June,  1856.     Second  Assistant  Engineer,  2  August, 
1859.     First  Assistant  Engineer,  6  January,  1863.     Resigned  13  April,  1S63? 
Friel,  Patrick  U. 

Acting  Third  Assistant  Engineer,  8  March,  1864.     Honorably  discharged  7  Sep- 
tember, 1865. 
Friele,  Daniel. 

Acting  Ensign,  5  October,  1864.     Honorably  discharged  30  October,  1865. 
Friell,  William  O. 

Mate,  3  November,  1865.     Resigned  23  December,  1865. 
Friend,  Joseph  li. 

Midshipman,  37  October,  1841.     Passed  Midshipman,  10  August,  1847.     Died  18 
October,  1851. 
Fries,  Bra.  T. 

Mate,  6  April,  1864.     Acting  Ensign,  23  January,  1865.     Honorably  discharged 
30  July,  1868. 
Fries,  Frederick. 

Acting  Third  Assistant  Engineer,  21  November,  1863.     Resigned  18  May,  1864. 
Frisbie,  Charles  H. 

Acting  Ensign,  4  August,  1863.     Acting  Master,  5  September,  ISGl.     Acting  Vol- 
unteer Lieutenant,  3  June,  1865.     Honorably  discharged  4  October,  1865. 
Frisbie,  Fdgar  H. 

Mate,  33  June,  1863.     Acting  Ensign,  1   July,  1864.     Honorably  discharged   13 
December,  1865. 
Frisbie,  J.  T. 

Acting  Assistant  Surgeon,  21  November,  1861.     Appointment  revoked  28  Decem- 
ber, 1863. 
Frisby,  Edgar. 

Professor,  11  June,  1878. 
Frizelle,  Seymour  C 

Acting  Assistant  Paymaster,  9  Decembei-,  1861.     Dismissed  2  August,  1862. 
Frock,  John  E. 

Acting  Assistant  Paymaster,  14  December,  1864.     Honorably  discharged  24  Octo- 
ber, 1865. 
Frost,  Charles. 

Saihnaker,  7  January,  1842.     Resigned  10  February,  1843. 
Frost,  Charles  T. 

Sailmaker,  10  August,  1848.    Warranted  6  November,  1851.    Lost  in  the  "  Levant.''^ 
Last  intelligence  from  the  Ship,  18  September,  1860 
Frost,  G.  W. 

Acting  Master,  26  August,  1861.     Honorably  discharged  14  December,  1865. 

Frost,  John  A. 

Boatswain,  1  January,  1839.     Died  20  October,  1843. 
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Frost,  John  3V. 

Acting  Ensign,  26  July,  18G-t.     Honorably  discharged  12  October,  1865. 
Frost,  Joseph. 

Acting  Ensign,  10  September,  1862.     Resigned  27  June,  1865. 
Frost,  lioslie  1>. 

Assistant  Surgeon,  10  April,  1866.     Resigned  27  November,  1866. 
Frost,  Nathaniel. 

Chaplain,  5  October,  1844.     Died  in  New  York,  14  July,  1868. 
Frost,  P.  M. 

Mate.     Appointment  revoked  10  January,  lS6o. 
Frost,  William. 

Assistant  Surgeon,  date  not  known.     Discharged  14  July,  1801,  under  Peace  Estab- 
lishment Act. 
Frost,  William. 

Mate,  6  February,  1862.     Resigned  20  ./une,  18G3. 
Frost,  William  C. 

Mate,  19  December,  1863.     Acting  Ensign, »29  November,  1864.     Honorably  dis- 
charged 4  November,  1865. 
Frost,  Woo<lbnry  G. 

Acting   Assistant   Surgeon,  4  June,  1864.     Honorably   discharged  6  November, 
1 865. 
Frothingliani,  Edward. 

Acting   Assistant   Surgeon,  25   April,  1866.     Assistant  Surgeon,   23   May,  1866. 
Lost  in  the  "  Oneida,''''  24  January,  1870. 
Fry,  Henry. 

Purser,  27   Februarv,  1813.     Last  appearance  on  Records  of  Navy  Department, 
1816.     Furloughed. 
Fry,  Joseph. 

Midshipman,  15  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Resigned  1  February, 
1861. 
Fry,  Pearson  L. 

Acting  Third  Assistant  Engineer,  14  November,  1862.     Acting  Second  Assistant 
Engineer,  22  November,  1863.     Acting  First  Assistant  Engineer,  9  Sejitember, 
1SG4.     Resigned  28  February,  1865. 
Fngitt,  William  B. 

Sailmaker,  29  January,  1848.     Warranted  17  July,  1850.     Died  in  New  York,  28 
March,  1860. 
Fnhr,  Isaac  H. 

Acting  Third  Assistant  Engineer,  12  April,  1864.     Honorably  discharged  1   Sep- 
tember, 1865. 
Fnloher,  John  H. 

Acting  Third  Assistant  Engineer,  28  August,  1863.     Honorably   discharged  17 
October,  1865. 
Full,  John  S. 

Mate,   1  October,   1862.     Acting  Ensign,  13   February,  1864.     Appointment  re- 
voked 3  June,  1864. 
Fnllani,  William  F. 

Cadet  Midshipman,  24  September,  1873.     Graduated  18  June,  1879. 
Fuller,  Aug.  H. 

ilate,  25  January,  1862.      Acting  Ensign,  5  September,   1864.      Ilonorablv  dis- 
charged 19  September,  1865. 
Fuller,  Charles  M. 

Mate,    10   January,   1863.     Acting   Ensign,  16  February,  1864.     Honorably  dis- 
charged 5  September,  1865 
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Fuller,  Darins  S. 

Acting  Third  Assistant  Engineer,  4  October,   1864.     Honorably  discharged  17 
July,  1865. 
Fuller,  Fdward  C. 

Midshipman,  37  September,  1870.     Graduated  1  June,  1874.     Resigned  9  Septem- 
ber, 1874. 
Fuller,  George  K. 

Acting  Third  Assistant  Engineer,  20  June,  1863.     Dismissed  11  September,  1863. 
Fuller,  George  W. 

Mate,  30  October,  1863.     Resigned  30  May,  1865. 
Fuller,  Henry  C. 

Mate,  28  July,  1863.    Honorably  discharged  33  November,  1868.    Mate,  4  February, 
1870.     In  Service. 
Fuller,  Ichahod  C. 

Acting  Ensign,  36  September,  1864.     Honorably  discharged  30  September,  1865. 
Fuller,  James. 

Jlidshipm'an,  15  November,  1809.     Resigned  24  August,  1810. 
Fuller,  John. 

Acting  Master,  10  September,  1861.     Resigned  6  February,  1863. 
Fuller.  John. 

Mate,  8  July,  1864.     Resigned  9  June,  1865. 
Fuller,  John  J.,  Jr. 

Mate,  31  September,  1864.     Resigned  33  May,  1865. 
Fuller,  Walter. 

Acting  Assistant  Paymaster,  9  October,  1863.     Discharged  29  January,  1866. 
Fuller,  William  A. 

Acting  Third  Assistant  Engineer,  23  March,  1864.     Honorably  discharged  18  De- 
cember, 1865. 
Fuller,  William  H. 

Third  Assistant  Engineer,  33  May,  1861.     Resigned  16  November,  1861. 
Fuller,  Zaclieus  R. 

Carpenter,  12  April,  1815.     Dismissed  30  June,  1829. 
Fulnier,  David  I?I. 

Third  Assistant  Engineer,  4  May,  1863.     Second  Assistant  Engineer,  28  Septem- 
ber, 1864.     Passed  Assistant  Engineer,  8  December,  1873. 
Fulton,  Albert  K. 

Third  Assistant  Engineer,  6  January,  1863.     Second  Assistant  Engineer,  1  Octo- 
ber, 1863.     Resigned  25  April,  1864. 
Fulton,  George  W. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Honorably  discharged  4  No- 
vemmber,  1865. 
Fulton,  James. 

Purser,  30  November,  1858.     Pay  Inspector,  3  March,  1871.     Pay  Director,   28 
August,  1876. 
Fulton,  James  B. 

Acting  Chief  Engineer,  1  October,  1862.    Honorably  discharged  15  January,  1867. 
Fulton,  Thomas  C 

Acting  First  Assistant  Engineer,  1861.     Resigned  31  October,  1863. 
Funek,  John  M. 

Jlidshipman,  5  May,  1806.    Killed  in  action  25  October,  1813. 
Furber,  Edward  G. 

Acting  Midshipman,  2  October,  1854.  Midshipman,  11  June,  1858.  Resigned  25 
August,  1860.  Mate,  16  January,  1863.  Acting  Master,  11  April,  1863.  Hon- 
orably discharged  31  January,  1866. 
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Fnrbnsh,  Frederick. 

Mate,  27  May,  1863.     Acting  Ensign,  25  July,  1863. 
Fnrch,  Tl'illiani. 

Acting  Second  Assistant  Engineer,  1   October,  1863.     Honorably  discharged  30 
November,  18C5. 
Fnrey,  John. 

Acting  Assistant  Paj-niaster,  6  October,  1863.     Passed  Assistant  Paymaster,  33 
July,  1866.     Paymaster,  24  October,  1871. 
Fnrlong,  Joseph. 

Acting  Gunner,  31  March,  1863.     Honorably  discharged  13  May,  1865. 
Furnii^s,  Hartiuan  K. 

Acting  Master,  18  July,  1861.     Acting  Volunteer  Lieutemant,  for  gallant  conduct, 
11  November,  1861.     Dismissed  13  September,  1863. 
Fnrniss,  liCon. 

Acting  Assistant  Paymaster,  1  July,  1863.     Resigned  13  October,  1863. 
Fnssell,  Liinneas. 

Acting  Assistant  Surgeon,  1  March,  1865.     Acting  Passed  Assistant  Surgeon,  29 
July,  1868.     Resigned  3  September,  1874. 
Fyffe,  Joseph  P. 

Midshipman,  9  September,  1847.  Passed  Midshipman,  15  June,  1854.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Retired  list,  3  June,  1865. 
Lieutenant-Commander  from  16  July,  1862.  Commander,  3  December,  1867. 
Captain,  13  January,  1879. 

€>abrielson,  Fric. 

Mate,  13  December,  1861.     Acting  Ensign,  20  May,  1863.     Honorably  discharged 
30  September,  1865. 
Gadsden,  Christopher,  Jr. 

Midshipman,  32  February,  1799.     Lieutenant,  12  January,  1807.     Commander,  10 
July,  1813.     Died  38  August,  1812. 
Gadsden,  Thomas. 

Purser,  31  July,  1840.'    Resigned  31  March,  1843. 
Gaedicke,  H.  J. 

Midshipman,  19  August,  1833.     Died  17  December,  1839. 
Gage,  George  S. 

Mate,  6  March,  1865.    Honorably  discharged  3  October,  1865. 
Gage,  Howard. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 
Gage,  liemnel. 

Acting  Master,  10  October,  1861.     Dismissed  8  May,  1862. 
Gager,  E.  V. 

Acting  Master,  17  May,  1861.     Resigned  8  July,  1862. 
Gagg,  William. 

Acting  Third  Assistant  Engineer,  16  February,  1865.     Resigned  15  June,  1865. 
Gaillard,  Angnstin. 

Midshipman,  30  Novomber,  1814.     Resigned'16  June,  1815. 
Gaillard,  D.  S. 

Midshipman,  1  February,  1815.     Resigned  25  August,  1815. 
Gaillard,  Samuel. 

Midshipman,  10  May,  1820.     Resigned  28  January,  1833. 
Gaines,  James  H. 

Assistant  Surgeon,  20  December,  1873.     Passed  Assistant  Surgeon,  15  June,  1877. 

Gainsford,  Charles. 

Mate,  5  June,  1862.     Died  29  May,  1880. 
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Gairy,  George. 

Acting  Ensign,  28  October,  1863.     Appointment  revoked  (Sick,)  16  January,  1865. 
Galbraitli,  William. 

Acting  Second  Assistant  Engineer,  12  June,  1863.     Honorably  discliarged  8  No- 
vember, 1865. 
Gale,  George  W. 

Acting  Assistant  Surgeon,  19  April,  1863.     Acting  Passed  Assistant  Surgeon,  6 
July,  1865.     Honorably  discharged  29  June,  1869. 
Gale,  John. 

Midshipman,  19  October,  1841.     Dismissed  9  September,  1848. 
Gale,  William. 

Acting  Assistant  Surgeon,  18  October,  1862.     Acting  Passed  Assistant  Surgeon,  13 
June,  1865.     Honorably  discharged  2  August,  1868. 
Gale,  William  A. 

Acting  Assistant  Paymaster,  25  Ajsril,  1865.     Discharged  12  October,  1865. 
Gallndo,  Edward  A. 

Mate,  5  March,  1862.     Resigned  15  March,  1865. 
Gallagher,  James. 

Mate,  8  February,  1863.     Dismissed  32  January,  1863. 
Gallagher,  James  G.  ^ 

Sailmaker,  37  November,  1839.    Died  at  the  Naval  Hospital,  Chelsea,  Massachu- 
setts, 8  March,  1865. 
Gallagher,  John. 

Master,  16  January,  1809.     Lieutenant,  34  July,  1813.     Commander,  3  March,  1835. 
Captain,  32  December,  1835.     Died  1  November,  1843. 
Gallagher,  John. 

Third  Assistant  Engineer,  21  January,  1842.     Second  Assistant  Engineer,  23  Janu- 
ary, 1846.     Resigned  17  February,  1847. 
Gallagher,  John  li. 

Acting  Chief  Engineer,  24  February,  1864.     Dismissed  6  July,  1864. 
Gallagher,  Joseph  P. 

Acting  Ensign,  3  November,  1863.     Honorably  discharged  15  May,  1865. 
Gallagher,  Liawrence. 

Boatswain,  15  November,  1838.     Died  at  Naval  Hospital,  New  York,  3  December 
1861. 
Gallagher,  liawrence  B. 

Mate,  13  February,  1870. 
Gallagher,  William  F. 

Acting  Third  Assistant  Engineer,  5  January,  1865.     Resigned  7  November,  1865. 
Gallaher,  Benjamin  F. 

Purser,  15  July,  1853.     Dismissed  22  August,  1863. 
Gallgher,  Darius  F. 

Acting  Third  Assistant  Engineer,  5  November,  1862.     Dismissed  15  July,  1803. 
Gallishan,  Charles  A. 

Acting  Ensign,  20  January,  1865.     Deserted  22  May,  1866. 
Galloup,  John  L<. 

Mate,  23  December,  1863.     Resigned  2  August,  18C6. 
Galloway,  Charles  D. 

Midshipman,  23  September,  1866.     Graduated  6  June,  1871.     Ensign,   14  July, 
1873.     Master,  9  December,  1875. 
Galloway,  John. 

Midshipman,  28  February,  1799.     Died  22  September,  1804. 
Galloway,  Thomas. 

Acting  Third  Assistant  Engineer,  34  September,  1863.     Acting  Second  Assistant 
Engineer,  14  January,  1863.     Honorably  discharged  1  May,  1866. 
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Gait,  Francis  li. 

Assistant  Surgeon,  3  October,  1855.     Passed  Assistant  Surgeon,  4  May,  18fi0.     Re- 
signed 20  March,  18G1. 
Gait,  Robert  W. 

Assistant  Engineer,  13  October,  1871.     Passed  Assistant  Engineer,  24  February, 
1879. 
Gait,  Rogers  H. 

Midshipman,  20  June,   1808.     Graduated   1  June,   1872.     Ensign,   15  July,  1873. 
Master,  11  December,  1.S77. 
Gait,  IVilliam  W . 

Assistant  Paymaster,  25  January,  1878. 
Galren,  John. 

Lieutenant,  8  June,  1800.     Discharged  18  June,  1801,  under  Peace  Establishment 
Act. 
Gamble,  Fras.  B. 

Midshipman,  18  May,  1809.     Lieutenant,  19  December,  1814.    Died  29  September, 
1S24. 
Gamble,  Jolin  li. 

Acting  Ensign,  2  August,  1862.     Acting  Master,  favorable  report  of  services,  24 
February,  1864.     Honorably  discharged  11  April,  1866. 
Gamble,  Jobu  M. 

Midshipman,  16  January,  1809.     Appointed  Second  Lieutenant  Marine  Corps,  16 
January,  1809.    First  Lieutenant,  5  March,  1811.    Captain,  18  June,  1814.    Major 
by  Brevet,  18  April,  1816.    Major,  1  July,  1834.    Lieutenant-Colonel,  by  Brevet,  3 
March,  1827.     Died  11  September,  1836. 
Gamble,  Joseph  G. 

Master,  19  March,  1813.     Dismissed  5  January,  1814. 
Gamble,  Peter. 

Midshipman,  16  January,  1809.     Lieutenant,  17  March,  1814.     Killed  in  action  11 
September,  1814. 
Gamble,  Robert  91. 

Midshipman,  9  May,  1803.     Lieutenant,  21  February,  1809.     Last  apjiearance  on 
Records  of  Navy  Department,  28  August,  1811. 
Gamble,  Thomas. 

Midshipman,  2  April,  1804.     Lieutenant,  27  April,  1810.     Commander,  27  April, 
1816.     Died  10  October,  1818. 
Gamble,  William  H. 

Third  Assistant  Engineer,  8  July,  1802.     Died  26  August,  1862. 
Gamble,  William  91. 

Midshipman,  1  March,  1841.     Passed  Midshipman,  1  August,  1847.     Master,  14 
September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander,  16 
July,  1862.     Retired  26  April,  1866.     Commander  on  Retired  list,  4  April,  1867. 
Gamble,  W.  P. 

Midshipman,  10  October,  1832.     Died  3  September,  1838. 
Gambrill,  Amos  G. 

Assistant  Surgeon,  10  June,  1829.    Passed  Assistant  Surgeon,  3  March,  1835.    Sur- 
geon, 20  February,  1838.     Died  13  February,  1854. 
Game,  Mark. 

Carpenter,  30  November,  1799.     Discharged  25  May,  1801. 
Gammon,  Thomas  B. 

Mate.     Resigned  12  September,  1863.     Mate,  26  April,  1870.    Resigned  23  March, 
1871. 
GanscToort,  Gnert. 

Midshipman,  4  March,  1823.  Passed  Midshipman,  28  April,  1833.  Lieutenant,  8 
March,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862.  Re- 
tired list,  38  January,  1867.     Commodore,  Retired  list.     Died  15  July,  1868. 
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GanseTOort,  Hiinn. 

Midshipman,  8  May,  1823.     Passed  Midshipman,  23  June,  1838.     Lieutenant,  27 
February,  1S42.     Lost  in  the  "  Gramp^is,"  March,  1843. 
Gaiiseroort,  P.  Li. 

Midshipman,  1  June,  1828.     Drowned  7  March,  1833. 
GaiisoTOort,  Stanwix. 

Midshipman,  3  November,  1841.     Resigned  0  October,  1847. 
Oantt,  Beiijauiiu  S. 

Midshipman,  IG  June,   1834.      Passed   Midshipman,  16  July,   1840.     Master,  36 
August,  1846.     Lieutenant,  25  February,  1847.     Died  13  March,  1852. 
Gantt,  Joseph. 

Midshipman,  18  June,  1799.     Discharged   18  June,  1801,  under  Peace  Establish- 
ment Act. 
Gantt,  Richard. 

Midshipman,  16  July,  1799.     Lost  in  the  "  Insvrgent.^^ 
Garebedian,  H.  Paul. 

Acting   Third   Assistant  Engineer,   6  August,   1864.     Honorably  discharged  19 
August,  1865. 
Gardiner,  A.  F. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Dismissed  13  October,  1864. 
Gardiner,  Charles  A. 

Acting  Assistant  Paymaster,  20  August,  1862.    Honorably  discharged  7  September, 
1865. 
Gardiner,  Eben  G. 

Acting  Third  Assistant  Engineer,  25  June,  1863.     Ajipointment  revoked  (Sick,) 
31  July,  1863. 
Gardiner,  Henry  R. 

Mate,  29  September,  1864.     Honorably  discharged  3  October,  1865. 
Gardiner,  Robert  M. 

Acting  First  Assistant  Engineer,  24  August,  1863.     Resigned  3  November,  1863. 
Gardner,  A.  S. 

Acting  Master,  26  August,  1861.     Dismissed  13  July,  1865. 
Gardner,  Charles  F. 

Acting  Assistant  Paymaster,  18  August,  1864.    Honorably  discharged  9  September, 
1865. 
Gardner,  Edward  C. 

Master,  18  August,  1812.     Dismissed  as  Supernumerary,  6  March,  1813. 
Gardner,  Francis. 

Gunner,  7  September,  1833.     Died  1  May,  1835. 
Gardner,  Frank  P. 

Mate,  1863.     Died  35  March,  1863. 
Gardner,  F.  W. 

Acting  Assistant  Paymaster,  17  February,  1863.     Resigned  12  November,  1864. 
Gardner,  Gilbert. 

Master,  15  December,  1817.     Resigned  1  February,  1822. 
Gardner*  James  £. 

Assistaut  Surgeon,  3  July,  1876.     Passed  Assistant  Surgeon,  7  August,  1880. 
Gardner,  James  W. 

Mate,  21  September,  1863.     Honorably  discliarged  6  July,  1865. 
Gardner,  John  M. 

Midshipman,!   May,  1799.     Lieutenant,  19  January,  1807.     Commander,  4  Feb- 
ruary, 1815.     Died  1  September,  1815. 
Gardner,  John  91. 

Midshipman,  1  June,  1826.     Passed  Midshipman,  18  April,  1833.     Lieutenant,  8 
March,  1837.     Died  27  November,  1847. 

18 
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Gardner,  John  Wesley. 

Third  Assistaut  Engiueer,  21  April,  1863.     Secfind  Assistant  Engineer,  28  Septem- 
ber, 1864.     Passed  Assistant  Engiueer,  31  December,  1872. 
Gardner,  I^aTayette. 

Acting  Ensign,  22  June,  1803.     Honorably  discharged  26  July,  1865. 
Gardner,  Saninel  II. 

Mate,  16  November,  1864.     Discharged  24  August,  186.5. 
Gardner,  Thomas  C 

Assistant  Surgeon,  10  December,  1814.     Last  appearance  on   Records  of  Navy 
Department,  1820.     Died  in  New  York. 
Gardner,  Thomas  91. 

Acting  Master,  13  June,  1861.     Master,  12  March,  1868.    Lieutenant.  18  December, 
1868.     Lieutenant-Commander,  2  February,  1878. 
Gardner,  IValter. 

Midshipman,  6  December,  1814.     Resigned  16  July,  1817. 
Gardner,  Walter. 

Jlidshipman,  1  January,  1818.     Died  21  February,  1820. 
Gar«lner,  William  H. 

Midshipman,  6  December,  1814.     Lieutenant,  13  January,  1825.     Commander,  8 
September,  1841.     Captain,  14  September,  1855.     Commodore  on  Retired  list, 
16  July,  1863.     Died  19  December,  1870. 
Gardner,  William  Ross. 

Midshipman, 39  December  ,1831.    Passed  Midshipman,  15  June,  1837.    Lieutenant, 
8  September,  1841.     Died  32  April,  1857. 
Garfield,  Walter  II. 

Acting  Master,  4  October,  1861.     Acting  Volunteer  Lieutenant,  recommendation 
of  Rear- Admiral  Dahlgren,  25  May,  1864.     Honorably  discharged  4  August, 
1867. 
Garland,  Hudson  M. 

Midshipman,  20  November,  1848.     Passed  Midshipman,  12  June,  1855.     Master, 
16  September,  1855.     Lieutenant.  17  October,  1856.     Died  26  February,  1861. 
C}£iii*lick    Ocorcc  ^IV* 

Mate,  1  October,   1862.     Acting  Ensign,  5  August,  1863.     Resigned   (Sick,)  28 
January,  1865. 
Garliek,  John. 

Midshipman,  26  July,  1799.     Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 
Garner,  John  91. 

Acting  Assistant  Surgeon,  2  February,  1863.     Acting  Passed  Assistant  Surgeon, 
18  May,  1865.     Honorably  discharged  10  October,  1865. 
Garnett,  Algernon  S. 

Assistant  Surgeon,  16  May,  1857.     Dismissed  10  May,  1861. 

Garnett,  A.  Y.  P. 

Assistant  Surgeon,  8  September,  1841.     Resigned  21  October,  1850. 
Garnett,  James. 

Acting  Assistant  Paymaster,  28  August,  1863.     Resigned  19  January,  1865. 
Garner,  John  C. 

Acting  Third  Assistant  Engineer,  19  September,  1863.     Resigned  27  .April,  1865. 
Garrard,  William,  Jr. 

Midshipman,  1  January,  1808.     Last  appearance  on  Records  of  Navy  Department, 
12  June.  1800. 
Garrecht.  William  H. 

Acting  Third  Assistant  Engineer,  18  October,  1864.     Honorably  discharged  9 
September,  1865. 
Garretson,  Isaac. 

Purser,  35  April,  1813.     Died  30  January,  1830. 
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Garrigau,  Michael. 

Acting  Third  Assistant  Engineer,  15  February,  1865.     Honorably  discharged  27 
October,  1SG5. 
tjiarrison,  Oeorge  W. 

Mate,  18  November,  1861.     Resigned  3  May,  1863.     Acting  Ensign,  23  January, 
1863.     Acting  Master,  1  September,  1864.     ApiJointment  revoked  IS  Januarv, 
1866. 
Oarrison,  J.  C 

Assistant  Surgeon,  22  December,  1812.     Died  18  November,  1820. 
Garrison,  Samuel. 

Midshipman,  11  January,  1832.     Cashiered  20  October,  1834. 
Garrison,  William  H. 

Acting  Third  Assistant  Engineer,  7  September,  1864.     Honorably  discharged  29 
November,  1865. 
Garst,  Perry. 

Midshipman,  28  July,  1863.     Graduated   3  July,  1868.     Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  5  April,  1874. 
Garthwaite,  George  W. 

Acting  Assistant  Paymaster,  10  June,  1864.     Drowned  on  "<Sassac«s,"  5  April, 
1865. 
Garts,  Peter- 
Purser,  29  August,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Garvin,  Benjamin  F. 

Third  Assistant  Engineer,  29  March,  1847.     Second  Assistant  Engineer,  31  Octo- 
ber, 1848.     First  Assistant  Engineer,  26  February,   1851.     Chief  Engineer,  11 
May,  1858. 
Garvin,  Jobn. 

Midshipman,  22  July,  1865.     Graduated  4  June,  1869.     Ensign,   12  July,  1870. 
Master,  12  July,  1871.     Lieutenant,  3  October,  1874. 
Garvin,  Michael  F. 

Acting  Assistant  Surgeon,  11  September,  1863.    Appointment  revoked  17  October, 
1863. 
Gaskill,  Vincent  H. 

Acting  Assistant  Surgeon,  19  February,  1864.     Resigned  18  May,  1865. 
Gaskins,  D'Arey  M. 

Mate,  21  March,  1862.     Acting  Ensign,  2  May,  1864.     Honorably  discharged  30 
December,  1865. 
Gaskins  Jobn. 

Gunner,  30  April,  1857. 
Gassaway,  John. 

Midshipman,  16  January,  1809.     Appointed  Second  Lieutenant  Marine  Corps,  18 
June,  1810.     Resigned  29  December,  1810. 
Gassoway,  Elmore  S. 

Mate,  10  September,  1864.     Honorably  discharged  26  October,  1865. 
Gates,  George  t. 

Acting  Third  Assistant  Engineer,  10  October,  1866.     Third  Assistant  Engineer,  3 
June,  1868.     Second  Assistant  Engineer,  3  June,  1869.     Passed  Assistant  Engi- 
neer, 29  October,  1874. 
Gates,  James  A. 

Gunner,  26  December,  1855.     Warranted  21  March,  1857.     Died  13  December, 
1 857. 
Gates,  V.  Bruce. 

Mate,  25  July,  1864.     Dismissed  39  December,  1864. 
Gate-wood,  James  D. 

Assistant  Surgeon,  6  July,  1880. 
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Gatewood,  Rioliard. 

Purser,  10  .January,  1812.     Last  appearance  on  Records  of  Navy  Dejiartment. 
Gatenoocl,  Kiohard. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 
Oaiil,  An<Irew  K. 

Acting  First  Assistant  Engineer,  37  July,  1803.     Honorably  discharged  7  August, 
1865. 
Ganl,  William. 

Acting  Third  Assistant  Engineer,  30  December,  1863.     Reduced  to  Fireman,  14 
Novemljer,  1804. 
Gaiilt,  Joliii. 

Midshipman,  10  January,  1799.     Resigned  23  January,  1799. 
Gaiilt,  Jolin. 

Midshipman,  19  March,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Gaiintt,  Charles. 

Midshipman,   1  September,  1811.      Lieutenant,  5  March,  1817.      Commander,  9 
February,  1837.     Captain,  24  February,  1847.     Died  at  New  Brunswick,  Ne'V 
Jersey,  21  August,  1855. 
Gantier,  Tlioiiias  X. 

Lieutenant,  15  February,  1800.     Discharged  20  October,  1801,  under  Peace  Estab- 
lishment Act. 
Gantier,  Thomas  N. 

Master,  4  August,  1807.     Resigned  25  November,  1814. 
Garag^an,  Thomas. 

Acting  Third  Assistant  Engineer,  16  May,  18G3.     Acting  Second  Assistant  Engi- 
neer, 2  Fel)ruary,  1805.     Honorably  discharged  9  August,  1865. 
Gararet,  Kmile. 

Acting  Assistant  Surgeon,  1  October,  1862.     Honorably  discharged  21  October, 
1805. 
Gay,  Charles  W. 

Midshipman,  27  October,  1818.     Resigned  11  April,  1828. 
Gay,  Edward. 

Third  Assistant  Engineer,  24  August,  1801.     Second  Assistant  Engineer,  21  April, 
1803.     Died  19  January,  1870. 
Gay,  George  W. 

Midshipman,  1  April,  1828.     Dismissed  28  November,  1828. 
Gay,  James  W. 

Acting  Ensign,  14  July,  1803.     Appointment  revoked  19  November,  1863. 
Gay,  .Tesse. 

First  Assistant  Engineer,  20  February,  1847.     Chief  Engineer,  31  Octoljer,  1848. 
Resigned  22 'October,  1859. 
Gay,  John. 

Carpenter,  1  September,  1803.     Last  appearance  on  Records  of  Navy  Department. 
Gay,  Thomas  S. 

Mate,  30  March,  1864.     Acting  Ensign,  27  October,  1864.     Honorably  discharged 
4  November,  1808.     Sailmaker,  0  December,  1871.     Resigned  3  March,  1873." 
Gay,  Timothy. 

Midshipman,  6  June,  1815.     Last  appearance  on  Records  of  Navy  Department, 
1821.     Ship '' Independence." 
Gayle,  John  II. 

Mate,  20  May,  1804.     Resigned  4  October,  1804. 
Gayle,  Riohard  H. 

Midshipman,  13  October,  1848.     Resigned  27  June,  1853. 
Gaylor,  Charles  II. 

Mate,  10  December,  1803.     Acting  Eusign,  22  November,  1864.    Resigned  15  May, 
1865. 
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Gaylord,  Charles. 

Acting  Assistant  Surgeon,  10  August,  1864.     Honorably  discharged  i'i  May,  1866. 
Gayring,  David. 

Acting  Second  Assistant  Engineer,  13  October,  1863.     Honorably  discharged  15 
September,  18GC. 

Gearing,  Henry  C. 

Midshipman,  13  June,  1873.     Graduated  30  June,  1876.     Ensign,  25   November, 
1877. 
Geary,  Alexander  91. 

Acting  Second  Assistant  Engineer,  1  February,  1864.     Honorably  discharged  33 
November,  1865. 
Geary,  Amos  H. 

Mate,  30  January,  1863.     Dismissed. 
Geddes,  C.  Wright. 

Third  Assistant  Engineer,   15  November,  1847.     Second  Assistant  Engineer,  11 
January,  1849.     First  Assistant  Engineer,  26  February,  1851.     Resigned  5  Sep- 
tember, 1855.     Re-appointed  Second  Assistant  Engineer,  37  August,  1859.     De- 
clined appointment  31  August,  1859. 
Geddes,  George  II. 

Midshipman,  14  October,  1799.     Lieutenant,  38  April,  1809.     Resigned  34  Janu- 
ary, 1811. 
Geddis,  George  William. 

Third  Assistant  Engineer,  8  July,  1863.     Resigned  9  March,  1804. 
Geddes,  Henry. 

Captain,  24  September,"  1799.     Discharged  11  April,  1801,  under  Peace  Establish- 
ment Act. 
Geddes,  Henry,  Jr. 

Midshipman,  16  January,  1809.    Last  appearance  on  Records  of  Navy  Department, 
15  March,  1809. 
Geddis,  Henry,  Jr. 

Midshipman,  30  April,  1800.     Discharged  12  October,  1801,  under  Peace   Estab- 
lishment Act. 
Gedney,  Jonathan. 

Carpenter,  1  August,  1809.     Last  appearance  on  Records  of  Navy  Department,  18 
December,  1815. 
Gedney,  Thomas  R.  » 

Midshipman,  4  March,  1815.     Lieutenant^  13  January,  1825.     Commander,  8  Sep- 
tember, 1841.     Died  30  November,  1857. 
Gee,  Saninel. 

Mate,  13  November,  1869. 
Geer,  Abram. 

Acting  Third  Assistant  Engineer,  14  April,  1864.     Honorably  discharged  10  July, 
186(5. 
Geer,  George  S. 

Acting  Third  Assistant  Engineer,  19  January,  1863.     Acting  Second  Assistant 
Engineer,  6  June,  1864.     Honorably  discharged  1  December,  1865. 
Geer,  S!s«il»ael. 

Acting  Thinl  Assistant  Engineer,  31   January,  1865.     Honorably  discharged   15 
February,  1SG6. 
Geisinger,  David. 

Midshipman,  15  November,  1809.     Lieutenant,  9  December,  1814.     Commander, 
11   March,  1839.     Captain,  34  May,  1838.     Reserved  list,  13  September,  1855. 
Died  5  March,  1860. 
Gelatt,  Joseph  S. 

Acting  Ensign,  16  December,  1863.     Acting  Master,  recommendation  of  Com- 
,  manding  Officer,  16  April,  1864.     Honorably  discharged  1  November,  1865. 
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Genet,  Charles  Edninnd. 

Midsliipman,  23  February,  1841.     Dissmised  13  February,  18.50. 
Oeuther,  Samuel. 

Acting  Second  Assistant  Engineer,  1  August,  18C2.     Acting  First  xVssistant  Engi- 
neer, 13  November,  1862.     Dismissed  3  February,  1865. 
George,  Eiioeii. 

Acting  Second  Assistant  Engineer,  18  August,  186-1.     Honorably  discharged  33 
September,  186.5. 
George,  F.  A.  R. 

Tbird  Assistant  Engineer,  11   April,  1859.     Resigned  13  August,  1862.     Acting 
Second  Assistant  Engineer,  11  December,  1862.     A'Cting  First  Assistant  Engi- 
neer, 7  January,  1863.     Dismissed  8  June,  1864. 
Geogliegau,  Jobn. 

Master,  16  September,  1813.     Discharged  1.5  April,  1815. 
Geoltz,  Liewis. 

Mate,  7  October,  1863.     Acting  Ensign,  17  March,  1865.     Honorably  discharged  8 
October,  1868. 
Germain,  Charles. 

Acting  Master,  17  May,  1861.     Resigned  23  June,  1863. 
Germain,  George. 

Acting  Third  Assistant  Engineer,  21   October,  1862.     Resignet^   (Sick,)  13  Feb- 
ruary, 1865. 
Germain,  John. 

Acting  First  Assistant  Engineer,  21   October,  1863.     Acting  Chief  Engineer,  19 
January,  1863.     Honorably  discharged  2  December,  1866. 
German,  James  B. 

Acting  Third  Assistant  Engineer,  31  August,  1863.    Resigned  16  November,  1864. 
German,  L^ewis. 

Midshipman,  15  November,  1809.    Lieutenant,  24  July,  1813.    Died  12  April,  181 9. 
Geroiild,  M.  1. 

Acting  Assistant  Surgeon,  23  September,  1863.     Honorably  discharged  7  Decem- 
ber, 1865. 
Gerrand,  Henry. 

Acting  Assistant  Paymaster,  1  July,  1863.     Assistant  Paymaster,  27  February, 
1867.     Passed  Assistant  Paymaster,  36  August,  1868.     Died  8  July,  1872. 
Gerrlins,  Charles. 

Acting  Third  Assistant  Engineer,  18  November,  1863.     Acting  Second  Assistant 
Engineer,  38  May,  1864.     Honorably  discharged  35  November,  1865. 
Gerrard,  George. 

Acting  Ensign,  6  January,  1863.    Honorably  discharged  2  December,  1865.    Acting 
Ensign,  12  March,  1867.     Resigned  29  May,  1867. 
Gerrish,  David  F. 

Acting  Assistant  Engineer,  35  November,  1863.    Honorably  discharged  26  August, 
1865 
Gerrish,  Franeis. 

Assistant  Surgeon,  10  December,  1814.     Died  12  April,  1819. 
Gerry,  Charles  M.  S. 

Acting  Third  Assistant  Engineer,  30  January,  1864.     Honorably  discharged  28 
September,  1865. 
Gerry,  James  T. 

Midshipman,  20  December,  1815.     Lieutenant,  28  April,  1826.     Commander,   17 
April,  1842.     Lost  on  the  "  AWany,^^  28  September,  1854. 
Gerry,  Martin  H. 

Acting  Third  Assistant  Engineer,^19  September,  1862.     Acting  Second  Assistant 
Engineer,  23  October,  1863.     Resigned  13  March,  1866. 
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Gerry,  Olirer  H. 

Carpenter,  29  May,  1861.     Warranted  11  December,  1861.     Died  at  Sea  on  board 
the  "  Iroquois,''''  10  August,  3867. 
Gerry,  Samuel  R. 

JLister,  17  January,  1809.    Last  appearance  on  Records  of  Navy  Department,  1820. 
Gerry,  Thomas  R. 

Midshipman,  6  December,  1814.     Resigned  27  August,  1833. 
Getty,  Ro!>ert. 

A'ctiug  Volunteer  Lieutenant,  1  October,  1862.     Resigned  21  August,  1863. 
Getty,  Robert  H. 

Midshipman,  16  June,  1837.     Passed  Midshipman,  29  June,  1813.     Died  6   July, 
1S47. 

Getx,  George. 

Midshipman,  1  January,  1812.     Resigned  5  February,  1814. 
Geutsli,  FerdiiiantI  H. 

Midshipman,  23  July,  1866.     Graduated  7  June,  1870.     Resigned  23  May,  1873. 
Gheen,  £clwar<l  Hiekmau. 

Acting  Midshipman,  25  September.  1862.     Graduated  June,  1867.     Ensign,  18 
Dec'ember,  1868.     Master.  21  March,  1870.     Lieutenant,  21  March.  1871. 
Glieracli,  Baneroft. 

Midshipman,  26  June,  1846.     Passed  Midshipman,  8  June,  1852.     Master,  15  Sep- 
tember, 1855.      Lieutenant,  16  September,   1855.      Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1866.     Captain,  9  November,  1874. 
Gibbon,  Frederick  8. 

Midshipman,  9  June,  1811.     Lieutenant,  1  April,  1818.     Died  3  December.  1825. 

Gibbon,  Jauies. 

Midshipman,  20  June,  1799.     Lieutenant,  31  Januarv,  1807.     Died  in  December, 
1811. 
Gibbon,  liardner. 

Midshipman,  33  December,  1837.     Passed  Midshipman,  29  June,  1843.     Master,  10 
April,  1851.     Lieutenant,  5  December,  1851.     Resigned  15  May,  1857. 
Giberson,  Charles  II. 

Assistant  Surgeon,  19  October,  1861.     Passed  Assistant  Surgeon,  24  April,  1865. 
Resigned  9  November,  1868. 
Giberson,  Robert  I> 

Acting  Third  Assistant  Engineer,  31   October,   1803.     Acting  Second  Assistant 
Engineer,   16   June,  1864."    Honorably  discharged  37  August,  1867.      Acting 
Second  Assistant  Engineer,  14  March,  1866.     Mustered  out  27  August,  1867. 
Gibbs,  Albion  P. 

Acting   Ensign,  23  February,  1864.      Honorably  discharged   28  October,  1865. 
Mate,  21  January,  1876.    Appointment  revoked  30  October  1871. 
Gibbs,  Benjamin  F. 

Assistant  Surgeon,  13  November,  1858.     Passed  Assistant  Surgeon,  33  May,  1862. 
Surgeon,  22  May,  1862.     Medical  Inspector,  17  March,  1876. 
Gibbs,  Charles  J. 

Acting  Master,  8  February,  1862.     Acting  Volunteer  Lieutenant,  good  service,  4 
February,  1864.     Honoraljly  discharged  5  January,  1866. 
Gibbs,  George  T. 

Acting  Second  Assistant  Engineer,  37  July,  1864.     Honorably  discharged  2  No- 
vember, 1865. 
Gibbs,  Henry  li. 

Acting  Assistant  Surgeon,  3  February,  1864.     Resigned  3  June,  1865. 
Gibbs,  John  W. 

Midshipman,  10  January,  1809.     Lieutenant,  9  December.  1814.     Resigned  36  Feb- 
ruary, 1816. 
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Gibbs,  Paul  C. 

Acting  Master,  15  April,  1863.     Resigned  5  October,  1863. 
(jiibb!>),  l\'illiani  C 

Acting  Master,  26  February,  1802.     Resigned  21  February,  1863. 
Gibbs,  IVilliam  R. 

Acting  Master,  26  December,  1861.     Appointment  revoked  25  July,  1864. 
Gibiiey,  James  C. 

Mate,  25  January,  1862.     Acting  Ensign,  21  July,  1862.     Resigned   12  October, 
1863. 
Gibson,  Alexander. 

Midshipman,  4  July,  1822.     Passed  Midshipman,   24  May,   1828.     Lieutenant.  28 
February,  1838.     Reserved  list,  13  September,  1855.    Commissioned  Commander 
on  Active  list,   14  September,  1855.     Captain  on  Retired  list,  4  April,  1807. 
Died  8  August,  1872. 
Gibson,  A.  J. 

Acting  Ensign,  Admiral  Farragut's  Staff,  28  August,  1864.     Resigned  14  April, 
1805. 
Gibson,  Edirard  K. 

Acting  Assistant  Paymaster,  4  June,  1862.     Discharged  24  June,  1865. 
Gibson,  James. 

Carpenter,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
Gibson,  James. 

Acting  Third  Assistant  Engineer,  9  March,  1865.     Honorably  discharged   12  May, 
1865. 
Gibson,  John  I>. 

Purser,  8  June,  1840.     Retired  list,  10  December,  1807.     Died  3  September,  1809. 
Gibson,  John  J. 

Assistant  Surgeon,  4  July,  1860.    Surgeon,  22  September,  1863.    Died  19  February, 
1870. 
Gibson,  Otis  W. 

Acting  Assistant  Surgeon,  10  September,  1861.     Appointment  revoked  2  Decem- 
ber, 1862. 
Gibson,  Tbomas. 

Acting  Ensign,  24  February,  1863.     Acting  Master,  5  December,  1863.     Honorably 
discharged  21  October,  1865. 
Gibson,  Tiionias  W. 

Midshipman,  8  February,  1833.     Dismissed  30  April,  1835. 
Gibson,  William. 

Midshipman,  11  February,  1841.  Passed  Midshipman,  10  July.  1847.  Master,  14 
September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander,  16 
July,  1863.  Retired  20  April,  1807.  Commander  on  Retired  list,  27  April, 
1867.  Lieutermnt-Commander,  Active  list,  12  December,  1878.  Commander, 
Active  list,  13  January,  1879. 
Gibson,  William  B. 

Assistant  Surgeon,  2  Novcmlicr,  1861.     Died  8  November,  1862 
Gibson,  William  C. 

Entered  Volunteer,  Service,  15  December,  1862.     Ensign,  12  March,  1868.    Master, 
18  December,  1868.     Lieutenant,  21  March.  1870. 
Gibson,  William  II. 

Acting  Ensign,  16  November,  1868.     Resigned  37  March,  1805. 
Giddeons,  William. 

Midshii^man,  20  June,  1799.     Last  appearance  on   Records  of  Navy  Department. 
Giddin$;s,  Jolin  £. 

Acting  Master,  20  August,  1861.  Resigned  16  May,  1863.  Acting  Ensign,  3 
August,  1804.  Acting  Master,  10  July,  1865.  Honorably  discharged  29  July,. 
1865.     Acting  Master,  1  May,  1800.     Mustered  out  4  September,  1808. 
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Gideon,  Caspar  P. 

Boatswain,  8  May,  1820.     Resigned  3  June,  1836. 
Gideon,  George,  Jr. 

Thii'd  Assistant  Engineer,  31  October,  1848.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     First  Assistant  Engineer,  21  May,  1853.     Cliief  Engineer,  23  April, 
1859.     Died  16  June,  1803. 
Giet,  George  W. 

Sailmaker,  3  October,  1801.     Died  30  August,  1877. 
Giet,  John  N. 

Acting  Master,  23  September,  1861.     Resigned  0  December,  1S62. 
Gifford,  Cliarles  P. 

Acting  Ensign,  2  September,  1864.     Appointment  revoked  (Sick,)  24  April,  1805. 
Giflbrd,  George  P. 

Mate.  25  Februaiy,  1864.    Appointment  revoked  8  April,  1808.    Mate,  27  .January, 
1870.     Resigned  9  September,  1870. 
Giflbrd,  Jolin  Li. 

Acting  Ensign,  11  October,  1862.     Acting  Master,  faithfid  manner  of  performing 
duties,   31    October,  1863.     Acting  Volunteer  Lieutenant,  recommendation  of 
Commanding  Officer,  1  May,  1805.     Honorably  discharged  29  November,  1865. 
Giflbrd,  Robinson. 

Acting  Ensign,  9  August,  1864.     Honorably  discharged  27  October,  1805. 
Giflbrd,  R.  W. 

Acting  Assistant  Surgeon,  3  March,  1803.     Resigned  28  April,  1865. 
Giflbrd,  Thomas  H. 

Acting  Master,  10  June,  1801.     Dismissed  23  August,  1801. 
Gift,  George  W. 

Midshipman,  30  November,  1847.     Resigned  10  January,  1851. 
Gihon,  Albert  Li. 

Assistant  Surgeon,  2  May,  1855.     Passed  Assistant  Surgeon,  4  May,  1800.     Sur- 
geon, 1  August,  1801.     Medical  Inspector,  7  November,  1872.     Medical  Direc- 
tor, 20  August,  1879. 
Gilbert,  Daniel  I». 

Acting  Assistant  Surgeon,  8  November,  1861.     Assistant  Surgeon,  i;.j  January. 
1863.     Resigned  8  August,  1804. 
Gilbert,  Foster  B. 

Acting  Assistant  Paymaster,  3  June,  1804.     Honorably  discharged  28  November, 
1805. 
Gilbert,  John. 

Acting  Third  Assistant  Engineer,  22  October,  1803.    Appointment  revoked  (Sick,) 
8  August,  1804. 
Gilbert,  John  P. 

Acting  Assistant  Surgeon,  18  December,  1801.     ApiJointment  revoked  12  Novem- 
ber, 1862. 
Gilbert,  Philip  J. 

Acting  Assistant  Surgeon,  20  February,  1865.      Appointment  revoked   7  June, 
1805. 
Gilbert,  William  IV. 

Acting  Third  Assistant  Engineer,  28  December,  1864.     Honorably  discharged  14 
September,  1865. 
Gilchrist,  Edward. 

Assistant  Surgeon,  26  January,  1832.      Passed  Assistant  Surgeon,  8  November, 
1836.     Surg'eon,  27  September,  1840.     Died  6  November,  1869. 
Gilderdale,  George  D. 

Mate,  22  October,  1862.     Acting  Ensign,  14  August,  1803.     Honorably  discharged 
30  September,  1865. 
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Ciildcrsleerc,  Benjauiiu. 

Acting  Third  Assistant  Engineer,  28  December,  ISGl.     Resigned  2-1  June,  1862. 
tiildersleeve,  Tlioinas  J. 

Mate,  20  November,  18G2.     Deserted  31  October,  18G3. 
Criles,  ^Ipha  E. 

Acting  First  Assistant  Engineer,  1  October,  1802.     Resigned  17  June,  1804. 
Giles,  Edward, 

Midshipman,  10  May,  1800.     Resigned  25  April,  1804. 
Cities,  MelTin  P. 

Acting  Tliird  Assistant  Engineer,  10  March,   1805.      Honorably   discharged  24 
October,  1805. 
Giles,  William  I>. 

Mate,  28  July,  1804.     Resigned  3  April,  1866. 
Giles,  IVilliam  W. 

Midshipman,  17  December,  1810.     Dismissed  8  August,  1812. 
Gilfillan,  William  J. 

Acting  Assistant  Surgeon,  17  Ajjril,  1803.     Resigned  28  April,  1865. 
Gill,  Christopher  C. 

Acting  Ensign,  16  August,  1802.     Acting  Master,  25  July,  1863.     Resigned  25 
February,  1804.     Acting  Ensign,  4  April,  1864.     Acting  Master,  recommenda- 
tion of  Commanding  Officer,  11  August,  1864.     Honorably  discharged  26  Octo- 
ber, 1805.     Acting  Master,  30  April,  1800.     Discharged  13  August,  1866. 
Gill,  Clifl'ord  B. 

Midshipman,  35  September,  1862.     Graduated  22  November,  1864.     Ensign,  13 
March,  1808.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Gill,  J.  W. 

Acting  Master,  23  September,  1801.     Resigned  24  November,  1863. 
Gill,  Thomas  A. 

Chaplain,  23  December,  1874. 
Gill,  William  L,. 

Midshipman,  8  March,  1814.     Resigned  31  January,  1815. 
Gillau,  I>avid. 

Mate,  0  March,  1865.     Resigned  15  June,  1865. 
Gillaii,  James. 

Mate,  4  November,  1861.     Dismissed  34  October,  1804. 
Gillander,  Alexander. 

Acting  Third  Assistant  Engineer,  31  May,  1862.     Dismissed  14  March,  1803. 
Gillaspy,  George. 

Surgeon,  13  March,  1798.     Discharged  15  April,  1801,  under  Peace  Establishment 
Act. 
Gillespie,  E.  C. 

Mate,  13  October,  1866.     Resigned  13  January,  1869. 
Gillespie,  Edward. 

Acting  Third  Assistant  Engineer,  4  January,  1862.     Resigned  23  November,  1863. 
Acting   Third   Assistant   Engineer,  4   May,   1863.     Resigned    18    April,   1864. 
Acting  Third  Assistant  Engineer,  27  August,  1864.     Honorably  discharged  21 
July,  1865. 
Gillespie,  George. 

Acting  First  Assistant  Engineer,  14  July,   1803.     Honorably  discharged  3  May, 
1808. 
Gillespie,  John  E. 

Assistant  Surgeon,  29  June,  1808.     Died  29  June,  1872. 
Gillespie,  William,  Jr. 

Acting  Assistant  Paymaster,  4  December,  1863.    Resigned  28  October,  1863. 
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Oillespie,  Williaui  T. 

Acting  Master,  26  August,  18G1.     Acting  Volunteer  Lieutenant,  13  March,  1 805. 
Honorably  discharged  29  December,  1865. 
«ille»iis,  Walter  V. 

Midshipman,  27  October,  1841.     Passed  Midshipman,  10  August,  1847.     Died  11 
.lune,  1853. 
<;illei,  Samuel  T. 

jMidshipman,  1  December,  1826.    Passed  Midshipman,  28  April,  18Si2.    Lieutenant, 
9  February,  1837.    Appointed  Chaplain,  8  September,  1841.    Resigned  19  Janu- 
ary, 1843. 
Ciillett,  Francis  T. 

Acting  Assistant  Paymaster,  20  October,  1863.     Passed  Assistant  Paymaster,  23 
July,  1866.     Paymaster,  23  January,  1873.     Died  15  February,  1878. " 
Oillett,  Simeon  P. 

Acting  Midshipman,  20  September,  1856.     Midshipman,  15  June,  1800.     Lieuten- 
ant, 16  July,  1862.     Lieutenant-Commander,  27  April,  18G6.     Resigned  30  De- 
cember, 1871. 
eillette,  Robert  H. 

Acting  Assistant  Paymaster,  21  July,  1863.     Killed  on  '■'Gettysburg,^''  16  January, 
1805. 
Oilley,  John  H. 

Mate,  24  December,  1801.     Honorably  discharged  14  October,  1865. 
Gilley,  William  L,. 

Mate,  28  November,  1803.     Acting  Ensign,  14  November,  1804.     Honorably  dis- 
charged 8  October,  1868.     Mate,  9  March,  1870. 
€}illiam,  Henry. 

Midshipman,  16  January,  1809.     Lieutenant,  9  December,  1814.     Last  appearance 
on  Records  of  Navy  Department,  1823.     New  Orleans. 
Gilliam,  James  S. 

Assistant  Surgeon,  26  April,  1847.     Resigned  2  December,  1858.     Re-appointed  11 
March,  1869.     Lost  in  the  "  Levant,''^  June,  1861 
Gilliland,  Christopher  C. 

Acting  Carpenter,  15  October,  1863.     Resigned  12  January,  1865. 
Oilliland,  David. 

Acting  Third  Assistant   Engineer,   12   April,   1864.      Honorably  discharged   29 
August,  1805. 
Oilliland,  Samuel. 

Assistant  Surgeon,  1  August,  1809.     Resigned  13  June,  1812. 
Oillingham,  £dward  E. 

Acting  Third  Assistant  Engineer,  10  August,  1804.     Resigned  29  October,  1804. 
Oillis,  James  H. 

Midshipman,  12  October,  1848.     Passed  Midshipman,  15  June,  1854.     Master,  10 
September,  1855.     Lieutenant,  17  September,  1855.     Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1860.     Captain,  30  September,  1876. 
Crilliss,  James  M. 

Midshipman,  1  March,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant,  28 
February,   1838.      Reserved  list,   17   September,  1855.     Commander,  Reserved 
list,  19  July,  1861.     Captain,  16  Jidy,  1862.     Died  8  February,  1865. 
Cxilliss,  John. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Resigned  30  May,  1864. 
Gilliss,  John  P. 

Midshipman,  12  December,  1825.  Passed  Midshipman,  4  January,  1831.  Lieu- 
tenant, 9  February,  1837.  Commander,  14  September,  1855.  Captain,  16  July, 
1803.  Retired  list,  24  September,  1864.  Commodore  on  Retired  list,  28  Sep, 
tember,  1866.     Died  25  February,  1873. 
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Gillniartiu,  Peter  P. 

Acting  Assistant  Surgeon,  13  June,  1863.     Resigned  28  September,  1864. 
Gilliiiore,  John. 

Acting  Tliiril  Assistant  Engineer,  9  February,  1864.     Honorably  discharged  22 
August,  1805. 
Gilliiiore,  James  C. 

Midfhiiiman,  20  September,  1871.    Graduated  2-0  June,  ISTG.    Ensign,  30  January,, 
1879. 
Glllpatriok,  W.  Wilberforoe. 

Midsliii)man,  30  SciJtember,  1{>02.     Graduated  22  Novcmlicr.  18G4.     Ensign,  12 
March,  1SG8.     Master,  26  March,  ISU'J.     Lieutenant,  2i  March,  1S70. 
Giliiian,  Augustus  H. 

Paymaster,  1   June,  ISGl.     Pay  Inspector,  3  March,  1S71.     Pav  Director.  15  May> 
is79. 
Gilnian,  Henry  91. 

Mate,  23  June,  1863.     Resigned  30  September,  18G3. 
Gilman,  O.  B. 

Acting  Assistant  Paymaster,  81  December,  1802.     Honorably  discharged  27  Sep- 
tember, 1805. 
Gilman,  William  II. 

Acting  Assistant  Paymaster,  22  Sejitember,  1862.     Discharged  5  July,  1866. 
Gilmeyer,  Jacob  E. 

Midshipman,  1  January,  1813.     Resigned  20  February,  1822. 
Gllniore,  A.  IV. 

Acting  Second  Assistant  Engineer,  3  November,  1868.     Honorably  discharged  2 
October,  18G8. 
Gilmore,  Fernando  P. 

Acting  Midshipman,  28  Pebruarv,  1868.     Graduated.    Ensign,  18  December,  1868. 
Mas'ter,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Gilmore,  Otis  H. 

Gunner,  10  June,  1861.     Dismissed  7  May,  1862. 
Gilmore,  Thomas  S. 

Mate,  8  September,  1864.     Honorably  discharged  12  September,  1865. 
Ginglen,  Humphrey. 

Acting  Tliird  Assistant  Engineer,  29  December,  1864.     Honorably  discharged  22 
Sei^tember,  18G5. 
Gipson,  James  C. 

Acting  Ensign,  1  October,  1862.     Acting  Master,  24  October.  1863.     Acting  Vol- 
unteer Lieutenant,  9  July,  1804.     Honorably  discharged  14  November,  1805. 
Giraud,  Henry  E. 

Mate,  17  November,  1808.     Resigned  13  May,  1865. 
Giraud,  James  S. 

Appointed  Volunteer  Service,  12  December,  1864.     Passed  Assistant  Paymaster, 
23  July,  1800.     Paymaster,  2  July,  1869.     Dismissed  25  March,  1871. 
Giraud,  Pierre. 

Acting  Master,  26  August,  1861,    Acting  Volunteer  Lieutenant,  gallant  conduct 
on  '■'•  MonUniic,''''  5  August,  1863      Acting  Volunteer   Lieutenant-Commander,  9 
December,  1804.     Honorably  discharged  15  January,  1809. 
Giranlt,  Arsene  N. 

Proiessor,  14  August,  1848.     Retired  list,  25  December,  1803.     Died  2  May,  1874. 
Girty,  HaTid. 

Acting  Third  Assistant   Engineer,  3    SeiJtember,  1804.       Appointment  revoked 
(Sick,)  1  December,  1864. 
Girty,  Thomas. 

Acting  Second  Assistant  Engineer,  1  November,  1802.     Acting  First  Assistant 
Engineer,  13  May,  18G3.     Honorably  discharged  8  November,  1805. 


GENERAL   NAVY  REGISTER.  285 

Oist,  Mordecai. 

Midshipman,  14  April,   1800.     Discliarged  31  August,  1801,  under  Peace  Estab- 
lishment Act. 
Gist,  Spencer  V. 

Midshi])uian,  1   May,  182G.     Passed  Midshipman,  28  April,  1S32.     Lieutenant,  8 
March,  1837.    Died  23  October,  1847. 
Gist,  W.  Ferguson. 

Midshipman,  19  November,  1799.     Permitted  to  Retire,  1  August,  1801. 
Givan,  George  W. 

Mate,  10  September,  1863.     Appointment  revoked  (Sick,)  8  March,  1864. 
Given,  Robert. 

Chaplain,  13  October,  1855. 
Gladding,  William  H. 

Acting  Third  Assistant  Engineer,  21  July,  1864.     Dismissed  13  May,  1865. 
Gladding,  William  O. 

Mate,  21  December,  1863.     Resigned  29  May,  1865. 
Gladding,  William  H. 

Third  Assistant  Engineer,  20  September,  1858.     Dropped  4  August,  1863. 
Glass,  Carsen. 

Mate,  18  May,  1865.     Honorably  discharged  7  October,  1865. 
Glass,  George. 

Acting  Ensign,  14  September,  1864.     In  Service. 
Glass,  Henry. 

Acting  Midshipman,  24  September,  1860.     Ensign,  28  May,  1863.     Master,  10  No- 
vember,   1865.     Lieutenant,  10   November,   1866.      Lieutenant-Commander,  12 
March,  18G8.     Commander,  27  October,  1879. 
Glassooek,  Thomas  O. 

Midshipman,  17  July,  1832.     Resigned  11  May,  1839. 
Glassell,  William  T. 

Midshipman,  15  March,  1848.     Passed  Midshipman,  15  June,  1854.     Master,  15 
September,  1855.      Lieutenant,  16  September,  1855.     Dismissed  6  December, 
1861. 
Glassford,  Henry  A. 

Acting  Volunteer  Lieutenant,  3  December,  1862.    Honorably  discharged  29  Novem- 
ber, 1865. 
Glassou,  John  J. 

Midshipman,  1  February,  1823.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 
9   February,  1837.     Reserved  list,  13    September,  1855.     Commissioned  Com- 
mander on  Active  list,  from  14  September,   1855.     Retired  1   October,  1864. 
Commodore,  Retired  list,  4  April,  1867. 
Glaster,  James. 

Sailmaker,  6  June,  1803.     Last  appearance  on  Records  of  Navy  Department, 
Gleason,  John  H. 

Mate,  18  December,  1861.     Dismissed  15  July,  1864. 
Gleaves,  Albert. 

Cadet  Midshipman,  10  June.,  1873.     Graduated  IS  June,  1879. 
Gleaves,  John  W. 

Midshipman,  16  January,  1809.     Resigned  15  July,  1811. 
Glendy,  William  91. 

Midshiplnan,  1  January,  1818.     Lieutenant,  3  March,  1837.     Commander,  25  Feb- 
ruary, 1847.     Captain,  14  September,  1855.    Commodore,  16  July,  1862.    Retired 
16July,1862.     Died  16  July,  1873. 
Glenn,  Xoble  W. 

Midshipman,  2  July,  1801.     Resigned  23  April,  1804. 
Glenn,  Marshallo 

Midshipman,  23  May,  1800.     Resigned  25  March,  1803. 
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Glenney,  Daniel  W. 

Acting  Ensign,  8  October,   1863.     Acting  Master,  2  October,  1863.     Deserted  4 
November,  1804. 
Gleunou,  James  H. 

Cadet  Midshipman,  24  September,  1874.     Graduated  4  June,  1880. 
Gleunou,  Martin. 

Acting  Third  Assistant  Engineer,  21  October,  1862.     Honorably  discharged  2 
December,  1866. 
Glentworlh,  H.  W. 

Assistant  Surgeon,  11   March,  1829.     Passed  Assistant  Surgeon,  3  March,  1835. 
Surgeon,  9  February,  1837.     Died  15  August,  1847. 
Glentworth,  J.  B. 

Midshipman,  19  August,  1823.     Resigned  21  .January,  1831. 
Glidden,  George  I>.  B. 

Acting  Midshipman,  23  September,  1860.    Acting  Ensign,  1  October,  1863.     Mas- 
ter, 10  May,  1880.     Lieutenant,  21  February,  1867.     Lieutenant-Commander,  12 
March,  1868. 
Glisson,  Henry  Y. 

Acting  Assistant  Paymaster,  11  December,  1862.     Resigned  14  March,  1865. 
Glisson,  Oliver  S. 

Midshipman,  1  November,  1826.     Passed  Midshipman,  38  April,  1833.     Lieuten- 
ant, 8  March,  1837.     Commander,  14  September,  1855.     Captain,  16  July,  1862. 
Commodore,  25  July,  1866.     Bear-Admiral,  10  June,  1870.     Retired  18  January, 
1871. 
Glover,  William. 

Master,  date  not  known.     Discharged  13  April,  1801,  under  Peace  Establishment 
Act. 
Glynn,  James. 

Midshipman,  4  March,  1815.     Lieutenant,  13  January,  1835.     Commander,  8  Sep- 
tember, 1841.     Reserved  list,  13  September,  1855.     Commissioned  Captain  on 
Active  list,  from  14  September,  1855.    Commodore  on  Retired  list,  4  April,  1867. 
Died  13  May,  1871. 
Goble,  £dward  H. 

Acting  Second  Assistant  Engineer,  7  November,   1862.     Appointment  revoked 
(Sick,)  17  September,  1864. 
Goble,  Samuel  B. 

Acting  Chief  Engineer,  1  October,  1862.     Appointment  revoked  (Sick,)  21  June, 
1804. 
Godby,  William. 

Carpenter,  10  January,  1802.     Died  26  November,  1808. 
Goddard,  John. 

Surgeon,  28  August,  1800.     Died  31  December,  1802. 
Goddard,  William. 

Acting  Third  Assistant   Engineer,  20  January,   1802.      Resigned  18  November, 
1803. 
Godfrey,  George. 

Mate.     Resigned  6  March,  1862. 
Godfrey^  John  W. 

Acting  Master,  21  November,  1861.     Resigned  12  September,  1863. 
Godfrey,  Jones. 

Acting  Third  Assistant  Engineer,  10  October,  1866.     Third  Assistant  Engineer,  3 
June,  1808.  -Dismissed  27  September,  1873. 

Godfrey,  Thomas. 

Master,  8  April,  1815.     Died  13  February,  1S20. 
Godfrey,  Washington. 

Acting  Master,  10  December,  1801.     Acting  Volunteer  Lieutenant,  gallant  conduct 
at  Port  Hudson,  7  March,  1864.     Honorably  discharged  4  December,  1865. 
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Godiuan,  Hamilton. 

Midsliipmaii,  19  December,  1837.     Resigned  15  May,  1839. 
Crodnian,  Stewart  A. 

Jlidsbipman,  4  November,  1841.     Resigned  4  May,  1842. 
Oodon,  Tictor  Li. 

Assistant  Surgeon,  23  February,  183.5.     Passed  Assistant  Surgeon,  8  July,   1841. 
Resigned  20  September,  1844. 
Godoii,  Sylvanus  W. 

Midshipman,  4  Marcli,  1819.     Lieutenant,  17  December,   1830.     Commander,  14 
September,   1855.       Captain,    16     July,  1862.      Commodore,  2   January,  1863. 
Rear-Admiral,  25  February,  1866.     Retired  list,  18  Juife,  1871.     Died  17  May, 
1879. 
Godwin,  John. 

Midshipman,  2  January,  1800.     Died  2  June,  1804. 
Goe,  William. 

Master,  15  April,  1799.     Resigned  19  May,  1801. 
Goft;  Albert  H. 

Acting  Third  Assistant  Engineer,  25  March,  1864.     Honorably  discharged  25  No- 
vember, 1865. 
Gotr,  Joseph  W. 

Acting  Third  Assistant  Engineer,  30  December,  1864.     Honorably  discharijed  14 
July,  1865. 
Goff,  William  F. 

Acting  Second  Assistant  Engineer,  24  February,  1863.     Resigned  21  March,  1805. 
Goin,  John  W. 

Acting  Master,  recruiting  duty  at  New  York,  10  April,  1803.     Appointment  re- 
voked 25  August,  1864. 
Goin,  Thomas. 

Master,  23  November,  1839.     Died  14  March,  184'*. 
Gold,  Cornelius  B. 

Acting  Assistant  Paymaster,  31  October,  1864.     Discharged  1  March,  1866. 
Gold,  Joseph. 

Midshipman,  1  July,  1836.     Resigned  27  February,  1839. 
Golden,  William  H. 

Acting  Second  Assistant  Engineer,  21   October,   1862.     Acting   First  Assistant 
Engineer,  6  November,  1862.     Honorably  discharged  2  December,  1866. 
Golding,  Thomas. 

Acting  Ensign,  23  September,  1863.     Honorably  discharged  27  Aj^ril,  1809. 
Goldsborongh,  John   R. 

Midshipman,  16  November,  1824.     Passed  Midshipman,  28  April,  1832.     Lieuten- 
ant,  6  September,  1837.     Commander,  14  September,  1855.     Captain,  16  July, 
1862.     Commodore,  13  April,  1867.     Retired  2  July,  1870.     Died  22  June,  1877. 
Goldsborongh,  Lionis  M. 

Midshipman,  18  Juns,  1813.     Lieutenant,  13  January,  1825.     Commander,  8  bep- 
tember,  1841.     Captain,  14  September,  1855.      Rear-Admiral,  16  July,  18G3. 
Retired  list,  6  October,  1873.     Died  20  February,  1877. 
Goldsborongh,  R.  W. 

Purser,  30  April,  1804.     Last  appearance  on  Records  of  Navy  Department,  21 
March,  1810.     Died  at  Norfolk. 
Goldsborongh,  Worthington. 

Acting  Assistant  Paymaster,  30  September,  1863.     Assistant  Paymaster,  2  July, 
1804.     Paymaster,  4  May,  1806. 
Goldsborongh,  W.  S. 

Midshipman,  5  May,  1806.     Last  appearance  on  Records  of  Navy  Department. 
May,  1807 
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GoUIsniith,  Isaac  ]W. 

M;ite,  5  June,  1803.     Acting  Ensign,  5  September,  18G3.     Honorably  discharged  8 
November,  1865. 
Goldsmith,  Xatlian  A. 

Mate,  6  June,  lSG-1.     Honorably  discharged  32  June,  18G6. 
Goll,  John  J. 

Acting  Third  Assistant  Engineer,  18  December,  1801.     Resigned  3  April,  1802. 
Oollet,  James  ^I. 

M;ister,  lb  October,  1798.     Discharged  10  April,  1801,  under  Peace  EstaV)lishment 
Act. 
Golsteii,  Eniile  H. 

Acting  Tliird  Assistant  Engineer,  24  November,  1803.     Acting  Second  Assistant 
Engineer,  5  December,  1!S04.     Honorably  discharged  28  September,  1805. 
Good,  George. 

Mate,  0  March,  1803.     Resigned  27  August,  1802. 
Goo<l.  Samuel. 

:Mate,  14  November,  1801.     Cancelled  22  January,  1802. 
Goodhue,  David  P. 

Acting  Assistant  Surgeon,  4  January,  1864.     Honorably  discharged  9  October, 
1805. 
Gooding,  Frederick  A. 

Mate,  29  January,  1863.     Resigned  IS  November,  1805. 
Gooding,  George  H. 

Acting  Ensign,  19  August,  1804.     Honorably  discharged  21  August,  180^ 
Gooding,  P.  C. 

Acting  Ensign,  15  February,  1805.     Honorably  discharged  30  September,  1805. 
Gooding,  William  T. 

:Mate,  1862.     Resigned  28  June,  1802. 
Gooding,  TV.  M. 

Acting  Assistant  Surgeon,  12  September,  1805.     Resigned  1  November,  1806. 
Goodloe,  John  J. 

Midshipman,  14  October,  1845.     Resigned  1  June,  1846. 
Goodloe,  Joseph  A. 

Acting  Third  Assistant  Engineer.     Resigned  13  April,  1804. 
Goodman,  Richard  F. 

Acting  Assistant  Paymaster,  3  Februarv,  1864.     Honorably  discharged  23  August, 
180.5. 
Goodmanson,  George  H. 

Mate,  21  December,  1803.     Honorably  discharged  30  September,  1865. 
Goodmanson,  John  P. 

Acting  Master,  20  August,  1801.     Dismissed  20  January,  1863. 
Goodrich,  Caspar  Frederick. 

Midshipman,  10  December,  1801.     Graduated  22  November,  1864.     Ensign,  1  No- 
vember, 1860.     Master,  1  December,  1800.     Lieutenant,  12  March.  1808.     Lieu- 
tenant-Commander, 20  March,  1809. 
Goodrich,  George  F. 

Mate,  25  January,  1862.     Appointment  revoked  (Sick,)  24  August,  1804. 
Goodrich,  Isaiah  TV. 

Mate,  11  March,  1803.     Resigned  (Sick,)  12  November,  1863.     Acting  Ensign,  1 
December,  1864.     Honorably  discharged  16  September,  1805. 
Goo4lrich,  James  M. 

Acting  Third  Assistant  Engineer,  3  November,  1803.     Honorably  discharged  8 
July,  1865. 
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Goodsoo,  Aiignstns  O. 

Carpenter,  3  Jiiue,  1S61. 
4j<oocl8iini,   James. 

MidsbiiJmaD,  IS  June,  1812.     Lieutenant,  1  April,  1818.     Died  9  May,  1836. 
Goodwin,  JBenjaniiii. 

Master,  16  Januarj%  1809.     Last  appearance  on  Records  of  Navy  Department,  23 
October,  1810.     Drowned  at  Sea. 
Goodwin,  C   G. 

Jtidsliipmau,  17  October,  1799.     {See  nidgelij.j 
Goo«lwin,  Charles. 

Acting  Third  Assistant  Engineer,  11  May,  1863.     Acting  Second  Assistant  Engi- 
neer, 4  May,  1864.     Acting  First  Assistant  Engineer,  22  March,  1865.     Hon- 
orably discharged  4  December,  1865 
Goodwin,  Charles  J. 

Acting  Ensign,  30  December,  1863.    Appointment  revoked  (Sick,)  31  March,  1864. 
Acting  Ensign,  16  December,  1864.     Honorably  discharged  7  August,  I860. 
Goodwin,  Charles  91. 

Acting  Third  Assistant  Engineer,  11  November,  1863.     Honorably  discharged  16 
September,  1865. 
Goodwin,  Daniel. 

Midshipman,  30  November,  1814.     Struck  off  8  Jannary,  1835. 
Goodwin,  Edward  M. 

Acting  Assistant  Surgeon,  4  January,  1864.     Honorably  discharged  21    Octobe 
1865. 
Goodwin,   Ezra    S. 

Acting  JMaster,  7  December,  1861.     Resigned  5  April,  1867. 
Goodwin,  Francis  C. 

Third  Assistant  Engineer,  13  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     Retired  list,  2  March,  1868. 
Goodwin,  Henry  B. 

Acting  Third  Assistant  Engineer,  10  February,  1863.     Acting   Second  Assistant 
Engineer,  21  January,  1865.     Honorably  discharged  19  March,  1866. 
Goodwin,  J.  K. 

Mate,  20  August,  1863,     Resigned  17  May,  1865. 
Goodwin,  John. 

Midshipman,  27  May,  1800.     Resigned  29  December,  1802. 
Goodwin,  John  I>.,  Jr. 

Midshipman,  16  January,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Philadelphia. 
Goodwin,  Joseph  B. 

Acting  First  Assistant  Engineer,  1  October,  1862.    Honorably  discharged  21  Octo- 
ber, 1865. 
Goodwin,  Joseph  W. 

Mate,  13  September,  1863.     Acting  Ensign,  13  November,  1863.     Honorably  dis- 
charged 27  August,  1865. 
Goodwin,  Nathaniel. 

Acting,  Maiter,  31  August,  1861.     Resigned  30  June,  1863. 
Goodwin,  William. 

Midshipman,  3  April,  1804.     Drowned  7  June,  1808. 
Goodwin,  W.  Wallace. 

Acting  Assistant  Paymaster,  4  October,  1861.    Honorably  discharged  3  March,  1866 
Goodwin,  Walton. 

Acting  Midshipman,  36  February,  1863.    Graduated.     Ensign,  18  December,  1868 
Master,  31  March,  1870.     Lieutenant,  31  March,  1871. 
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Gooilwyn,  George. 

Jlidshipman,  18  June,  1813.     Last  appearance  on  Records  of  Navy  Department,  14 
Deceir.ber,  1812.     Resigned. 
Goold,  John. 

Master,  10  July,  1813.     Discharged  7  May,  1S13. 
Gordaii.  Alexander  G. 

Midshipman,  1  January,  1818.    Lieutenant,  3  March,  1827.    Commander,  14  March, 
1849.     Died  11  October,  184G. 
Gordon,  Benjamin. 

Boatswain,  8  November,  1814.     Resigned  9  March,  181.5. 
Gordon,  Charles. 

Midshipman,  24  June,  1799.    Lieutenant,  16  January,  1800.    Commander,  25  April 
1806.     Captain,  2  March,  1813.     Died  in  1817. 
Gordon,  £dward. 

Midshipman,  21  September,  1841.     Dismissed  21  August,  1S49. 
Gordon,  James. 

Acting  Second  Assistant  Engineer,  15  August.  1864.    Appointment  revoked  CSiclt.) 
8  March,  1865. 
Gordon,  James  B. 

Acting  Master,  10  June,  1801.     Appointment  revoked  24  August,  1861.     Acting 
Master,  28  August,  1861.     Dismissed  21  March,  1862. 
Gordon,  James  H. 

Mate,  11  October,  1862.     Resigned  17  January,  1863.     Mate,  1  August,  1863.     Re- 
signed 3  December,  1864. 
Gordon,  John. 

Acting  Assistant  Surgeon,  5  June,  1864.     Honorably  discharged  16   December 
1865. 
Gordon,  John   H. 

Assistant  Surgeon,  24  July,  1813.     Surgeon,  27  March,  1818.    Resigned  27  March. 
1827. 
Gordon,  John  S. 

Acting  Master,  26  April,  1862.     Dismiss-d  7  June,  1863. 
Gordon,  Joseph  B. 

Acting  Master,  10  June,  1861.     Resigned  1  February,  1862. 
Gordon,  Oliver  A. 

Mate.    Resigned  29  March,  1805. 
Gordon,  Robert  F. 

Acting  Third  Assistant  Engineer,  28  March,  1865.      Honorably  discharged  12 
April,  1866. 
Gordon.  Robert  H. 

Acting  Third  Assistant  Engineer,  26  May,  1863.     Dismissed  2  May,  1864. 
Gordon,  Samuel. 

Mate,  28  July,  1804.     Acting  Ensign,  15  September,  1865.     Honorably  discharged 
13  February,  1860. 
Gordon.  Thomas. 

Midshipman,  7  April,  1799.     Discharged  10  June,  1801,  under  Peace  Establish- 
ment Act. 
Gordon.  Tombigbce. 

Midshipman,  3  June,  1823.     Resigned  12  August,  1824. 
Gordon,  William. 

Mate,  5  August,  1863.     Resigned  17  May,  1865. 
Gordon,  William  li. 

Midshipman,  15  November,  1809.     Lieutenant,  9  December,  1814.     Commander, 
24  April,  1838.    Died  25  May,  1834. 
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Crorgas,  Albert  C. 

Assistant  Surgeon,  30  August,  1850.     Passed  Assistant  Surgeon,  25  March,  1801. 
Surgeon,  13  October,  1801.     Medical  Inspector,  0  October,  1873. 
€toriii:g.iii,  Daniel. 

Acting  Third  Assistant   Engineer,  19  December,  1803.      ApjJointment  revoked 
(Sick,)  8  November,  1804. 
Goriiian,  John. 

JIate,  23  January,  1802.     Acting  Ensign,  8  June,  1803.     Honorably  discharged  30 
September,  1805. 
Gorman,  Maurice  M. 

Acting  Ensign,  30  November,  1804.     Honorably  discharged  6  May,  1808. 
Goruiley,  Henry. 

Acting  Second  Assistant  Engineer,  14  May,  1801.     Honorably  discharged  15  Sep- 
tember, 1805. 
Gorringe,  Henry  H. 

Mate,  13  July,  1802.     Acting  Ensign,  1  October,  1802.     Acting  Master,  26  Sep- 
tember, 1803.     Acting  Volunteer  Lieutenant,  27  April,  18G4.     Acting  Volunteer 
Lieutenant-Commander,  10  July,  1865.      Lieutenant,  12  March,  1868.      Lieu- 
tenant-Commander, 18  December,  1808. 
Gorton,  William  F. 

Third  Assistant  Engineer,  10  February,  1852.     Died  31  August,  1858. 
Gossick,  John  I>. 

Mate,  5  July,  1802.     Acting  Ensign,  20  July,   1864.     Honorably  discharged  30 
September,  1865. 
Gotwolcl,  J.  H. 

Assistant  Surgeon,  10  June,  1801.     Killed  in  action,  31  January,  1803. 
Goiid}',  Jason. 

Acting  Volunteer  Lieutenant,  1  October,  1802.     Died  28  March,  1805. 
Gongh,  George  W. 

Acting  Second  Assistant  Engineer,  13  May,  1803.     Honorably  discharged  30  No- 
vember, 1805. 
Gough,  Oliver  P. 

Acting  Tiiird  Assistant  Engineer,  37  November,  1862.     Acting  Second  Assistant 
Engineer,  3  August,  1863.     Resigned  13  December,  1863. 
Gould,  Ahraham  ^. 

Acting   Master,    16   December,  1861.     Acting  Volunteer  Lieutenant,  capture   of 
•'Mail,''  13  November,  1863.     Honorably  discharged  29  December.  1860. 
Gould,  Charles. 

Acting  Third  Assistant  Engineer,  21  June,  1864.     Honorably  discharged  15  June, 
1805. 
G«uld,  Charles  H. 

Acting  Assistant  Paymaster,  11  September,  1862.     Discharged  9  January,  1860. 
Gould,  £dward  A. 

Mate,  12  April,  1804.     Resigned  13  May,  1865. 
Gould,  James  IS. 

Assistant  Surgeon,  17  October,  1839.     Passed  Assistant  Surgeon,  25  October,  1844. 
Resigned  6  March,  1854. 
Gould,  James  L,. 

Mate,  8  March,  1864.     Acting  Ensign,  8  May,  1805.     Honorably  discharged  19 
•    February,  ISOO. 
Gould,  John  K. 

Mate,  25  July,  1803.     Honorably  discharged  21  August,  1805. 
Gould,  X.  Goddard. 

Acting  Assistant  Paymaster,  1861.     Appointment  revoked  23  November,  1861. 
Gould,  ?rortlinp. 

Carpenter,  10  May,  1871.     Warranted  23  October,  1872. 
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Gonld,  D'illiaui  £. 

Mate,  11  February,  18G3.     Resigned  30  May,  1865. 
Gourdiu,   ^Villiani  Tbeodore  L.. 

jMidsliijiman.  1  January,  1812.     Resigned  11  Sei)tember,  1812. 
Gore,   I'ljsirles   A. 

Jlidsbipman,  5  June,  18T1.     Graduated  20  June,  187G.     Ensign,  29  March,  1879. 
Gove,  Francis  Mills. 

Midshipman,  27  September,   1861.     Graduated  22  November,  1864.     Ensign,   1 
December,  1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  18G9.     Re- 
signed 12  May,  1875. 
Gove,  Giluiaii  D. 

Acting  Midsliipnian,  23  May,  1852.     Midshipman,  1  October,  1856.     Resigned  19 
January,  1858. 
Gove,  Gilinaii  D. 

Acting  Ensign,  1  October,  1862.     Resigned  28  Februar}',  1863. 
Gove,  James  M. 

Midshipman,  23  July,  1866.     Graduated  7  June,  1870. 
Gove,  Saninel  A. 

Acting  Ensign,  15  July,  1863.     Honorably  discharged  14  October,  1866. 
Gover,  Frederick  Jolin. 

Acting  Master,  22  November,  1861.     Acting  Volunteer  Lieutenant,  25  June,  1804. 
Honorably  discharged  16  January,  1866. 
Gow,  John  Li. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 
Go-ning,  It.  C 

Third  Assistant  Engineer,  21   September,  1861.     Second  Assistant  Engineer,  30 
July,  1863.     First  Assistant  Engineer,  11  October,  1866. 
Grace,  Henry  P. 

Boatswain,  19  January,  1858.     Dismissed  4  June,  1859.     Re-appointed  23  Septem- 
ber, 1859.     Dismissed  16  May,  1868.     Boatswain,  16  October,  1872.     Dismissed 
26  February,  1874.     Boatswain,  21  December,  1874.     AVarranted  from  3  August, 
1868. 
Grace,  John  R. 

Acting  Master,  19  November,  1861.     Honorably  discharged  4  January,  1866. 
Grady,  John  O. 

Mate,  18  November,  1861.     Resigned  3  May,  1862 
Graef,  C.  T. 

Mate,  9  October,  1867.     Resigned  2  July,  1868. 
Graff,  William  T. 

Acting   Second   Assistant  Engineer,   29    April,   1863.      Honorably   discharged  5 
August,  1865. 
Grafly,  I>auiel  JV. 

Third  Assistant  Engineer,  21  April,  1802.    Second  Assistant  Engineer,  2  February, 
1804.     First  .Assistant  Engineer,  1  January,  1868.     Resigned  1  April,  1873. 
Grafton,  Fdward  C 

Midshipman,  5  October,  1841.     Passed  Midshipman,  10  August,  1847.    Reserved 
list,  28  September,  1855.     Commissioned  as  Lieutenant  on  Active  list,  from  15 
September,  1855.     Lieutenant-Commander,  16  July,  1802.     Commander,  20  De- 
cember, 1800.     Retired  18  January,  1871.     Died  24  June,  1876. 
Grafton,  Frank  W. 

Acting  Ensign,  1  August,  1864.     Honorably  discharged  5  June,  1865. 
Grafton,  Henry  T. 

Acting  Midshipman,  23  September,  1858.     Ensign,  8  October,  1863.     Dismissed  7 
Janiiary,  1804. 
Grafton,  Joseph  D. 

Assistant  Surgeon,  20  I\Iay,  1859.     Resigned  2  July,   1859.     Re-commissioned  23 
December,  1859.     Dismissed  2  May,  1861 
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Gragg,  Saninel. 

Third  Assistant  Engineer,  29  October,  1801.    Second  Assistant  Engineer,  3  August, 
1863.     First  Assistant  Engineer,  11  October,  1860. 
Gragg,  William  F. 

Mate,  20  November,  1S61.     Acting  Ensign,  15  December,  1864.     Honorably  dis- 
charged 8  December,  1865. 
Graliani,  Benjamin  F. 

Acting  Third  Assistant  Engineer,  5  September,  1803.     Honorably  discharged  8 
August,  1865. 
Graham,  Charles  K. 

Midshipman,  19  October,  1841.     Resigned  3  May,  1848. 
Graham,  Franklin  A. 

Gunner,  17  December,  1861.     Died  4  September,  1873. 
Graham,  George  W. 

Midshipman,  15  November,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 30  October,  1812.     Dead. 
Graham,  James  Duncan. 

Acting   Midshipman,   25    September,    1857.      Acting   Ensign,   3    October,    1863. 
Lieutenant,  1    August,   1802.      Lieutenant-Commander,  35   July,  1866.     Com- 
mander, 9  September,  1870. 
Graham,  J.  E.  ST. 

Mate,  30  April,  1864.     Acting  Ensign,  29  December,  1864.     Honorably  discharged 
3  January,  1807. 
Graham,  John. 

Midshipman,  27  February,  1819.     Lieutenant,  17  May,  1828.     Died  37  June,  1846. 
Graham,  John  C. 

Midshipman,  1  April,  1828.     Passed  Midshipman,  14  June,  1834.     Resigned  11 . 
January,  1836. 
Graham,  John  H. 

Midshipman,  18  May,  1809.     Resigned  9  July,  1810. 
Graham,  John  M. 

Midshipman,  18  June,  1812.     Lieutenant,  5  March,   1817.     Commander,  28  Feb- 
ruary, 1838.     Captain,  7  March,  1849.    Reserved  list,  13  September,  1855.    Com- 
modore on  Retired  list,  4  April,  1807.     Died  15  March,  1878. 
Graham,  John  W. 

Midshipman,  1  January,  1825.     Dismissed  9  Julv,  1833. 
Cjii-:t?:aui,  Joseph. 

Mate,  14  January,  1804.     Acting  Ensign,  22  March,  1805.     Honorably  discharged 
8  November,  1805. 
Graham,  Michael. 

Assistant  Surgeon,  date  not  known.     Surgeon,  16  January,  1809.     Last  appearance 
on  Records  of  Navy  Department,  26  October,  1812.     Dead. 
Graham,  Newell. 

Acting  Master,  11  January,  1862.     Dismissed  17  November,  1864. 
Graham,  Oliver. 

Acting  Third  Assistant  Engineer.     Appomtment  revoked  (Sick,)  38  August,  1863. 
Grahasn^  Kichard  W.  M. 

Jlidshipman,  9  June,  1855.     Died  19  November,  1856. 
Graham,  Samuel  Li. 

Midshipman,  27  July,   1860.     Graduated  7  June,  1870.     Ensign,  13  July,  1871. 
Master,  5  June,  1874. 
Graham,  Wallace. 

Midshipman,  6  December,  1861.  Graduated  22  November,  1864.  Ensign,  1  De- 
cember, 1800.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Died  6 
March,  1876. 
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Graham,  William. 

Surgeon,  7  June,  1799.     Permitted  to  retire  30  July,  1801. 
Graham.  William  C'. 

MiUe,  13  December  ISGl.     Dismissed  20  October,  1862. 
Graham,  William  IS. 

Midsliipman,  2  April,  1804.     Resigned  18  April,  1805. 
Graham,  W.  IS. 

Midsbiioman,  18  June,  1812.     Discharged  19  June,  1813. 
Grail,  Thomas. 

Acting  Gunner,  15  December,  1863.     Honorably  discharged  .11  March,  186S 
Graiiig;er,  John  R. 

Gunner,  23  November,  1861. 
tiirandison,  C.  F. 

Master,  20  September,  1805.     Dismissed  12  January  1808. 
Graiidison,  Charles. 

Master,  25  March,  1812.     Dismissed  1  May,  1813. 
Granger,  Brownell. 

Civil  Engineer,  14  July,  1874.     Removed  23  January,  1877. 
Granger,  H.  M. 

Midshiijman,  23  August,  1836.     Resigned  28  April,  1837. 
Granger,  L.yman  C 

Acting  Assistant  Surgeon,  24  June,  1868.     Died  September,  1864. 
Grant,  Albert  W. 

Cadet  Midshipman,  9  June,  1873.     Graduated  IS  June,  1879. 
Grant,  Alexander  M. 

Acting  Master,  1  October,  1863.     Resigned  23  July,  1863. 
Grant,  Daniel  J. 

Acting  Ensign,  22  December,  1862.     Honorably  discharged  22  Octobei,  IStiS. 
Grant,  Franklin. 

Mate,  7  October,  1863.     Honorably  discharged  13  May,  1867. 
Grant,  Gongh  W. 

Midshipman,  30  May,  1833.     Passed  Midshipman,  8  July,  1839.     Lieutenant,  1 
March,  1845.     Resigned  15  July,  1850. 
Grant,  Joel. 

Professor  of  Mathematics,  15  October,  1889.     Resigned  2  October,  1843. 
Grant,  John. 

Midshipman,  18  June,  1812.     Resigned  28  February,  1813. 
Grant,  John  W. 

Acting  Third   Assistant  Engineer,  10  August,  1864.     Honorably  discharged  30 
October,  1866. 
Grant,  Joseph. 

Boatswain,  27  November,  1801.     Not  in  Service,  31  December,  1803. 
Grant,  William. 

Purser,  12  October,  1844.     Commissioned  expired  3  March,  1845. 
Grant,  William. 

Acting  Second  Assistant  Engineer,  5  August,  1864.     Honorably  discharged  4  No- 
vember, 1865. 
Grantzonr,  F.  W. 

Acting  Ensign,  8  June,  1864.     Honorably  discharged  22  March,  1866. 
Grattan,  J.  W. 

Acting  Ensign,  Admiral  Porter's  Staff,  C  December,  1803.     Discharged  20  April, 
1865. 
Gravatt,  Charles  X. 

Assistant  Surgeon,  27  September,  1871.     Passed  Assistant  Surgeon,  24  March, 
1874. 
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Graves,  Benjamin  F. 

Mate,  3  Juue,  1864.     Resigned  20  August,  1864. 
Oraves,  Charles  J. 

Acting  Midshipman,  17  December,  1853.     Midshipman,  10  June,  1857.    Passed 
Midshipman,  35  June,  1860.     Master,  24  October,  1860.     Lieutenant,  8  April, 
1861.     Dismissed  24  December,  1861. 
Graves,  CJeorge  W. 

Acting  Master,   11  July,  1861.     Acting  Volunteer  Lieutenant,  29  January,  1863. 
Honorably  discharged  10  February,  1866. 
Graves,  Uiraui  B. 

Mate,  23  June,  1863.     Acting  Ensign,  36  August,  1863.     Honorably  discharged  6 
December,  1865. 
Graves,  James  C. 

Mute,  3  November,  1868.     Acting  Assistant  Paymaster,  3  March,  1864.     Mustered 
out  3  Maj',  1867. 
Graves,  John. 

Master,  6  July,  1813.     Resigned  29  October,  1813. 
Graves,  Sewell  F. 

Mate,  39  December,  1863.     Acting  Ensign,  37  July,  1864.     Resigned  19  June 
1S65. 
Gray,  Andrew  F.  V. 

Midsliipman,  15  October,  1839.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
8  Sqjtember,  1841.     Died  15  March,  1860. 
Gray,  Charles. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1817.     Dropped 
13  September,  1855. 
Gray,  Fdwin  F.       , 

Midshipman,  8  April,  1846.     Passed  Midshipman,  8  June,  1853.     Master,  15  Sep- 
tember, 1855.     Lieutenant,  16  September,  1855.     Resigned  39  December,  1857. 
Gray,  Fzra. 

Acting  Third  Assistant  Engineer,  33  March,  1864.     Resigned  34  June,  1865. 
Gray,  George. 

Midshipman,  14  April,  1800.     Last  appearance  on  Records  of  Navy  Dei^artment,  5 
September,  1800.     Resigned. 
Gray,  George  B. 

Midshipman,  1  November,  1836.    Passed  Midshipman,  10  June,  1833.    Lieutenant, 
8  December,  1838.     Reserved  list,  13  September,  1855.     Died  3  October,  18G6. 
Gray,  George  W. 

Midshipman,  1  January,  1813.     Resigned  10  August,  1814. 
Gray,  G.  Harrison. 

Acting  Assistant  Surgeon,  16  June,  1871.     Resigned  4  October,  1873. 
Gray,  Henry. 

Midshipman,  1  January,  1812.     Lieutenant,  1   April,  1818.     Last  appearance  on 
Records  of  Navy  Department.     Dead. 
Gray,  Howard  P. 

Acting  Third  Assistant  Engineer,  39  September,  1863.    Honorably  discharged  16 
October,  1865. 
Gray,  James  li. 

Mate.    Dismissed  23  January,  1862. 
Gray,  Bobert  F. 

Mate,  18  May,  1864.     Resigned  16  November,  1864. 
Gray,  S.  C. 

Acting  Master,  23  May,  1861.     Dismissed  22  August,  1864. 
Gray,  Sidney  N. 

Mate,  8  May,  1862.    Acting  Ensign,  21  November,  1864.    Honorably  discharged 
10  November,  1865. 
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«ray,  W.  H.  H. 

Midshipman,  3  February,  1829.     Resigned  4  June,  1829. 
Gray,  William  F. 

Carpenter.  8  July,  1869.     Died  13  December,  1871. 
Gray,  William  H. 

Mate,  11  June,  18G3.     Honorably  discharged  7  August,  1865. 
Gray  don,  James  W. 

Midshipman,  23  J\ily,  1865.     Graduated  4  June,  1809.     Ensign,  13  January,  1870- 
Master  27  March,  1873.     Lieutenant,  25  November,  1877. 
Grayson,  John. 

Midshipman,  26  June.  1799.     Resigned  18  October,  1800. 
Grayson,  John  R. 

Master,  14  February,  1809.     Resigned  29  March,  1815. 
Grayson,  William  R. 

Midshipman,  20  June,  1806.     Resigned  2  April,  1808. 
Greaton,  John. 

Midshipman,  6  December,  1814.     Resigned  23  February,  1815. 
Greatorex,  Henry. 

Acting  Third  Assistant  Engineer,  33  February,  1804.     Acting  Second  Assistant 
Engineer,  18  April,  1805.     Honorably  discharged  13  June,  1866. 
Greatrake,  C.  T.. 

Second  Assistant  Engineer,  15  March,  1847.     Resigned  25  October,  1847. 
Greeley,  Alfred  J. 

Acting  Assistant  Paymaster,  31  October,  1864.     Discharged  20  November,  1865. 
Acting  Assistant  Paymaster.  3  March,  1867.     Passed  Assistant  Paymaster,  10 
February,  1870.     Retired  30  June,  1875.     Died  10  August,  1875. 
Green,  Allen  J.  ' 

Midshipman,  6  January,  1800.     Resigned  17  January,  1803. 
Green,  Archibald. 

Midshipman,  1  March,  1835.     Resigned  19  October,  1837. 
Gsreen,  Bennett  W. 

Assistant  Surgeon,  31  August,  1859.     Dismissed  May,  1861. 
Green,  Charles. 

Midshipman,  1  May,  1826.     Passed  Midshipman,  28  April,  1832.     Lieutenant,  8 
March,  1837.     Commander,  14  September,  1855.     Captain,  10  July,  1862.     Re- 
tired 15  November,  1803.     Commodore,  Retired  list,  4  April,  1867. 
Green,  Charles. 

Acting  Third  Assistant  Engineer,  3  October,  1864.     Resigned  13  January,  1865. 

Green,  Charles  L,. 

Acting  Assistant   Surgeon,  31    May,  1864.      Assistant   Surgeon,  23   June,  1864. 
Passed  Assistant  Surgeon,  11  October,  1867.     Resigned  15  January,  1870. 
Green,  David. 

Boatswain,  24  January,  1848.     Dismissed  26  June,  1850. 
Green,  Edward  II. 

Assistant  Surgeon,  11  March,  1875. 
Green,  Elliott. 

Carpenter,  17  August,  1823.     Died  14  November,  1834. 
Green,  Ellis  Li. 

Jlidsliipman,  3  July,  1798.     Resigned  18  December  1798. 
Green,  Farnilblfl. 

Midshipman,  1  ^lay,  1822.     Dismissed  17  December,  1827. 
Green,  Francis  M. 

Acting  Master,  18  June.  1861.  Acting  Volunteer  Lieutenant,  3  April,  1864.  Hon- 
orably discharged  24  May,  1866.  Acting  Volunteer  Lieutenant,  3  September, 
18Ci(i.    Lieutenant,  12  March,  1868.    Lieutenant-Commander,  18  December,  1868. 
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Green,  George. 

Acting  Third  Assistant  Engineer,  4  August,  1864.     Resigned  12  May,  I860. 
Green,  Henry  A. 

Acting  Ensign,  37  July,  1863.     Acting  Master,  30  November,  1864.     Honorably 
liscliarged  26  September,  1865. 
Green,  Henry  IS. 

Acting  Third  Assistant  Engineerr,  19  September,  1862.     Acting  Second  Assistant 
Engineer,  3  March,  1864.     Resigned  (Sick,)  22  March,  1805. 
Green,  Henry  D. 

Mate,  3  September,  1863.     Acting  Ensign,  10  December,  1863.     Honorably  dis- 
charged 11  November,  1865. 
Green,  Henry  L.. 

Midshipman,  21  July,  1866.     Graduated  7  June,  1870.     Ensign,  13  July,  1871. 
Master,  23  May,  1874. 
Green,  Henry   W. 

Acting  Master,  10  June,  1801.     Dismissed  C  July,  1861. 
Green,  James  E. 

Acting  Carpenter,  1  October,  1862.     Appointment  revoked  29  October,  1803. 
Green,  James  G. 

Mate,  11  May,  1861.     Acting   Ensign,  27  November,   1862.     Acting  Master,   11 
August,  1864.     Master,  12  March, ^868.     Lieutenant,  IS  December,  1808.    Lieu- 
tenant-Commander, 3  July,  1870. 
Green,  John. 

Purser,' 5  April,  1805.     Last  appearance  on  Records  of  Navy  Department,  11  Jan- 
uary, 1811. 
Green,  Jobn. 

Carpenter,  23  January,  1833.     Died  12  January,  1864. 
Green,  John  91. 

Gunner,  23  November,  1828.     Resigned  8  September,  1836. 
Green,  John  P. 

Third  Assistant  Engineer,  24  February,  1802.     ApiJointment  revoked  1  March, 
1802. 
Green,  John  R. 

Purser,  25  April,  1812.     Died  24  August,  1812. 
Green,  Joseph  F. 

Midshipman,  1  November,  1827.    Passed  Midshipman,  10  June,  1833.    Lieutenant, 
28  February,  1838.     Commander,  14  September,  1855.     Captain,  10  July,  1862. 
Commodore,  2  December,  1807.     Rear-Admiral,  13  July,  1870.     Retired  list,  35 
November,  1872. 
Green,  Joseph  Story. 

Third  Assistant  Engineer,  11    Februarv,   1862.      Second  Assistant  Ensjineer,  15 
October  1803.     Retired  24  May,  1867" 
Green,  I^eTi  R. 

Third  Assistant  Engineer,  19  March,  1858.     Second  Assistant  Engineer,  1  Decem- 
ber, 1860.     First  Assistant  Engineer,   15   October,   1803.     Resigned  2  Ausiust, 
18G9. 
Green,  Nathaniel. 

Acting  Midshipman,  28  May,  1852.     Midshipman,  1  October,  1850.     Passed  Mid- 
shipman, 29  April,  1859.     Master,  5  September,  1859.     Lieutenant,  27  February, 
1801.     Lieutenant-Commander,  2  January,  1863.     Retired  list,  21  January,  1873 
Died  22  March,  1873. 
Green,  Richard. 

Boatswain,  12  December,  1799.     Discharged  1  August,  1800. 
Green,  Samuel. 

Master,  19  January,  1809;    Appointment  revoked  8  May,"1809. 
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Green,  Saninel  V. 

Midshipman,  1  April,  182S.     Resigned  9  July,  1S28. 
Oreen,  Saiunel  S. 

Sailmaker,  1802.     Last  aiiijearance  on  Records  of  Navy  Department,  19  December, 
1803. 
Oreen,  Stephen  S. 

Acting  Assistant  Surgeon,  5  March,   1864.     Honorably  discharged  5  December, 
18G5. 
Cireen,  Thomas  IS. 

Acting   Third  Assistant  Engineer,  28  October,  1801.     Acting  Second  Assistant 
Engineer,   26   December,  1803.     Acting  First  Assistant  Engineer,  3  October, 
1864.     Honorably  discharged  20  March,  1866. 
Oreen,  Thomas  H. 

Acting  Gunner,  14  September,  1863.     Honorably  discharged  16  October,  1865. 
Oreen,  William. 

Master,  26  Jinie,  1812.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Lake  Champlain. 
Oreen,  William. 

Boatswain,  30  September,  1861.     AVarranted  30   September,  1862.     Appointment 
revoked  19  May,  1869. 
Oreen,  William. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1827.     Commander,  17  May, 
1847.     Reserved  list,  13  September,  1855.     Resigned  6  May,  1861. 
Oreen,  William  H. 

Acting  First  Assistant  Engineer,  11  June,  1862.     Acting  Chief  Engineer,  21  July, 
1863.     Resigned  15  August,  1863. 
Oreen,  Willis  91. 

Midshipman,  30  November,  1814.     Resigned  14  June,  1819. 
Oreen,  W.  M.,  Jr. 

Jlidshipman,  16  December,  1836.     Dismissed  19  September,  1840. 
Oreeiie,  Alhert  S. 

Third  Assistant  Engineer,  17  February,  1860.     Second   Assistant  Engineer,  17 
November,  1863.     First  Assistant  Engineer,  1  March,  1864.     Chief  Engineer,  5 
March,  1871. 
Oreene,  Benjamin  F. 

Professor,  21  March,  1873.     Retired  list,  25  October,  1879. 
Oreene,  Charles  H. 

Midshipman,  13  May,  1849.     Passed    Midshipman,  15  June,  1854.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  16 
July,  1862.     AVholly  retired  17  May,  1867. 
Oreene,  Christopher  J¥. 

Midshipman,  1  February,  1837.     Resigned  23  October,  1837. 
Oreene,  Daniel  S. 

Assistant  Surgeon,  18  October,  1833.     Passed  Assistant  Surgeon,  1   August,  1837. 
Surgeon,  8  September,  1841.     Dismissed  2  May,  1861. 
Oreene,  Daviii  M. 

Third  Assistant  Engineer,  23  May,  1861.     Second  Assistant  Engineer,  28  October, 
1862.     First  Assistant  Engineer,  1  January,   1865.      Resigned   16  September, 
1869. 
Oreene,  Edward  H., 

Mate,  21  November,  1864.     Honorably  discharged  6  May,  1807.     Mate,  26  Novem- 
ber, 1869.     Deserted  16  April,  1873. 
Oreene,  Francis  E. 

Midshipman,  25  September,  1867.      Graduated  6  June,  '1871.     Ensign,  14  July, 
1873.     Master,  16  June,  1875. 
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Greene,  Francis  V. 

Acting  Assistant  Surgeon,  19  December,  1862.     Acting  Passed  Assistant  Surgeon, 
14  August,  18U5.     Passed  Assistant  Surgeon,  Retired  list,  30  June,  1ST9. 
Greene,  Frank  C- 

Acting  Gunner.  5  August,  1863.     Honorably  discharged  G  December,  1865. 
Greene,  George  Maxon. 

Third  Assistant  Engineer,  35  August,  18G2.     Second  Assistant  Engineer,  20  Feb- 
ruary, 18G4.     First  Assistant  Engineer,  1  January,  1868.     Died  3  June,  1878. 
Greene,  George  W. 

Carpenter,  16  November,  1875. 
Greene,  Ilngli  W. 

Purser,  28  February,  1839.     Resigned  15  May,  1851. 
Greene,  James  C 

Acting  Ensign,  11  November,  1862.     Dismissed  7  June,  1863.     Acting  Ensign,  8 
November,  1864.     Honorably  discharged  29  July,  1865. 
Greene,  James  M. 

Surgeon's  Mate,  20  April,  1825.     Surgeon,  4  December,  1828.     Retired  21  Decem- 
ber, 1801.     Medical  Director  on  Retired  list,  8  March,  1871.    Died  9  June,  1871. 

Greene,  Panl. 

Acting  Ensign,  17  September,  1864.     Honorably  discharged  13  July,  1865. 

Greene,  R.  U. 

Acting  Assistant  Surgeon,  5  November,  1863.     Resigned  18  May,  1865. 
Greene,  Samnel  Dana. 

Acting  Midshipman,  21  September,  1855.    Midshipman,  9  June,  1859.    Lieutenant, 
31   AuEtnst,  1861.     Lieutenant-Commander,  11   August,  1865.     Commander,  12 
December,  1872. 
Greene,  Stewart. 

Acting  Second  Assistant  Engineer,  28  March,  1863.     Resigned  10  April,  1863. 
Acting  Second  Assistant  Engineer,  21  May,  1863.    Honorably  discharged  19 
October,  1865. 
Greene.  Theodore  P. 

Midshipman,  1  November,  1836.     Passed  Midshipman,  28  April,  1832.     Lieuten- 
ant, 20  December,  1837.     Commander,   14  September,  1855.     Captain,  16  July, 

1862.  Commodore,  24  July,  1867.     Retired  1  November,  1871.     Rear-Adrairal, 
Retired  list,  24  May,  1873." 

Greene,  William  A. 

Assistant  Surgeon,  7  March,  1838.     Died  November,  1839. 
Greene,  William  R. 

Acting  Second  Assistant  Engineer,  17  December,  1861.     Killed  in  action  at  Gal- 
veston, Texas,  1  January,  1863. 
Greenhalgb,  John. 

Acting  Ensign,  19  December,  1863.     Honorably  discharged  5  May,  1868. 
Greenhongli,  J.  W.  B. 

Assistant  Surgeon,  7  March,  1838.     Resigned  10  September,  1844.     Re-api)ointed 
24  April,  1847.     Passed  Assistant  Surgeon.     Retired  14  May,  1861.     Dismissed 
5  July,  1861. 
Greenlaw,  James. 

Midshipman,  18  June,  1812.     Last  appearance  on  Records  of  Navy  Department, 
15  November,  1814. 
Greenleaf,  Charles  H. 

Third  Assistant  Engineer,  3  October,  1861.    Second  Assistant  Engineer,  3  August, 

1863.  First  Assistant  Engineer,  11  October,  1866. 
Greenleaf.  Frederick  W. 

Midshipman,  29  July,  1863.     Graduated  1  June,  1867:     Ensign,  18  March,  1S68. 
Master,  21  March,  1870.     Lieutenant,  31  October,  1871. 


300  C-ENETIAL   NAVY  KEGISTER. 

Oreenleaf,  Jonatlinii 

Midshipman,  31  Octuljtr,  ITOP.     Died  30  June,  1800. 
Greeiiow,  John. 

Carpenter,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
Greenow,  Sauinol. 

Carpenter,  15  April,  1T99.     "Warrant  returned  1  ^laj-,  1801. 
Green  way,  C  Hunter. 

Mate,  5  May,  1870.     Resigned  21  November.  1S71. 
Greenway,  William  W.  T. 

Acting  Assistant  Paymaster,  1  August,  18G1.     Dismissed  4  December,  1863. 
Greenwell,  Edward. 

Midsliipman,  9  June,  1811.     Dismissed  4  December,  1819. 
Greenwood,  Charles  H. 

Mate.     Deserted  25  April,  18GG. 
Greenwood,  E.  1. 

Midshipman,  1  December,  182G.     Resigned  13  May,  1833. 
Greenwood,  George  W. 

Actins,  Third  Assistant  Engineer,  14  Mav,  18G4.    Honorably  discharged  10  August, 
18G5. 
Greenwood,  John  T. 

Acting  Third  Assistant  Engineer,  8  October,  1863.     Honorably  discharged  23  Oc- 
tober, 1868. 
Greenwood,  Thales. 

Midshipman,  1  January,  1808.     Dismissed  6  November,  1809. 
Greer,  Alexander. 

Third  Assistant  Engineer,  1  December,  1854.     Second  Assistant  Engineer,  9  May, 
1857.    First  Assistant  Engineer,  2  August,  1859.    Chief  Engineer,  21  May,  1863. 
Died  10  September,  18G7. 
Greer,  James  A. 

Midshipman,  10  January,  1848.     Passed  Midshipman,  15  June,  1854.     Master,  15 
September,  1855.      Lieutenant,  16   September,  1855.      Lieutenant-Commander, 
16  July,  1862.     Commander,  25  July,  1866.     Captain,  26  April,  1876. 
Greeres,  Thomas. 

Midshipman,  9  November,  1813.     Died  in  1817. 
Gregg,  John. 

Mate,  24  January,   18G3.     Acting  Ensign,  13  February,  1864.      Honorably   dis- 
charged 12  December,  1805. 
Gregg,  William. 

Mate,  24  January,  1863.     Appointment  revoked  (Sick,)  1  August,  1SG3. 
Gregg,  William  W. 

Mate,  23  September,  1862.     Dismissed  4  Februaiy,  1863.     Mate,  4  February,  1804. 
Dischari^ed  29  April,  1865.     JIate,  22  April,  1870.     Appointment  revoked  24 
September,  1870. 
Gregory,  Francis. 

Midshipman,  23  May,  1840.     Passed  Jlidshipmau,  11  July,  1846.     Died  27  Feb- 
ruary, 1852. 
Gregory,  Francis  II. 

Midshipman,  16   January,  1809.     Lieutenant,  28   June,  1814.      Comm.ander,  28 
April,  1828.    Captain,  18  January,  1838.    Rear- Admiral  on  Retired  list,  16  July, 
1S62.     Died  4  October,  1866. 
Gregory,  Frank  F. 

Mate,  27  April,  1864.     Acting  Ensign,  18  May,  1865.     Honorably  discharged   IS 
July,  1865. 
Gregory, George  A. 

Mate,  3  June,  1864.     Honorably  discharged  13  May,  1866. 
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tJregory,  Henry  S. 

Acting  Assistant  Paymaster,  31  October,  18C3.     Honorably  discharged  21  Novem- 
ber, 1865. 
Gregory,  H.  M. 

Acting  Assistant  Surgeon,  3  August,  18G1.     Resigned  27  February,  1802. 
Gregory,  H.  P. 

Third  Assistant  Engineer,  21  September,  1861.     Second  Assistant  Engineer,  30 
July,  18C3.     Resigned  27  April,  1865. 
Gregory,  Ilngli  11. 

Acting  Master,  37  May,  1861.     Acting  Volunteer  Lieutenant,  13  October,  1862. 
Resigned  6  February,  1864. 
Gregory,  John  H. 

Mate,  4  November,  1801.     Acting  Ensign,  1  April,  1804.     Honorably  discharged 
30  November,  1805.     Acting  Ensign,  33  August,  1867.     Mustered  out  9  Decem- 
ber, 1808. 
Gregory,  Joseph,  Jr. 

Mate,  34  December,  1801.     Honorably  discharged  24  October,  1865. 
Gregory,  Justns  £. 

Acting  Assistant  Surgeon,  16  February,  1864.     Honorably  discharged  9  October, 
1805. 
Gregory,  Michael  B. 

Acting  Master,  24  July,  1861.     Dismissed  1  October,  1861. 
Gregory,  Kichartl  C 

Assistant  Surgeon,  34  July,  1813.     Last  appearance  on  Records  of  Navy  Dei^art- 
ment. 
Gregory,  Kobcrt. 

Mate,  30  June,  1»63.     Deserted  18  September,  1863. 
Gregory,  Saninel  B. 

Acting  Master,  3  October,  1861.     Resigned  15  November,  1864. 
Gregory,  Thomas  B. 

Acting  Volunteer  Lieutenant,  1  October,  1863.    Honorably  discharged  30  October, 
1865. 
Gregory,  TVeston. 

Mate,  5  March,  1863.     Acting  Ensign,  36  December,  1863.    Resigned  8  May,  1863. 
Gregory,  William  D. 

Acting  Master,  20  August,  1861.     Dismissed  6  September,  1861.     Re-apjiointed  3 
October,  1861.     Appointment  revoked  37  June,  1862. 
Gregory,  William  D. 

Mate,  7  January,  1864.     Honorably  discharged  31  May,  1866. 
Grenlick,  Joseph. 

Mate,  17  May,  1864.     Dismissed  3  August,  1805. 
Grennel,  Sloss  H. 

Midshipman,  30  April,  1800.    Lieutenant,  19  February,  1807.    Dismissed  1  August, 
1807. 
Grennel,  Sloss  H. 

Master,  24  April,  1813.     Died  34  Marc'h,  1813 
Greppin,  Joseph. 

Acting  Second  Assistant  Engineer,  10  December,   1863.     Honorably  discharged 
28  March,  1807. 
Grey,  Henry  W. 

Mate,  10  September,  1864.     Honorably  discharged  4  October,  1805. 
Grice,  Francis. 

Naval  Coustructor,  7  May,  1817.     Chief  Naval  Constructor,  1  December,  1846. 
Grice,  Joseph. 

Carpenter,  19  February,  1819.     Last  appearance  on  Records  of  Navy  Department, 
34  February,  1819. 
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Gri«lley,  Cliarles  Ternon. 

Acting  Midshipman,   2G   September,   18G0.      Acting  Ensign,    1   October,   1SG3. 
Master,  10  Mav,  ISUG.     Lieutenant,  21  February,  18G7.     Lreutcnant-Commander, 
13  March,  18U8. 
Cirier,  Ertwartl  H. 

Mate,  17  December,  lSG-1.     Honorably  discharged  2G  October,  1SG5. 
Grier,  George  W. 

Acting  Tliird  Assistant  Engineer,  11   February,  1804.     Honorably  discharged  9 
October,  1SG5. 
Grier,  Henry  F. 

Acting  Third   Assistant  Engineer,  19  October,  1863.     Honorably  discharged  7 
October,  1SG5. 
Grier,  John  A. 

Third  Assistant  Engineer,  2  August,  1855.     Second  Assistant  Engineer,  21  July, 
1858.     First  Assistant  Engineer,  3  August,  1859.     Chief  Engineer,  31  January, 
1SG3.     Resigned  15  November,  18G5. 
Grier,  Johu  W. 

Chaplain,  3  March,  1825.     Resigned  15  October,  1859. 
Grier,  Willlaiii. 

Assistant  Surgeon,  7  March,  1838.    Passed  Assistant  Surgeon.     Surgeon,  14  April, 
1852.     Medical  Director,  3  March,  1871.     Sm-geon-Geueral,  Retii-ed  list,  5  Octo- 
ber, 1878. 
Grieve,  Charles. 

Mate,  9  January,  1864.     Acting  Ensign,  30  August,  1864.     Acting  Master,  6  April, 
18G5.     Honorably  discharged  7  July,  1860. 
Griflin,  Allen. 

Midshipman,  1  January,  1812.     Lieutenant,   1  Auril.  1818.     Died  18  September, 
1828. 
Griffin,  Charles  E.  li. 

Midshipman,  2  November,  1828.     Passed  Midshipman,  14  June,  1834.     Dismissed 
11  January,  1840. 
Griflin,  Colnnihns  I^. 

Acting  Third  Assistant  Engineer,  18G1.     Appointment  revoked  (Sick.)  19  March, 
1NG2.    Actin    Third  Assistant  Engineer,  1  August,  1862.    Appointment  revoked 
(Sick,)  15  September,  1862. 
Griflin,  George  B. 

Mate,  27  February,  1863.     Acting  Ensign,  17  April,  1864.     Honorably  discharged 
25  October,  ISGo. 
Griffin,  George  W. 

Acting  Assistant  Paymaster,  14  January,  1862.     Resigned  19  September,  1864. 
Griflin,  Israel  S. 

Midshipman,  4  March,  1823.     Dismissed  8  Jime,  1831. 
Griflin,  James. 

Gunner,  26  February,  1840.     Appointment  revoked  12  December,  1840. 
Griflin,  John. 

Mate,  8  May,  18G2.     Acting  Ensign,  31  August,  1863.     Honorably  discharged  6 
November,  1SU5.     Mate,  15  March,  1S67.     In  service. 
Griflin,  I^arkin. 

Assistant  Surgeon,  8  September,  1802.      Surgeon,  27  November,  1804.     Died  1 ' 
November,  1814. 
Griflin,  I^ovi, 

First  Assistant  Engineer,  1  November,  1842.     Disrated  to  Second  Assistant  Engi- 
neer, 28  July,  1845.     Resigned  2  November,  1S47. 
Griflin.  Bohert  IVeehols. 

Midshipman,  21  January,  1862.     Graduated  22  November,  18G4.     Died  7  Septem- 
ber, 1867. 
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Griffin,  Robert  S. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 
Oriffiii,  Saiiinel  li. 

Acting  Ensign,  7  October,  1SG3.     Resigned  3  December,  1806. 
Griffin,  Samuel  P. 

Midshipman,  9  September,  1841.      Passed  Midshipman,  10  August,  1847.     Dis- 
missed 15  June,  1854. 
Griffin,  Thomas  D. 

Midshipman,  20  September,  1873.     Graduated  20  June,  1876.     Ensign,  1  Novem- 
ber, 1879. 
Griffin,  Thomas  J. 

Second  Assistant  Engineer,  28  May,  1861.     Resigned  6  April,  1863. 
Griffin,  Timothy  J. 

Sailmaker,  13  May,  1840.     Resigned  6  April,  1853. 
Griffin,  William. 

Acting  Third  Assistant  Engineer,  13  February,  1865.     Honorably  discharged  16 
September,  1865. 
Griffin,  William  P. 

Midshipman,  1  October,  1827.     Passed  Midshiismau,  10  June,  1833.     Lieutenant, 
28  February,  1838.     Died  4  December,  1851. 
Grifflng,  George  H. 

Acting  Assistant  Paymaster,  18  Novemlier,  1864.     Passed  Assistant  Paymaster,  2o 
July,  1866.     Paymaster,  3  October,  la74. 
Griffith,  Alberto. 

Midshij)man,  1  November,  1826.     Passed  Midshipman,  28  A^jril,  1833.     Lieuten- 
ant, 6  September,  1837.     Died  20  December.  lt>42. 
Griffith,  Alfred. 

Assistant  Surgeon,  16  October,  1867.     Resigned  13  October,  1371. 
Griffith,  Milton. 

Acting  Ensign,  31  March,  1863.     Appointment  revoked  10  January,  1865. 
Griffith,  Samnel  H. 

Assistant  Siugeuu,  15  December,  1877. 
Griffith,  Theophilns. 

Mate.  33  January,  1802.     Resigned  9  September,  1802. 
Griffith,  William. 

Acting  Guimer,  5  August,  1863.     Deserted  19  November,  1863. 
Griffith,  William. 

Midshipman,  17  February,  1800.     Lost  on  the  "  Insurgent.'''' 
Griffiths,  Domiuick  £. 

Mate,  3  November,  1803.     Discharged  22  April,  1864. 
Griffiths,  Herbert  91. 

Carpenter,  25  September,  1861. 
Griffiths,  Isaac  J. 

Third  Assistant  Engineer,  16  January,  1803.     Resigned  20  February,  1863. 
Griffiths,  John  .¥. 

Acting  Assistant  Paymaster,  16  September,  1862.     Resigned  30  May,  1804. 
Griffiths,  John  W. 

Acting  Ensign,  37  April,  1804.     Honorably  discharged  29  October,  1805. 
Griffiths,  Montgomery  P. 

Acting  Third  Assistant  Engineer,  15  September,  1804.     Honorably  discharged  4 
September,  1865. 
Griffiths,  Oliver  W. 

Carpenter,  16  September,  1863.     Resigned  15  October,  1808. 
Griffiths,  Walter  B. 

Acting  Gunner,  13  December,  1803.     Resigned  19  August,  1804. 
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Griggs,  Charles  D. 

Mute,  3  September,  1864.     Honorably  discharged  3  October,  18G5. 
Origgs,  George  II. 

Acting  Tliird  Assistant  Engineer,  15  January,  1862.     Resigned  24  March,  1862. 
Acting  Tljird  Assistant  Engineer,  12  June,  1802.     Resigned  16  December,  1862. 
Grimball,  John. 

Acting  Midsliipman,  23  September,  1854.     Midshipman,  11  June,  1858.     Resigned 
34  December,  1800. 
Grimball,  D'illiani. 

Midshipman,  1  September,  1811.     Resigned  20  December,  1818. 
Grimes,  James  9IcF. 

Midshipman,  28  July,  1863.     Graduated  June,  1867.     Ensign,  18  December,  1868. 
Master,  21  March,  1870.     Lieutenant,  20  December,  1S71. 
Grimes,  John. 

Acting  Third  Assistant  Engineer,  10  April,  1803.     Honorably  discharged  13  Octo- 
ber, 1805. 
Grimes,  John., 

Actiiij,  Third  Assistant  Engineer,  0  August,  1806.     Mustered  out  5  JIurcli,  1868. 
Grimke,  Benjamin  IS. 

Midshipman,  30  November,  1814.     Lieutenant,  13  January,  1825.     Drowned  in 
November,  1835. 
Grimshaw,  £.  S. 

Midshipman,  4  August,  1823.     Resigned  16  October,  1823. 
Grinnell,  H.  IValton. 

Mate,  23  June,  1802.     Acting  Ensign,    11   November,  1863.     Acting  Master,  6 
January,  ltj(i4.     Acting  Volunteer  Lieutenant.  3  May,  1805.     Ensign,  but  did 
not  accept,  13  March,  1868.     Honorably  discharged  25  July,  1808. 
Griscom,  John  S. 

Mate,  13  October,  1803.    ActingEnsign,  33  February,  1804.    Killedon  "Mackinaw," 
25  December,  1864. 
Griswold,  Charles  Denning. 

Midshipman,   20   November,   1801.     Graduated   33  November,  1864.     Ensign,  1 
December,  1806. 
Griswold,  David  II. 

Mate,  30  December,  1861.     Resigned  (Sick,)  3  December,  1863. 
Griswold,  Edward  D. 

Lieutenant,  31  October,  1799.     Resigned  29  September,  1800. 
Griswold,  George  R. 

Purser,  15  September,  1853.     Died  5  April,  1857. 
Gristrold,  George  R. 

Mate,  3  May,  1S03.     Deserted  30  March,  1863. 
Griswold,  William  Ji. 

Acting  Master,  9  July,  1801.     Honorably  discharged  18  SeiDtember,  1865. 
Grivett,  John  W. 

Acting  Master  and  Pilot,  1   October,  1864.     Honorably  discharged  27  December, 
1865. 
Grooms,  Robert  li. 

Acting  First  Assistant  Engineer,  11  May,  1863.     Dismissed  5  August,  1863. 
Gross,  Charles  W. 

Mate,  29  June,  1863.     Appointment  revoked  13  April,  1864. 
Gross,  Daniel  H. 

Mate,  8  January,  1862.     Acting  Ensign,  33  May,  1863.     Dismissed  5  December, 
1803. 
Gross,  F.  A. 

Acting  Ensign,  30  May,  1803.      Acting   Master,   8  Mnv.   1S05.     Honorably  dis- 
charged 33  December,  1805. 
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Oroj^s,  Frederick  A.,  Jfr. 

Mate,  29  December,  ISfJo.     Honorably  discharged  25  October,  1S65. 
Oross,  Tlionias  II.  P. 

Mate,  5  Scjitember,  1S03.     Resigned  30  June,  ISGo. 
Cirosvcnor,  G.  II. 

Mate,  27  April,  1865.     Honorably  discharged  24  December,  18G5.     Mate,  26  May, 
ISUG.     Resigned  13  October,  1866. 
Groih,  Tlieodore  A. 

Acting  Third  Assistant  Engineer,  22  Blarcli,  1S65.     Honorably  discharged  7  Octo- 
ber, 1865. 
Orout,  John  K. 

Midshipman,  21  November,  1848.     Dropped  12  July,  1849. 
Grove,  Francis  H. 

Acting  Master,  22  January,  1862.     Honorably  discharged  23  November,  1865. 
Grove,  James  R. 

Mate,  29  December,  1863.     Resigned  6  May,  1865. 
Grove,  Thomas  G. 

Acting  Master,  18  June,  1862.     Acting  Yokinteer  Lieutenant,  4  February,  1865. 
Ensign,  12  March,  1868.     Master,  18  December,   1868.     Lieutenant,  21  March, 
1870. 
Grover,  Eldridge  H. 

Acting  Third  Assistant  Engineer,  11  March,  18C4.     Appointment  revoked  (Sick,) 
8  November,  1864. 
Groves,  Charles  I^. 

Acting  Third  Assistant  Engineer,  3  September,  1864.     Honorably  discharged  30 
June,  1865. 
Groves,  George  J. 

Acting  Master,  1  October,  1862.     Honorably  discharged  11  December,  1865. 
Grow,  ArteniHS  Li. 

Acting  Third  Assistant  Engineer,  25  July,  1863.     Honorablv  discharged  31  Octo- 
ber, 1868. 
Grozier,  William  W. 

Acting  Master,  28  October,  1861.     Honorably  discharged  24  December,  1865. 
Grubb,  George  G. 

Midshipman,  4  June,  1801.     Discharged  17  March,  1804. 
Grubb,  William  II. 

Acting  Ensign,  15  August,  1864.     Honorably  discharged  18  August,  1865. 
Grniiiley,  IVilliam  R. 

Mate,  24  October,  1861.     Resigned  25  February,  1862. 
Grundy,  Felix. 

Midshipman,  21  October,  1845.     Dismissed  12  June,  1851. 
Grymes,  IVilliam  F. 

Midshipman,  4  March,  1823.     Dismissed  8  June,  1831. 
Gudgeon,  William  H. 

Acting  Ensign,  10  March,  1863.  Resigned  22  April,  1863. 
Guernsey,  David  W. 

Acting  Assistant  Paymaster,  23  October,  1863.     Honorably  discharged  13  Septem- 
ber, 1865. 
Guernsey,  Thomson. 

Acting  Third    Assistant  Engineer,  1  October,   1862.      Honorably  discharged  15 
December,  1865. 
Guerard,  Richard  D. 

Third  Assistant  Engineer,  11  January,  1849.     Dismissed  20  July,  1850. 
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Guertin,  Fraiiu. 

ilidshipnian,  1   July,  1.*('j7.      Graduated  C  June,  1871.      Eusign,   14  July,   ISTO. 
Master,  3  August,  1877. 

Guest,  John. 

Jlidsbipiuau,  IG  December,  1837.     Passed  Midshipman,  20  June,  1843.     blaster. 
16  July,  1850.     Lieutenant,  24  December,  1850.     Commander,  16  July,  18113. 
Captain,  25  July,  1866.     Commodore,  13  December.  1872.     Died  13  January, 
1879. 
Guild,  C'harlos  F. 

Acting  Assistant  Paymaster,  8  October,  1864.     Assistant  Paymaster,  12  December, 
1864.     Paymaster,  1  September,  ISGo. 
Guild,  Charles  M. 

Acting  Assistant  Paymaster,  19  September,  1861.     Clustered  out  28  April,  18G9. 

Guiltl,  Henry  A. 

Acting  Third  Assistant  Engineer,  3  September,  1804.     Honorably  discharged  IS 
December,  1865. 
Guild,  Samuel  E. 

Acting  Third  Assistant  Engineer,  25  August,  1864.     Honorably  discharged  5  Jan- 
uary, 1866. 
Guilford,  Henry  M. 

Mate,  15  December,  1864.     Dismissed  13  March,  1866. 
Guillon,  C.  T. 

Assistant  Surgeon,  9  February,  1837.  Passed  Assistant  Surgeon,  6  June,  1843. 
Surgeon,  28''August,  1847.     Resigned  15  September,  1854. 

Guion,  John  A. 

Assistant  Surgeon,  30  June,  1838.     Resigned  30  January,  1843. 

Guiteras,  Daniel. 

Assistant  Surgeon,  3  June,  1879. 

Gnliok,  Charles  H.  ,.    ,  , 

Mate,  1  October,  1863.     Acting  Ensigu,  33  June,  1863.     Honorably  discharged  30 
Novembe;",  1865. 
Guliok,  John  S. 

Purser,  1  Februaiy,  1851.     Pay  Director,  3  March,  1871. 

Guuipert,  P.  P. 

Carpenter,  30  October,  1838.     Resigned  36  April,  1831. 
Gumphert.  William.  ,    .     . 

Acting  Third  Assistant  Engineer,  4  December,  1863.  Acting  Second  Assistant 
Engineer,  19  April,  1864.     Honorably  discharged  18  August,  1865. 

Gundenrath,  William.  ,.     ,.    , 

Acting  Third  Assistant  Engineer,  18  February,  1865.     Honorably  discharged  1 
September,  1865. 
Gundersou,  Morgan. 

Acting  Master,  37  December,  1861.     Dismissed  14  January,  1863. 

Gnnu,  John-  „         , ,     ,.    ,         ,  <,.i 

Mate,  0  June,  1863.  Acting  Ensign,  28  May,  1863.  Honorably  discharged  33 
January,  1869. 

Gnnn,  John  C.  C  ,  ^ .     .        .  ,r    •      ri 

Midshipman,  17  December,  1810.  Appointed  Second  Lieutenant  Marine  Corps, 
13  September,  1813.  Last  appearance  on  Records  of  Navy  Department.  Re- 
signed. 

Gunnell,  Francis  M.  .     .,  ^„„^     ,r  ,•    i  t 

Assistant  Sur-eon,  S3  March,  1849.  Surgeon,  33  April,  1861.  Medical  Inspector, 
3  March,  1871.     Medical  Director,  S  February,  1875. 

Gunnell,  Kohert  II.  „         ,    .     •  ^    ..  x-     ■  o- 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  2. 
June,  1862.     Piist  Assistant  Engineer,  1  March,  1864.     Retired  8  July,  18 (^. 
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Giiiiiiiii$i;;  Joisiali  }I. 

Assistant  Surgeon,  3  September,  ISCl.     Resigned  2i)  Ajjril,  1865. 
GniiiaiiBg,  H'illiaiii. 

Jliilsbipman,  10  January,  1809.     Lost  at  Sea,  5  October,  1811. 
CiJurU'.v,  ISoyal. 

Mii.lsliipman,  3  December,  1V99.     Resigned  20  February,  ISOl. 
Gii^tirio.  John  J. 

Midsbi]nnan,  38  February,  1834.     Passed  Midshipman,  IG  July,  1840.     Master,  32 
March,  1847.     Lieutenant,  7  July,  1847.     Dismissed  13  July,  ISUl. 
Gujeiiiio,  Tlioiuas. 

Jlidshipmau,  37  April,  1799.     Resigned  9  August,  1800. 
Giij  er,  George  H. 

Acting  Second  Assistant  Engineer,  22  September,  1863.     Appointment  revoked 
15  July,  1865. 
Gwathiiiey,  Wasliiiigtoii. 

Midshipman,  21  July,  1832.     Passed  Midshipman,  23  June,  1S38.     Lieutenant,  28 
June,  1S43.     Dismissed  17  April,  1861. 
Gwiii,  William. 

Midshipman,  7   April,    1847.      Passed  Midshipman,   19  June,  1853.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  16 
July,  1863.     Killed  in  battle,  3  January,  1863. 
GiriiBii,  John. 

Midshipman,  18  May,  1809.    Lieutenant,  27  April,  1816.    Commander,  9  February, 
1837.     Captain,  17  April,  1843.     Died  4  September,  1849. 
Gwinner,  Henry  W. 

Midshipman,  2  October,  1861.  Graduated  23  November,  1864.  Ensign,  1  Decem- 
ber, 1866.  Master,  13  March,  1868.  Lieutenant,  36  March,  1869.  Died  26 
September,  1 873. 

JIaa!«.  Clement  J. 

:\Iate,  18  November,  1861.     Died  1863. 
Haas,  Jerome. 

Acting  Third  Assistant  Engineer,  24  December,  1803.     Honorably  discharged  4 
November,  1865. 
Habersham,  Alexander  W. 

Midsliiiiman,  3  March,  1841.     Passed  Midshipman,  10  August,  1847.     Master,  14 
September,  1S55.     Lieutenant,  15  September,  1855.     Resigned  30  May,  1860. 
Habiglinrst,  Conrad  J. 

Third  Assistant  Engineer,  1  July,  1863.     Second  Assistant  Engineer,  3  September, 
1805.     First  Assistant  Engineer,  17  September,  1873. 
Hahir<«haw,  William  M. 

Third  Assistant  Engineer,  29  July,  1801.    Appointment  revoked  5  February,  1803. 
Haekett,  Frank  W. 

Acting  Assistant  Paymaster,  11  September,  1863.     Resigned  6  October,  1864. 
Haekett,  Samuel  H. 

Acting  Midshipman,  28  September,  1855.     Midshipman,  9  June,  1859.     Disn].issed 
18  July,  1861. 
Haekley,  George  S. 

Midshipman,  3  January,  1801.     Died  8  July,  1805. 
Haddairay,  l-^dtrard  H. 

Midshipman,  20  June,  1806.     Lieutenant,  9  December,  1814.     Died  15  June,  1G17. 
Haildaway,  W.  H. 

Midshipman,  20  June,   1806.      Lieutenant,  9   December,  1814.     Died  30  Marchi 
1813. 
Hadden,  G.  W. 

Acting  Ensign  and  Pilot,  30  July,  1804.  Honorably  discharged  30  September, 
1805. 
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IIa<l«leii,  William  /i. 

Midshipman,  28  September,  1805.     Graduated  Juno,  1809.     Ensign,  12  July,  1870. 
Slaster,  1  Januaiy,  1872.     Lieutenant,  13  Marcli,  1875. 
Iladilocii,  William  J. 

JLitc.     Resigned  30  June,  1803. 
]Ia«l«loek,  Worcester. 

Acting  Third  Assistant  Engineer,   24   March,  1805.     Appointment  revoked   10 
June,  18i;5. 
Hadfield.  Josopli. 

Acting  Ensign,  7  October,  1803.     Honorably  discharged  20  August,  18G5. 
Hadfield,   William. 

Acting  Third  Assistant  Engineer,  10  SeiJtcmber,  1804.     Honorably  discharged  2i 
August,  1805. 
nadley,  Francis  J. 

Acting  Third  Assistant  Engineer,  10  January,  1803.     Acting  Second  Assistant 
Engineer,  7  October,  1804.     Honorably  discharged  24  December,  1805. 
Hadley,  S.  W. 

Acting  Master  and  Pilot,  28  October,  1804.     Honorably  discharged  0  December, 
1805. 
Haflington,  Jesse. 

Master,  15  September,  1813.     Discharged  15  April,  1815. 
Hafiier,  Joseph. 

Acting  Third  Assistant  Engineer,  18  February,  1805.     Honorably  discharged  25 
October,  1805. 
Hagaii,  Patrick. 

Acting  Third  Assistant  Engineer,  23  September,  1803.     Honorably  discharged  27 
July,  1805. 
Hagenman,  Joiin  William. 

Midsliipman,  21  .)  uly,  1863.     Graduated  June,  18G7.     Ensign,  18  December,  1803. 
Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Hagei',  Elijah  W. 

Chaplain,  1  March,  1873.     Died  7  July,  1880. 
Hageriip,  Anthony. 

Acting  Ensign,  3  Sejitember,  1803.     Honorably  discharged  17  October,  1805. 
Haggerty,  Francis  S. 

Midshipman,  17  February,  1832.    Passed  Midshipman,  23  June,  1S38.    Lieutenant, 
19  December,  1843.       Commander,  11  October,  1801.     Retired   5   May,  1802. 
Captain  on  Retired  list,  4  April,  1807. 
Haggins,  Edninnd  II. 

Acting  Third  Assistant  Engineer,  8  December,  1803.     Honorably  discharged  13 
October,  1805. 
Hahn,  Jacob. 

Mate,  3  February,  1803.     Dismissed  31  December,  18C3. 
Haight.  James. 

Midshipman,  21  October,  1799.     Resigned  27  July,  1802. 

Haiglit,  Samuel. 

Midshipman,  1  March,  1837.     Resigned  17  March,  1829. 
Hain.  Franklin  K. 

Third  Assistant  Engineer,  21  November,  1857.     Resigned  9  August,  1858.     Third 
Assistant  Engineer,  23  May,   1801.     Second  Assistant  Engineer,  29  October, 
1803.     Resigned  24  January,  1803. 
Haines,  Matthias  R. 

Acting  Ensign,  13  December,  1802.     Honorably  discharged  10  Decenibrr,  1805. 
Haines,  Edward  !>. 

Acting  Master,  7  December,  1801.     Honorably  discharged  11  January,  IS^fi 
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Haines,  Hiram. 

Thii-d  Assistant  Engineer,  16  February,  1853.     Resigned  25  July,  lS."il. 
Haines,  Martin  T.  B. 

Acting  Ensign,  23  January,  1803.     Acting  Master,  4  December,  18(1:1.     Honorably 
discharged  IG  September,  18G5.     Acting  Master,  11  December,  ISOG.     Mustered 
out  27  August,  18G8. 
Halcra,  Edward  W. 

Mate,  5  March,  1862.    Acting  Ensign,  27  November,  1863.    Honorably  discharged 
3  February,  18G6.    Acting  Ensign,  5  April,  1866.    Appointment  revoked  6  Feb- 
ruary, 18G7. 
Hald,  Vigo  !>.  T. 

Mate,  21  June,  1802.     Dismissed  17  December,  1863. 
Haldenian,  Robert  A. 

Acting  Third  Assistant  Engineer,  19  July,  1864.     Appointment  revoked  (Sick,) 
30  .lanuary,  1805. 
Hale,  Benjamin  P. 

Mate,  12  April,  1865.     Dismissed  3  March,  1866. 
Hale,  Charles  R. 

Chaplain,  10  March,  1863.     Resigned  36  March,  1871. 
Hale,  Darid  W. 

Acting  Assistant  Paymaster,  24  May,  1862.     Resigned  3  March,   1863.     Acting 
Assistant  Paymaster,  35  September,  1803.     Mustered  out  17  November,  18G5. 
Hale,  E.  W.,  Jr. 

Mate,  23  September,  1861.     Resigned  10  July,  1803. 
Hale,  Howard. 

Mate,  24  January,  1863.    Acting  Ensign,  17  January,  1864.    Honorably  discharged 
1  December,  1805. 
Hale,  Mark. 

Midshipman,  1  March,  1825.     Resigned  29  INlay,  1832. 
Hale,  Thomas  O. 

Mate,  2  October,  1801.     Acting  Master,  31  March,  1803.     Dismissed  4  November, 
1862.     Mate,  30  February,  1803.     Acting  Ensign,  23  April,  laB4.     Acting  Mas- 
ter, 26  May,  1865.     Honorably  discharged  31  August,  1805. 
Haley,  Patrick. 

Boatswain.  18  October,  1878. 
Hairord.  Williaan. 

Gunner,  14  April,  1871. 
Hall,  Albert  B. 

Acting  Ensign,  5  December,  18G4.     Honorably  discharged  7  August,  1805. 
Hall,  Alfred  I,. 

Midshipman,  26  September,  1872.     Graduated  18  June,  1S79. 
Mall,  Asaph. 

Professor,  2  May,  1863. 
Hall,  Ashton  8. 

Midshipman,  9  November,  1813.     Lost  in  the  "  Tlaii/j "  in  1815. 
Hall,  Charles. 

Master,  11  June,  1799.     Resigned  8  February,  1800. 
Hall,  Charles. 

Mate,  7  August-,  1863     Acting  Ensign,  10  September,  1864.    Honorably  discharfed 
30  Novembei-,  18G5.     Acting  Ensign,  18  Mav,  18G0.     Mustered  out  23  Septem- 
ber, 1868.  " 
Hall,  Charles  H.  H. 

Assistant  Surgeon,  1  May,  1874.     Passed  Assistant  Surgeon,  G  December,  1878. 
Hall,  Charles  X. 

Mate,  7   August,  1862.     Acting   Ensign,  24   February,  1863.     Resigned  2  July, 
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1864.     Acting  Ensign,  3  October,  1804.     Honorably  c'ischarged   21  July,  1863, 
Acting  Ensign,  1  February,  1807.     Jlustertd  out  17  July,  1808. 
Hall,  Crawford  W. 

Midshipman,  1  June,  1820.     Resigned  16  January,  182'). 
Hall,  I>aTi<l. 

Master,  17  August,  1813.     Last  appearance  on  Records  of  Kavy  Department.     Dis- 
charged. 
Hall,  Daritl  A. 

Mate,  9   June,  18C3.     Acting   Ensign,  9   July,  1801.     Honorably   discharged   8 
August,  1808. 
Hall,  Darid  H. 

Mate,  7  October,  18C4.     Resigned  17  May,  1865. 
Hall,  £ldridge  D. 

Mate,  3  March,  1870.     Carpenter,  3  July,  1870. 
Hall,  Francis  C 

Midshipman,  2  March,  1803.     Resigned  23  September,  1805. 
Hall,  Frank  C. 

Acting  Ensign,  4  October,  1864.     Honorably  discharged  30  July,  1868. 
Hall,  Oeorge. 

Acting  Third  Assistant  Engineer,  5  November,  1804.     Resigned  10  May,  1865. 
Hall,  Oeorge  B. 

Mate,  29  December,  1863.     Honorably  discharged  20  December,  1865. 
Hall,  George  F. 

Assistant  Paymaster,  11  June,  1803.     Died  3  September,  1803. 
Hall,  George  O. 

Acting  Second  Assistant  Engineer,  7  January,  1805.     Honorably  discharged  25 
January,  1800. 
Hall,  George  O. 

Acting  Second  Assistant  Engineer,  18  August,  1804.     Honorably  discharged  28 
January,  1806. 
Hall,  George  S. 

Acting  Second  Assistant  Engineer,  4  June,  1804.     Dismissed  5  November,  1804. 
Hall,  George  W. 

Mate,  9  June,  1863.     Dismissed  19  March,  1804. 
Hall,  George  W. 

Tliird  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  3  October, 
1861.     First  Assistant  Engineer,  25  July,  1806.     Resigned  16  November,  1860, 
Hall,  George  W. 

Third  Assistant  Engineer,  31   September,  1861.     Second   Assistant  Engineer,  3 
August,  1863.     First  Assistant  Engineer,  11  October,  1800. 
Hall,  Harry. 

Cadet  Engineer,  14  September,  1870.     Graduated  10  June,  1880. 
Hall,  H.  Clay. 

Acting  Master,  13  April,  1803.     Dismissed  38  August,  1863. 
Hall,  Isaac. 

Sailmaker,  1  April,  1823.     Died  18  April,  1838. 
Hall,  James  C. 

Acting  Ensign,  28  April,  1863.     Honorably  discharged  23  November,  1865. 
Hall,  John. 

Boatswain,  15  January,  1802.     Last  appearance  on  Records  of  Navy  Dciiartnient. 
Hall,  John. 

Boatswain,  16  March,  1866.     Died  22  February,  1880. 
Hall,  John. 

Midshipman,  11  January,  1832,     Passed  Midshipman,  28  June,  1838.     Lieutenant, 
28  June,  1843.     Reserved  list,  13  September,  1855.     Died  5  October,  1800. 
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Hall,  Jolin  C. 

Sailmaker,  25  August,  1829.     Last  appearance  on  Records  of  Navy  Department, 

11  March,  1833. 
Hall,  John  H. 

Assistant  Surgeon,  31  March,  1874.     Passed  Assistant  Surgeon,  9  November,  1877. 
Hall,  John  I.. 

Mate,  19  April,  18G4.     Lost  on  '•'■Narcissus"  4  January,  180C. 
Hall,  John  li. 

Acting  Ensign,  24  February,  1864.     Acting  Master,  8  April,  1865.     Honorably  dis- 
charged 11  November,  1865. 
Hall,  John  P. 

Midshipman,  29  December,  1840.    Passed  Midshipman,  11  July,  1846.     Master,  1 
March,  1855.     Dropped  13  September,  1855.     Died  8  September,  1862. 
Hall,  John   B. 

Gunuer,  29  August,  1861.     Died  10  September,  1866. 
JIall,  John  8. 

Acting  Master,  12  August,  1861.     Resigned  23  May,  1862. 
Hall,  lieonard. 

Master,  7  September,   1813.     Last  ajipearance  on  Records  of  Navy  Department. 
Dead. 
Hall,  Martin  £. 

Midshipman,  19  September,  1865.     Graduated  June,  1869.    Ensign,  12  July,  1870. 
Master,  12  December,  1873.     Lieutenant,  1  November,  1875. 
Hall,  Michael. 

Boatswain,  18  April,  1842.     Died  22  August,  1864. 
Hall,  Moses. 

Boatswain,  11  June,  1847.     Died  13  February,  1851. 
Hall,  Xathaniel,  Jr. 

Mate,  1  July,  1804.     Resigned  9  June,  1865. 
Hall,  Reynold  T. 

Assistant  Engineer,  22  April,  1880. 
Hall,  Richard  R. 

Acting  Assistant  Surgeon,  1  October,  1862.     Resigned  16  June,  1863. 
Hall,  Saninel. 

Acting  Master,  25  January,  1862.     Honorably  discharged  24  November,  1865. 
Hall,  Saiiniel  O. 

Acting  Second  Assistant  Engineer,  6  June,  1864.     Honorably  discharged  3  July, 
1865. 
Hall,  Sidney. 

Mate,  4  September,  1861.     Acting  Ensign,  21   May,  1863.     Honorably  discharged 

12  December,  1866. 
Hall,  Thomas  C 

Mate,  21  May,  1862.     Killed  in  action,  "  Diana,''  28  March,  1863. 
Hall,  Thomas  N. 

Acting  First  Assistant  Engineer,  12  August,  1863.    flonorably  discharged  28  Sep- 
tember, 1865. 
Hall,  T.  R. 

Boatswain,  15  November,  1836.     Died  27  September,  1857. 
Hall,  Warren. 

Midshipman,  17  December,  1810.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1814. 
Hall,  Wesley  B. 

Acting  Third  Assistant  Engineer,  30  August,   1864.     Honorably  discharged   8 
October,  1865. 
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Hall,  Ifilbni-n  B. 

Acing  Midsliipman,  9  June,  1855.     Midshipman,  20  September,  1855.     Resigned 
7  March,  1801. 
Hall,  William. 

Midsliipman,  1  January,  1813.     Last  appearance  on  Records  of  Navv  Department, 
3  November,  1812.     Dead. 
Hall,  William. 

Midshipman,  16  January,  1809.    Last  ajipearance  on  Records  of  Navy  Deix".;tiiie:it, 
10  July,  1812. 
Hall,  William  B. 

Midshipman,  1  January,  1808.     Dismissed  3  May,  1813. 
Hall,  William  D. 

Acting  Ensign,  11  June,  1863.     Dismissed  20  October,  1SG4. 
Hall,  Milliam  II. 

Mate,  4  December,  1867.     Mustered  out  20  April,  1809. 
Hall,  William  K. 

Third  Assistant  Engineer,  15  November,  1817.     Second  Assistant  Engineer,  11 
January,  1849.     First  Assistant  Engineer,  26  Februarv,  1851.     Resigned  15  Feb- 
ruary, 1853. 
Halladay,  Charles  S. 

Acting  Assistant  Paymaster,  7  June,  1864.     Appointment  revoked,  3  June,  18C5. 
Hallct,  F.  A. 

Midshipman,  13  September,  1841.     Resigned  1  December,  1845. 
Hallett,  Charles. 

Acting  Master,  4  November,  1861.     Honorably  discharged  23  August,  1865. 
Hallett,  Daniel  B. 

Mate,  11   September,  1862.      Acting   Ensign,   20  December,   1863.     Resigned   12 
May,  1864. 
Hallett,  George  II. 

Acting  Ensigu,  Coast  Survey,  duty  30  November,  1860.    Mustered  out  30  November, 
1808. 
Hallett,  James  H. 

Acting  Master,  12  August,  1801.     Resigned  30  July,  1863. 
Hallett,  Oliver. 

Mate.     Resigned  27  June,  1863. 
Hallett,  Warren, 

Acting  Ensign,  15  December,  1802.     Resigned  1  June,  1863. 
Hallock,  Isaae. 

Mate,  23  Octoljer,  1801.     Acting  Ensign,  2  April,  1864.     Acting  Master,  25  May, 
1S65.     Honorably  discharged  8  June,  1868. 
Halloway,  James  C. 

Mate,  13  February,  1864.     Resigned  11  June,  1864. 
Halloirell,  Francis  P. 

Third  Assistant  Engineer,  8  September,  1863.     Resigned  12  November,  1867. 

Hallowell,  George  A. 

Master,  4  October,  1798.     Disappeared  till  5  December,  1813.     Appointed  Master, 
5  December,  1812.      Last  appearance  on  Records  of  Navy  Department,  1820. 
Furloughed. 
HaIi>in,Jolin. 

Acting  Third  Assistant  Engineer,  7  October,  1862.     Appointment  revoked  (Sick,) 
13  November,  1803.     Acting  Third  Assistant  Engineer,  20  Ajjril,  1SC4.     Re- 
signed 5  May,  1805. 
Halpine,  N.  J.  I..  T. 

Midbhipnuui,  0  June,  1871.     Graduated  18  June,  1879. 
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Kalsall,  Joslina. 

Acting  Third  Assistant  Engineer,  20  August,  1864.     Lost  on  "  Narcissus,'"  4  Janu- 
ary,  .800. 
Halsail,  William  F. 

Mate,  1  November,  1803.     Aijpointment  revoked  (Sick,)  4  June,  1863. 
Hal^oy,  George  W. 

Midshipman,  31  October,  1799.     Resigned  3  October,  1800. 
Halsey,  John  Itl. 

Purser,  25  April,  1812.     Died  3  January,  1838. 
Halsey,  Ricliarcl  C 

Third  Assistant  Engineer,  16  January,  1868.     Resigned  30  October,  1863. 
Halsej',  William  F. 

Midshipman,  21   September.  1809.     Graduated  31  May,  1873.     Ensign,  16  July, 
1874.     Master,  18  March,»1880. 
Halstead,  Ii^i-ael  T. 

Acting  Ensign,  10  September,  1862.     Resigned  11  May,  1805. 
H[al»«(ead,  W.  H.  R. 

Midshijraian,  1  November,  1838.     Resigned  10  December,  1829. 
Halsted,  Frank  W. 

Mate.     Resigned  3  April,  1863.     Acting  Ensign,  13   October,  1803.      Honorably 
discharged  4  November,  1805. 
Hamblen,  Andrew  T. 

Acting  Ensign,  10  October,  1803.     Honorably  discliarged  3  October,  1SC5. 
Hambleton,  Jobn  N. 

Chaplain,  26  October,  1819.     Purser,  20  May,  1834.     Retired  21   December,   1861. 
Died  5  December,  1870. 
Hanibleton,  Sauinel. 

Purser,  25  April,  1812.     Died  18  January,  1851.  » 

Hambrick,  James  W. 

Mate,  15  December,  1863.     Acting  Ensign,  31  April,  1865.     Honorably  discharged 

10  February,  1866. 
Hamell,  Benjamin  F. 

Acting  Assistant  Surgeon,  27  October,  1863.     Resigned  31  August,  1804.     Acting 
Assistant  Surgeon,  1  November,  1804.     Honorably  discharged  16  April,  1806. 

Hainer,  Thomas  M. 

Blidshipmau,  20  June,  1847.     Resigned  24  August,  1849. 
Hamersly,  George  W. 

Midshipman,  18  May,  1809.     Lieutenant,  3  May,  1815.     Died  13  September,  1833. 
Hamersly,  George  W. 

Midshipman,  1  September,  1837.     Passed  Midsliipman,  29  June,  1843.     Resigned 

11  June,  1850. 
Uamersly,  liewis  R. 

Mate,  4  February,  1803.     Acting  Ensign,  3  December,  1803.      Honorably  dis- 
charged 23  July,  1806. 
Hainersly,  Robert. 

Jlidslupnian,  1  January,  1812.     Died  in  March,  1815. 
Uainersly,  Thonins  S. 

Mastei-,  14  January,  1813.     Lieutenant,  27  April,  1810.     Disnussed  16  July,  1831. 
Hamilton,  Alansou. 

jMate,  11  June,  1803.     Honorably  discharged  7  August,  1865. 
Hamilton,  Alexander. 

Ai.'ting  Master,  38  October,  1861.     Dismissed  23  September,  1803. 
Hamilton,  Arehibald. 

Midshipman,  18  Mav    1809.      Lieutenant,  24  July,  1813.     Killed  in  action  15 
January,  1815. 
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Ilaiuilton,  ISnrt. 

Acting  Tliird  Assistant  Engineer,  21  December,  18G-1.     Honorably  discharged  27 
July,  lbG5. 
Hamilton,  C.  B.  ,     ., 

Assistant  Surgeon,  2  April,  1811.     Surgeon,  15  April,  1814.     Resigned  12  April, 
1S2G. 
Hamilton,  Charles  C. 

Acting  Third  Assistant  Engineer,  1  October,  18G2.     Dismissed  21  September,  18G3. 

Hamilton,  Charles  H. 

Acting  ^Master,  17  September,  1861.     Resigned  7  February,  18G5. 
Hamilton,  Cleason  F. 

Acting  Third  Assistant  Engineer,  20  July,  18G4.     Honorably  discharged  20  Janu- 
aryriSGG. 
Hamilton,  Edward  W. 

Midshipman,  18  June,  1813.     Last  appearance  on  Records  of  Navy  Department, 
1822. 
Hamilton,  Henry. 

Gunner,  20  August,  1861.     Appointment  revoked  23  September,  1863. 

Hamilton,  James. 

Acting  Gunner,  24  March,  1864.     Appointment  revoked  9  January,  186.5. 

Hamilton,  James. 

Acting  First  Assistant  Engineer,  30  July,  1863.     Deserted  .5  February,  1863. 

Hamilton,  James. 

Assistant  Surgeon,  33  July,  1844.     Died  6  September,  1854. 
Hamilton,  James  A. 

Acting  Ensign,  20  December,  1862.     Acting  Master,  recommendation  of  Com- 
maifding  Officer,  16  July,  1864.     Honorably  discharged  1  March,  1866. 

Hamiltem,  James  F.  „„     ,    ,o^.r 

Acting  Assistant  Paymaster,  19  May,  1863.     Assistant  Paymaster,  3  March,  1865. 
Paymaster,  29  June,  1866.     Resigned  14  January,  1875. 

Hamilton,  James  T. 

Acting  Ensign,  22  October,  18C4.     Honorably  discharged  29  August,  18C.3. 

Hamilton,  John.  .      ,         «      .„ 

MifUliiiiman,  4  July,  1818.     Lieutenant,   3  March,  1827.     Lost   m   the  •' J^nift, 
September,  1829. 

Hamilton,  John  R.  ,o-,     ^.t    . 

Midshipman,  8  September,  1843.     Passed  Midshipman,  6  October,  ISol.     Master, 
19  September,  1855.     Lieutenant,  16  September,  180G.     Resigned  15  December, 
18C0. 
Hamilton,  John  U. 

Acting  Master,  18  January,  18G3.     Honorably  discharged  Lj  January,  18G6. 

Hamilton,  John  W.  „,,,.,,,.         ^ 

Acting  Assistant  Surgeon,  24  November,  1861.     Honorably  discharged  4  August, 
1865. 
Hamilton,  Robert. 

Master,  1  March,  1814.     Resigned  21  November,  1814. 

Hamilton,  Robert.  ,  ..   „  , 

Acting  Third  Assistant  Engineer,  13  September,  1861.     Resigned  11   February, 
1863. 
Hamilton,  Robert  B. 

Mate,  6  March,  18G5.     Honorably  discharged  9  September,  18Go. 

Hamilton,  Robert  W. 

Lieutenant,  17  September,  1798.     Resigned  25  January,  1802. 

Hamilton.  Thomas  H.  ^,    ^.    ,         ,  oi   t  i 

Acting  Third  Assistant  Engineer,  17  May,  1864.     Honorably  discharged  21  July, 
1865. 
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Hamilton,  Thomas  J. 

Acting  Third  Assistant  Engineer,   15  August,  1SG4.     Honorably  discba]-getl  30 
October,  1865. 
Sainilfon,  William 

Acting  Master,  26  August,  1861.     Acting  Volunteer  Lieutenant,  12  April,  1S04. 
Acting  Volunteer  Lieuteuant-Commander;  17  July,  1865.    Honorably  discharged 
]5  April,  1866. 
Hamilton,  William  F. 

Acting  Master,  1  October,  1862.     Acting  Volunteer  Lieutenant,  10  Ociober,  1862. 
Resigned  6  April,  1863. 
Hamilton,  William  H. 

Gunner,  15  June,  1850.     Died  18  September,  1865. 
Hamilton,  William  J. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Acting  First  Assistant  Engi- 
neer, 29  Match,  1864.     Honorably  discharged  3  November,  1865. 
Hamlin,  Benjamin  N. 

Mate,  6  July,  1863.     Lost  at  Sea,  21  August,  1863. 
Hamlin,  John  C 

Mate,  11  October,  1861.     Acting  Ensign,  7  October,  1802.     Acting  Master,  con- 
sideration of  good  service,  19  November,  1863.    Appointment  revoked  7  Decem- 
ber, 1865. 
Hanimatt,  Charles  H. 

Acting  Assistant  Paymaster,  5  September,  1863.     Honorably  discharged  27  Jan- 
uary, 1866. 
Hammett,  Charles. 

Mate.     Dismissed  24  September,  1862. 
Hammett,  William,  Jr. 

Mate,  5  March,  1863.     Acting  Ensign,  18  November,  1863.    Honorably  discharged 
9  November,  1865. 
Hammond,  Charles  E. 

Assistant  Paymaster,  14  November,  1861.     Died  27  February,  1862. 
Hamiiiontl,  C.  Li.  O. 

Midshipman,  8  November,  1847.     Resigned  23  March,  1854. 
Hammond,  George  F. 

Acting  blaster,  7  December,  1861.     Resigned  5  May,  1864. 
Hammond,  G.  W. 

Acting  Ensign,  Admiral  Dahlgren's  Staff,  20  August,  1864.    Resigned  11  January, 
1865. 
Hammond,  Joseph  H. 

Acting  Master,  27  December,  1861.     Resigned  2  April,  1862. 
Hammond,  Josiah. 

Mate,  28  October,  1861.     Acting  Master,  18  February,  1862.     Dismissed  6  June, 
1862. 
Hammond,  Tfathan  W. 

Acting  Master,  1  April,  1862.     Acting  Volunteer  Lieutenant,  20  November,  1862. 
Honorably  discharged  8  August,  1865. 
Hammond,  W\ 

Midshipman,  29  December,  1840.     Resigned  27  October,  1S46. 
Hamre,  Henry. 

Mate,  1  September,  1862.     Acting  Ensign,  31  July,  1863.     Honorably  discharged 
21  January,  1866. 
Hanaway,  James  W. 

Mate,  4  November,  1864.     Honorably  discharged  21  July,  1805. 
Hancock,  John. 

Mate,  21  March,  1862.     Acting  Ensign,  8  October,  1863.     Honorably  discharged 
8  November,  1865. 
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Hand,  Rayard  E. 

Miilshiiiinan,  7  Ajml,  1847.     Passed   Midsliipman,   10   June,   1853.     Master,  15 
t^iptemljer,  1855.     Lieutenant,  10  September,  1805.     Died  16  July,  1859. 
Hand,  ISenjaniin. 

Acting   Fiist  Assistant  Engineer,  17   November,  1863.      Appointment   revoked 
(Sick,)  17  M^rcli,  1SU4:. 
Hand,  dloorge  Dallas. 

Jlidsbipmaii,  0  September,  1847.     liesigned  23  April,  1S53. 
Hand,  Henry  W. 

Acting  Master,  13  November,   1801.     Ilonoraljly  disclmrgod  21   February,  1866. 
Acting  Master,  1  May,  ISOG.     Mustered  out  1  February,  1669. 
Hand,  Jasper. 

Surgeon,  7  March,  1809.     Dismissed  9  April,  1810. 
Hand,  >Sainnel  T. 

Acting  Third  Assistant  Engineer,  13  August,  1804.     Resigned  29  :\Iay,  1865. 
Hand,  Sefli. 

Acting  Ensign,  1  July,  18G3.     Honorably  discharged  21  October,  1868. 
Hand,  S.  S. 

Mate,  7  June,  1863.     Acting  Ensign.  10  December,  1803.     Honorably  discharged 

7  September,  1866. 
Hand,  William  H. 

Mate,  23  August,  1862.     Acting  Ensign,  4  April,  1863.     Honorably  discharged  6 
April,  1SIJ9. 
Hande}',  James  A. 

Acting  Ensign,  3  June,  1864.     Honorably  discharged  20  October,  1865. 
Handlan,  Engene  Y. 

Acting  Ensign,  1  October,  1862.     Resigned  17  April,  1863. 
Handren,  John  IV. 

Acting  Third  Assistant  Engineer,  17  May,  1861.     Resigned  23  April,  1862. 
Hands,  Robinson  W. 

Third  Assistant  Engineer,  1  Februaiy,  1863.    Lost  on  the  "  Monitor,^''  3\  December, 
1863. 
Handy,  Albert  G. 

Master,  28  September,  1838.     Last  appearance  on  Records  of  Navy  Department. 
Dead. 
Handy,  Retlinel  G. 

Acting  Master,  4  November,  1861.      Disrated  to  Acting  Ensign,  28  August,  1862. 
Resigned  3  September,  1803. 
Handy,  Charles  O. 

Purser,  29  December,  1817.     Resigned  4  June,  1846. 
Handy,  Edward  L.. 

Midshipman,  1  June,  1820.     Passed  Midshipman,  28  April,  1833.     Lieutenant,  8 
March,  1837.     Commander,  14  September,  1855.     Dismissed  14  June,  ISUl. 
Handy,  Henry  O. 

Midshipman,  28  July,  1865.      Graduated  June,  1869.      Ensign,   12  Julv,   1870. 
Master,  12  July,  1871.     Lieutenant,  9  November,  1874. 
Han«1y,  L.eTin. 

Midshipman,  1  June,  1828.     Passed  Midshipman,  14  June.  1834.     Lieutenant,  25 
February,  1841.     Died  14  September,  1S42. 
Handy,  Robert. 

Midshipman,  1  February,  1836.     Passed  Midshipman,  28  April,  1832.    Lieutenai  t, 

8  JIarch,  1837.  Reserved  list,  13  September,  1855.  Commander  on  Acti\e  lit, 
14  September,  1855.  Retired  list,  6  February,  1862.  Commodore,  Retired  list, 
4  April,  1867. 

Handy.  Sewall. 

Jlidshipman,  28  August,  1800.     Resigned  13  April,  1804. 
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Haiidy,  Thomas  B. 

Midsbipman,  28  January,  1S14.     Died  27  October,  1824. 
Haiios,  Saiiinel. 

Acting  Master,  21  September,  ISGl.     Honorably  discharged  30  October,  ISGC. 
Haiie.y,  Hiigli. 

Acting  Til ird  Assistant  Engineer,  28  September,  1863.     Honorably  discluirged  1 
September,  ISGo. 
Haiiford,  Franklin. 

ili.lsliipnum,  29  November,   1862.     Graduated  June,  1866.     Ensign,   12  March, 
lyr.S.     Master,  26  March,  1869.     Lieutenant,  21  Marcli,  1870. 
Hanfoi-il,  William  C. 

Mate,  4  April,  1862.     Acting  Ensign,  4  December,  1802.     Ajipointment  revoked 
(Sick,)  10  August,  1863.     Acting  Ensign,  3  September,  1863.     Resigned  10 
Jime,  1864. 
Hanks,  A.  P.  R. 

Mate,  9  October,  1867.     Resigned  27  August,  1871. 
Hanna,  ISonjauiin. 

Midjliipniau,  7  January,  1813.     Resigned  16  March,  1814. 
Hanna,  George  H. 

Midshipman,  2  April,  1804.     Resigned  30  December,  180G. 
Hanna,  H.  91elville. 

■   Assistant  Paymaster,  11  June,  1862.     Resigned  13  February,  18G5. 
Hanna,  Thomas. 

Acting  Tliird  Assistant  Engineer,  18  August,  1864.     Resigned  17  June,  1865. 
Hannah,  William  A. 

Mate,  15  September,  1803.     Honorably  discharged  2o  October,  1SG5. 
Hannegan,  S.  Li. 

j\Iidsliipman,  2  January,  1834.     Dismissed  8  Ju'y,  1839. 
HaniiiTer,  Thomas  S. 

Boatswain,  16  Se^Jtenibcr,  1828.     Died  3  January,  1880. 
Hannigan,  Thomas. 

Acting  Third  Assistant  Engineer,  6  July,  1864.     Resigned  28  March,  1865. 
Hannon,  Horace  A. 

Mate,  19  October,  1862.      Acting  Ensign,  12  November,  1863.     Honorably  dis- 
charged 19  November,  1865. 
Hannnm,  James. 

Midshipman,  30  April,  1800.     Dismissed  4  September,  1801. 
Hannnm,  Josiah  A. 

Acting  Master,  27  May,  1861.     Honorably  discharged  26  October,  1865.     Acting 
Master,  5  Feijruary,  1867.     Mustered  out  30  December,  1808. 
Hannnm,  William  G. 

Midshipman,  23  September,  1873.     Ensign,  3  August,  1879. 
Hannnne,  John  Liewis. 

Third  Assistant  Engineer,  31  April,  1863.     Second  Assistant  Engineer,  28  Sejitem- 
ber,  1864.     First  Assistant  Engineer,  23  November,  1873. 
Hanrahan,  Thomas. 

Acting  Master,  5  May,  1863.     Honorably  discharged  9  February,  1866. 
Hanscom,  Isaiah. 

Naval  Constructor,  14  March,  1856.     Chief  Bureau  Construction  and  ReiJair,  23 
January,  1871.     Retired  list,  29  June,  4877.     Died  5  March,  1880. 
Hanscom,  John  F. 

Assistant  Naval  Constructor,  29  July,  1875. 
Hanscom,  Liconard. 

Carpenter,  14  May,  1866. 
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Hanseoni,  William  L..  „„„„...,,„ 

Naval  Constructor,  15  October,  ISo^.     Resigned  4  January,  ISGG.     Ke-mstatecl  17 
April,  1871.     Retired  list,  15  August,  1874. 
Hansen,  Alexander. 

Acting  Ensign,  1  October,  18G3.     Ilonorably  discharged  27  October,  ISGo. 

Hansen,  Herman. 

Suilmaker,  17  January,  187G. 
Hansen,  Peter. 

Acting  Ensign,  3  September,  1SG4.     Honorably  discharged  20  August,  1SG5. 

Hansford,  C.  II.  ,       ^„„„ 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,  1828.     Died  3  September,  1830. 

Hansford,  Jefferson. 

Midshipman,  4  December,  1821.     Died  10  September,  1826. 

Hanson,  Aaron  Y.  ,    „  , 

Acting  Assistant  Surgeon,  6  October,  18G3.     Honorably  discharged  19  January, 
IbCe. 
Hanson,  Bartliold  C.  H.  ,,,.,,,: 

Acting  Third  Assistant  Engineer,  27  February,  1865.     Honorably  discharged  5 
September,  1865. 
Hanson,  diaries  H. 

Mate,  3  July,  1SG3.     Acting  Ensign,  26  July,  1864.     Honorably  discharged  2^No- 
vember,  1865. 
Hanson,  Frederick  W.  ,         ,  „_  t^t 

Acting  Assistant  Paymaster,  14  April,  1SG4.     Honorably  discharged  2o  Novem- 
ber, 1865. 

Hanson,  James  W.  ,.    ,         ,  ,  i.t 

Acting  Assistant  Paymaster,  17  January,  1865.     Honorably  discharged  1  Novem- 
ber, 1865. 
Hanson,  John. 

Acting  Master,  27  March,  18G2.     Honorably  discharged  16  December.  180o. 

Hanson,  John  J. 

Midshipman,  21  September,  1841.     Passed  Midshipman,  10  August,  1  St..     Died 
25  August,  1853. 
Hanson,  Robert  W. 

Acting  Ensign,  13  November,  1863.     Honorably  discharged  12  December,  Ibbo. 

Hanson,  Saninel,  of  S. 

Purser,  30  March,  1804.     Dismissed  16  July,  1811 
nnmson,  William. 

Acting  Master,  23  January,  1863.     Appointment  revoked  3  July,  18G7. 

Hanson,  William. 

Acting  Ensign,  1  September,  1864.     Honorably  discharged  20  September,  IbOo. 

Hanns,  Gnstavus  C  ,    t  ,      lor-o 

Midshipman,  26  July,  1865.     Graduated   6  June,  1871.     Ensign,   14   July,   18,,. 
Master,  3  May,  1875. 
Haps^ood,  Charles  B. 

]\Iate,  20  September,  1864.     Honorably  discharged  2G  October,  1865. 

Harndoii.  A.  F. 

Mate,  23  January,  1863.     Resigned  15  April,  1863. 
Haralson,  C.  Jj. 

Midshipman,  10  September,  1847.     Resigned  13  December,  1854. 

Ilarhen,  James  W. 

Mate,  13  September,  1864.     Resigned  (Sick,)  20  April,  1865. 

Harbenson,  Henry.  j    .     •  ,    , 

Acting  Third  Assistant  Engineer,  5  November,  1863.     Acting  Second  Assist:'.ni 
Engineer,  6  May,  1864.     Honorably  discharged  37  October,  18G5. 
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Harber,  Giles  B. 

Midshipman,   24   July,    1865.      Graduated   June,  18fi9.      Ensign,  13   July,    1870. 
Master,  13  July,  1871.     Lieutenant,  19  September,  1874. 
Uarberson,  S.  H. 

Mate,  34  January,  1863.      Acting  Ensign,  17  June,  18G4.     Honorably  discharged 
9  December,  1865. 
Harb.y,  Iit'vi  M- 

Midshipman,  IS  June,  1813.     Resigned  4  Deoember,  1837. 
ifiasvojiB't,  Charles. 

Mate,  17  December,  1864.     Appointment  revoked  23  April,  1865. 
Harconrt,  William. 

Gunner,  1  June,  1853.     Dismissed   13  January,  1852.     Re-appointed  Gunner,  1 
June,  1853.      Dismissed  13  August,  1855.     Mate,  23  January,  1862.      Acting 
Ensign,  25  February,  1863.     Acting  Master,  26  April,  lb64.     Honorably  dis- 
charged 10  November,  1865. 
Harden,  Jolin  F. 

Acting  Master,  36  August,  1861.     Acting  Volunteer  Lieutenant,  recommendation 
of  Admiral  Farragut,  39  March,   1864.     Honorably  discharged  13  December, 
1865.     Acting  Master,  34  April,  1867.     Mustered  out  15  September,  1868. 
Harden,  Walter  S. 

Acting  Third  Assistant  Engineer,  31  July,  1863.     Appointment  revoked  (Sick.)  6 
March,  1863. 
Harden,  William  IV. 

Acting  First  Assistant  Engineer,  1  October,  1863.     Honorably  discharged  4  No- 
vember, 1865. 
Hardenburgh,  T.  R. 

Midshipman,  29  February,  1799.    Struck  off  in  January,  1805. 
Hardesty,  Janies  H. 

Acting  Master,  30  October,  1861.     Dismissed  37  May,  1863. 
Hardie,  DaTid. 

Third  Assistant  Engineer,  11  May,  1860.     Second  Assistant  Engineer,  38  October 
1863.     Retired  list,  15  March,  1867. 
Harding,  James  K. 

Acting  Ensign,  1  December,  1864.     Honorably  discharged  8  August,  1865. 
Harding,  Jeremiah. 

Acting   Boatswain,  5   April,  1865.     Honorably   discharged    11    September,  1865. 
Boatswain,  31  May,  1866. 
Harding,  SamncI,  Jr. 

Mate,  31  October,  1861.     Acting  Ensign,  33  June,  1863.     Dismissed  6  Julj%  1864. 
Harding,  Tliomas  W. 

Acting  Second  Assistant  Engineer,  4  January,  1863.     Honorably  discharo-ed  14 
January,  1866. 
Harding,  W^illiam  A. 

Mate.     Resigned  20  February,  1863. 
Hardison,  William. 

Gunner,  30  August,  1861.     Dismissed  39  June,  1864. 
Hardman,  James  W. 

Acting  Third  Assistant  Engineer,  5  March,  1864.  _  Resigned  31  May,  1864. 
Hardwicli,  Charles. 

Acting  Third  Assistant  Engineer,  9  September,  1862.     Resigned  4  May,  1863. 
Hardwick,  Thomas. 

Master,  31  April,  1814.     Discharged  33  May,  1815. 
Hardy,  Albert  W. 

Acting  First  Assistant  Engineer,  1  October,   1863.     Acting  Chief  Engineer,  15 
January,  1863.    Honorably  discharged  30  November,  1865. 
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Hardy,  Charles  S. 

Mate,  9  November,  18G3.     Resigned  27  April.  1SG5. 
Hardy,  E.  S. 

Acting  Master,  11  June,  1861.     Dismissed  27  March,  1862. 
Hardy,  Henry. 

Acting  Third  Assistant  Engineer,  21  April,  1864.    Honorably  discharged  11  June, 
1803. 
Hardy,  Isliaui  G. 

Acting  First  Assistant  Engineer,  2  Februai-y,  1863.     Acting  Chief  Engineer,  10 
June,  1864.     Honorably  discharged  10  October,  1865. 
Hardy,  J.  I^.  C. 

Midshipman,  18  June,  1812.     {See  Marine  Cmys.) 
Hardy,  OtiH   B. 

Acting  Third  Assistant  Engineer,  13  April,  1865.     Honorably  discharged  30  Octo- 
ber, 1865. 
Hardyinan,  Tyler. 

Midshipman,  28  June,  1804.     Resigned  27  July,  1805. 
Hare,  George  H. 

Midshipman,  19  October,  1841.    Passed  Midshij^man,  10  August,  1847.    Master,  14 
September,  1855.     Lieutenant,  15  September,  1855.     Died  24  July,  1857. 
Hare,  James. 

Acting  Third  Assistant  Engineer,  29  August,  1863.     Honorably  discharged  17 
August,  1865. 
Hargis,  Thomas  G. 

Acting  Ensign,  1  May,  1863.     Died  at  Naval  Hospital,  Norfolk,  Virginia,  19  May, 
1864. 
Hargons,  Peter  J. 

Mate,   11   October,   1861.     Acting   Master,  having  distinguished  himself  on  the 
"  Congress,"  14  June,  1862.     Resigned   17  March,  1865. 
Harker,  John  C 

Midshipman,  1  March,  1826.     Dismissed  9  July,  1833. 
Harkins,  Henry. 

Acting  Ensign,  1  October,  1862.     Resigned  25  January,  1864. 
Harkness,  George. 

Acting  Master,  27  August,  1861.     Resigned  29  November,  1861. 
Harkness,  William. 

Professor,  24  August,  1863. 
Harlan,  David. 

Assistant  Surgeon,  23  February,  1835.     Passed  Assistant  Surgeon,  8  July,  1841. 
Surgeon,  6  December,  1845.     Medical  DLi'ector,  3  March,  1871.     Retired  list,  3 
November,  1871. 
Harlan,  J.  C 

Acting  Assistant  Surgeon,  21  May,  1861.     Resigned  15  August,  186 1. 
Harloe,  IMatthew. 

Acting  Second  Assistant  Engineer,  30  August,   1864.     Honorably  discharged  22 
July,  1865. 
Harlow,  Alexander  H. 

Acting  Ensign,  26  August,  1863.     Honorably  discharged  10  December,  1865. 
Harloiv,  liUCins. 

Acting  Third  Assistant  Engineer,  23  July,  1803.     Honorably  discharged  25  Julv, 
1866. 
Harman,  Daniel. 

Acting  Assistant  Paymaster,  23  July,  1862.     Resigned  4  September,  1802. 
Harmon,  Andrew. 

Acting  Gunner,  17  November,  1862.    Honorably  discharged  6  May,  1866.    Gunner, 
9  February,  1870. 
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Harmon,  George  E.  H. 

Assistant   Surgeon,   20   December,    1873.      Passed    Assistant   Surgeon,   25   May, 
1877. 
narnioiiy,  Darid  B. 

Miilsliipman,  7  April,  1847.    Passed  Midsliipman,  7  April,  1847.    Master,  10  .June, 
1853.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  16  July,  1862. 
Commander,  25  July,  1860      Captain,  4  February,  1875. 
Marinony,  Joseph  H. 

Third  Assistant  Engineer,  8  July,  1862.    Second  Assistant  Engineer,  25  July,  1806. 
First  Assistant  Engineer,  1  January,  1868.     Died  37  November,  1877. 
Harmony,  Peter. 

Mate,  17  February,  1865.     Resigned  3  April,  1-866.     Mate,  7  January,  1807.     Re- 
signed 10  July,  1868. 
Harnett,  John  W. 

Acting  Third  Assistant  Engineer,  26  January,  1863.     Resigned  12  October,  1863. 
Acting  Third  Assistant  Engineer,  19  January,  1864.     Acting  Second  Assistant 
Engineer,  25  February,  1804.     Resigned  25  March,  1865. 
Harnish,  William  91. 

Mate,  18  December,  1863.     Appointment  revoked  19  February,  1864. 
Harper,  JoBsn  S. 

Acting  Third  Assistant  Engineer,  10  December,  1862.     Acting  Second  Assistant 
Engineer,  23  December,  1803.     Acting  First  Assistant  Engineer,  23  March,  1865. 
Honorably  discharged  11  November,  1805. 
Harper,  Joseph  L. 

Midshipman,  4  June,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1818.     Dead. 
Harper,  William. 

Master,  23  January,  1809.     Resigned  25  June,  1814. 
Harper,  W.  J. 

Midshipman,  1   September,  1811.     Last  apjiearance  on  Records  of  Navy  Depart- 
ment, 1815.     Philadelphia. 
Harrell,  Abram  DaTis. 

Midshipman,  4  January,  1834.      Passed   Midshijiman,  16  July,   1840,      Master, 
23  March,   1847.      Lieutenant,   17  May,   1847.      Dropped  14   September,  1855. 
Comniissioned  Commander,  16  July,  1862.     Retired  9  February,  1867.     Captain 
on  Retired  list,  4  April,  1867.     Died  16  December,  1871. 
Harriden,  U. 

Master,  30  June,  1799.     Lieutenant,  31  March,  1807.     Commander,  27  April,  1816. 
Died  9  January,  1818. 
Harrigan,  Miehael  T. 

Acting  Third  Assistant  Engineer,  38  December,  1864.     Resigned  3  May,  1865. 
Harrinian,  Charles  H. 

Acting  Master,  32  January,  1862.     Appointment  revoked  25  November,  1862. 
Harrinian,  George  A. 

Mate,  31  March,  1862.     Acting  Ensign,  1  March,  1868.     Honorably  discharged  20 
December,  1865. 
Harrinian,  Horace  M. 

Acting  Assistant  Paymaster,  11  September,  1862.     Honorably  discharged  29  Jan- 
uary, 1866. 
Harrington,  Charles  H.  / 

Acting  Second  Assistant   Engineer,  29  August,  1861.      Acting   First  Assistant 
Engineer,  5  February,  1863.     Resigned  5  December,  1864. 
Harrington,  Daniel  C. 

Mate,  17  November,  1802.     Dismissed  11  November,  1864.     Mate,  11  February, 
1870.    Resigned  19  May,  1871. 
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Harrington,  Dennis. 

Acting  Third  Assistant  Engineer,  IT  August,   ISOo.     Honorably  discharged  17 
August,  1SG5. 
filarriiiglon,  £ben. 

C'arjx'nter,  1  Ajiril,  ls2i>.     Resigned  25  June,  1823. 
Hsiri-ingion,  Kiiot  C 

JIate,  5  February,  1808.     Resigned  20  November.  1870. 
Ilarringlon,  James. 

Mate,  ao  November,  1863.     Resigned  13  May,  1805. 
Harrington,  Joiin  C 

Acting  Ensign,  0  April,  1804.     Honorably  discharged  12  October,  1865. 
Harrington,  Purnell  F. 

Acting  Midshipman,  20  September,  1861.     Acting  Ensign,  1  October,  1863.     Mas- 
ter, 10  May,  1806.     Lieutenant,  21  February,  1807.     Lieutenant-Commander,  12 
March.  1868. 
Harrington,  W.  H. 

Midshipman,  17  December,  1810.     Resigned  13  .\pril,  1813. 
Harris,  Abraham  W. 

Acting  First  Assistant  Engineer,  37  August,  1864.      Honorably  discharged  20 
.June,  1865. 
Harris,  Amos. 

Acting  Third  Assistant  Engineer,  16  August,   1864.     Honorably  discharged  28 
August,  1865. 
Harris,  Andrew. 

Acting  Third  Assistant  Engineer,  8  August,  1863.    Acting  Second  Assistant  Engi- 
neer, 28  October,  1864.     Honorably  discharged  21  August,  1865. 
Harris,  Arnold 

Acting  Ensign,  24  March,  1863.     Resigned  21  February,  1865. 
Harris,  Arnold  C<. 

Acting  blaster,  26  October,  1801.     Dismissed  17  July,  1862. 
Harris,  Benjamin  G. 

Assistant  Surgeon,  1  January,  1800.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 17  February,  1800. 
Harris,  Charles. 

Mate,  23  October,  1861.     Died  7  February,  1862. 
Harris,  Charles  H. 

Mate,  24  May,  1861.     Acting  Master,  24  April,  1863.     Honorably  discharged  17 
Decembei',  1805. 
Harris,  Dwight  J. 

Acting  Assistant  Surgeon,  13  May,  1864.     Resigned  1  May,  1865. 
Harris,  E.  Raymond. 

Mate,  1803.     Appointment  revoked  14  May,  1863. 
Harris,  Fielder. 

Midshijiman,  20  June,  1806.     Last  appearance  on  Records  of  Navy  Depaetment, 
3  July,  1807.     Dead. 
Harris.  Franeis  Li. 

Mate,  21   January,  1862.     Acting  Ensign,  19  December,  1862.      Honorably  dis- 
charged 28  October,  1865. 
Harris.  George. 

Acting  Master,  29  October,  1861.     Dismissed  17  December.  1862, 

Harris,  George. 

Acting  Third  Assistant  Engineer,  27  June,  1864.     Honorably  discharged  5  Decem- 
ber, 1805. 
Harris,  George  D. 

Acting  Assistant  Surgeon,  13  November,  1863.    Resigned  1  May,  1865. 
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Harris,  George  J. 

Mate,  9  October,  1867.     Mustered  out  23  September,  1871. 
Harris,  George  Li. 

Acting  Third  Assistant  Engineer,  28  January,  1863.     Acting   Second  Assistant 
Engineer,  20  October,  1863.     Acting  First  Assistant  Engineer,  17  June,  1863. 
Houorabl}'  discharged  17  November,  1867. 
Harris.  Gwinn. 

Purser,  25  April,  1813.     Resigned  39  September,  1830. 
Harris,  Henry. 

Midshipman,  1  August,  1866.     Graduated  7  June,  1870.     Resigned  34  July,  1873. 
Harris,  H.  T.  B. 

Acting  Assistant  Paymaster,  1   November,  1864.     Honorably  discharged  13  Sep- 
tember, 1865.     Assistant  Paymaster,  31  February,  1867.     Passed  Assistant  Pay- 
master, 17  February,  1869. 
Harris,  Ira. 

Acting  Midshipman,  33,  September,  1860.     Ensign,  38  May,  1863.     Lieutenant,  35 
July,   1866.      Lieutenant-Commander,  13   March,  1868.      Resigned  31  March, 
1871. 
Harris,  James  M. 

Third  Assistant  Engineer,  16   September,  1853.      Second  Assistant  Engineer,  9 
May,  1857.     Died"6  October,  1864 
Harris,  J.  George. 

Purser,  19  August,  1845.     Pay  Director.  3  March,  1871.     Retired  list,  33  October, 
1871. 
Harris,  J.  Liouis. 

Mate,  3  March,  1864.     Acting  Ensign,  6  April,  1864.     Honorably  discharged   8 
October,  1808. 
Harris,  John. 

Midshipman,  37  May,  1800.     Last  apjiearance  on  Records  of  Navy  Department. 
Resigned. 
Harris,  John. 

Acting  Second  Assistant  Engmeer,  16  September,  1861.     Acting  First  Assistant 
Engineer,  18  April,  1863.     Honorably  discharged  7  October,  1865. 
Harris,  Jolin  H. 

Mate,  4  June,  1863.     Acting  Ensign,   1  August,  1863.     Acting  Master,  IG  July, 
1864.     Honorably  discharged  18  January,  1866. 
Harris,  Joseph  W. 

.\cting  Midshipman,  1  January,  1853.     Midshipman,  20  June,  1856.     Passed  Mid- 
shipman, 39  April,  1859.     Master,  5  Sejjtember,  1859.     Lieutenant,  12  January, 
1861.     Died  24  August,  1801. 
Harris,  Martin  J. 

Acting  Master,  11  November,  ISGl.     Dismissed  33  November,  1861. 
Harris,  Reuben. 

Midshipman,  25  January,  1840.     Passed  Midshipman,  11  July,  1846.     Master,  34 
November,  1854.     Lieutenant,  8  August,  1855.     Died  28  October,  1857. 
Harris,  Robert. 

Assistant  Surgeon,  17  July,  1798      Surgeon,  7  November,  1799.     Resigned  5   De- 
cember, 1802. 
Harris,  Robert,  Jr. 

Midshipman,  1  January,  1818.     Died  in  1833. 
Harris,  Robert  JL. 

Thii'd  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  39  July,  1861. 
First  Assistant  Engineer,  20  May,  1863.     Chief  Engineer,  4  March,  1871. 
Harris,  T.  A. 

Acting   Master,   3'''   May,   1861.      Acting   Volunteer   Lieutenant-Commander,   27 
April,  1863.    Honorably  discharged  24  October,  1865. 
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Harris,  Thomas. 

Surgeon,  6  July,  1812.     Died  5  JIarcb,  1861. 
Harris,  Tlioiiias  C. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  184T.     Master, 
14  September,  1855.     Lieutenant,  15  September.  1855.     Lieutenant-Commander, 
lij  .July,  1862.     Commander,  25  July.  18'66.     Captain,  12  December,  1872.     Died 
24  January,  1875. 
Harris,  Thomas  J. 

Midshipman,  1  May,  1S22.     Resigned  27  May,  1830. 
Harris,  Tiiouias  J. 

Third  Assistant  Engineer,  27  January,  1848.     Dismissed  7  July,  1849. 
Harris,  Thomas  K. 

Mute,  1  May,  1861.     Acting  Master,  13  April,  1863.     Acting  Volunteer  Lieutenant. 
11  November,  1863.     Honorably  discharged  22  September,  1865. 
Harris,  Thompson  S. 

Chaplain,  23  April,  1841.     Died  28  December.  1842. 
Harris,  Uriah  R. 

Midshipman,   23   July,   1865.      Graduated   June,   1869.     Ensign,  12  July,  1870. 
Master,  1  January,  1872.     Lieutenant,  11  February,  1875. 
Harris,  William. 

Acting  Ensign,  31  October,  1862.     Honorably  discharged  28  February,  1866. 
Harris,  William  A. 

Assistant  Surgeon,  27  November,  1844.    Passed  Assistant  Surgeon.  4  February, 
1851.     Retired  list,  8  May,  1861. 
Harris,  William  B. 

Midshipman,  16  January,  1809.     Resigned  18  August,  1S09. 
Harris,  William  H. 

Third  Assistant  Engineer,  21   September.  1861.     Second  Assistant  Engineer,  30 
July,  1863.     First  Assistant  Engineer,  11  October,  1866. 
Harris,  William  J. 

Midshipman,  1  September,  1811.     Last  appearance  on   Records  of  Navy  Depart- 
ment, 19  November,  1811.     Resigned. 
Harris,  William  S. 

jMidshipman,  30  November,  1814.     Lieutenant,  13  January,  1825.     Commander,  8 
September,  1841.     Died  15  May,  1848. 
Harrison,  A.  C 

Midshipman,  26  June,  1799.     Master.  7  June,  1803.     Lieutenant,  3  Februarv,lS07. 
Discharged  16  February,  1809. 
Harrison,  Benjamin. 

Midshipman,   1   January,  1812.      Last  appearance  on  Records  of  Navy  Depart- 
ment, 1816.     Furloughed. 
Harrison,  C  P.  C 

Midshiijman,  4  June,   1823.     Last  appearance  on  Records  of  Navy  Department. 
Drowned. 
Harrison,  Oeorge  R. 

Midshipman,  3  October,  1850.     Dismissed  12  June,  1851. 

Harrison.  Gnstavns,  Jr. 

Mitlshipman,  27  October,  1841.     Passed  Midshipman,  10  August,  1847.     Resigned 
o  November,  1854. 
Harrison,  O.  W. 

Midshipman,  21  June,  1839.     Died  6  June,  i844. 
Harrison,  G.  W. 

Midshipman,  20  January,  1832.     Passed  ^Midshipman,  23  June,  1838.     Lieutenant, 
2  November,  1842.     Resigned  17  April,  1861. 
Harrison.  H.  H. 

Midshipman,  21  September,  1837.     Resigned  25  April,  1845. 
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Harrison,  Horace  W. 

Cadet  Midshipmau,  26  September,  1872.     Graduated  18  June,  1879. 
Harrison,  H.  'S. 

Midshipman,  1   April,  1828.     Passed  Midshipman,  3  July,  1835.     Lieutenant,  8 
September,  1841.     Reserved  list,  28  September,  1855.     Died  29  March,  15(il. 
Harrison,  James  F. 

Assistant  Surgeon,  5  March,   1847.     Passed  Assistant  Surgeon,  20  April,  1852. 
Surgeon,  5  March,  1861.     Resigned  15  June,  1861. 
Harrison,  Jolin. 

Assistant  Surgeon,  16  January,  1805.     Died  4  March,  1825. 
Harrison,  ^Mapoleon  ES. 

Midshipman,  27  February,  1838.    Passed  Midshipman,  20  May,  1844.     Master,  2 
April,  1852.     Lieutenant,  6  January,  1853.     Commander,   16  July,  1863.     Cap- 
tain, 28  April,  1868.     Died  27  October,  1870. 
Harrison,  Randolph. 

Assistant  Surgeon,  4  August,  1851.     Resigned  1  April,  1856. 
Harrison,  Richard. 

Midshipman,  7  July,  1800.     Lost  in  the  ^-  Insiirt/ent." 
Harrison,  Richard  J. 

Assistant  Surgeon,  6  September,  1837.     Died  28  February,  1842. 
Harrison,  R.  M. 

Midshipman,  9  November,  1825.     Died  5  April,  1828. 
Harrison,  Robert. 

Master,  13  July,  1799.     Lieutenant,  14  October,  1799.     Discharged  8  July,  1801, 
■  under  Peace  Establishment  Act. 
Harrison,  Thomas. 

Acting  Third  Assistant  Engineer,  7  September,  1803.     Honorably  discharged  5 
October,  1865. 
Harrison,  Thomas  liOcke. 

Acting  Midshipman,  29  September,  1856.     Midshipman,   15  June,  1860.      Dis- 
missed 26  July,  1861. 
Harrison,  Thomas  S. 

Acting  Assistant  Paymaster,  10  July,  1801.     Appointment  revoked  April,  1803. 
Harrison.  Timothy  J. 

Chaplain,  2  October,  1829.     Died  10  March,  1805. 
Harrison,  T.  P. 

Midshipman,  9  June,  1811.     Resigned  29  January,  1820. 
Harrison,  William  D. 

Assistant  Surgeon,  25  April,  1848.     Surgeon,  22  April.  1801.     Dismissed  3  Febru- 
ary, 1863. 
Harrison,  William  H. 

Mate,  13  December,  1861.     Appointment  revoked  (Sick,)  28  August,  1802.     Acting 
Ensign,  1  October,  1802.     Acting  Master,  16  June,  1863.     Appointment  revo 
21  November,  1804. 
Harrison.  William  H. 

Mate,  24  May,  1802.     Acting  Ensign,  11  March,  1805.     Appointment  revoked  23 
November,  1805. 
Harrison,  William  Henry. 

Third  Assistant  Engineer,  29  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1802.     First  Assistant  Engineer,  30  January,  1805.     Resigned  8  October, 
1872. 
Harrison,  W.  P. 

Midshipman.  19  October,  1841.     Resigned  10  June,  1843. 
llarriss,  John  I., 

Midshipman,  30  November,  1814.     Resigned  4  October,  18? 
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Ilarsen,  Elisha. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  20  April, 
1803.     Lost  on  the  "  Tecumseh,^''  5  August,  1864. 
Hart,  Benjamin  F. 

Purser,  S  February,  1838.     Died  3  November,  1843. 
Hart,  Edwin  91. 

Acting  Assistant  Paymaster,  19  August,  1863.     Passed  Assistant  Pavmaster.  33 
July,  1866.     Resigned  18  July,  1868. 
Hart,  Ezokiel  B. 

Midshipman,  30  April,  1814.     Killed  in  action  36  August,  1814. 
Hart,  George  W. 

Acting  Second  Assistant  Engineer,   11  March,   1864.     Honorably  discharged  3S 
October,  1865. 
Hart,  Henry  C. 

Midshipman,  1  September,  1827.     Resigned  29  December,  1834. 
Hart,  John. 

Midshipman,  1  January,  1835.     Dismissed  31  December,  1838. 
Hart,  John. 

Assistant  Surgeon,  10  September,  1T98.     Last  appearance  on  Records  of  Navy  De- 
partment.    Dead. 
Hart,  John  £. 

Midshipman,  23  February,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  Sejjtember,  1855.     Lieutenant-Commander, 
16  July,  1863.     Killed  in  Battle  11  June,  1863. 
Hart,  Samuel. 

Naval  Constructor,  1   June,  1819.     Last  appearance  on  Records  of  Navy  Dejjart- 
ment,  6  December,  1839. 
Hart,  Samuel  T. 

Naval  Constructor,  15  July,  1847. 
Hart,  Simeon. 

Midshipman,  8  June,  1799.     Discharged  13  October,  1801,  under  Peace  Establish- 
ment Act. 
Hart,  IVilliam. 

Boatswain,  3  December,  1831.     Died  36  February,  1861. 
Harter,  lia  Fayette. 

Acting  Assistant  Paymaster,  31   December,  1862.     Honorably  discharged  4  De- 
cember, 1865. 
Hartford,  Riehard  F. 

Mate,  21  January,  1864.    Acting  Ensign,  3  December,  1864.    Honorably  discharged 
20  August,  1865. 
Hartigan,  William. 

Midshipman,  11  April,  1799.     Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 
Hartleb,  liOUis. 

Mate.     Resigned  1  March,  1865. 
Hartley,  John. 

Midshipman,  30  March,  1800.     Resigned  3  January,  1802. 
Hartley,  'William  IV. 

Acting  Third  Assistant   Engineer,  9   September,   1863.      Appointment  revoked 
.     (Sick,)  24  October,  1864. 
Hartman,  \\\  B. 

Acting  Assistant  Surgeon,  4  April,  1864.    Honorably  discharged  31  October,  1805. 
Hartnett,  John  M. 

Acting  Second  Assistant  Engineer,  3  July,  1863.    Honorably  discharged  6  Novem- 
ber, 1865. 
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Hartshorn,  Andre. 

Mate,  21  January,  1863.    Acting  Ensign,  23  June,  1863.    Honorably  discharged  30 
June,  1866. 
Hartshorn,  J.  H. 

Acting  Ensign,  27  November,  1862.     Died  on  "  Katahdin,^'  18  August,  1863. 
Hartstene,  Henry  J. 

Midshipman,  1  April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  23 
February,  1840.     Commander,  14  September,  1855.     Resigned  9  January,  1861. 
Uartt,  Clark. 

Acting  Tliiid  Assistant  Engineer,  27  April,  1863.     Acting  Second  Assistant  Engi- 
neer, 6  Marcli,  1865.     Honorably  discharged  6  October,  1866. 
Hartt,  Edward. 

Naval  Constructor,  25  July,  1866. 
Hartt,  liawrence  G. 

Acting  Third  Assistant  Engineer,   5  January,  1864.     Honorably  discharged  31 
March,  1868. 
Hartt,  Seth. 

Acting  Third  Assistant  Engineer,  9  March,  1864.    Honorably  discharged  7  August, 
1865. 
Hartuper,  John  TV. 

Acting  First  Assistant  Engineer,  1  October,  1863.     Acting  Chief  Engineer,  23 
April,  1863.     Honorably  discharged  15  December,  1865. 
Hartwell,  Charles  F. 

Mate,  19  May,  1864.     Honorably  discharged  15  August,  1865. 
Hartwell,  Samuel  IV. 

Acting  First  Assistant  Engineer,  30  December,  1861.     Appointment  revolted   17 
March,  1863.     Acting  First  Assistant  Engineer,  34  March,  1863.     Acting  Chief 
Engineer,  24  March,  1863.     Honorably  discharged  33  January,  1866. 
Hartwell,  Seth  E. 

Acting  Assistant  Paymaster,  8  February,  1865.     Mustered  out  4  October,  1865. 

Hartwell,  W.  B. 

Purser,  11  November,  1845.     Died  at  Sea  13  July,  1849. 
Hartwig,  Henry. 

Acting  Chief  Engineer,  1  October,  1863.    Honorably  discharged  3  December,  1865 

Hartwig,  Peter  B, 

Acting  Chief  Engineer,  1   October,  1863.     Honorably  discharged   11  November, 
1865. 
Harty,  John  D. 

Acting  Master,  14  May,  1863.     Acting  Volunteer  Lieutenant,  9  April,  1864.     Re- 
signed 38  March,  1865. 
Hartzell,  Franklin  H. 

Assistant  Surgeon,  10  November,  1868.     Resigned  31  December,  1873. 
Harvey,  Alexander  J. 

Acting  Third  Assistant  Engineer,  10  November,  1863.     Resigned  33  June,  1865. 
Harvey,  Andrew  W. 

Mate,  29  August,  1861.    Acting  Ensign,  3  November,  1864.    Honorably  discharged 
39  October,  1865. 
Harvey,  Charles. 

Sailmaker,  37  January,  1843.     Resigned  18  April,  1846. 
Harvey,  Clinton  D. 

Acting  Assistant  Paymaster,  4  December,  1863.    Died  at  New  York,  15  December, 
1864. 
Harvej',  David. 

Mate,  20  January,  1862.     Resigned  14  May,  1863. 
Harvey,  Henry  P. 

Assistant  Surgeon,  28  May,  1873.     Passed  Assistant  Surgeon,  13  June,  i876. 
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HarTcy,  Joseph  S. 

Acting  Assistant  Paj'master,  11  September,  1862.     Resigned  13  April,  18GG. 
Harvey,  L.utlier  Rogl. 

Third  Assistant  Engineer,  11  February,  1862.     Second  Assistant  Engineer,  15 
October,  1803.     First  Assistant  Engineer,  1  Januaiy,  1808. 
Harvey,  Richard  M. 

Midshipman,  24  June,  1830.     Passed  Midshipman,  15  .June,  1837.     Dismissed  30 
July,  1841. 
Harvey,  Thomas. 

Gunner,  22  June,  1810.     Resigned  9  January,  1811. 
Harvey,  Thouias  £. 

Mate,  26  June,  1862.     Acting  Ensign,  21  January,  1804.     Honorably  discharged  8 
May,  1860. 
Harvey,  M'illiani. 

Midshiiiman,  30  November,  1814.     Resigned  18  October.  1817. 
Harvic,  Jacqiieliue  B. 

Midshipman,  2  January,    1801.     Lieutenant,  25   February,    1809.     Resigned   28 
April,  1812. 
Harwoofl,  Andrew  A. 

Midshipman,  1  January,  1818.    Lieutenant,  3  March,  1827.    Commander.  2  October. 
1848.     Captain,  14  September,  1855.     Commodore,  10  July,  1862.     Retii-ed  list, 
9  October,  1804.     Rear-Admiral,  Retired  list. 
Harwood,  James  K. 

Purser,  24  November,  1852.     Dismissed  31  May,  1861. 
Harwood,  ]yicholas. 

Assistant  Surgeon.  9  July,  1803.     Surgeon,  3  March,   1809.     Died   15  September, 
1812. 
Hascall,  Bailey. 

Acting  Assistant  Paymaster,  30  June,  1802.     E_scharged  9  September,  1805. 
Haseltou,  John  B. 

Acting  Assistant  Paymaster,  4  November,  1862.     Dismissed  22  Ajjril,  1863. 
Haskell,  Charles  W. 

Midshipman,  23   June,   1870.     Graduated  1   June.   1874.     Ensign,  17  July,  1875. 
Resigned  28  JIarch,  1879. 
Haskell,  Cyrus  A. 

jMate,  24  March,  1865.     Honorably  discharged  0  October,  1868. 
Haskell,  £lijak. 

Gunner,  13  September,  1845.     Retired  list.  10  December.  1805.     Died  27  March, 
1877. 
Haskell,  Forhes  B. 

!Mate,  18  June.  1803.     Honorably  discharged  22  August,  1805. 
Haskell,  Frank  A. 

Mate,  25  July,  1803.     Honorably  discharged  14  August,  1805.     Mate,  21  March, 
1800.     Res'lgned  14  May,  1807". 
Haskell,  OUs  L.. 

Acting  Ensign,  27  January,  1805.     Resigned  10  June,  1805. 
Haskell,  Theodore  II. 

Acting  Assistant  Paymaster,  14  October,  1801.     Discharged  5  February,  1806. 
Hasker,  Charles  H. 

lloatswain,  28  March,  1857.     Dismissed  4  June,  1861. 
Haskiu,  Benjamin  F. 

Acting  Midsiiipman,  2  November.  1859.     Ensign,  25  November,  1802.     Dropped 
7  July,  1804. 
Haskin,  Harry  R. 

Midshipman,  18  June,  1812.     Resigned  30  April,  1814. 
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Haskins,  Charles  R. 

Mate,  2  October,  1863.    Acting  Ensign,  9  December,  18G4.    Honorably  discL  irged 
37  June,  1868. 
Haskins,  Cioorg^e  S. 

Sailmaker,  19  November,  1870. 
Hauler,  Charles  A. 

Assistant  Surgeon,  4  November,  1834.     Passed  Assistant  Surgeon,  13  July,  1839. 
Surgeon,  22  July,  1844.     Drowned  37  November,  1846. 
Haslet,  John. 

Assistant  Surgeon,  26  May,  1824.     Surgeon,  23  May,  1826.     Resigned  5  December, 
1845. 
HasleU,  Amlrow. 

Midshipman,  17  December,  1810.         Las'  apjiearance  on  Records  of  Navy  Depart- 
ment, 1815.     Frigate  "  Chesapeake.'''' 
Hasselteno,  D.  Carlos. 

Acting  First  Assistant  Engineer,  27  -July,  1863.     Acting  Chief  Engineer,  18  May, 
1864.     Honorably  discharged  7  May,  1866. 
Hassler,  Charles  W. 

Assistant  Paymaster,  29  August,  1801.     Paymaster,  14  April,  1862.     Resigned  9 
February,  1870. 
Hasson,  William  F.  C. 

Cadet  Engineer,  14  September,  1876.     Graduated  10  June,  1880. 
Hastings,  Charles. 

Civil  Engineer,  1853.     Commissioned,  28  March,  1867.     Resigned  23  April,  1874. 
Hastings,  Frank  F. 

Acting  Assistant  paymaster,  33  September,  1863.     Discharged  26  March,  1866. 
Hastings,  John. 

Assistant  Surgeon,  8  September,  1841.     Passed  Assistant  Surgeon,  13  March,  1846. 
Passed  Assistant  Surgeon,  15  March,  1847.     Resigned  9  May,  1850. 
Hastings,  Lioven  W. 

Mate,  23  July,  1863.     Acting  Ensign,  G  April,   1865.     Honorably  discharged  1 
December,  1865. 
Hasweli,  Charles  H. 

Chief  Engineer,   12  July,  1836.     Engineer-in-Chief,  3  October,  1844.     Successor 
appointed,  1  Decenil  cr,  1850.     Dropped  from  the  Navy  list,  14  May,  1852. 
Haswell,  Gonrenor  IS. 

Acting  Midshipman,  22  September,  1859.     Ensign,  7  October,  1863.     Lieutenant, 
23  February,  1864.     Lieutenant-Commander,  25  July,  1866.     Retired  list,  33 
November,  1876. 
Haswell,  John  91. 

Midshipman,  15  October,  1800.     Lieutenant,  26  February,  1807.     Last  appearance 
on  Records  of  Navy  Department,  34  May,  1810. 
Haswell,  Robert. 

Lieutenant,  4  March,  1799.     Last  appearance  on  Records  of  Navy  Department,  13 
April,  1801. 
Hatch,  Charles  F. 

Mate,  25  July,  1863.     Resigned  5  August,  1864. 
Hatch,  George  W, 

Acting  Assistant  Surgeon,  9  May,  1863.     Resigned  18  March,  1865. 
Hatch,  William. 

Carpenter,  1  November,  1831.     Discharged  29  January,  1836. 
Hatch,  William. 

Mate.     Dismissed  6  January,  1863. 
Hatch,  William  I.. 

Acting  Ensign,  16  March,  1864.     Honorably  discharged  30  August,  1865. 
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Haloh,  1)  illiam  S. 

Gunner,  IG  August,  1854.     Dismissed  24  September,  18.58. 
Hatch,  ^Villiam  IV. 

Acting  Ensign,  13  March,  18C.5.     Honorably  discharged  21  August,  1865. 
Hatcher,  Jackson  R. 

Third  Assistant  Engineer,  24  September,   1847.     Second  Assistant  Engineer,  26 
February,  IS.^l.     Died  23  December,  1853 
Hatcher,  Joseph  L.. 

Carpenter,  20  February,  1872. 
Hatfield,  Charles  H. 

Acting  Boatswain,  10  August,  1861.     Dismissed  4  January,  1862. 
Hatfield,  Chester. 

Acting  Midshipman,  21  May,  1852.     Midshipman,  20  June,  1856.     Passed  Mid- 
shipman, 29  April,  1859.     Master,  5  September,  1859.     Lieutenant,  23  January, 
1861.     Lieutenant-Commander,  2  October,  1862.     Commander,  28  October,  1870. 
Died  15  December,  1879. 
Hatfield,  Daniel. 

Assistant  Surgeon,  5  May,  1810.     Surgeon,  15  September,  1814.     Last  appearance 
on  Kecords  of  Navy  Department,  23  April,  1814. 
Hatfield,  John. 

Midshipman,  18  June,  1812.     Killed  in  action  27  April,  1813. 
Hatfield,  Robert  F. 

Third  Assistant  Engineer,  24  August,  1861.     Resigned  18  July,  1862. 
Hatfield,  W.  B. 

Assistant  Surgeon,  24  March,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 8  March,  1811. 
Hathaway,  Frederick  M. 

Acting  Ensign,  23  February,  1863.     Honorably  discharged  5  December,  1865. 
Hathaway,  F.  W. 

Mate,  10  June,  1865.     Honorably  discharged  16  June,  1866. 
Hathaway,  Henry  P. 

Acting  Ensign,  19  May,  1864.     Honorably  discharged  18  February,  1866. 
Hathaway.,  James  H. 

Acting   Assistant  Paymaster,  6  August,  1862.     Honorably  discharged   10  March, 
1806. 
Hathaway,  Joseph  T. 

Acting  Third  Assistant  Engineer,  18  June,  1862.     xVcting  Second  Assistant  Engi- 
neer,  12   November,   1802.      Acting  First  Assistant  Engineer,   10  May,  1863. 
Honorably  discharged  18  August,  1866. 
Hathaway,  TVilliaiu  R. 

Acting  Master,  30  July,  1861.    Acting  Volunteer  Lieutenant.  27  June,  1865.    Died 
11  February,  1867. 
Hathorne,  Fben. 

Midshipman,  16  January,  1809.     Resigned  6  December,  1810. 
Hathorne,  TV.  H. 

Acting  Assistant  Paymaster,  31  March,  1863.     Honorablv  discharged  3  October, 
180.5. 
Hathorne,  William  H. 

Mate,  16  November,  1863.     Resigned  30  December,  1864. 
Haven,  William  H. 

Mate,  8  April,  1864.     Resigned  20  May,  1805. 
Havens,  Joseph  A. 

Mate,  22  January,  1862.     Resigned  25  August,  1863.     Acting  Ensign,  13  Decem- 
ber, 1863.     Honorably  discharged   13  October,  1865. 
Haverly,  LiCwis  A. 

Third  Assistant  Engineer,  19  July,  1861.     Died  29  August,  1862. 
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Harersfleld,  John. 

Acting  Third  Assistant  Engineer,  28  October,  1863.     Honorably  discharged  27 
October,  1865. 
HaTiland,  E.  91. 

Mate,  3  November^  1865.     Appoiiitment  revoked  5  December,  1865. 
Hawes,  Asa  T. 

Mate,  11  September,  1862.     Died  20  November,  1803. 
Hawes,  Benjaiiiiu  F. 

Acting  Third  Assistant  Engineer,  24  September,  1802.     Acting  Second  Assistant 
Engineer,  25  Jnly,  1863.     Acting  First  Assistant  Engineer,  19  October,  1864. 
Honorably  discharged  14  November,  1865. 
Hawes,  DaTld  B. 

Acting  Ensign,  17  June,  1863.     Resigned  31  May,  1800. 
ilawes,  Franklin. 

Acting  Third  Assistant   Engineer,   11   March,  1865.     Honorably  discharged  19 
January,  1866. 
Hawes,  Sanford  B. 

Acting  Third  Assistant  Engineer,  28  May,  1863.     Appointment  revoked  (Sick,)  5 
November,  1863. 
Hawes,  William  H. 

Mate,  26  June,  1802.     Acting  Ensign,  13  June,  1860.     Honorably  discharged  27 
June,  1808.     Mate,  6  December,  1869.     Resigned  14  October,  1871. 
Bawes,  William  H.  H. 

Acting  Third  Assistant  Engineer,  8  June,  1864.     Honorably  discharged  14   June, 
1865. 
Hawke,  J.  Albert. 

Assistant  Surgeon,  24  June,  1807.     Passed  Assistant  Surgeon,  20  February,  1873. 
Surgeon,  1  May,  1879. 
Hawkeswortli,  George  T. 

Master,  11   April,   1815.     Last  appearance  on  Records  of  Navy  Department,  18 
April,  1815. 
Hawkey,  James. 

Acting   Third   Assistant   Engineer,   7  October,   1803.      Honorably  discharged   6 
August,  1800. 
Hawkej',  Thomas. 

Acting  Second  Assistant  Engineer,  31  May,  1801.     Dismissed  20  September,  1802. 
Hawkins,  Absalom  W. 

Assistant  Surgeon,  1  July,  1801.     Passed  Assistant  Surgeon,  22  June,  1804.     Re- 
signed 38  July,  1866. 
Hawkins,  Benjamin. 

Acting  Third  Assistant  Engineer,  24  September,    1803.     Appointment  revoked 
(Sic'k,)  25  May,  1804. 
Hawkins,  Charles  E. 

Midshipman,  4  March,  1818.     Resigned  17  October,  1820. 
Hawkins,  Charles  F. 

Acting  Master,  30  May,  1862.     Honorably  discharged  29  November,  1865.     Boat- 
swain, U  February,  1871. 
Hawkins,  Oeorge  N. 

Midshipman,  1  March,  1836.     Passed  Midshipman,  28  April,  1832.     Died  7  July, 
18.37. 
Hawkins,  H.  C. 

JIttte.     Resigned  12  May,  1863. 
Hawkins,  John. 

Acting  Third  Assistant  Engineer,  13  September,  1862.     Acting  Second  Assistant 
Engineer,  25  May,  1864.     Honorably  discharged  5  August,  1865. 
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Hawkins,  John  S. 

Third  Assistant  Engineer,  29  July,  1S61.     Second  Assistant  Engineer,  18  Decem- 
ber, 1802.     First  Assistant  Engineer,  30  January,  1865.     Rtsigued  18  January, 
1SG9. 
Hawkiiitii,  Joseph. 

Sailmuker,  25  June,  1800.     Warrant  returned  10  July,  ISOO. 
Hawkins.  Robert  M. 

Mate,  24  November,  1SC3.     Resigned  (Sick,)  8  November,  18G4. 
Hawkins,  Samuel. 

Acting  Third  Assistant  Engineer,  1  October,  1864.     Resigned  12  3Iay,  1865. 
Hawkins,  S.  B. 

Sailmaker,  18  March,  1884.     Died  27  July,  1844. 
Hawks,  Pliilo  P. 

Mate,  14  February,  1863.     Acting  Ensign,  14  January,  18C4.     Resigned  3  May, 
1865. 
Hawksworth,  HaTid. 

Acting  Second  Assistant  Engineer,  24  July,  1862.     Resigned  oJ  May,  18G4. 
Hawler,  Isaac. 

Master,  7  July,  1814.     Resigned  25  Sejjtember,  1815. 
Mawley,  Charles  E. 

Midshipman,  3  December,  1849.  •  Passed  Midshipman,  12  June,  1855.     Master,  16 
September,  1855.     Lieutenant,  26  June,   1856.     Retired  list,  10  August,  1864. 
Lieutenant-Commander  on  Retii'ed  list,  4  April,  1867. 
Hawley,  Francis  M. 

Acting  Assistant  Paymaster,  30  August,  1862.     Resigned  4  April,  1863. 
Hawley,  John  Mitchell. 

Midshipman,  23  July,  186.3.    Graduated  June,  1868.    Ensign,  19  April,  1869.    Mas- 
ter, 12  July,  1870.     Lieutenant,  6  January,  1874. 
Hawthorn,  Joseph  W. 

Acting  Ensign,  22  July,  1862.     Resigned  4  May,  1863. 
Hawthorne,  Engene  P. 

Mate,  6  January,  1863.     Acting  Ensign,  17    March,  18G3.     Resigned  28  October, 
1863. 
Haxtnn,  Milton. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
16  July,  1862.     Commander,  12  January,  1867.     Captain,  2  February,  1878. 
Hay,  Edward  H. 

Acting  Third  Assistant  Engineer,  11  March,  1865.     Resigned  30  May,  1865. 
Hay,  Edward  H. 

Carpenter,  31  March,  1874.     Resigned   19  August,  1874.     Carpenter,  1   January, 
1S75. 
Hay,  William  G. 

Assistant  Surgeon,  12  September,  1854.     Passed  Assistant  Surgeon,  20  May,  1859. 
Surgeon,  1  August,  18G1.     Resigned  18  February,  1862. 
Hayanga,  O.  A. 

Acting  Assistant  Surgeon,  8  Sejjtember,  1863.     Honorably  discharged  9  October, 
1865. 
Hayden,  David  H. 

Acting  Master,  17  December,  18G1.     Dismissed  29  November,  1862. 
Hayden,  I>.  H. 

Acting  Assistant  Surgeon,  15  May,  1863.     Honorably  discharged  2  December, 
18G5. 
Hay  lien,  E«lward  I>. 

Acting  Assistant  Paymaster,  27  September,  1862.     Honorably  discharged  3  Feb- 
ruary, 1866. 
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Hayden,  Henry  F. 

Acting  Third  Assistant  Engineer,  30  October,  1861.     Apisointment  revoked  13 
December,  1861.     Acting  Third  Assistant  Engineer,  3  January,  1862.     Acting 
Second  Assistant  Engineer,  16  July,  1S03.     Honorably  discharged  17  Septem- 
ber, 1867. 
Hayden,  Henry  J. 

Sailmaker,  4  November,  1861.     Resigned  16  February,  1865. 
Hayden,  John. 

Carpenter,  1  November,  1837.     AiDpointment  revoked  7  July,  1840. 
Hayden,  John  C. 

Boatswain,  20  September,  1853.     Dismissed  2  November,  1857. 
Hayden,  John  W. 

Acting  Second  Assistant  Engineer,  9  January,  1865.     Honorably  discharged   14 
October,  1865. 
Hayden,  X.  S. 

Acting  Ensign,  6  May,  1863.     Died  on  ''Penguin,''  6  July,  1864. 
Hayes,  Dennis. 

Acting  Third  Assistant  Engineer,  27  June,  1864.     Honorably  discharged  10  July, 
1805. 
Hayes,  Denny  M. 

Mate,  7  June,  1864.     Acting  Ensign,  18  November,  1804.     Honorably  discharged 
21  October,  1865.     Acting  Ensign,  5  July,  1866.     Apijointment  revoked  7  De- 
cember. 1867. 
Hayes,  Henry  H. 

Chaplain,  3  March,  1827.     Resigned  18  April,  1883. 
Hayes.  Henry  S. 

Mate,  31  October,  1861.     Resigned  20  September,  1862. 
Hayes,  Jaeob  li.  •• 

Actin^,  Ensign,  10  April,  1803.     Honorably  discharged  14  September,  1865. 
Hayes,  James. 

Gunner.  11  September,  1863. 
Hayes,  John  J. 

Acting  Carpenter,  1  October,- 1863.     Resigned  28  March,  1864. 
Hayes,  Peter. 

Acting  Volunteer  Lieutenant,  23  August,  1862.    Honorably  discharged  26  October, 
1805. 
Hayes,  Peter. 

Mate,  21  October,  1863.     Dismissed  2!  September,  1864. 
Hayes,  Thomas. 

Midshipman,  16  June,  1814.     Resigned  25  November,  1814. 
Hayes,  William  O. 

Midshipman,  25  September,  1811.     Resigned  38  March,  1813. 
Hayes,  William  tee. 

Acting  Master,  15  August,  1801.     Honorably  discharged  3  October,  1865. 
Haynian,  Anthony  W. 

Master,  33  April,  1813.     Discharged  7  July,  1814- 
Hayman,  George  M. 

Acting   Third   Assistant   Engineer,  13   August,    1863.     Honorably  discharged  4 
November,  1865. 
Haynes,  John. 

Boatswain,  11  September,  1799.     Discharged  1  May,  1801. 
Haynes,  John. 

Mate,  23  November,  1863.     Deserted  15  August,  1803. 
Hayne,  Panl  H. 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,  1828.     Died  14  September,  1831. 


S34  GENERAL   NAVY   REGISTER. 

Hays,  Adam. 

Surgeon,  28  September,  1811.     Resigned  4  Decen.ber,  ISll. 
Hays,  Charles  W. 

Midshipman,  13  March,  1838.     Passed  Midshipman,  20  May,  1844.     Master,  25 
November,  1852.     Lieutenant,  9  September,  1853.     Dismissed  5  June,  1861. 
Hays,  John. 

Gunner,  14  March,  1800.     Last  appearance  on  Records  of  Navy  Department,  15 
Miiy,  1800.     Resigned. 
Hays,  John  S. 

Acting  Third  Assistant  Engineer,  26  April,  1864.     Acting  Second  Assistant  Engi- 
neer, 1  February,  1805.     Honorably  discharged  5  October,  1805. 
Hays,  Walter  W. 

Midshipman,  3  August,  1838.     Died  9  November,  1839.  * 

Hays,  William  B. 

Midshipman,  7  November,  1845.     Died  10  August,  1849. 
Hayter,  Samuel  G. 

Mate,  5  March,  1862.     Resigned  24  November,  1862. 
Hayward,  Addison  S. 

Acting  Third  Assistant  Engineer,  20  July,  1864.    Honorably  discharged  7  Novem- 
ber, 1865. 
Hayward,  George  W. 

Acting  Midshipman,  26  September,  1857.     Midshipman,  1  June,  1861.     Lieuten- 
ant, 16  Jily,  1862.     Lieutenant-Commander,  25  July,  1866.     Commander,  9  No- 
vember, 1874. 
Hayward,  Richard. 

Chaplain,  2  October,  1876. 
Haywood,  Joley. 

Boats-wain,  4  May,  1838.     Dismissed  18  April,  1832. 
Haywood,  Philemon. 

Midshipman,  19  October,  1841.     Dismissed  28  August,  1849. 
Haywood,  Samuel. 

Ca])tain,  (to  command  a  Galley,)  3   September,  1798.     Appointed  Lieutenant,  29 
January,  1800.     Discharged  1801,  under  Peace  Establishment  Act. 
Hazard,  Alfred. 

Midshipman,  23  March,  1800.     Dismissed  22  April,  1809. 
Hazard,  Andrew  R. 

Acting  Ensign,  30  November,  1864.     Honorably  discharged  28  October,  1865. 
Hazard,  Daniel. 

^Midshipman,  20  January,  1814.     Resigned  6  April,  1815. 
Hazard,  John  A. 

Purser,  13  March,  1799.     Died  21  July,  1799. 
Hazard,  Josiali. 

Master,  23  October,  1799.     Dismissed  16  June,  1803. 
Hazard,  Samuel  F. 

Midshipman,  January,  1823.     Passed  Midshipman,  4  June,  1831.     Lieutenant,  9 
February,  1837.     Commander,  14   September,  1855.     Cajstain,  16   July,   1802. 
Retired  3  November,  1863.     Died  15  January,  1807. 
Hazard,  Slanton. 

Midshipman,  16  January,  1799.     Resigned  33  January,  1799. 
Hazard,  William  S. 

Acting  Tliird  Assistant  Engineer,  30  October,  1861.     Appointment  revoked  13 
December,  1861.  ' 

llazell,  William. 

Midshipman,  1  January,  1808.     Resigned  38  June,  1810. 
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Hazeltine,  Edward  C 

Acting  Midshipman,  33  September,  1859.     Ensign,  37  December,  1863.     Lost  on 
the  "  Housatonic"  17  February,  1864. 
Hazelton,  John  A. 

Mate,  5  September,  1804.     Resigned  30  June,  18G.j. 
Hazloton,  Isaac. 

Assistant  Surgeon,  17  September,  1801.     Resigned  11  September,  1865. 
Hazlett,  George  J. 

Acting  Ensign,  13  May,  1863.     Resigned  1  March,  1865. 
Hazlett,  H.  K. 

Acting  Master,  1   October,  1863.     Appointment  revoked  (Declined,)  29  January, 
1863. 
Hazlett,  Isaac. 

Midshipman,  37  September,  1861.     Graduated  24  September,  1865.     Eiisign,  1 
December,  1860.     Master,  13  March,  1868.     Lieutenant,  26  March,  1869. 
Hazlitt,  James  W. 

Mate,  6  November,  1801.     Dismissed  25  May,  1803. 
Mazzard,  William  S. 

Acting  First  Assistant  Engineer,  24  September,  1868.     Honorably  discharged  10 
August,  1805. 
Heacock,  William  C. 

Midshipman,  23  September,  1808.     Graduated  1  June,   1873.     Ensign,  15  July, 
1873.     Resigned  31  November,  1877. 
Heald,  Ephraim. 

Carpenter,  34  July,  1837.     Discharged  8  November,  1828. 
Hcald,  Eugene  de  F. 

Midshipman,  30  September,  1803.     Graduated  June,  1807.     Ensign,  18  December, 
1808.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Healey,  E.  C. 

Acting  Master,  28  February,  1862.     Honorably  discharged  4  March,  1866. 
Healey,  John. 

Acting  Third  Assistant  Engineer,  28  March,  1808.     Killed  in  action  20  April, 
1803. 
Healey,  William  J. 

Acting  Assistant  Paymaster,  23  September,  1808.     TToiiorably  discharged  2  No- 
vember, 186.5.     Assistant  Paymaster,  27  Februaiv,        )'.     Passed  Assistant  Pay- 
master, 19  July,  1868.     Died  11  July,  1873. 
Heany,  John. 

Acting  Third  Assistant  Engineer,  7  October,  1862.     Resigned  12  March,  1863. 
Heap,  James  li. 

Midshipman,  5  June,  1830.     Passed  Midshipman.  W  June,  1S3G.     Died  15  Janu- 
ary, 1839. 
Heap,  Samnel  D. 

Assistant  Surgeon,  5  April,  1804.     Surgeon,  27  November,  1804.     Resigned  25 
December,  1835. 
Hearn,  Frederick  W. 

Acting  Ensign,  24  October,  1863.     Honorably  discharged  13  November,  1865. 
Heai'son,  Frederick  li. 

Acting  Third  Assistant  Engineer  24  December,  1804.     Honorably  discharged  17 
July,  1865. 
Heartie,  Isaac. 

Master,  6  July,  1815.     Last  appearance  on  Records  of  Navy  Department. 
Heath,  Allen  S. 

Acting  Assistant  Surgeon,  28  May,  1861.     Resigned  14  August,  1803. 
Heath,  Benjamin,  Jr. 

Mate,  8  February,  1864.    Honorably  discharged  1  December,  1865 
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Heath,  Byron  S. 

Acting  Third  Assistant  Engineer,  4  October,  1804.     Resigned  3  June,  1865. 
Heath.  I>»iiiel  C. 

Midsliipman,  28  JIarch,  1799.     Resigned  18  April,  180.5. 
Heath,  I>avi<l  P. 

Acting  JIastcr,  4  November,  1861.     Resigned  13  March,  1865. 
Heath.  Frank  R. 

Cadet  Midsliipman,  23  September,  1873.     Graduated  18  June,  1879. 
Heath,  Henry. 

Mate.     Resigned  29  April,  1862. 
Heath,  L.noins  E. 

Mate,  27  May,  1863.     Resigned  17  May,  1865. 
Heath,  Mareellns  C. 

Acting  Third  Assistant  Engineer,  22  November,  1862.     Acting  Second  Assistant 
Engineer,  19  November,  1863.     Honorably  discharged  21  January,  1868. 
Heath,  IVathan  B. 

Acting  Master,  9  September,  1861.      Acting  Volunteer  Lieutenant,  18  August, 
1865.     Honorably  discharged  8  May,  1866. 
Heath,  ICiehard  S. 

Midshipman,  17  December,  1810.     Lieutenant,  27  April,  1817.     Killed  in  a  duel 
2  June,  1817. 
Heath,  Saninel  C. 

Mate,  8  May,  1862.     Resigned  28  March,  1864. 
Heath,  William. 

Midshipman,  20  June,  1800.     Resigned  5  June,  1809. 
Heatley,  Tliouias. 

Lieutenant,  20  March,  1799.     Discharged  13  i\Iarch,  1802,  under  Peace  Establish- 
ment Act. 
Heaton,  William  Warrord. 

Third  Assistant  Engineer,  2  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     First  Assistant  Engineer,  11  October,  1866. 
Hebard,   Henry. 

Chief  Engineer,  6  February,  1840.     Died  4  August,  1846. 
Hebard,  George  F. 

Second  Assistant  Engineer,  27  January,  1848.     First  Assistant  Engineer,  2'3  Feb- 
ruary, 18.T1.     Dropped  17  September,  1856. 
Hebard,  George  F. 

Acting  First  Assistant  Engineer,  21   October,  1863.     Acting   Chief  Engineer,  1 
March,  1864.     Honorably  discharged  10  April,  1866. 
Hebard,  John  H. 

Acting  Second  Assistant  Engineer,  24  November,  1863.     Honorably  discharijed  20 
October,  1S67. 
Hebbard,  Samuel. 

Gunner,  23  January,  1822.     Died  9  July,  1832. 
Heberton,  Edward  P. 

Acting  Assistant  Paymaster,  25  September,  1861.     Appointment  revoked  (Sick.) 
23  April,  1863. 
Hebron,  Thomas. 

Acting  First  Assistant  Engineer,  1   October,  1862.     Acting  Chief  Engineer,  20 
November,  1862.     Honorably  discharged  11  November.  1865. 
Hebnrn,  Patrieins. 

Midshipman,  18  June,  1812.     Dismissed  8  March,  1814. 
Hebnrn,  Patrieins. 

Midshipman,  1  January,  1818.     Resigned  23  February,  1821. 
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Heckle,  John. 

Sailmaker,  9  November,  1831.     Died  15  January,  1847. 
Hedden,  Edward  F. 

Acting  Third  Assistant  Engineer,  4  December,   1SG2.     Honorably  discharged  5 
August,  1865. 
Hedge,  Cornelius  G. 

Mate,  9  Jlay,  1S63.     Deserted  20  May,  18G3. 
Hedger,  William. 

Acting  Master,  9  April.  1802.     Honorably  discharged  11  January,  186G. 
Hedges,  Frederick  E. 

Midshipman,  9  June,  1811.     Last  appearance  on  Records  of  Navv  Department, 
1815.     Georgetown,  D.  C. 
Hedges,  James  D. 

Acting  Third  Assistant  Engineer,  1  October,  18G4.     Appointment  revoked  (Sick,) 

29  April,  18G5. 
Hedricks,  Alfred. 

Third  Assistant  Engineer,  13  Mav,   1801.     Second  Assistant  Engineer,   19  Feb- 
ruary, 18C3.     Resigned  9  Augus't,  1865. 
Heede,  Peter. 

Acting  Ensign,  17  December,  1862.     Resigned   14   March,  1804.     Acting  Ensign, 

30  June,  1864.     Dismissed  31  August,  1864. 
Heenan.  Thomas. 

Acting  Tliird  Assistant  Engineer,  23  Noveml)er,  ISGl.     Acting  Second  Assistant 
Engineer,  17  October,  1863.     Acting  First  Assistant  Engineer,  28  April,  1865. 
Honorably  discharged  4  February,  1806. 
Heerman,  Liewis. 

Surgeon's  Mate,  8  February,  1802.     Surgeon,  27  November,  1804.     Died   19  May, 
1833. 
Heep,  Joseph  K. 

Acting  First  Assistant  Engineer,  1   October,   1862,      Acting  Chief  Engineer,  23 
November,  1863.     Honorably  discharged  25  October,  1865. 
Heffeiiger,  Arthur  C 

Assistant  Surgeon,  19  March,  1875.     Passed  Assistant  Surgeon,  4  June,  1878. 
Heffords,  William. 

Acting  Master,  14  November,  1861.     Acting  Volunteer  Lieutenant,  for  duty  as 
Pilot,  13  November,  1863.     Honorably  discharged  23  October,  1865. 
Heileman,  Julius  d. 

Midshipman,  10  March,  1848.     Passed  Midshipman,  15  June,  1854.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.      Resigned  31   December, 
1856. 
Heilge,  Charles  C. 

Acting  Third  Assistant   Engineer,  14  December,   1863.      Appointment  revoked 
(Sick,)  12  September,  1864. 
Heilner,  I.ewis  C. 

Midshipman,  25  July,  1866.     Graduated   7  June,   1870.     Ensign,  18  July,  1871. 
Master,  27  September,  1873.     Lieutenant,  2  June,  1879. 
Heiser,  Henry  Dillon. 

Third  Assistant  Engii-.eer,  24  December,  :861.     Resigned  i2  April,  1865. 
Heiskell,  Horace  M. 

Purser,  13  September,  1841.     Pay  Director,  3  March,  1871.     Retired  list,  34  Sep- 
tember, 1875. 
Heitman,  Bartliold  H. 

Mate,  13  July,  1865.     Resigned  3  March,  1866. 
Heixorman,  John'  It. 

Acting  Ensign,  1  October,  1863.     Honorably  discharged  11  November,  1865. 
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Helcey,  Peter. 

Carpenter,  19  October,  1799.     Drowned  at  Sea,  13  March,  1800. 
Hellen,  €lifton. 

Assistant  Paymaster,  8  November,  18G1.     Paj'master,  IG  November,  1862.     Re- 
signed 15  February,  18G5. 
Heller,  Eiiward  Li. 

Acting  Third  Assistant  Engineer,  22  October,  1863.    Honorablv  discharged  1  Sep- 
tember,  1865. 
Ileliii,  Franois  T. 

^Midshijinuin,  16  January,  1809.     Resigned  5  JIarclj,  1810. 
Helm,  Jaiues  M. 

Midshipman,  29  September,  1871.     Graduated  21   .June,  1875.     Ensign,  18  July, 
1876. 
Ilenieiiwaj',  Peter. 

Carpenter,  11  November,  1813.     Resigned  10  August,  1814. 
Hemphill,  J.  A. 

Midshipman,  4  March,  1823.     Resigned  24  January,  1836. 
Henipliill,  Joseph  IVewton. 

Midshipman,  29  September,  1863.     Graduated  June,  1866.     Ensign,   12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Heuipstead,  William  D. 

Acting  Assistant  Paymaster,  19  October,  1861.     Appointment  revoked  16  May, 
1862. 
Hensley,  James  T. 

Mate,  36  September,  1864.     Honorably  discharged  20  September,  1865. 
Henck,  E.  W. 

Mate,  8  April,  1865.     Honorably  discharged  5  August,  1866. 
Heneke,  Jacob. 

Acting  Third  Assistant  Engineer,  29  January,  1864.     Resigned  1  May,  1865. 
Hendee,  George  E. 

Acting   Assistant   Paymaster,  25   March,  1864.     Passed  Assistant  Paymaster,  23 
July,  1866.     Paymaster,  27  February,  1869. 
Henderson,  Albert  H. 

Acting  Ensign,  8  April,  1864.     Honorably  discharged  9  December,  1865. 
Henderson,  Alexander. 

Third  Assistant  Engineer,  26  February,   1851.     Second  Assistant  Engineer,  31 
May,  1853.     First  Assistant  Engineer,  9  May,  1857.     Chief  Engineer,  28  June, 
1861. 
Henderson,  Alexander  91. 

Midshipman,  1  April,  1827.     Resigned  17  July,  1833. 
Henderson,  Andrew  A. 

Assistant  Surgeon,  8  September,  1841.     Surgeon,  1  March,  1856.     Medical  Direc- 
tor, 3  March,  1871.     Died  4  April,  1875. 
Heutlerson,  Andrew  H. 

Third  Assistant  Engineer,  8  September,  1863.     Dismissed  17  April,  1866. 
Henderson,  B.  1,.  T. 

Midshipman,  3  January,  1840.     Resigned  6  April,  1846. 
Henderson,  Charles. 

Midshipman,  6  April,  1830.     Resigned  12  March,  1833. 
Henderson,  E.  F. 

Mate,  11  October,  1861.     Dismissed  31  May,  1863. 
Henderson,  Francis. 

Acting  Second  Assistant  Engineer,  3  April,  1863.     Acting  First  Assistant  Engi- 
neer, 8  April,  1864.     Dismissed  13  November,  1864. 
Henderson,  George. 

Midshipman,  1  May,  1838.     Resigned  13  September,  183^. 
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Henderson,  George  I>. 

Chaplain,  2  July,  1864.     Died  20  May,  1875. 
Henderson,  Oerard. 

Carpenter,  19  April,  1845.     Resigned  1  February,  1850. 
Henderson,  James  B. 

Mate,  17  May,  1863.     Acting  Ensign,  11  August,  18G3.     Dismissed  28  November, 
1865. 
Henderson,  James  Li. 

Midshipman,  1  June,  1828.     Passed  Midshipman,   14  June,  1834.     Lieutenant,  6 
July,  1840.     Commander,  14  September,  1855.     Resigned  18  April,  1861. 
Henderson,  John  A. 

Assistant  Engineer,  3  July,  1876. 
Henderson,  John  £. 

Acting  Third  Assistant  Engineer,  23   March,  1864.     Honorably  discharged  13 
October,  1865. 
Henderson,  Joseph  W. 

Acting  Third  Assistant  Engineer,  7  March,  1864.     Honorably  discharged  1  No- 
vember, 1865. 
Henderson,  Moses  K. 

Mate,  26  March,   1863.     Honorably  discharged   27  October,   1870.     Gunner,  27 
August,  1872. 
Henderson,  Richard. 

Midshipman,  25  September,  1872.     Graduated  20  June,  1876.     Ensign,  1  July 
1878. 
Henderson,  Robert. 

Acting  Ensign,  23  December,  1863.     Honoraiily  discharged  5  August,  1865. 
Henderson,  Thomas. 

Acting  Third  Assistant  Engineer.     Dismissed  22  August,  1863. 
Henderson,  William. 

Midshipman,  6  March,  1800.     Resigned  20  March,  1800. 
Henderson,  William. 

Mate,  21  March,  1862.     Acting  Ensign,  16  March,  1864.     Dismissed  28  November, 
1864. 
Henderson,  William  F. 

Acting  Third  Assistant  Engineer,  11  September,  1863.     Honorably  discharged  8 
January,  1866. 
Hendricks,  William. 

Mate,  4  June,  1863.     Acting  Ensign  and  Pilot,  29  April,  1864.     Dismissed  3  June, 
1864. 
Hendricks,  William, 

Acting  Ensign  and  Pilot,  29  April,  1864.     Dismissed  2  July,  1SC4. 
Hendrickson,  William  W. 

Acting  Midshipman,  26  September,  1860.     Acting  Ensign,  1  October,  1863.     Mas- 
ter, 10  November,  1865.     Lieutenant,   10  November,    1866.      Lieutenant-Com- 
mander, 12  March,  1868.     Resigned  12  June,  1873.     Professor,  21  March,  1873. 
Hendrix,  Frensont  M. 

Midshipman,  21  March,  1862.     Graduated  September,  1865.    Ensign,  1  December, 
1866.     Master,  12  March,  1868.     Retired  list,   11   November,   1871.     Died   11 
June,  1880. 
Hendry,  Thomas,  Jr. 

Midshipman,  1  January,  1808.     Lieutenant,  8  March,  1813.     Resigned  16  Decem- 
ber, 1819. 
Heneberger,  liucien  G. 

Assistant  Surgeon,  17  June,  1874.     Passed  Assistant  Surgeon,  10  November,  1877. 
Henery,  Samuel. 

Acting  Third  Assistant  Engineer,  30  Slay,  1864.    Honorably  discharged  2  Novem- 
ber, 1865. 
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IIoiioj',  Jolin  C. 

ilate,  19  September,  18G2.     Resigned  31  March,  1865. 
Ueiikle,  Franklin. 

Acting  Assistant  Surgeon,  8  August,  1801.     Resigned  20  September,  1862. 
Henley,  John  D. 

Mi<lshipman,  14  October,  1799.     Lieutenant,  3  January,  1807.     Commander,   24 
July,  1813.     Captain,  5  March,  1817.     Died  23  May,  183.5. 
Henley,  P.  T. 

Midshipman,  1  January,  1818.     Last  appearance  on  Records  of  NaN'y  Department, 
2  April,  1824.     Dead. 
llenle.v,  Saninel. 

.Mklshipuian,  lij  January,  1809.     Lieutenant,  24  July,  1813.     Died  14  July,  1825. 
Uenley,  William. 

Purser,  22  January,  1812.     Last  appearance  on  Records  of  Navy  Department. 
Henley,  William  D. 

Midshipman,  20  August,  1800.     Discharged  12  August,  1801,  under  Peace  Estab- 
ment  Act. 
Henly,  Robert. 

Midshipman,  8  April,   1799.      Lieutenant,  29   January,  1807.      Commander,   12 
August,  1814.     Captain,  3  March,  1825.     Died  7  October,  1828. 
Hennessey,  E.  J. 

JIate,  23  March,  1863.     Honorably  discharged  10  July,  1865. 
Hennessey,  James  M. 

Acting  Third  Assistant  Engineer,  30  July,  1SG4.     Honorably  discharged  20  July, 
1865. 
Hennessey,  William. 

Acting  Assistant  Paymaster,  24  January,  1862.     Appointment  revoked  (Sick.)  11 
March,  1863.' 
Hennessy,  DaTid. 

Acting  Third  Assistant  Engineer,  24  December,  1863.     Honorably  discharged  15 
July,  1865. 
Hennessy,  J.  B. 

Midshipman,  20  June,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Dead. 
Henop,  liewis  W. 

Midshipman,  17  June,  1799.     Last  appearance  on  Records  of  Navy  Department, 
27  June,  1800. 
Henop,  Philip. 

Midshipman,  26  November,  1799.     Resigned  6  August,  1801. 
Henricks,  Edward  William. 

Midshipman,  23  September,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Resigned  13  October,  1871. 
Henriokson,  Charles  A. 

Acting  Ensign,  25  February,  1864.     Honorably  discharged  24  October,  1865. 
Henriques,  Frederic  D. 

Acting  Third  Assistant  Engineer,   18  January.  1864.     Acting  Second  Assistant , 
Engineer,  14  October,  1864.     Honorably  discharged  8  October,  1865. 
Henry,  Bernard. 

Assistant  Surgeon,  27  November,  1844.     Passed  Assistant  Surgeon,  1  April,  1850. 
Resigned  11  October,  1850. 
Henry,  C'harles  J. 

Acting  Third  Assistant  Engineer,  30  September,  1863.     Acting  Second  Assistant 
Engineer,  9  September,  1864.     Honorably  discharged  19  July,  1865. 
Henry,  Edmund  W. 

Midshipman,  7  April,  1842.     Passed  Midshipman.  5  August,  1848.     Jlaster.   15 
September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  16 
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July,  1862.    Retired  19  March,  18G7.    Commander  on  Retired  list,  23  April  ISG" 
Died  8  March,  1872. 
Henry,  Edward  T. 

Acting  Third  Assistant  Engineer,  19  April,  18C4.     Honorably  discharMd  20  Octo- 
ber, 1865. 
Henry,  Henry. 

Master,  1  July,  1812.     Lieutenant,  5  March,  1817.     Commander,  9  February,  1837. 
Captain,  27  February,  1847.     Died  26  July,  1857. 
Henry,  Isaae. 

Assistant  Surgeon,  9  March,  1798.     Surgeon,  12  July,  1799.     Last  appearance  on 
Records  of  Navy  Department. 
Henry,  James. 

Master,  16  June,  1814.     Resigned  19  October,  1818. 
Henry,  J.  Cassin. 

Midshipman,  6  March,  1633.     Passed  Midshipman,  8  July,  1839.     Lieutenant  17 
May,  1844.     Died  18  February,  1846. 
Henry,  John. 

Acting  Third  Assistant  Engineer,  29  August,   1861.     Acting   Second  Assistant 
Engineer,  19  November,  1863.     Resigned  19  May,  1865. 
Henry,  John. 

Acting  Third  Assistant  Engineer,  22  June,  1863.     Honorably  discharged  19  Jan- 
uary, 1866. 
Henry,  John  B. 

Midshipman,  30  October,  1804.     Dismissed  13  July,  1808. 
Henry,  John  B. 

Master's  Mate,  23  April,  1805.     Dismissed  26  May,  1806. 
Henry,  John  F. 

Acting  Assistant  Surgeon,  22  March,  1864.     Dismissed  9  June,  1865. 
Henry,  Morris  H. 

Acting  Assistant  Surgeon,  17  May,  1861.     Resigned  8  July,  1863. 
Henry,  Robert. 

Acting  Third  Assistant  Engineer,  19  December,  1863.  Honorably  discharged  1 
March,  1866.  "  " 

Henry,  Robert. 

Acting  First  Assistant  Engineer,  22  January,  1862.    Appointment  revoked  29  Jan- 
uary, 1863. 
Henry,  S.  R.  D. 

Midshipman,  26  April,  1798.    Last  appearance  on  Records  of  Navy  Department,  1 1 
December,  1798. 
Henry,  Wilkes. 

Midshipman,  18  December,  1837.     Killed  by  South  Sea  Islanders,  24  Ju' ,',  1840. 
Henry,  William. 

Mate.     Appointment  revoked  (Sick,)  26  July,  1862.     Mate,  9  September,  1863. 
Acting  Ensign,  6  October,  1862.     Honorably  discharged  29  August,  1865. 
Henry,  William, 

Boatswain,  20  February,  1815.     Dismissed  2  October,  1816. 
Henry,  Waliiam  A. 

Midshipni;m,  5  December,  1817.     Passed  Midshipman,  29  June,  1843.     Died  14 
December,  1844. 
Henry,  William  P. 

Mate,  12  February,  1863.     Resigned  10  February,  1864. 
Hense,  Fre«lerick. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Resigned  2  March  1863. 
Acting  Third  Assistant  Engineer,  13  August,  1863.  Appointment  revoked 
(Sick,)  20  July,  1864. 
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Hcnshaw,  H.  Clay. 

^*1^s"f  ^^^'^'^^  ^^ssistant  Engineer,  19  December,  1801.     Resigned  17  Sei^tember, 

Heiislaiow,  J.  Sidney. 

Profussor,  1  July,  1842.     Dropped  4  September,  1848. 
Heiisley,  Edward  M. 

Mute,  8  July,  1803.     Resigned  30  January,  1804.     Mate,  13  February,  1804.     Re- 
signed 8  June,  1805. 
Heiilig,  George. 

Acting  Master,  1  October,  1803.     Dismissed  0  June,  1803. 
Heiitoii,  William. 

Boatswain,  10  July,  1875.     Retired  list,  12  October,  1870. 
Hepburn,  Richard. 

Acting  Ensign,  3  December,  1803.     Honorably  discharged  13  January,  1860. 
Berber,  Jacob. 

Acting  Second  Assistant  Engineer,  1  December,  1803.     Dismissed  21  July,  1804. 
Herbert,  John  C. 

Sailmaker,  10  June,  1861. 
Herbert,  Joshua. 

Midshipman,  13  November,  1798.     Last  appearance  on  Records  of  Na\T  Depart- 
ment, 29  April,  1801.     Resigned. 
Herbert,  Joshua. 

Master,  4  August,  1807.     Last  appearance  on  Records  of  Nayy  Department. 
Herbert,  Tlieodore  C. 

Sailmaker,  15  June,  1843.     Resigned  10  August,  1849.     Re-appointed  31  Novem- 
ber, 1850.     Retired  list,  20  March,  1870. 
Herbert,  Thomas. 

Master,  9  September,  1814.     Discharged  4  May,  1815. 
Herbert,  William  H. 

Mate,  7  August,  1863.     Resigned  23  March,  1863. 
Heriot,  James. 

Midshipman,  1  April,  1828.     Resigned  30  March,  1830. 
Heriot,  Thomas. 

Midshipman,  17  December,  1810.     Resigned  1  August,  1813. 
Herndon,  Cnmberland  O. 

Assistant  Surgeon,  3  May,  1874.     Passed  Assistant  Surgeon,  23  March,  1878. 
Herndon,  W.  t. 

Midshipman,  1  November,  1828.    Passed  Midshipman,  14  June,  1834.    Lieutenant, 
25  February,  1841.     Commander,  14  September,  1855.     Lost  12  September,  1857. 
Herold,  James. 

Boatswain,  31  January,  1863.     Warranted  30  September,  1803.     Died  at  Washing- 
ton, D.  C,  10  July,  1809. 
Heron,  James. 

Midshipman,  19  October,  1841.     Dismissed  3  March,  1849. 
Heron,  James. 

Mate,  4  June,  1800.     Boatswain,  10  April,  1873. 
Herr,  Beuiamiu  W. 

Mate.   24  "November,   1808.     Acting  Ensign,  13   March,   1805.     Honorably   dis- 
charged 12  October,  1805. 
Herrick,  Edward. 

Acting  Master,  19  April.  1802.     Dismissed  8  March,  1805. 
Herrick,  Richard  P. 

Ante,  3  August,  1803.     Resigned  13  March,  1805. 
Herring,  Benjamin. 

Third  Assistant  Engineer,  11  August,  1860.     Dismissed  8  July,  1861. 
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Herring,  William  H. 

Mate,  9  Jamiarj',  1S02.     Ginmcv,  4  February,  1863.     Warranted  8  March,  1SG4. 
Dismissed  18  July,  18(54.     Restored  on  probation.     Dismissed  8  June,  186.5. 
Herring,  Williaiu  J. 

Acting  Ensign,  1  Juiy,  1864.     Honorably  discharged  15  November,  1868. 
Merroii,  James  O. 

Acting  Third  Assistant  Engineer,  39  September,  18G4.     Honorably  discharged  30 
October,  1865. 
Herron,  John. 

Acting  Second  Assistant  Engineer,  13  March,  1863.     Honorably  discharged  39 
October,  1865. 
Herron,  Jolin  E. 

MidshiiJmau,  1  January,  181G.     Resigned  38  August,  1833. 
Herron,  Tlionias  G. 

Mate,  1  October,  1863.    Acting  Ensign,  IG  February,  1864.    Honorably  discharged 
5  September,  18G5. 
Herron,  William  C 

Mate,  1  October,  1863.     Promoted  to  Acting  Ensign,  6  June,  1863.     Resigned  32 
August,  1863. 
Hershey,  Andrew  H. 

Acting  Assistant  Surgeon,  3  July,  1863.    Died  6  February,  1863. 
Hersliey,  Benjamin  J. 

Acting  Assistant  Surgeon,  14  December,  1861.     Resigned  31  August,  1864. 
Herty,  James  W. 

Assistant  Surgeon,  30  November,  1859.     Dismissed  17  December,  1861. 
Herwig,  Henry. 

Assistant  Engineer,   9  ^September,    1874.     Passed   Assistant   Engineer,   33  May, 
1880. 
Heslewood,  Frederick. 

Mate,  33  January,  1864.     Appointment  revoked  (Sick,)  17  June,  1864.     Mate,  34 
August,  1864.     Died  at  New  Orleans,  Louisiana,  35  September,  1867. 
Haslip,  Josepb. 

Midshipman,  16  Januaiy,  1809.     Resigned  16  May,  1809. 
Hesse,  Frederick  G. 

Professor,  18  May,  1861.     Resigned  3  May,  1863. 
Hesselbacher.  C.  C. 

Mate,  1  February,  1870.     Resigned  9  July,  1873. 
Hester,  Isaac  W. 

Midshipman,  13  October,  1848.     Passed  Midshipman,  15  June,  1854.    Master,  15 
September,  1855.     Lieutenant,  IG  September,  1855.     Died  18  January,  1859. 
Hetb,  John. 

Midshipman,  35  June,  1814.     Resigned  1  May,  1833. 
Hetherington,  James  H. 

Cadet  Midshipman,  9  June,  1874.     Graduated  4  June,  1880. 
Hetherington,  John. 

Mate,  18  December,  1863.     Deserted  34  June,  1865. 
Hetrick,  Samnel  S. 

Acting  Second  Assistant  Engineer,  10  August,  1863.     Resigned  5  April,  1865. 

Hewes,  Joshna  I>. 

Acting  Second  Assistant  Engineer,  38  September,  1863.     Honorably  discharged  9 
August,  18G5. 
Hewitt,  Fdward  I^. 

Third  Assistant  Engineer,  34  February.  1SG3.     Second  Assistant  Engineer,   15 
October,  1863.     Resigned  3  November,  1866. 
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Hewitt,  Ij^aac  B. 

Actiug  Second  Assistant  Engineer,  1  November,  1862.     Acting  First  Assistant 
Engineer,  3  October,  1863.     Honorably  discharged  24  September,  1865. 
Hewitt,  Tlioiiia.s. 

Midshipman,  29  June,  1798.     Resigned  23  November,  1798. 
Hewitt,  Vlllliam. 

Midshipman,  31  March,  1840.     Resigned  20  December,  1840. 
Hewlett,  Felix. 

Boatswain,  25  August,  1851.     Warranted  2  July,  1853.     Died  1  August,  1854. 
Hewrie,  Daniel. 

Midshipman,  4  January,  1833.     Resigned  5  May,  1838. 
Hew!i<ou,  Albert. 

Mate.     Resigned  10  August,  1863. 
Heydou,  Caleb. 

Carpenter,  0  November,  1814.     Resigned  2  March,  1815. 
Heyeruian,  Oscar  Frederick. 

Midshipman,  30  November,  1861.      Graduated   22  November,  1864.     Ensign,  1 
November,    1866.      Master,  1    December,  1866.      Lieutenant,  13  March,  1868. 
Lieutenant-Commander,  13  October,  1869. 
Heyl,  Theodore  C. 

Assistant  Surgeon,  21  March,  1870.     Passed  Assistant  Surgeon,  10  October,  1874, 
Heylin,  L,.  C. 

Midshipman,  1  January,  1817.     Resigned  16  January,  1826. 
Heywood,  Charles. 

Midshipman,  1  November,  1826.     Passed  Midshipman,  28  April,  1832.     Lieuten- 
ant, 8  March,  1837.     Died  16  January,  1853. 
Hibben,  Henry  B. 

Chaplain,  2  July,  1864. 
Hibbert,  Stephen  D. 

Third  Assistant  Engineer,  26  February,  1851.      Second  Assistant  Engineer,  21 
May,  1853.     First  Assistant  Engineer,  9  May,  1857.     Chief  Engineer,  29  June, 
1861. 
Hibbett,  Charles  T. 

Assistant  Surgeon,  15  January,  1875.     Passed  Assistant  Surgeon,  30  Aj^ril,  1880. 
Hichborn,  Philip. 

Assistant  Naval  Constructor,  26  June,  1869.     Naval  Constructor,  12  March,  1875. 
Hickey,  Charles. 

Acting  Third  Assistant  Engineer,  18  April,  1863.     Acting  Second  Assistant  Engi- 
neer, 27  January,  1865.     Honorably  discharged  9  November,  1865. 
Hickey,  John  K. 

Acting  Third  Assistant  Engineer,  18  May,  1863.     Acting   Second  Assistant  Engi- 
neer, 12  November,  1863.     Honorably  discharged  21  August,  1805. 
Hickey,  Michael. 

Mate,  13  September,  1861.     Actiug  Master,  19   November,  1863.     Hcnoralily  ciis- 
chavged  27  December,  1805.     Boatswain,  9  July,  1866.     Died  30  April,  1876. 

Hicks,  A.  H. 

Mate.     Acting  Ensign,  gallant  conduct  in  action,  1   June,  1863.     Resigned  30 
March,  1865. 
Hicks,  Charles  N. 

Acting  Ensign,  13  September,  1862.     Honorably  discharged  20  September,  1868. 
Hickman,  Fdward. 

Midshijiman,  18  June,  1812.     Resigned  8  November,  1813. 
Hider,  Arthnr  J. 

Acting  Ensign,  24  October,  1863.     Honorably  discharged  25  July,  1865.     Acting 
Ensign,  11  September,  1866.     Resigned  4  May,  1867. 
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Ilierinan,  liewis. 

Assistant   Surgeon,  8   February,  1803.     Surgeon,  37  November,  1804.     Died   19 
May,  1833. 
Hiffreii;  William. 

Acting  Third  Assistant  Engineer,  33  April,  1863.     Resigned  IS  April,  1864. 
Higbee,  Jonas  S. 

Acting  Master,  33  October,  18G1.     Resigned  33  April,  1864. 
Higboe,  li.  P. 

Midshipman,  1  November,  1836.     Resigned  38  June,  1833. 
Higbee,  William  H. 

Acting  Assistant  Paymaster,  14  January,  1863.     Resigned  16  January,  1804. 
Higbee,  William  P. 

Mate,  34  January.  1863.    Acting  Ensign,  4  February,  1864.    Honorably  discharged 
8  September,  1865. 
Higdoii,  Benedicf. 

Midshipman,  1  January,  1813.     Discharged  5  May,  1814. 
Higginbotliam,  Oeorge  IS. 

Acting  Assistant   Surgeon,  34   September,  1861.     Honorably  discharged  13   Feb- 
ruary, 1866. 
Higginbotliam,  J.  Li. 

Midshipman,  31  October,  1799.     Lieutenant,  18  March,  1801.     Last  appearance  on 
Records  of  Navy  Department,  3  January,  18Ut.     Furloughed 
Higginbotliam,  William  H. 

Acting   Ensign,   Admiral   Farragut's   Staff,    1   April,  1804.     Killed  in  Battle,  5 
August,  1864. 
Higgins,  Anthony. 

Acting  Third  Assistant  Engineer,  14  July,  1804.    Honorably  discharged  9  August, 
1865. 
Higgins,  Edward. 

Midshipman,  23  January,  1836.     Passed  Midshipman,  1  Julv,  1843.     Master,  30 
May,  1849.     Lieutenant,  20  August,  1849.     Resigned  16  February,  1854. 
Higgins,  Elias  B. 

Mate,  28  October,  1862.     Appointment  revoked  (Sick.)  36  August,  1803. 
Higgins,  James. 

Midshipman,   13  March,   1839.     Passed  Midshipman,  2  July,   1845.     Master,  25 
February,  1854.     Lieutenant,  6  October,  1854.     Resigned  31  December,  1856. 
Higgins,  James. 

Acting  Third  Assistant  Engineer,  13  May,  1864.     Discharged  30  August,  1864. 
Higgins,  Jesse. 

Midshipman,   1    January,  1813.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Furloughed. 
Higgins,  Thomas. 

Acting  Assistant  Paymaster,  29  August,  1864.     Honorably  discharged  23  August, 
1865. 
Higgins,  William  P. 

Acting  Third  Assistant  Engineer,  9  September,  1862.     Resigned  28  April,  1865. 
Higginson,  Francis  J. 

Acting   Midshipman,  31   September,   1857.     Graduated   18  July,   1863.     Acting 
Master.     Lieutenant,  1  August,  1863.     Lieutenant-Commander,  25  July,  1866. 
Commander,  10  June,  1876. 
Higinbotham,  D. 

Midshipman,  18  June,  1813.     Died  15  October,  1817. 
Uigman,  William. 

Acting  Second  Assistant  Engineer,  34  August,  1864.     Honorably  discharged  30 
November,  1865. 
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Hiland,  Martin. 

Acting  Third  Assistant  Engineer,  31  December,  1864.     Honorably  discharged  4 
October,  1865. 
Uilaiid,  Thomas. 

Assistant  Surgeon,  23  November,  1861.     Passed  Assistant  Snrgeon,  38  June,  1865. 
Surgeon,  7  June,  1869. 
Mildbnrg,  liOnis. 

Mate.     Resigned  31  December,  1863. 
Ilildorhraiid,  Balttaaser. 

Acting  Third  Assistant  Engineer,  28  August,  1863.     Resigned  11  March,  1863. 
Mildreth,  C.  F.  P. 

Acting  Assistant  Surgeon,  28  October,  1863.     Resigned  4  February,  1864. 
Hill,  Alonzo  A.  T. 

Assistant  Surgeon,  14  March,  1848.     Resigned  6  April,  IS.W. 
Hill,  Charles  H. 

Acting  Assistant  Paymaster,  26  December,  1863.     Mustered  out  13  April,  1866. 
Hill,  Charles  J. 

Mate,  8  May,  1863.     Acting  Ensign,  5  June,  1863.     Resigned  30  March,  1866. 
Hill,  Eben  B. 

Acting  Third  Assistant  Engineer,  18  March,  1863.    Acting  Second  Assistant  Engi- 
neer, 30  May,  1864.     Honorably  discharged  5  November,  1865. 
Hill,  Frederick  S. 

Acting  Master,  13  July,  1861.     Acting  Volunteer  Lieutenant,  11  December,  1863. 
Honorably  discnarged  13  May,  1865. 
Hill,  George  F. 

Acting  Master,  7  October,  1861.     Honorably  discharged  13  September,  1865. 
Hill,  Henry. 

Acting  Second  Assistant  Engineer,  17  October,  1861.     Acting  Fii'st  Assistant 
Engineer,  4  February,  1863.     Dismissed  16  September,  1863. 
Hill,  Henry  D. 

Master,  16  June,  1814.     Died  10  March,  1830. 
Hill,  James. 

Mate,  19  March,  1870.     In  Service. 
Hill,  James. 

Acting  Third  Assistant  Engineer,  31  August,  1864.     Resigned  9  June,  1865. 
Hill,  John,  Jr. 

Midshipman,  6  February,   1809.      Lieutenant,  37  April,   1816.      Discharged  by 
Court  Martial,  6  October,  1819. 
Hill,  John. 

Mate,  7  January,  1863.     Dismissed  16  August,  1863. 
Hill,  John. 

Acting  Ensign,  1  October,  1863.     Resigned  5  March,  1864. 
Hill,  John. 

Acting  Ensign,  35  November,  1863.     Honorably  discharged  5  December,  1865. 
Hill,  John  A. 

Acting  Third  Assistant   Engineer,  15  February,  1862.     Appointment  revoked  4 
November,  1863.     Acting  First  Assistant  Engineer,  30  June,  1863.     Honorably 
discharged  8  December,  1865. 
Hill,  John  S. 

Acting  Third  Assistant  Engineer,  18  December,  1863.     Honorably  discharged  38 
October,  1865. 
Hill,  John  W. 

Acting  Assistant  Paymaster,  4  November,  1803.    Died  on  "  Sea  Foam^'^  1  October, 
1863. 
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Hill,  Jnstns. 

Boatswain,  4  April,  1827.    Last  appearance  on  Records  of  Navy  Department,  1832 
Dead. 
Hill,  lieonard  W. 

Acting  Master,  28  August,  1861.     Resigned  25  February,  1865. 
Hill,  Oren  T. 

Acting  Third  Assistant  Engineer,  9  February,  1864.    Appointment  revoked  (Sick,) 
8  August  1864. 
Hill,  Ricbai'cl  J. 

Gunner,  28  April,  1860. 
Hill,  Robert. 

Midshipman,  16  January,  1809.     Resigned  30  October,  1809. 
Hill,  Stepben  C. 

Acting  Ensign,  13  May,  1863.     Resigned  25  April,  18G5.     Acting  Ensign,  19  De- 
cember, 1866.     Mustered  out  10  June,  1868. 
Hill,  Tboiuas  K. 

Acting  Third  Assistant  Engineer,  9  June,  1863.    Honorably  discharged  21  August, 
1865. 
Hill,  Tbomas  Qnincey. 

Acting  Assistant  Paymaster,  17  December,  1861.     Resigned  1  August,  1863. 
Hill,  William. 

Sailmaker,  8  June,  1798.     Warrant  returned. 
Hill,  William  E. 

Midshipman,  28  June,  1804.     Resigned  2  April,  1808. 
Hillar,  Benjauiin. 

Lieutenant,  31  October,  1798.     Commander,  8  February,  1800.     Last  appearance 
on  Records  of  Navy  Department. 
Hillaid,  Cbarles  C. 

Acting  Master,  16  May,  1861.     Died  on  "jBrfiV/,"  3  February,  18C2. 
Hiller,  Edward. 

Acting  Ensign,  8  November,  1864.     Mate,  24  September,  1869.     Resigned  28  Feb- 
ruary, 1870. 
Hilliard,  Jobn  E. 

Acting  Third  Assistant  Engineer,  27  July,  1868.     Acting  Second  Assistant  Engi- 
neer, 15  September,  1864.     Honorably  discharged  24  August,  1SG7. 
Hilliard,  Joseph  1j. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Honorably  discharged  7  No- 
vember, 1865. 
Hilling,  Cbarles  J. 

Acting  Third  Assistant  Engineer,  5  June,  1863.     Acting  Second  Assistant  Engi- 
neer, 13  June,  1863.     Honorably  discharged  29  November,  1865. 
Hillman,  .Tames  C 

Acting  Third  Assistant  Engineer,  14  September,  1864.     Resigned  30  May,  1865. 
Hillman,  Jnliiis. 

Acting  Third  Assistant  Engineer,  3  March,  1864.    Honorably  discharged  9  August 
1865.  " 

Hi'ils,  Frederick  C. 

Acting  Assistant  Paymaster,  11  September,  1862.     Resigned  12  December,  1864. 
Hills,  William  D. 

Sailmaker,  4  uotcjber,  1831.     Resigned  27  July,  1832. 
Hinckley,  Alexander. 

Acting  Ensign,  13  May,  1864.    Honorably  discharged  19  September,  1865. 
Hinckley,  IVatbaniel  B. 

Mate,  7  March,  1804.     Resigned  17  May,  1865. 
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ilinckley,  Thomas  G, 

Acting  Thiid  Assistant  Engineer,  10  December,  18G1.     Resigned  3  April,  1862. 
Ilindnian,  James  W. 

Acting  First  Assistant  Engineer,  7  January,  1804.     Honorably  discharged  7  De- 
cember, 186.5. 
nine,  E.  Ciirtiss. 

Gunner,  3  August,  18.50.     Resigned  1  November,  1852. 
Mine,  Robert  B. 

Third  Assistant  Engineer,  24  August,  1861.     Second  Assistant  Engineer,  31  April, 
1863.     First  Assistant  Engineer,  11  October,  1860. 
Iline^i,  Benjamin  A. 

Mate,  13  February,  1864.     Resigned  3  June,  1864. 

Hines,  Georse  S. 

Mate,  20  December,  1861.     Resigned  14  August,  1862. 

Hines,  John  C. 

Second  Assistant  Engineer,  21  November,  1837.     Resigned  31  December,  1848. 
Hiue»«,  Richard  B. 

Mate,  6  February,  1862.     Acting  Master,  26  May,  1862.     Honorably  discharged  7 
February,  1866. 
Hines,  Samuel  D. 

Gunner,  10  June,  1861. 
Hingerty,  Alfred. 

Boatswain,  27  January,  1843.     Retired  list,  13  May,  1865.     Died  27  July,  187.5. 
Hinman,  Frank  H. 

Acting  Assistant  Paymaster,  31  March,  1863.  Assistant  Paymaster,  2  July,  1804. 
Paymaster,  4  May,  1866. 

Hinman,  Joel  R. 

Mate,  27  September,  1862.     Resigned  16  April,  1863. 

Hinsdale,  Solomon   R. 

Actinc  Assistant  Paymaster,  28  June,  1862.     Resigned  3  April,  1863. 

Hinton,  Abijah  J. 

Midshipman,  17  February,  1800.  Discharged  12  January,  1802,  under  Peace  Es- 
tablishment Act. 

Hinton,  A.  C. 

Midshipman,  1  February,  1827.     Resigned  28  October.  1833. 

Hinton,  Stephen. 

Actincr  First  Assistant  Engineer,  15   December,  1863.     Honorably  discharged  26 
July,  186.5. 
Hinsline,  Thomas  W. 

Actincf  Third  Assistant  Engineer,  3  April,  1863.  Acting  Second  Assistant  Engi- 
neer, for  cool  and  gallant  conduct  under  fire  of  the  enemy,  22  July,  1804.  Hon- 
orably discharged  10  January,  1866.  Acting  Second  Assistant  Engineer.  17 
March,  1860.     Mustered  out  27  August,  1867. 

Hipkins,  B.  G. 

Master,  4  August,  1807.     Dismissed  28  July,  1812. 

Hipkins,  L.eroy. 

Master,  4  August,  1807.     Died  in  October,  1808. 
Hirsch.  Charles  F. 

Acting  Third  Assistant  Engineer,  17  February,  1864.  Acting  Second  Assistant 
EniTineer,  10  February,  1865.     Honorably  discharged  31  October,  1865. 

Hitch,  Ansel  S. 

Mate,  5  March,  1862.     Acting  Ensign,  11  October,  1864.     Honor.ably  discharged  6 
March,  1868. 
Hitchborn,  J.  B. 

Lieutenant,  3  March,  1799.  Last  appearance  on  Records  of  Navy  Department,  17 
April,  1799. 
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Hitcbborn,  J.  B. 

Midshipman,  8  August,  1799.     Resigned  26  May,  1801. 
Hitchcock,  James  D. 

Acting  Third  Assistant   Engineer,  4   September,  1861.      Appointment  revoked 
(Siclv,)  38  March,  1863. 
Hitchcock,  Robert  B, 

Midshipman,  1  January,  1835.     Passed  Midshipman,  4  .June,  1831.     Lieutenant,  3 
March,  1835.     Commander,  14  September,  1855.     Captain,  16  July,  1863.     Com- 
modore, 16  July,  1863.     Retired  list,  25  September,  1866. 
Hitchcock,  Roswell  D.,  Jr. 

Midshipman,  18  January,  1863.     Graduated  September,  1865.     Ensign,  1   Decem- 
ber, 1866.     Master,  13  ]\Iarch,  1868.     Lieutenant,  26  March,  1869. 
Hitchcock,  William. 

Mate.     Dismissed  11  March,  1863. 
Hitchcock,  William  A. 

Chaplain,  8  October,  1863.     Resigned  35  November,  1867. 
Hite,  Jacob. 

Midshipman,  2  April,  1804.     Died  17  May,  1813. 
HiTling,  W.  H. 

Mate,  33  June,  1863.     Died  on  ''Magnolia,''  13  September,  1863. 
Hixon,  John  V. 

Midshipman,  39  June,  1835.     Resigned  4  February,  1841. 
Hixon,  Samuel  C. 

Master,  30  April,  1814.     Died  9  September,  1840. 
Hoake,  George  F. 

Acting  Third    Assistant    Engineer,    13   August,   1863.      Appointment    revoked 
(Sick,)  33  November,  1863. 
Hoard,  Samuel. 

Sailraaker,  10  July,  1823.     Resigned  6  October,  1823. 
Hoban,  £dwarii. 

Midshipman,  1  February,  1823.     Resigned  13  April,  1830. 
Hoban,  Francis  P. 

Midshipman,  28  April,  1831.     Resigned  31  August,  1837. 
Hobart,  DaTid. 

Acting  Master,  1  October,  1861.     Appointment  revoked  (Sick,)  28  October,  1861. 
Hobart,  George. 

Midshipman,  6  December,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 15  December,  1815. 
Hobbs,  George  E. 

Acting  Third  Assistant  Engineer,  24  October,  1864.     Honorably  discharged  28 
October,  1865. 
Hobbs,  H.  H. 

Midshipman,  4  March,  1815.     Lieutenant,  13  January,  1825.     Died  3  April,  1836. 
Hobbs,  I.  Goo«iwin. 

Acting  Assistant  Paymaster,   31    August,    1864.      Mustered   out   18   July,   1865. 
Assistant  Paymaster,  21  February,  1867.     Passed  Assistant  Paymaster,  16  Sep- 
tember, 1868.     Paymaster,  15  May,  1879. 
Hobb»<,  ?Iakhaniel. 

Mate.     Acting  Gunner,  23  September,  1863.     Died  on  "  Tennessee;'  8  July,  1S63. 
Hobbs,  ^eth  J. 

Acting  Third  Assistant  Engineer,  39  June,  1864.     Honorably  discharged  3  June, 
1868. 
Hobby,  James  M. 

Third  Assistant  Engineer,  31  October,  1848.  Second  Assistant  Engineer,  36  Feb- 
ruary, 1851.  Resigned  21  June,  1855.  Second  Assistant  Engineer,  4  June, 
1861.     First  Assistant  Engineer,  3  May,  1863.     Retired  list,  19  October,  1870. 
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Hobreeker,  Thomas. 

Acting  Third  Assist;int  Engineer,  3  July,  1803.     Resigned  5  October,  1863. 
Hobi^on,  Joseph  B. 

Midshipman,  25  July,  18Go.    Graduated  June,  18(i9.    Ensign,  13  July,  1870.     Mas- 
ter, 2  November,   ISTl.     Lieutenant,  25  January,  1870.     Resigned  10  October, 
1880. 
Hockett,  Jonatli»n  W. 

Acting  Third  Assistant  Engineer,  4  February,  1803.     Honorably  discharged  11 
December,  1805. 
Hodcler,  Ernest. 

Mate,  31   July,  1802.     Appointment  revoked  23  December,  1802.     Mate,  3  June, 
1803.     Appointment  revoked  (Sick,)  14  September,  1863. 
Hodeiiian,  John  I>. 

Acting  Ensign,  28  November,  1863.     Honorably  discharged  20  Oc-tober,  1805. 
Hodgilon,  Charles  A. 

Acting  Ensign,  31  March,  1803.     Dismissed  1.7  April,  1860. 
Hodgdon,  Charles  O. 

Acting  Assistant  Paymaster,  27  December.  1864:     Mustered  out  25  September, 
1805. 
Hodgflon,  J.   H. 

Acting  Master,  21  May,  1801.     Died  23  April,  1862. 
Hodge,  George. 

Boatswain,  11  May,  1798.     Died  19  September,  1820. 
Hodge,  George  B. 

Midshipman,  16  December,  1845.     Resigned  25  January,  1850. 
Hodge,  Kosky. 

Mate,  1  February,  1803.     Resigned  5  May,  1803. 
Hodge,  S.  A. 

Acting  Ensign,  25  July,  1802.     Dismissed  21  February,  1803. 
Hodges,  Benjamin   W. 

Cadet  Midshipman,  23  September,  1873.     Graduated  18  June,  1879. 
Hodges,  Harry  m. 

Midshipman,  29  September,  1870.     Graduated  21  June,  1875.     Ensign,  11   July, 
1877. 
Hodges,  Henry  li.  M. 

Acting  Second  Assistant  Engineer,  26  April,  1864.      Honorably  discharged  17 
October,  1865. 
Hodges,  James. 

Midshipman,  9  November,  1813.     Died  in  March,  1824. 
Hodges,  James  B. 

Midshipman,  13  October,  1848.     Resigned  14  January,  1852. 
Hodgkins,  Charles  F. 

Acting  Ensign,  8  October,  1863.     Acting  Master,  27  March,  1805.    Honorably  dis- 
charged 31  July,  1805.     Acting  Master,  9  October,  1807.     Mustered  out  23  Feb- 
ruary, 1809. 
Hodgkinson,  H'illiam  F. 

Acting  Ensign,  27  June,  1804.     Honorably  discharged  19  November,  1868. 
Hodgson,  Albon  C. 

Midshipman,  5  June,  1871.     Graduated  21  June,  1875.     Ensign,  18  July,  1876. 
Hodgson,  Hiohard  M. 

Third  Assistant  Engineer,  9  December,  1801.     Second  Assistant  Engineer,  8  Sep- 
tember, isi;3.     Resignation  accepted  0  January,  1800. 
Hodson,  Daniel  W. 

Mate,  4  April,  1863.     Acting  Ensign,  28  October,  1863.     Died  at  New  Orleans, 
La.,  24  September,  1800. 
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EEoehMng,  Adolpb  A. 

Assistant  Surgeon,  34  January,  1862.     Passed  Assistant  Surgeon,  5  March,  1860. 
Surgeon,  3  October,  1867. 
Moel,  William  R. 

Acting  Volunteer  Lieutenant,  29  April,  1863.     Acting  Volunteer  Lieutenant-Com- 
mander, 10  November,  1864.     Honorably  discharged  30  December,  1865. 
Hoff,  Henry  R. 

Midshipman,  28  Octobei-,  1823.     Passed  Midshipman,  23  March,  1839.     Lieuten- 
ant, 3  March,  1831.     Commander,  6  February,  1854.     Captain,  30  June,  1861. 
Commodore,  16  July,  1803.     Rear-Admiral,   13  April,  1807.     Retired  list,  19 
September,  1868.     Died  25  December,  1878. 
Hoff,  Jeremiah  B. 

Acting  Assistant  Paymaster,  36  August,  1864.     Mustered  out  7  November,  1865. 
Hoflf,  William. 

Boatswain,  23  October,  1841.     Resigned  8  December,  1849. 
Hoff,  William  Bainbridge. 

Acting  Midshipman,  24  October,  1860.     Acting  Ensign,  1  October,  1863.     Master, 
10  May,  1866.      Lieutenant,  31  February,  1867.      Lieutenant-Commander,  12 
March,  1868. 
Hoffan,  W.  B. 

Acting  Assistant  Surgeon,  9  December,  1862.     Resigned  23  December,  1803. 
Hoflman,  Benjamin  A. 

Acting   Second   Assistant  Engineer,  1   October,  1862.      Promoted  Acting  First 
Assistant  Engineer,  7   February,  1863.     Honorably  discharged  20  September, 
1865. 
Hofiman,  B.  T. 

Midshipman,  4  July,  1805.     Lieutenant,  21  May,  1812.     Commander,  5  March, 
1817.     Captain,  7  March,  1829.     Died  10  December,  1834. 
Hoflman,  Frank  J. 

Cadet  Engineer,  1  Oc-tober,  1873.     Gradiu.fcd  30  May,  1874.     Assistant  Engineer, 
26  February,  1875. 
Hoffman,  J.  D. 

Civil  Engineer,  18  August,  1866.     Commissioned,  38  March,  1867.     Resigned  13 
July,  1868. 
Hoffman,  John  C. 

Acting  Carpenter,  13  September,  1862.     Appointment  revoked  20  February,  1864 
Huffman,  Ogden. 

Midshipman,  31  December,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, February,  1816.     Resigned. 
Hoffman,  R.  K. 

Surgeon,  16  July,  1814.     Resigned  16  July,  1835. 
Hoflman,  William  D. 

Acting  Assistant   Surgeon,   3   December,   1862.     Resigned   23   December,   1803. 
Acting  Assistant  Surgeon,  7  March,  1804.     Honorably  discharged  1  Sejotember, 
1865. 
HoftiBian,  W.  G. 

]\lids!iipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Resigned 
14  August,  1851. 
Hoffner,  George  D. 

Acting  Master,  18  October,  1861.     Resigned  7  February,  1863. 
Hoftner,  Richard  J. 

Acting  Master,  28  September,  1861.     Died  21  September,  1865. 
Hoge,  Franeis  Jj. 

Acting  Midshipman,  20  September,  1856.    Midshipman,  15  June,  1860.    Dismissed 
4  June,  1861. 
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Hogg,  Charles  B. 

Mate,  14   March,  1804.     Deserted  2  May,  1864. 
Hogg,  James  91. 

Mate,  14  May,  1862.     Gunner,  10  July,  1862. 
flogg,  William  S. 

:Midshipnian,  24  September,  1872.     Graduated  20  June,   1876.     Midshipman,  20 
September,  1872.     Ensign,  10  March,  1880. 
Holm,  George  T. 

Mate,  10  January,  1865.     Deserted  «0  July,  1866. 
Holbrook,  Eliplialet. 

Mate,  5  IMarch,  1802.     Resigned  2  June,  1864. 
Holbrook.  Henry  E. 

Mate,  20  November,  1862.     Resigned  30  June,  1863.     Mate,  9  June,  1864.     Ap- 
pointment revoked  9  July,  1864. 
Holbrook,  Jotan  A. 

Sailmaker,  3  January,  1862.     Died  2  January,  1866. 
Holbi-nok,  Samuel  F. 

Acting  :Master,  21  March,  1802.     Appointment  revoked  27  June,  1864. 

Holbrook,  S.   F. 

Carpenter,  27  June,  1815.     Last  appearance  on  Records  of  Na\-y  Department,  30 
June,  1815. 
Holeomb,  John. 

IMidsbipnian,  1   September,  1811.     Last  appearanc  -n  Records  of  Navy  Depart- 
ment, 13  July,  1812.     Dead. 
Holconib,  William  f.. 

Acting  Eusign,  10  October,  1863.     Acting  Master,  16  June,  1804.     Honorably  dis- 
charged 4  January,  1860. 
Holeonibe,  Albert  A. 

Jlidshipraan,  1  April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  25 
February,  1841.     Reserved  list,  13  September,  1855.     Died  9  August,  18&8 
Holcouibe,  J.  H.  li. 

Cadet  Midshipman,  27  June,  1874.     Graduated  4  June,  1880. 
Holden,  Fclgar. 

Assistant  Surgeon,  3  October,  1861.     Resigned  12  October,  1864. 
Holden,  Edward  S. 

Professor,  21  IMarch.  1873. 
Holden.  Oliver  B. 

Acting  Gunner,  35  June,  1862.     Resigned  30  May,  1-863.     Actmg  Ensign,  28  No- 
veuiber,  1864.    Honorably  discharged  19  August,  1865. 
Holden,  William  R. 

Acting  Second  Assistant  Engineer,  10  July,  1863.     Appointment  revoked  (Sick.; 
23  February,  1865. 
Holden,  William  S. 

Mate,  16  May,  1804.     Resigned  17  June,  1865. 

Holdnp,  Tlionias. 

Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     (See  Stevens.) 

Holland,  Dick.  Y.  B. 

Jlidshipman,  23  February,  1849.     Dropped  12  July,  1849. 

Holland,  James  «.  ^„„„ 

Acting  Assistant  Paymaster,  8  July,  1863.     Mustered  out  9  January,  1866. 

Holland,  John.  ,    j  o  t 

Acttng  Third  Assistant  Engineer,  20  March,  1865.     Appointment  revoked  8  Jan- 
uary, 1800. 
Slolland,  John  C. 

Purser,  1  June,  1838.     Resigned  24  November,  1844. 
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Holland,  Thomas. 

JIate,  19  May,  1863.     Acting  Gunner,  18  September,  1863.     Honorably  discharged 
1.5  .January,  180G. 
Holland,  William. 

Acting  Third  Assistant  Engineer,  2  December,  18G-1.     Honorably  discharged  2 
November,  1868. 
Holland,  William. 

Acting  Assistant  Paymaster,   6  April,  1865.     Honorably  discharged  17  October, 
1865. 
Holland,  William. 

Second  Assistant  Engineer,  23  March,  1848.     First  Assistant  Engineer,  26  Feb- 
ruary, 1851.     Died  18  August,  1856. 
Holland,  Zach. 

Midshipman,  1   June,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant,  28 
February,  1838.     Discharged  30  October,  1848. 
Holler,  Frank. 

Mate,  17  April,  1866.     In  Service. 
Holley,  Robert  Y. 

Acting  Master.  3  September,  1861.     Honorably  discharged  14  January,  1868. 
Holliday,  Walter  S. 

Midshipman,  37  June,  1806.     Graduated  7  June,  1870.     Ensign,   13  July,  1871. 
Master,  2  December,  1873.     Died  29  January,  1875. 
Hollilian,  James  W. 

Third  Assistant  Engineer,  8  December,  1863.    Second  Assistant  Engineer,  8  April, 
ls(>4.     First  Assistant  Engineer,  6  June,  1868.     Retired  list,  31  October,  1879. 
Hollingsworth,  Charles  F. 

Tliird   .Assistant  Engineer,  29  October,  1861.     Second  Assistant  Engineer,  3  Au- 
gust, 1863.     Resigned  11  September,  1865. 
Hollingsworth,  James. 

Acting  Tliird  Assistant  Engineer,  18  April,  1863.     Honorably  discharged  24  No- 
vember, 1865. 
Hlollingsworth,  William. 

Purser,  21  May,  1799.     Resigned  4  November,  1799. 
iioIling<^worth,   William. 

Purser,  22  September,  1800.     Discharged  31  September,  1801,  under  Peace  Estab- 
lishment Act  at  his  request. 
Hollins,  George  N. 

Midshipman,  1    February,  1814.     Lieutenant,  13  January,  1825.     Commander,  8 
September,  1845.     Captain,  14  September,  1855.     Dismissed  6  June,  1801. 
Hollius,  John. 

Third  Assistant  Engineer,  25  July,  1854.    Second  Assistant  Engineer,  9  May,  1857. 
Died  4  June,  1858. 
Hollins,  Thomas. 

Mate,  8  August,  1862.     Dismissed  25  July,  1864. 
Hollis,  George  F. 

Acting  Ensign,  20  August,  1862.     Acting  Master,  7  June,  1864.     Honorably  dis- 
charged 10  September,  1865. 
Hollis,  Ira  N. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 
Holloway,  George  W. 

Acting  Second  Assistant  Engineer,  9   September,  1802.     Acting  First  Assistant 
Engineer,  20  September,  186^2.    Resigned  30  April,  1804.    Acting  First  Assistant 
Engineer,  14  October,  1864.     Honorably  discharged  6  Octol^er,  1805. 
Holloway,  Gideon  H. 

Acting 'Ensign,  20  .Tiily,  1863.     Acting   Master,  35  May,  1865.     Honorably  dis- 
charged 27  May.  1869. 
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Holm,  Soren  €>. 

Acting  Ensign,  22  June.  lSti4.     IIoni)rably  discharged  15  June,  1865. 
Holiuan,  George  F.  W. 

Midshipman,  25  July,  18U(i.     Graduated  7  June,  18T0.     Ensign,   13  July,   1871. 
Master,  14  June,  1874. 
Holnian,  Jn<!ii>er. 

Acting  Second  Assistant  Engineer,  3  October,  18G3.     Dismissed  27  May,  18G5. 
Holiiiaii,  Jerome  B. 

Acting  Third  Assistaut  Engineer,  23  June,  18G3.     Honorably  discharged  2G  Sep- 
tember, 1865. 
Ilolman,  Samuel. 

Acting  Assistant  Surgeon,  22  June,  18G4.     Honorably  discharged  2  October,  1SG5. 
Holmes,  Alfred  C. 

Acting  Gunner,  18  June,  1863.     Honorably  discharged  19  December,  18G5. 
Holmes^  Aiitbony   F. 

Acting  Ensign,  U)  August,  1862.     Acting  Master,  consideration  oi  good  service,  9 
May,  1864.     Honorably  discharged  24  April,  1869. 
Holmes,  A.  R. 

Acting  Assistant  Surgeon,  12  April,  1862.     Acting  Passed  Assistant  Surgeon,  14 
Jlay,  18'iG.     Honorably  discharged  3  July,  1868. 
Holmeis,  Charles  M. 

Mate,  21  January,  1863.     Resigned  31  December,  1863. 
Holmes,  Frank  H. 

Midshipman,  29  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1875. 
Holmes,  Oeorge  H. 

Acting  Master,  28  December,  1861.     Honorably  discharged  26  October,  1865. 
Holmes,  Henry. 

Third  Assistant  Engineer,  29  October,  1861.     Second  Assistant  Engineer,  3  Au- 
gust, 1863.     Resigned  11  September,  1865. 
Holmes,  Herman  G. 

Mate,  8  January,  1864.     Honorably  discharged  37  October,  1865. 
Holmes,  James  F. 

Male,  5   March,  1862.     Acting  Ensign,  6  December,  1862.     Dismissed  1  October, 
1863. 
Holmes,  James  M. 

Acting  Ensign,  17  November,  1862.     Acting  Master,  8  August,  1864.     Honorably 
discharged  16  September,  1365. 
Holmes,  James  M. 

Acting  Ensign,  17  Decemljer,  1862.     Resigned  2  June,  1863. 
Holmes.  John  W, 

Carpenter,  7  Jlarch,  1815.     Resigned  19  May,  1815. 
Holmes,  J.  M'helden. 

Acting  Assistant  Paymaster,  16  May,  1864.     Mustered  out  3  October,  1865. 
Holmes.  I..ewis. 

Carpenter,  14  December,  1848.     Dismissed  39  May,  1861. 
Holmes,  Philan«Ier  J. 

Acting  Tliir.l  Assistant  Engineer,  13  November,  1863.     Honorably  discharged  34 
August,  18G6. 
Holmes,  Robert. 

Master,  24  JIarch,  1809.     Resigned  15  May,  1809. 
Holmes.  Shepley  R. 

Acting  Ensign,  36  October,  18G3.     Dismissed  13  April,  1864. 

Holmes,  Silas. 

Assistant  Surgeon,  28  June,  1888.     Passed  Assistant  Surgeon,  33  November,  1848. 
Drowned  31  May,  1849. 
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Holmes,  William. 

Acting   Second   Assistant  Engineer,  IS   April,  1863.     Appointment  revoked  18 
May,  1864. 
IIoIsBies,  William. 

3Iidsliipman,  20  February,  1802.     Died  September,  1803. 
Holmes,  William 

Midshipman,  9  June,  1811.     Resigned  22  January,  1812. 
Holmes,  William  C. 

Midsliipman,  25  August,  1823.     Passed  Midshipman,  23  March,  1829.     Resigned 
18  October,  1832. 
Holmes,  William  H. 

Acting  Assistant  Surgeon,  10  September,  1861.     Honorably  discharged  18  Septem- 
ber, 1865. 
Holmes,  William  W. 

Midshipman,  21  September,  1841.     Passed  Midshipman,  10  August,  1847.     Dis- 
missed 13  May,  1851. 
Holt,  Alfred  C. 

Assistant  Surgeon,  5  June,  1844.     Resigned  18  November,  1844. 
Holt,  Frederick  V.  R. 

Acting  Second  Assistant  Engineer,  8  Sejjtember,  1863.     Honorably  dischai'ged  25 
July,  1865. 
Holt,  Oeorge  H. 

Acting   Assistant  Paymaster,   20   May,    1861.     Resigned   7   July,    1862.     Acting 
Assistant  Paymaster,  2  July,  1863.     Honorably  discharged  3  December,  1865. 
Holt,  George  R. 

Third   Assistant    Engineer,    16   October,    1861.      Second   Assistant   Engineer,   8 
August,  1863.     Resigned  4  May,  1869. 
Holt,  John  £.,  Jr. 

Midshipman,  4  March,  1823.     Dismissed  25  June,  1833. 
Holt,  Richard  J. 

Mate,  4  February,  1865.     Honorably  discharged  28  October,  1865. 
Holt,  Samuel  IL. 

Acting  Third  Assistant  Engineer,  3  August,  1864.     Honorably  discharged  6  Sep- 
tember, 1865. 
Holt,  Thomas. 

Acting  Third  Assistant  Engineer,  17  December,  1864.     Honorably  discharged  14 
July,  1865. 
Holton,  George. 

Acting  Third   Assistant   Engineer,  1  September,  1864.     Honorably   discharged  1 
March,  18iJ8. 
Holton,  Thomas. 

Acting  Third  Assistant   Engineer,  23  August,   1864.      Honorably  discharged  5 
August,  1866. 
Holtz,  DaTid. 

Acting  Tliird  Assistant  Engineer,  21  October,  1863.    Appointment  revoked  (Sick,) 
8  August,  1864.     Acting  Third  Assistant  Engineer,  10  December,  1864.     Re- 
signed 11  March,  1865. 
Holtzman,  A.  J. 

Mate,  9  January,  1865.     Appointment  revoked  14  April,  1865. 
Holway,  Wesley  O. 

Chaplain,  2  June,  1868. 
Homan,  Andrew  J. 

Acting  Third  Assistant  Engineer,  2  January,  1864.     Acting  Second  Assistant  En- 
gineer, 22  March,  1865.     Honorably  discliai'ged  18  January,  1866. 
Homan,  ^Edward  A. 

Acting  Third  Assistant  Engineer,  11  Maj'ch,  1864.     Appointment  revoked  (Sick,) 
20  July,  1864. 
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Iloiiian,  William  F. 

Acting  Second  Assistant  Engineer,  23  November,  1862.     Resigned  25  Julj,  1863. 
Ilouiaiis,  diaries  A. 

Acting  Ensign,  14  February,  1863.     Resigned  12  January,  1864. 
Iloiiiani^,  J.  T. 

Midshipman,  3  December,  1819.     Lieutenant,  17  May,   1828.     Resigned  15  Mav, 
1843. 
iloiiiaiis.  John. 

A-^ist;int  Surgeon,  13  December,  1861.     Resigned  17  September,  1862. 
Iloiiiaiis,  John    W. 

Acting  Third  Assistant  Engineer,  10  May,  1864.     Resigned  23  June,  1865. 
Hoiiiani^,  Thomas. 

Midshipman,  28  August,  1799.     Resigned  20  May,  1801. 
Homer,  Arlbnr  B. 

•Mate,  13  February,  1863.     Acting  Ensign,  14  February,  1864.     Honorably  dis- 
charged 13  November,  1865. 
Homer,  Charles  W. 

Gunner,  6  January,  1858.     Died  6  NoTcmber,  1872. 
Homer,  William  H. 

Midshipman,  30  November,  1814.     Lieutenant,  13  January,  1825.     Died  Septem- 
ber, 1829. 
Honkomp,  Henry. 

Mate,  14  May,  1864.     Honorably  discharged  13  November,  1865. 
Hood,  George  Bf. 

Acting  Master,  16'December,  1861.     Appointment  revoked  7  May,  1863. 
Iloodless,  Gerrett  JL. 

Acting  Assistant  Pttymaster,  3  November,  1804.     Mustered  out  24  February,  1867. 
Hoodless,  William  J. 

Acting  Assistant  Paymaster,  30  September,  1862.     Resigned  9  June,  1865. 
Hooe.  Emmet  R. 

Midsliijjman,  1  January,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
17  December,  1840.     Died  35  September,  1847. 
Hooe,  George  M. 

Midshipman,  21  October,  1834.     Passed  Midshipman,  20  February,  1830.     Lieu- 
tenant, 31  December,  1833.     Died  10  April,  1845. 
Hooe.  Seymour. 

I\Iidshipman,  14  April,  1800.     Resigned  30  July,  1801. 
Hooe,  Wiliiam  F. 

Midshipman,   1    August,    1825.     Passed   Midshipman,   4   June,    1831.     Died   14 
August,  1833. 
Hook.  William. 

Gunner,  17  November,  1801.     Broke  by  Court-Martial,  30  JLay,  1808. 
Hooker,  Fdnard. 

Acting  Master,  19  July,  1861.     Acting  Volunteer  Lieutenant,  19  September,  1863. 
Acting  Volunteer  Lieutenant-Commander,  7  February,   1865.     Lieutenant,   13 
:March,  1868.     Lieutenant-Commander,  IS  December,  1868. 
Hooker,  Riehard  Campbell. 

Midshipman,  25  September,  1861.     Graduated  24  September,  1865.     Ensign,  1  Dc- 
cr-niber,  1806.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869.     Resigned 
30  June,  1876. 
Hoole,  James  ILingard. 

Acting  Midshipman.  22  September,  1856.    Midshipman,  15  June,  1860.    Dismissal 
4  June,  IMil. 
Hoon,  William  A. 

Acting  Third  Assistant  Engineer,  18  December,  1802.     Resigned  25  Novemljer, 
1863. 
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Hooper,  Joseph. 

Pui-ser,  24  September,  1798.     Discharged  15  September,  ISOl,  under  Peace  Estab- 
lishment Act. 
Hooper,  Qiiiiicey  A. 

Acting  Master,  27  August,  1861.     Acting  Volunteer  Lieutenant,  25   September, 
1802.     Resigned  4  January,  1865 
Hoopes,  Joseph. 

Tliird  Assistant  Engineer,  16  September,  1863.     Second    Assistant  Engineer,  1 
March,  1864.     Died  18  March,  1866. 
Hoover,  Henry. 

Constructor,  4  June,  1859.     Appointment  revoked  10  July,  1865. 
Hoover,  John  B. 

Acting  Carpenter,  22  May,  1861.     Dismissed  25  SeiJtember,  1861. 
Hoover,  John  B. 

Assistant  Naval  Constructor,  39  July,  1875. 
Hope,  Henry  C. 

Acting  Third  Assistant  Engineer,  3   September,   1S63.     Died  at  New  Orleans, 
La.,  20  November,  1863. 
Hopewell,  Pollartl. 

Midshipman,  4  June,  1812.     Killed  in  action  1  June,  1813. 
Hopkins,  Alfred. 

Acting  Midshipman  1  October,  1851.     Midshipman,  9  June,  1855.     Passed  Mid- 
shipman,   15   April,    1858.     Master,   4  November,   1858.     Lieutenant,  31   May, 
1860.     Lieutenant-Commander,  IG  July,  1803.     Commander,  2  March,  1871. 
Hopkins,  Andrew  J. 

Acting  Third  Assistant  Engineer,  1861.     Resigned  30  October,  1862. 
Hopkins,  Charles  F. 

Midshipman,  19  October,  1841.    Passed  Midshipman,  10  August,  1847.    Dismissed 
23  October,  184!).     Re-appointed  27  September,  1850.     Resigned  6  November, 
1851. 
Hopkins,  Charles  M. 

Midshipman,  9  August,  18'--,      Died  in  1825. 
Hopkins.  £dward. 

Midshipman,  1  April,  1828.     Killed  by  accident  31  January,  1831. 
Hopkins,  Edward  A. 

Midshipman,  33  January,  1840.     Resigned  1  July,  1845. 
Hopkins,  Edward  A. 

Acting  Third  Assistant  Engineer,  13  February,  1863.     Lost  on  "  I^arcissus,^'  4  Jan- 
uary, 1806. 
Hopkins,  Farley. 

Acting  Ensign,  17  July,  1863.     Resigned  13  February,  1865. 
Hopkins,  Fortesqne  S. 

Acting  Ensign,  15  February,  1864.     Honorably  discharged  4  August,  1866. 
Hopkins,  Franklin. 

Acting  Master,  16  April,  1863.     Dismissed  25  November,  1804. 
Hopkins.  George. 

Acting  Assistant  Surgeon,  1   October,  1862.     Honorably  discharged   13  October, 
1865. 
Hopkins,  Horace  !L. 

Acting  Assistant  Paymaster,  21  January,  1804.    Honorably  discharged  15  Octoliei. 
1805. 
Hopkins,  James  B. 

JIate,  32  January,  1863.     Honorably  discharged  36  October,  1865. 
Hopkins,  James  Jl. 

Mate,  23  January,  1863.     Resigned  3  November,  1862. 
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Hopkins,  J.  !L. 

Midshipmaii,  36  February,  1814.     Last  ap2)earance  on   Records  of  Navy  Depart- 
meut,  iai.5.     Resigned. 
Hopkins,  John  H. 

Acting  Third  Assistant  Engineer,  9  September,  18G3.     Dismissed   21   Nnveniber 
1^04. 
Hopkins,  Joshua  \%'. 

Acting  Ensign,  10  September,  18G4.     Honorably  discharged  30  October,  1808. 
Hopkins,  J.  Page. 

Assistant  Surgeon,  30  Seiitember,  1850.     Resigned  9  .June,  1857. 
Hopkins,  Richard. 

Mate,  9  February,  1804.     Honorably  discharged  20  October,  1865. 
Hopkins,  Rnfns  H. 

JIate,  21  January,  1804.     Honorably  discharged  3  August,  1865. 
Hopkins,  Saiunel. 

Acting  Master,  29  May,  1801.     Dismissed  21  January,  1862. 
Hopkins,  Smith  K. 

Acting  Ensign,  28  August,  1803.     Honorably  discharged  12  October,  1805. 
Hopkins,  Townsend. 

Mate,  9  June,  1803.     Accidentally  killed  on  "  Choctaw"  15  January,  1804. 
Hopkins.  IVilliaiu. 

Acting  Third  Assistant  Engineer,  23  September,  1803.     Resigned  20  June,  1805. 
Hopkins,  William  £. 

Midshipman,  13  November,  1839.     Passed  Midshipman,  2  July,  1845.     Master.  2 
December,  1853.    Lieutenanl,  10  July,  1854.    Lieutenant-Commander,  5  August, 
1802.     Commander,  4  November,  1803.     Captain,  1  July,  1870.     Commodore,  1 
December,  1877. 
Hopkinsou,  A.  H. 

Midshipman,  25  September,  1817.     Lieutenant,  28  April,  1820.     Died  11  August, 
1827. 
Hopkinson,  Henry  £. 

Mate,  23  January,  1863.     Acting  Ensign,  15  July,  1804.     Died  on  "J.  .S.  Cham- 
iers,"  13  August,  1864. 
Hopkinson,  Joseph. 

Assistau    Surgeon,  13  October,  1840.    Passed  Assistant  Surgeon,  22  January,  1848. 
Resigned  17  September,  1852. 
Hopper,  William  W. 

Third  Assistant  Engineer,  11  April,  1859.     Second  Assistant  Engineer,  26  Decem- 
ber, 1861.     First  Assistant  Engineer,  17  March,  1803.     Resigned  23  November, 
1806. 
Hoppin,  Samuel  B. 

Acting  Assistant  Surgeon,  2  November,  1801.     Appointment  revoked  29  Julv, 
1804. 
Hopson,  John  £. 

Midshipman,  25  Sei)tember,  1840.     Dismissed  9  October,  1846. 
Hord,  William  T. 

Assistant  Surgeon,  1  November,  1854.     Passed  Assistant  Surgeon,  23  May,  1S59. 
Surgeon,  1  August,  1801.     Medical  Inspector,  6  July,  1872.     5Iedical  Director. 
1  May,  1879. 
Horn,  William. 

Acting  Third  Assistant  Engineer,  13  January,  1865.     Honorably  dispharged  27 
September,  1865. 
Hornhy,  William. 

Mate,  13  ]\Iay,  1863.     Deserted  2  April,  1864. 
Horne,  I>a«id  B. 

Acting  Master,  3  July,  1861.     Dismissed  19  May,  1803. 
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Home,  Gnstarns  H. 

Acting  Assistant  Paymaster,  8  July,  180i.     Honorably  discharged  8  November 
18G5. 
Home,  Joseph  v. 

Acting   Third  Assistant  Engineer,  19  January,   1864.     Acting  Second  Assistant 
Engineer,  31  March,   186.5.     Honorably  discharged  31  October,   1865.     Actino- 
Second  Assistant  Engineer,  9  July,  1866.     Appointment  revoked  23  November, 
1866. 
Horner,  Alfred  T. 

Acting  Third   Assistant   Engineer,   4   March,   1864.     Honorably   discharged   20 
August,  1865. 
Homer,  Frederick. 

Assistant  Surgeon,  1  May,  1851.     Resigned  15  May,  1857.     Re-appointed  13  May, 
1S58.     Retired  list,  8  May,  1861 
Homer,  G.  R.  B. 

Surgeon's  Mate,  26  May,  1826.     Surgeon,  4  April,   1831.     Retired  list,  18  June, 
1S66.     Medical  Director,  Retired  list,  3  March,  1871. 
Homer.  Rieliard  B. 

Jlidsbipman,  4  March,  1833.     Resigned  10  September,  1833. 
Horii^by,  Alfred. 

Mate,  31  December,  1861.     Acting  Ensign,  24  July,  1863.     Resigned  3  March, 
1865. 
Horsele}',  Saninel. 

Assistant  Surgeon,  9  March,  1809.     Surgeon,  5  April,   1814.     Died  8  September, 
1831. 
Horst,  £Ilas  Tander. 

Midshipman,  10  September,  1841.     Passed  Midshipman,  10  August,  1847.     Died 
17  March,  1850. 
Horton,  Frederick  V.  D. 

Actiug  Assistant  Paymaster,  14  October,  1861.     Resigned  3  Jime,  1865. 
Horton,  Sainnel.  * 

Midshipman,  30  November,  1814.     Died  7  August,  1815. 
Horton,  Samuel  J. 

Mate,  15  February,  1863.     Dismissed  15  September,  1863.     Mate,  11  July,  1863. 
Resigned  23  March,  1864. 
Horton,  William  F. 

Mate,  1  May,  1863.     Resigned  18  March,  1865.     Mate,  3  April,  1867.     Mustered 
out  3  November,  1868. 
Horton,  W.  S. 

Midshipman,  19  October,  1841.     Dropped 
Hortsman,  I>. 

Carpenter,  4  December,  1815.     Last  appearance  on  Records  of  Navy  Department, 
11  March,  1816. 
Horwitz,  Phineas  J. 

Assistant  Surgeon,  8  November,  1847.     Surgeon,  19  April,   1861.     Chief  Bureau 
Medicine  and  Surgery,  from  11  July,  1865,  to  1  July,  1869.     Medical    lusiJec- 
tor,  3  March,  1871.     Medical  Director,  30  June,  1873. 
Hosack,  Alexander. 

Midshipman,  33  January,  1816.     Resigned  8  August,  1833. 
Hosea,  William  W. 

Mate,  30  May,  1864.     Dismissed  19  May,  18(i5. 
Hosford,  James  H. 

Acting  Third  Assistant  Engineei,  28  October,  1861.  Acting  Second  Assistant  En- 
gineer, 2  Julv,  1863.  Died  at  Hospital,  Beaufort,  North  Carolina,  30  December, 
1864. 
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nosford,  William  H. 

Acting  Assistant  Paymaster,  i2  August,  1861.     iiusiu.vd  out  G  August,  iSi'u. 
Ilosliins,  Cliarle»!i. 

Acting  Tliird  Assistant   Engineer.  20  July,  1803.     Honorably   discliargcd  15  No- 
vember, 18Go. 
Ilosley,  Harry  II. 

Midshipman,  22  September,   1871.     Graduated  21   June,  1875.     Ensign,   18  July, 
1876. 
Hosnier,  Francis  E. 

Acting  Tliird  Assistant  Engineer,  21   October.   1863.     Honorably   discharged  17 
July,  1806. 
Hosiner,  Francis  It. 

Acting  Third  Assistant  Engineer,  20  October,   1803.     Honorablv   discharged  17 
July,  1806. 
Hosnier,  Henry  C. 

Acting   Assistant   Surgeon,  3  March,  1805.      Honorably  discharged  13  October, 
1805. 
Hassaek,  Abraham. 

Midshipman,  1  January,  1817.     Last  appearance  on  Records  of  Navv  Department, 
6  March,  1822.     Dead. 
Hotchkin,  Frank  S. 

Midshipman,  28  June,  1867.     Graduated   1   June,   1872.     Ensign,  15  July,   1873. 
Master,  5  June,  1878. 
Hotchkiss,  Freeman  I>. 

Acting  Second  Assistant   Engineer,  16   Sej^tember,  1864.     Honorably  discharged 
1 9  February,  1866. 
Hotelikiss,  R.  G. 

Mate,  27  June,  1803.     Lost  at  Sea  in  '^Bainbridge,"''  21  August,  1863. 
Hotckkiss,  Solomon. 

Master,  18  July,  1798.     Resigned  10  March,  1799. 
Hotckkiss,  William  J. 

Acting  Master,  31  July,  1861.     Died  at  Piankatank  River,  Virginia,  17  August, 
1863. 
Hongh,  Andrew  J. 

Carpenter,  30  August,  1861.     Died  3  September,  1864. 

Hongta,  Eben  E. 

Gunner,  25  March,  1814.     Resigned  11  February,  1S15. 
Honghton,  Cieorge  A. 

Acting  First  Assistant  Engineer,  9  November,  1862.     Resigned  27  December,  1862. 

Honghton,  Thomas  F. 

Acting  Assistant  Paymaster,  12  December,  1864.     Honorably  discharged  26  Octo- 
ber,°1865. 
Honrand,  Joseple- 

Actiug  Assistant  Surgeon,  13  July,  1863.     Dismissed  20  December,  1803. 

Honse,  Jerome  B. 

Midshipman,  23  July,  1864.     Graduated  2  June,  1808.     Ensign,  19  April,  1869. 
Master,  13  July,  1870.     Lieutenant,  24  August,  1873. 
Honse,  William  S. 

Jlidshipman.  18  June,  1812.     Lost  in  the  "  Wasp,"  1815. 

Ilonsel,  Fionis  Y. 

Midshipm:;!),  15  February,  1852.  Graduated  June,  1866.  Ensign,  12  ^Farcli, 
181)8.  Master,  20  March,  1809.  Lieutenant,  21  :^[arch,  1870.  Resigned  31 
March,  1874. 

Houston,  Edwin  Samnel.  ,^    .  ,  , 

Midshipman,  18  April,  1803.  Graduated  September.  180o.  Ensign,  1  DecemI.er, 
1860.     Master,  12  March,  1868.     Lieutenant,  20  March,  1869. 
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lIoiisfmEs,  George  P. 

Third  Assistant  Engineer,  21  May,  1857.     Resigned  28  January,  1860. 
IIoiiJAfom,  II.  M. 

Midshipman,  12  May,  1824.     Passed  Midshipman,  20  February,  1830.     Lieuten- 
ant, 2-1 ,)  line,  1834.     Died  3  July,  1839. 
Houston,  Horatio  B. 

Acting  Second  Assistant  Engineer,  1  February,  1864.     Resigned  (Siclc,)  6  July, 
1864. 
Houston,  Isaac  H. 

Mate,  4  February,  1864.     Deserted  1864. 
Houston,  J.  Bnchanan. 

Third  Assistant  Engineer,  21  May,  1857.     Second  Assistant  Engineer,  3  August, 
1859.     First  Assistant  Engineer,  9  December,  1861.     Resigned  28  July,  1865. 
Houston,  John  C 

Acting  First  Assistant  Engineer,  1  January,  1864.     Resigned  15  November,  1864. 
Houston,  Xelson  T. 

Midsbi))man,   28   July,    1865.     Graduated   June,    1869.      Ensign,   12   July,   1870. 
Master,  6  September,  1872.     Lieutenant,  9  October,  1875. 
Houston,  Samuel  H. 

Third  Assistant  Engineer,  26  February,   1851.      Second  Assistant  Engineer,  21 
May,  1853.     Died'^ie  June,  1854. 
Houston,  Thomas  T. 

Midshipman,  26  August,  1845.     Passed  Midshipman,  6  October,  1851.     Master,  1.5 
September,  1855.     Lieutenant,  16  September,  1855.     Died  26  June,  1860. 
Houston,  D'illiam. 

Acting  Assistant  Surgeon,  23  June,  1873.     Honorably  discharged  30  June,  1879. 
Hovey,  Christopher  P. 

Mate,  5  December,  1861.     Resigned  14  February,  1865. 
Hovey,  Myron  M. 

Acting  Assistant  Paymaster,  10  February,  1865.     Resigned  21  June,  1865. 
Hovey,  Wallace  W. 

Acting  First  Assistant  Engineer,  19  August,  1862.     Resigned  5  August,  1863. 
How,  Andrew  P. 

Second  Assistant  Engineer,  24  September,  1847.     Resigned  7  August,  1849. 
Howard,  Austin. 

Mate,  10  October,  1862.     Resigned  24  April,  1863. 
Howard,  Charles  M. 

Mate.     Dismissed  17  June,  1862. 
Howard,   Charles  R. 

Midshij^man,  28  May,  1834.     Dismissed  11  January,  1840. 
Howard,  Charles  R. 

Acting  Assistant  Paymaster,  7  August,  1863.    Honorably  discharged  15  November 
1865. 
Howard,  Charles  W. 

Mate,  7  October,  1862.     Acting  Ensign,  1  May,  1863.     Acting  Master,  gallant  con- 
duct in  face  of  enemy,  16  October,  1863.     Died  of  wounds  received  in  action, 
at  Charleston,  S.  C,  10  October,  1863. 
Howard,  George  B. 

Mate,  1862.     Resigned  10  January,  1863. 
Howard,  H    Z. 

Acting  Ensign,  17  February,  1864.     Honorably  discharged  3  September,  1866. 
Howard,  John. 

Captain,  (to  command  a  Galley,)  20  March,  1799.     Last  appearance  on  Records  of 
Navy  Department. 
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Hoirard,  John  C 

Mate,  11  Jaiui;uT,  1865.     Appointment  revoked  10  January,  1872. 
Howard,  Peter. 

Hate,  gallantly,  24  April,  1803.     Acting  Ensign,  IS  November,  1863.     Honorably 
discharged  24  November,  1807. 
Howard,  Samuel. 

Acting   Master,   i)   October,    1861.     Acting  Volunteer  Lieutenant,  .5  .Tune.   1802. 
Honorably  discharged  4  November,  1808. 
Howard.  Thoniai^  B. 

Midshipman,  24   .June,  1809.     Graduated   31   Mav,  1873.     Ensign,   10  Julv.  1''74. 
jNIaster,  13  .January,  1879. 
Howard,  William  A. 

Midshipman,  1  January,  1825.     Resigned  12  April,  1832. 
Howard,  Wsliiain  H. 

Acting  Assistant  Surgeon,  1  October,  1802.     Honorably  discharged  9  November, 
1805. 
Howartl,  William  H. 

Mate,  28  December,  1851.     Acting  Ensign,  9  April,  1804.     Honorably  discharged 
11  December,  180.5. 
Howard,  William  H. 

Mate,  17  December,  1803.     Discharged  21  June,  1864. 
Howard,  William  H. 

Mate,  25  October,  1864.     Honorably  discharged  20  October,  18C5. 
Howard,  William  J. 

Acting  Second  Assistant  Engineer,  13  December,  1802.     Honorably  discharged  19 
August,  1865. 
Howard,  William  Li. 

Midshipman,  10  January,  1815.     Lieutenant,  28   April,  1826.      Commander,  29 
February,  1844.     Resigned  18  December,  1852. 
Howard,  William  W. 

Acting  Assistant  Surgeon,  1  October,  1802.     Honorably  discharged  9  November, 
1805. 
Howatt,  James. 

Mate,  10  November,  1865.     Deserted  1  August,  1860. 
Howdeii,  Robert. 

Mate,  11  June,  1863!    Promoted  Acting  Ensign,  9  October,  1863.     Honorably  dis- 
charged 24  October,  1 865. 
Howe,  Alfretl   Li. 

Midshipman,  28  September,  1870.     Graduated  21  June,  1875.     Resigned  8  Decem- 
ber, 1877. 
Howe,  Charles  C. 

Acting  Third  .Assistant  Engineer,  25  August,  1863.     Acting  Second  Assistant  En- 
gineer, 2  December,  1864.     Honorably  discharged  20  July.  1865. 
Howe,  George  W. 

Acting  Third  Assistant  Engineer,  7  October,  1861.  Appointment  revoked  13  De- 
cember, 1861.  Acting  Third  Assistant  Engineer,  20  September,  1862  Acting 
Second  Assistant  Engineer,  25  IMay,  1864.  Honorably  discharged  19  May  1866. 
Acting  Second  Assistant  Enggineer,  22  September,  1866.  Resigned  6  Septem- 
ber, 1867. 
Howe,  James. 

Carpenter,  3  July,  1799.     Discharged  6   July,  1801,  under  Peace  Establishment 
Act. 
Howe,  Joseph  H. 

Acting  Gunner,  1  August,  1864.     Appointment  revoked  10  May,  1865. 
Howell,  Charles  P. 

Cadet  Engineer,  7  October,  1867.     Graduated  8  June,  1868.     Second  Assistant 
Engineer,  15  August,  1870.     Passed  Assistant  Engineer,  4  December,  1876. 
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Howell,  DaTid  ]V. 

Acting  Third  Assistant  Engineer,  17  October,  1861.     Dismissed  20  August,  1863. 
Howell,  Edward  A. 

Acting  Master,  9  January,  1863.     Honorably  discliargcd  80  November,  186.5. 
Howell,  Edward  F. 

Midshipman,   (acting  as   Lieutenant,)   17   December,    1810.     Killed   iu  action  15 
January   1815. 
Howell,  George  H. 

Assistant  Surgeon,  8  November,  1847.     Passed  Assistant  Surgeon,  23  April,  1854. 
Died  7  October,  1859. 
Howell,  John 

Third  Assistant  Engineer,  24  December,  1853.     Resigned  3  May,  1856. 
Howell,  John  Adams. 

Acting  Midshipman,  27  September,  1854.     Midshipman,  11  June,  1858.     Passed 
Midshipman,  28  January,   1861.     Master,  28  February,   1861.     Lieutenant,  18 
April,  1861.    Lieutenant-Commander,  3  March,  1865.     Commander,  6  March, 
1873. 
Howell,  John  €. 

Midshipman,  9  June,  1836.     Passed  Midshipman,  1  July,  1842.     Master,  21  Feb- 
ruary,  1849.     Lieutenant,  3  August,  1849.     Commander,  16  July,  1863.     Cap- 
tain, 35  July,  1866.     Commodore,  39  January,  1872.     Chief,  Bureau  Yards  and 
Docks,  33  September,  1874.     Rear-Admiral,  35  April,  1877. 
Howell,  John  F. 

Midshipman,  1   February,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 6  February,  1821.     Dead. 
Howell,  J.  Russell. 

Mate,  '7  February,  1862.     Resigned  18  March,  1863. 
Howell,  R.  S. 

Mate,  3  October,  1863.     Acting  Ensign,  19  May,  1864.     Honorably  discharged  4 
November,  1865. 
Howell,  Saninel  H. 

Acting  Ensign,  4  October,  1864.     Honorably  discharged  22  January,  1868. 
Howell. 

Surgeon,  date  not  known.     Discharged  4  June,  1801,  under  Peace  Establishment 
Act. 
Howell,  William. 

Assistant  Surgeon,  30  July,  1861.     Died  26  July,  1863. 
Howells,  William  M. 
Sailraaker,  13  June,  1861. 
Howes,  D.  H. 

Acting  Ensign,  29  November,  1864.     Honorably  discharged  30  June,  1865. 
Howes,  Frederick  Aloa. 

Midshipman,  24  September,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Resigned  8  December,  1873. 
Howes,  CSeorge  F. 

Acting  Ensign,  24  February,  1863.     Honorably  discharged  29  January,  1869. 
Howes,  Willis. 

Acting  Ensign,  2  September,  1864.     Acting  Master,  5  October,  1865.     Honoraljly 
discharged  1  October,  1S66. 
Howison,  Henry  E. 

Acting  Midshipman,  26  September,  1854.     Midshipman,  11   June,  1858.     Passed 
Midshipman,  9  February,  1861.     Master,  2  March,  1861.     Lieutenant,  19  April, 
1861.     Lieutenant-Commander,  3  March,  1865.     Commander,  19  August,  1873. 
Howison,  John  W. 

Mate,  24  October,  1861.     Acting  Ensign,  11  May,  1865.     Resigned  7  February, 
1866. 
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Iloirison,  IViel  H. 

Midsliipman,  1   February,  1823.     Passed  Midshipman,  23   March,  1829.     Lieuten- 
ant, 13  .July,  1S32.     Died  23  February,  1848. 
Iluwiaiid.  Calvin. 

Acting  Third  Assistant  Engineer,  16  October,  1861.    Resigned  26  November,  1862. 
Ilowlaiid,  Charles  II. 

Mate,  21  March,  1S62.     Resigned  12  October,  1S63. 
iloirlaiid,  Elijah  K. 

Mate,  28  August,  1863.    Acting  Ensign,  1  SeiJtember,  1864.    Honorably  discharged 
14  August,  1865. 
Howland,  E.  S.  D. 

Mate,  8  May,  1862.     Resigned  (Sick,)  10  October,  1S64. 
llowland,  Joseph. 

Acting  Master,  23  December,  1861.     Resigned  21  May,  1862. 
Holland,  Samuel  C 

Mate,  2.5  January,  1862.     Resigned  26  June,  1862. 
Ilowland,  Walter  S. 

Mate,  3  October,  1863.     Acting  Ensign,  9  April,  186.").     Honorably  discharged  13 
August,  1865. 
Howland,  Warren. 

Acting  Third  Assistant  Engineer,  9  April,  1863.     Honorably  discharged  31  Octo- 
ber, 1865. 
Howland,  William  H. 

Mate,  3  September,  1864.     Honorably  discharged  1  September,  1867. 
Howorth,  George. 

Mate.     Resigned  11  November,  1862.    Acting  Ensign,  13  December,  1863.    Acting 
JLister,  12  August,  1864.     Honorably  discharged  30  September,  1865.     Acting 
Master,  23  August,  1867.     Died  at  Naval  Hospital,  New  York,  29  March,  1868. 
Howorth,  William  li. 

Mate,  29  April,  1863.     Acting  Master,  gallant  service  in  assisting  to  destroy  Ram 
Albemarle,  27  October,  1864.     Honorably  discharged  20  October,  1865.     Acting 
Master,  17  May,  1866.     Ensign,  12  March,  1868.     Resigned  4  April,  1869. 
Hoxie,  Allen. 

Acting  Master,  11  February,  1862.     Resigned  15  February,  1865. 
Hoxic,  William  H. 

Mate,  6  Feliruary,  1863.     Resigned  19  July,  1863. 
Hoxse.v,  Thomas  D. 

Ajjsistant  Paymaster,  1  September,  1876. 
Hoy,  James,  Jr. 

Assistant  Paymaster,  11  October,  1861.     Paymaster,  18  October,  1864. 
Hoyt,  Ahira  B. 

Acting  Assistant  Surgeon,  21  October,  1861.     Resigned  10  September,  1863. 
Iloj-t,  Alfred. 

Acting  Third  Assistant  Engineer,  10  December,  1863.     Acting  Second  Assistant 
Engineer,  36  July,  1864.     Honorably  discharged  33  October,  1865. 
Hoyt,  £ben. 

Acting  Master,  30  .January,  1862.     Acting  Volunteer  Lieutenant,  recommendation 
of  Commanding  Officer,  23  May,  1864.     Honorably  discharged  23  January,  1866. 
Hoyt,  Ehen,  Jr. 

Third  Assistant  Engineer,  21  May,  1857.     Second  Assistant  Engineer,  2  August, 
1859.     First  Assistant  Engineer",  1  July,  1861.     Chief  Engineer,  10  November, 
1863.    Killed  19  October,  1867. 
Hozaser,  S.  J. 

Mate,  27  November,  1861.    Dismissed  11  September,  1863. 
Ilozier,  Enos. 

Acting  First  Assistant  Engineer,  1  October,  1802.     Honorably  discharged  15  De- 
cember, 1866. 
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Hnbbard,  Austin  T. 

Acting  Assistant  Paj-inaster,  16  December,  1SG4.     Assistant  Paymaster  21   Feb- 
ruary, 1867.     Died,  Exeter,  N.  H.,  12  June,  1SG8. 
Hubbard,  Charles  T. 

Assistant  Surgeon,  23  Obtober  1861.     Resigned  5  September,  180.5. 
Hubbard,  Daniel  B. 

Acting  Ensign,  12  July,  1864.     Honorably  discharged  15  Marcli,  1866. 
Hubbard,  Edward  II. 

Midsliipman,  4  March,  1823.     Resigned  8  May,  1832. 
Hubbard,  Edward  B. 

Acting  Third  Assistant  Engineer,  9  January,  1864.    Acting  Second  Assistant  Engi- 
neer, 21  March,  1805.     Honorably  discharged  12  December,  1865. 
HHbbar«I,  Elisha. 

Mate,  30  July,  1863.     Resigned  20  April,  1805. 
Hubbard,  John. 

Midshipman,  27  July,  1866.     Graduated  7  June,  1870.     Ensign,   13  July,  1871. 
Master,  15  September,  1873.     Lieutenant,  28  December,  1878. 
Hubbard,  Jonathan. 

Gunner,  10  July,  1823.     Died  29  January,  1824. 
Hnbbard,  Joseph  S. 

Professor,  7  May,  1845.     Died  16  August,  1863. 
Hnbbard,  L-ewis  H. 

Mate,  30  November,  1807.     Mustered  out  30  November,  1808. 
Hubbard,  Ricliard. 

Midshipman,  1  January,  1812.     Resigned  22  January,  1814. 
Hubbard,  Socrates. 

Midshipman,  21  December,  1801.     Graduated  Septemlier,  1865.    Ensign,  1  Decem- 
ber, 1860.     Master,  12  March,  1808.     Lieutenant,  20  March,  1869.     Lieutenant 
Commander,  27  October,  1879. 
Hnbbell,  Charles  F. 

Mate,  5  March,  1862.     Deserted  28  April,  1862. 
Hubbeli,  E.  I>. 

Mate,  13  December,  1861.     Resigned  24  October,  1863. 
Hubbeli,  Robert  K. 

Acting  Ensign,  1  October,  1802.     Dismissed  22  April,  1804. 
Hubbs,  William  H. 

Acting  Master,  4  November,  1861.     Honorably  discharged  10  December,  1865. 
Hnbley,  George, 

Midshipman,  15  November,  1810.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 27  June,  1811.     Entered  Army. 
Hublitz,  Phillip. 

Acting  Third  Assistant  Engineer,    17  February,  1862.     Honorably  discharged  3 
August,  1805. 
Hnckins,  Peter. 

(See  Peter  Uuckins  Smith.) 
Hudson,  Adrian. 

Assistant  Surgeon,  30  July,  1861.     Passed  Assistant  Surgeon,  22  June,  1864.     Sur- 
geon, 17  August,  1865.     Medical  Inspector,  10  June,  1880. 
Hudson,  Edward, 

Assistant  Surgeon,  14   September,  1843.     Surijoou,  29  July,  1858.     Died  23  Jan- 
uary, 1859. 
Hudson,  Frederick  IV. 

Midshipman,  5  July,  1799.     Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act. 
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IIikIkoii,  George,  Jr. 

Actiiit;  Assistant  Paymaster,  21   December,  18G3.     Hoiiorabl}-  discliarged  10  No- 
vember, 1SU5. 
IIii<I»ioii,  Harry  A. 

Mate,  26  December,  18C2.     Resigned  2  June,  1S03. 
Hudson,  John  G. 

Acting  Ensign  and  Pilot,  1  October,  18G4.    Acting  Master  and  Pilot,  1  October. 
lt>lJ4.     Honorably  discharged  10  Marcb,  1860. 
Hndsoii,  John  Morely. 

Acting  Master,  28  March,  1862.    Dismissed  7  .Tnne,  1803.    Actiflg  Ensign,  10  May. 
1864.     Honorably  discharged  15  September,  1SG5. 
Hndson,  Rohert. 

Chaplain,  29  April,  1874. 
Hudson,  Stephen  R. 

Acting  Master,  15  November,  1861.     Dismissed  28  June,  1862. 
Hudson,  lil'illiaui  H. 

Midshipman,  16  July,  1838.     Passed  Midshipman,  20  May,  1844.     Resigned  22 
April,  1852. 
Hudson,  IVilliam  Li. 

Midshii^man,  1  January,  1816.     Lieutenant,  28  April,  1826.     Commander,  3  No- 
vember, 1842.     Captain,  14  September,  1855.     Died  15  October,  1862. 
Huestis,  James  F. 

Assistant  Surgeon,  30  September,  1850.     Resigned  9  June,  1857. 
Huey,  Samuel  B. 

Acting  Assistant  Paymaster,  25  February,  1804.     Resigned  12  January,  1866. 
Hull',  James. 

Acting  Third  Assistant  Engineer,  9  June,  1863.     Dismissed  8  July,  1863. 
Huii',  John. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Died  from  wounds  received 
in  action,  7  Ajiril,  1868. 
Hugenin,  Robert,  Jr. 

Midshijjman,  13  February,  1851.     Resigned  12  June,  1852. 
Huger,  Francis. 

Midshi])mau,  1  June,  1826.     Passed   Midshipman,  28  April,  1832.     Lieutenant,  8 
JIarch,  1837.     Died  6  January,  1849. 
Huger,  Thomas  B. 

Midshipman,  5  March,  1835.     Passed  Midshipman,  23  June,  1844.     Master,  16 
July,  1847.     Lieutenant,  24  February,  1848.     Resigned  11  January,  1861. 
Hugg,  Joseph. 

Assistant  Surgeon,  5  September,  1861.     Passed  Assistant  Surgeon,  8  May,  1865. 
Surgeon,  23  December,  1871. 
Hugg,  Marion. 

Acting  Ensign,  7  October,  1S64.     Honorably  discharged  29  July,  1865. 
Hnggins,  Charles. 

Acting  Master,  14  August,  1861.     Honorably  discharged  24  April,  1866.     Acting 
Muster,  30  July,  1867.     Mustered  out  IS  August,  1868. 
Huggins,  E.  Clarence. 

Mate,  25  IMavcl),  1863.     Acting  Ensign,  18  January,  1864.     Honorably  discliarged 
15  Novembfcj,  1868. 
Hugiies,  Aaron  K. 

Midshipman,  20  October,  1838.     Passed  Midshipman,  20  May,  1844.     Master,  !!) 
December,  1852.     Lieutenant,   18   October,  1853.     Lieutenant-Commander,  l(i 
July,  1863.     Commander,  16  November,  1862.     Retired  list,  24  October,  1864. 
CaiJtain,  Active  list,  10  February,  1869. .  Commodore,  4  February,  1875. 
Hughes,  Daniel. 

Assistant  Sui-geou,  5  March,  1799.     Sm-geon,  20  December,  1709.     Resigned  15 
May,  1800. 
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Iliiglies,  Edward. 

Acting  Ijoatswaiii,  11  August,  1S64.     Appointment  revoked  13  March,  18G6. 
Hiiglies,  Kdward. 

Boatswain,  25  February,  1874. 
Hughes,  Kdwar«l  M. 

Midsliipman,  20  July,  1866.     Graduated  7  June,   1870.     Ensign,  13  July,   1871. 
Master,  13  December,  1873.     Lieutenant,  16  December,  1871). 
Hnglies,  George. 

Purser,  13  October,  1798.     Last  appearance  on  Records  of  Navy  Department,  5 
November,  1798. 
Hiiglies,  George  W. 

Acting  Third  Assistant  Engineer,  14  November,  18G4.     Honorably  discharged  28 
August.  1865. 
Hughes,  James. 

Boatswain,  18  September,  1809.     Last  ajipearance  on  Records  of  Navy  Depart- 
ment, 1815.     Schooner  "Nautilus.'''' 
Hughes,  Jauies. 

Acting  Third  Assistant  Engineer,  13  May,  1864.     Dismissed  13  August,  18G4. 
Hughes,  James  F. 

Mate,  5  November,  1863.     Acting  Ensign,  2  June,  1864.     Appointment  revolted  ^ 
August,  1804. 
Hughes,  Johu  A. 

Acting  Third   Assistant  Engineer,  17  August,  1864.      Appointment  revoked  4 
January,  1865. 
Hughes,  Johu  T. 

Mate,  33  October,   1861.      Acting  Ensign,  9   December,  1802.     Lost  on  "j5aim- 
hridge,'''  31  October,  1863. 
Hughes,  Othello  I>. 

Acting  Third  Assistant  Engineer,  20  October,  1863.      Acting  Second  Assistant 
Engineer,  15  December,  1804.     Dismissed  10  October,  1865. 
Hughes,  Patrick  J. 

Acting  Third  Assistant  Engineer,  22  October,  1863.     Resigned  13  June,  1865. 
Hughes,  Richard  >I. 

Cadet  Midshipman,  35  September,  1874.     Graduated  4  June,  1880. 
Hughes,  Thomas  W. 

Gunner,  8  June,  1798.     Midshipman,  31  April,  1800.     Master,  13  April,  1801.     Re- 
signed 9  May,  1801. 
Hughes,  Walter  S. 

Midshipman,  24  September,  1870.     Graduated  21   June,  1875.     Ensign,  18  July, 
1870. 
Hughes,  William  G. 

Acting  Third  Assistant  Engineer,  24  December,  1863.     Honorably  discharged  10 
August,  1805.     Acting  Third  Assistant  Engineer,  14  Marcli,  1806.     Mustered 
out  19  February,  1868. 
Hughes,  Williaui  H. 

Acting  Third  Assistant  Engineer,  4  December,  1862.     Honorably  discharged  19 
August,  1865. 
Hughes,  William  W. 

Mate,  16  December,  1801.     Resigned  14  August,  1862. 
Hugle,  John  R. 

Mate,  29  October,  1863.     Honorably  discharged  24  October,  1865. 
HngHiiin,  1>.  <J. 

Midshipman,  3  March,  1841.     Drowned  in  November,  1846. 

Hiiie,  James. 

Master,  tl  March,  1803.    Discharged  21  April,  1803. 
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Iliilbiird,  John. 

!M;l^tel■,  11    Feln'uary,  1809.     Last  appcai-anc-e  on   Records  of  Navy  Deiiaitineut,  3 
January,  ISIU. 
Uulbiirt,  James  E. 

Mate,  12  Juue,  1SG3.     Acting  Ensign,  10  July,  18C4.     Honorably  discliarged  20 
July,  18G.5. 
Utile,  P.  II. 

Midshipman,  1  January,  1825.     Died  4  June,  1826. 
Hilling,  Edward  J. 

Acting  Assistant  Paymaster,  12  May,  1804.     Honorably  discliarged  11  November, 
18U5. 
Hull,  Charles  F. 

Mate,  2  February,  1864.     Acting  Ensign,  23  August,  1864.    Honorably  discharged 
17  July,  1805. 
Hull,  David. 

Mate,  14  July,  1803.     Died  in  prison,  Texas. 
Hull,  Frederiek  B. 

Midshipman,  30  September,  1805.    Graduated  5  June,  1809.    Resigned  1  February, 
1872. 
Hull,  Isaac. 

Lieutenant,  9  March,  1798.     Commander,  18  May,  1804.     Captain,  23  April,  ISOC. 
Died  13  February,  1843. 
Hull,  James  Cooper. 

Midshipman,  24  July,  1803.     Graduated  June,  1808.     Lost  in  the   "  Oneida,"  24 
January,  1870. 
Hull,  Jameson  Cox. 

Third  Assistant   Engineer,   16  February,  1852.     Second  Assistant  Engineer,  27 
July,  1855.     Resigned  22  September,  1850.     Re-.iistated  as  Seoond  Assistant 
Engineer,  30  Ai)ril,  1801.     First  Assistant  Engineer,  23  June,  1803.     Resigned 
15  January,  1800. 
Hull,  Joseph  B. 

Midshipman,  9   November,   1813.     Lieutenant,  13  January,  1825.     Commander,  8 
September,  1841.     Captain  14  September,  1855.     Retired   list,  21   December, 
1861.     Commodore  on  Retired  list,  16  July,  1803. 
Hull,  Watson  H. 

Assistant  Surgeon,  16  September,  1801.     Resigned  13  July,  1864. 

Hull,  William. 

Acting  Ensign,  13  December,  1862.    Acting  Master,  19  October,  1864.    Honorably 
discharged  13  September,  1805. 

Hulse,  Isaac. 

Surgeon's  Mate,  26  May,  1824.     Surgeon,  0  May,  1825.     Died  9  August,  ISoO. 

Hulse,  Xathaniel  S. 

Mate,  10  February,  1803.     Resigned  8  July,  1803. 
Hulse,  Theodore  D. 

Acting  Tliird  Assistant  Engineer,  21.  December,  1801.      Acting  Second  Assistant 
Engineer,  20  October,  1803.     Appointment  rcvolceil  (Sicli,)  liJ  April,  1804. 

Hume,  James  H. 

Acting  Third  Assistant  Engireer,  9  October,   1803.       Ilonoial.ly  discharged  6 
November,  1805. 
Humphrey,  Alvin  H. 

Acting  Assistant  Paymaster,  9  January,  1805.     Mustered  <v,r.  13  October,  180o. 

Humphrey,  F.  M. 

Midshipman,  2  March,  1839.     Resigned  14  May,  1840. 
Humphrey,  Joseph  F. 

Acting  Third   Assistant  Engineer,  8  May,  1803.     Honorably  discharged  18  No- 
vember, 1865. 
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Snniplireys,  A.  T. 

Chaplain,  date  not  known.    Purser,  23  July,  1815.     Died  6  February,  1826. 
IKaiinpbreys,  Charles  F. 

CUu-penter,  17  September,  1869 
IIuHipIireys,  Horace. 

Midshipman,  1  September,  1811.    Appointment  revoked  24  September,  1812. 
ISiiiiipIireys,  Joliu. 

Acting  Volunteer  Lieutenant,  12  August,  1861.     Resigned  18  November,  1861. 
Humphreys,  Joshua. 

Naval  Constructor,  date  not  known.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 36  October,  1801 
Htiuiphreys,  Joshua. 

Midshipman,  3  February,  1829.     Passed  Midsliipmau,  3  Julv,  1835.     Lieutenant, 
25  February,  1841.    Died  37  June,  1853. 
Humphreys,  Julius. 

Midshipman,  16  January,  1809.    Last  appearance  on  Records  of  Navy  Department, 
1815.     Wilmington,  North  Carolina. 
Humphreys,  P.  W. 

Midshipman,  3  February,  1829.     Resigned  7  June,  1836. 
Humphreys,  Samuel. 

Naval  Constructor,  17  April,  1813.    Chief  Naval  Constructor,  25  November,  1826. 
Died  16  August,  1846. 
Huuiphreys^  Samuel. 

Carpenter,  16  December,  1815.     Resigned  9  May,  1833. 
Hnuiplireys,  Sterne. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1837.     Resigned  1  October, 
1834. 
Hnmstoue,  !E«lwln. 

Acting  Third  Assistant  Engineer,  3  June,  1864.    Honorably  discharged  16  August, 
1865.     Acting  Third  Assistant  Engineer,  13  July,  186G.     Mustered  out  33  July, 
1867. 
Hunker,  Jacob  J. 

Midshipman,  80  July,  1866.     Graduated  7  June,  1870.     Ensign,  30  July,  1873. 
Master,  14  January,  1875. 
Hunker,  John  Jacob. 

Midsliipman,  18  April,  1863.     Graduated  June,  1866.     Ensign,  13  March,  1868. 
Master,  26  March,  1869.     Lieutenant,  31  March,  1870. 
Hunncwell,  Li.  J. 

Midshipman,  6  June,  1803.     Resigned  39  July,  1805. 
Hunsicker,  Joseph  T,. 

Midshii)nian,  35  June,  1867.     Graduated  6  June,   1871.     Ensign,   14  July,  1873. 
Master,  13  March,  1875. 
Snnstable,  Henry. 

Mate,  1  January,  18G4.     Appointment  revoked  G  October,  1864. 
Hunt,  Abram  H. 

Acting  Assistant  Surgeon,  28  February,  1865.     Honorably  discharged  IS  August 
18G5. 
Hnn(,  Andrew  M. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 
Hunt,  Charles  Sedgwick. 

Third  Assistant  Engineer,  23  July,  1863.     Resigned  9  June,  1863. 
Hunt,  Clement  S. 

Purser,  25  April,  1812.     Died  4  April,  1837. 
Hunt,  Cyrns  H. 

Acting  Third  Assistant  Engineer,  29  August,  1863.     Honorably  discharged   10 
November,  18G5. 
24 
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limit,  Daniel. 

lilidsliipinaii,  2  February,  1829.     Last  appearance  oil   Records  of  Navy  Depart- 
ment, 18  November,  1831.     Dead. 
Hnnt,  George  P. 

Third  Assistant  Engineer,  1  July,  18G1.    Second  Assistant  Engineer,  18  December, 
1862.    First  Assistant  Engineer,  30  Januaiy,  1865.    Chief  Engineer,  4  July,  1880. 
Hnnt,  Ilenry. 

Assistant  Surgeon,  2  April,  1811.     Resigned  31  August,  1813. 
limit,  Ilenry. 

First  Assistant  Engineer,  17  January,  1842.     Chief  Engineer,  14  May,  1847.     Died 
10  April,  1861. 
Hunt,  Ilenry. 

Gunner,  5  July,  1819.     Last  appearance  on  Records  of  Navy  Department,  14  Sep- 
tember, 1819. 
Ilnnt,  Ilenry  J. 

Midshipman,  23  June,  1870.     Graduated  21   June,  187.J.     Ensign,  30  September, 
1876. 
Hunt,  James  P. 

Midshipman,  20  June,  1798.     Resigned  10  December,  1800. 
Hunt,  John  II. 

Third  Assistant  Engineer,  1  July,  18G1.     Second  Assistant  Engineer,  18  December 
1862.     First  Assistant  Engineer,  30  January,  1805.     Died  21  November,  1868. 
Hunt,  John  91. 

Midshipman,  30  November,  1814.     Resigned  29  January,  1819. 
Hnnt,  John  W.,  Jr. 

Midshipman,  1  May,  1822.     Resigned  25  January,  1S2S. 
Hnnt,  Joseph. 

Acting  Third  Assistant  Engineer,  12  December,  1864.     Resigned  27  June,  1865. 
Hnnt,  Liewis. 

Jlidshipman,  2  March,  1803.     Resigned  20  September,  1808. 
Hunt,  Montgomery. 

Midshipman,  17  January,  1832.     Passed  Midshipman,  23  June,  1838.     Lieutenant. 
9  December,  1842.     Lost  in  ^^AJbany"    28  September,  1854. 
Hunt,  ;^"athaniel. 

Gunner,  15  January,  1800.     Last  appearance  on  Records  of  Navy  Department, 
Hunt,  Ridgely. 

Midshipman,  21  September,  1870.     Graduated  21  June,  1875.     Ensign,  25  Novem- 
ber, 1877. 
Hnnt,  Symmes  H. 

Acting  Midshipman,  23  November,  1859.    Ensign,  16  December,  1862.     Lieuten- 
ant, 22  Februarj,  1864.     Resigned  11  December,  1865. 
Hnnt,  Theodore. 

Midshipman,  2  September,  1798.     Lieutenant,  4  April,  1802.     Resigned   11  Mav. 
1811. 
Hnnt,  Thomas. 

Midshipman,  14  April,  1800.     Resigned  26  August,  1807. 
Hunt,  Thomas  H. 

Mate.    Appointment  revoked  8  October,  1866. 
Hnnt,  Timothy  A. 

Midshipman,  1  March,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant,  17 
December,   1830.     Commander,  14  September,  1855.     Captain,  16  July,  1862. 
Commodore,  3  January,  1863.     Retired  list,  23  July,  1877. 
Hnnt,  Tl'illiam  E. 

Midshipman,  28  OctoVier,  1823.  Passed  Midshijiman,  23  March,  1829.  Lieutenant, 
21  June,  1832.  Reserved  list,  13  September,  1855.  Commissioned  a  Com- 
mander on  Active  list,  Horn  33  August,  1855.  Lost  in  Slooi^  of  War  "ZCTa««," 
18  Setepmber,  1860. 
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Hiiiit,  William  F. 

jratp,  16  November,  1861.     Acting  Master,  3  July,  18G3.     Honorably  discharged  9 
February,  1866. 
Hunt,  William  H. 

Mate,  25  October,  1863.     Resigned  19  February,  1864. 
Ilant,  William  IV. 

TLird  Assistant  Engineer,  24  December,  1853.    Second  Assistant  Engineer,  9  May, 
1857.     First  Assistant  Engineer,  3  August,  1859.     Chief  Engineer,  19  February, 
1863.     Retired  list,  8  February,  1871. 
Hunt,  Wilson. 

Midshipman,  20  February,  1840.     Resigned  5  September,  1840. 
Hunter,  A.  E. 

Acting  Master,  26  August,  1861.     Honorably  discharged  36  February,  1866. 
Hunter,  Andrew. 

Chaplain,  5  March,  1811.     Died  24  February,  1833. 
Hunter,  Baldwin  91. 

Mi<Ishipman,  17  December,  1831.     Resigned  20  August,  1835. 
Hunter,  B.  F.  B. 

Midshipman,  20  August,  1835.     Passed  Midshipman,  23  June,  1841.     Master,  7 
July,  1847.     Lieutenant,  28  November,  1847.     Resigned  17  January,  1850. 
Hunter,  Bushrod  W. 

Midshipman,  1  November,  1827.     Passed  Midshipman,  10  June,  1833.     Lieuten- 
ant, 38  February,  1838.     Reserved  list,  13  Sei^tember,  1855.     Resigned  23  April, 
1861. 
Hunter,  Charles. 

Midshipman,  35  April,  1831.     Passed  Midshipman,  15  June,  1837.     Lieutenant,  8 
September,  1841.     Reserved  list.     Commander,  9  June,  1863.     Retired  list,  21 
June,  1866.     Captain,  Retired  list.     Died  33  November,  1873. 
Hunter,  Charles. 

Acting  Ensign,  x  October,  1863.     Resigned  6  May,  1863. 
Hunter,  Charles  C. 

Midshipman,  3  July,  1842.     Passed  Midshipman,  5  August,   1848.     Dismissed  9 
September,  i848.     Restored  as  Passed  Midshipman.    Died  in  May,  1853. 
Hunter,  Charles  O. 

Midshipman,   ^6    November,   1824.      Passed    Midshipman,   20    February,    1830. 
Lieutenant,  24  June,  1834.     Dismissed  29  January,  1855. 
Hunter,  David. 

Midshipman,  18  June,  1812.     Resigned  20  July,  1818. 
Hunter,  George  W. 

Midshipman,  1   February,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Frigate  "  Ouerriere." 
Hunter,  GofTfrey  91. 

Acting  Midshipman,  2o  September,  1861.     Graduated  24  September,  1865.     En- 
sign, 1  3\"cember,  1866.     Master,  13  March,  1868.     Lieutenant,  26  March,  1869. 
Died  36  September,  1873. 
Hunter,  Henry  C. 

Midshipman,  10  September,  1841.     Passed  Midshipman,  10  August,   1847.     Re- 
signed 2'i  April,  1854. 
Hunter,  Henry  Christie. 

Midshipman,    3  September,  1863.     Grat^luated  6  June,  1867.     Ensign,   18  Decem- 
ber, 1868.     Master,  21  March,  1870.     Lieutenant,  31  March,  1871. 
Hunter,  Henry  D. 

Midshipman,  30  November,  1814.     Resigned  13  January,  1835. 
Hunter,  Henry  St.  G. 

Midshipman,  19  November,  1841.     Passed  Midshipman,  10  August,  1847.     Died 
34  September,  1854. 
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Hnnter,  James. 

M;ite,  5  March,  1862.     Acting  Ensign,  1  December,  1863.     Honorably  discbarged 
8  November,  1865. 
Ilnnfer,  John. 

Boatswain,  8  February,  1842.     Resigned  9  March,  1844. 
Hunter,  John. 

Boatswain,  11  June,  1847.     Appointment  revoked  14  May,  1850. 
Hunter,  John. 

Acting  Boatswain.     Appointment  revoked  31  January,  1865. 
Hnnter,  John  C. 

Purser,  29  May,  1851.     Resigned  14  August,  1856. 
Hnnter,  John  W. 

Midshijsman,  10  May,  1820.     Resigned  18  November,  1825. 
Hnnter,  Liewis  B. 

Assistant  Surgeon,  3  January,  1828.     Passed  Assistant  Surgeon,   3  March,  1835. 
Surgeon,  9  February,  1837.     Retired  list,  9  October,  1866.     Medical  Director, 
Retired  list,  3  March,  1871. 
Hunter,  91.  H. 

Midshipman,  18  June,  1812.     Resigned  1  October,  1823. 
Hnnter,  Riehard  S. 

Midshipman,  1   September,  1811.     Lieutenant,  5  March,  1817.     Died  28  March, 
1825. 
Hunter,  Robert. 

Mate,  9  January,  1863.     Acting  Ensign,  17  January,  1865.     Honorably  dischargeil 
3  July,  1868. 
Hnnter,  Robert. 

Sailmaker,  12  July,  1845.     Died  12  January,  1866. 
Hunter,  Robert. 

Mate,  13  February,  1865.     Died  5  September,  1865. 
Hnnter,  Samuel   V. 

Purser,  4  June,  1858.     Cashiered  11  January,  1859. 
Hnnter,  Thomas  T. 

Midshipman,!  July,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  25 
February,  1841.     Commander,  23  December,  1856.     Dismissed  23  April,  18G1. 
Hnnter,  William. 

Mate,  8  February,  1863.     Acting  Ensign,  8  April,  1863.     Discharged  1  September, 
1865. 
Hunter,  William. 

Gunner,  29  March,  1836.     Deserted  in  May,  1836. 
Hunter,  William  M. 

Midshipman,   16   January,   1809.      Lieutenant,  34   Julv,  1813.      Commander,  21 
March,  1836.    Captain,  9  February,  1837.     Died  5  March,  1849. 
Hunter^  William  R. 

Mate,  3  July,  1862.     Honorably  discharged  31  January,  1866. 
Hnnter,  William   W. 

Midshipman,  1   May,  1822.     Passed  Midshipman,  24  May,  1828.     Lieutenant,  27 
May,  1830.    Commander,  6  January,  1853.     Resigned  29  April,  1861. 
Huntington,  Charles  Li. 

Acting  Midshipman,  29  September,  1858.     Acting  Master,  13  May,  1862.     Lieu- 
tenant, ]  August,  1863.     Lieutenant-Commander,  25  July,  1806.     Commander, 
14  April,  1875. 
Hnntingfon,  Erastns. 

Midshipman,  1  February,  1827.     Appointment  revoked  3  February,  1832. 
Huntington,  George  W. 

Acting  Assistant  Paymaster,  30  October,  1863.     Honorably  discharged  33  Novem- 
ber, 1865. 
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Huntington,  Jostana. 

Assistant  Surgeon,  20  June,  1838.     Resigned  19  April,  18-i7. 
Hiiuliiigtoii,  Robert  Palmer. 

Acting  Midshipman,  24  September,  1858.     Acting  Ensign,  9  October,  1863.     Re- 
signed 20  January,  1805. 
Huntington,  Septimus. 

Midshipman,  15  November,  1799.     Resigned  27  September,  1800 
Huntington,  Thomas  R. 

Acting  Ensign,  30  July,  1804.     Honorably  discharged  10  July,  1865. 
Huntley,  Jolin  C. 

Third  Assistant  Engineer,  13  August,  1861.     Died  20  October,  1863. 
Huntley,  William. 

Acting  First  Assistant  Engineer,  14  February,  1863.     Honorably  discharged  38 
October,  1865. 
Huntress,  Josiah. 

Mate,  29  April,  1S62.     Dismissed  18  October,  1863. 
Huntress,  Josiah. 

Mate,  22  April,  1863.     Dismissed  34  June,  1863. 
Huntress,  Robert. 

Gunner,  1  September,  1803.     Resigned  31  July,  1809. 
Huntt,  J.  G.  T. 

Assistant  Surgeon,  19  April,  1804.     Surgeon,  37  November,  1804.     Resigned  10 
December,  1823. 
Hurd,  Charles  H. 

Acting  Ensign,  16  July,  1863.     Died  at  Nevif  Orleans,  La.,  23  January,  1865. 
Hurd,  Edward  li. 

Acting  Ensign,  4  June,  1804.     Honorably  discharged  38  October,  1865. 
Hurd,  £ugene  A. 

Acting  Third  Assistant  Engineer,  4  January,  1863.     Dismissed  6  October,  1862. 
Hurd,  Freeman  A. 

Acting  Third  Assistant  Engineer,  16  October,  1803.     Discharged  1865. 
Hurd,  James  H. 

Mate,  1  October,  1863.     Resigned  34  February,  1864. 
Hurd,  James  M. 

Mate,  3  September,  1863.     Resigned  34  February,  1864. 
Hurd,  Joseph  H. 

Mate,  31  March,  1863.     Resigned  30  May,  1864. 
Hurd,  J    S.  / 

Acting  Volunteer  Lieutenant,  1  October,  1863.     Resigned  13  April,  1864. 
Hurd,  Liucius  D. 

Assistant  Paymaster,  21  March,  1870.     Resigned  20  Sejitember,  1873. 
Hurd,  Pierson. 

Midshipman,  1  December,  1838.     Resigned  29  May,  1829. 
Hurd,  William  L.. 

Acting  Ensign,  28  January,  1803.     Drowned  31  July,  1803. 
Hurlbert,  James  H. 

Mate,  22  June,  1863     Promoted  Acting  Ensign,  5  October,  1863.     Resigned  30 
May,  1865. 
Hurlbut,  S.  Dennison. 

Acting   Assistant  Paymaster,   6   April,   1865.      Mustered   out    9   October,   1805. 
Assistant  Paymaster,  3  March,  1867.    Passed  Assistant  Paymaster,  13  February, 
1870. 
Hurley,  Henry. 

Acting  Master,  17  December,  1861.     Died  17  September,  1862. 
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Hnrley,  Robert  E. 

Acting  Third  Assistant  Engineer,  11  May,  1864.     Acting  Second  Assistant  Engi- 
neer, 15  March,  1865.     Honorably  discharged  18  August,  1805. 
Huron ^  Thomas  G. 

Acting  Ensign,  1  October,  1863.     Honorably  discharged  20  September,  1865. 
Hiirst,  George. 

Midshipman,  1  January,  1835.     Passed  Midshipman,  4  .Iiine,  1831.     Lieutenant,  9 
February,  1837.     Reserved  list,  13  September,  1855.     Died  9  July,  1800. 
Knrst,  William  D. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  15  June,  1837.     Lieutenant, 
8  September,  1841.     Died  7  August,  1855. 
Husbands,  J.  I>.,  Jr. 

Acting  Assistant  Paymaster,  31  July,  1863.     Resigned  14  Sejjteniber,  1863. 
Hnse,  H.  91cli.  P. 

Cadet  Midshipman,  30  September,  1874.     Graduated  4  June,  18S0. 
Hnse,  Samuel. 

Acting  Master,  3  September,  1861.     Acting  Volunteer  Lieutenant,  '7  May,  1863. 
Acting  Volunteer  Lieutenant-Commander,  31  May,  1865.    Honorably  discharged 
31  March,  1866. 
Hussey,  A.  S. 

Acting  Master,  1  April,  1863.     Honorably  discharged  31  October,  1866. 
Hussey,  Edward  B. 

Acting  Master,  18  January,  1863.     Honorably  discharged  15  February,  1868. 
Hustace,  Richard. 

Acting  Master,  34  March,  1863.     Honorably  discharged  4  February,  1866. 
Hustead,  J.  W. 

Assistant  Surgeon,  34  July,  1813.     Died  23  May,  1814. 
Huston,  Joseph  T. 

Professor,  7  September,  1836.     Dropped  4  September,  184.8. 
Huston,  Matthew. 

Acting  Ensign,  10  March,  1863.     Honorably  discharged  38  October,  1865. 
Huston,  Robert  91. 

Second  Assistant  Engineer,  4  October,  1873.     Resigned  15  May,  1874. 
Hutchins,  Alexan«ler. 

Assistant  Surgeon,  30  July,  1861.     Resigned  34  June,  1863. 
Hutchins,  Charles  Thomas. 

Midshipman,  3  January,  1862.     Graduated  June,  1866.     Ensign,  12  March,  1868. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Hutchins,  Edward  R. 

Acting  Assistant  Surgeon,  19  December,  1863.    Honorably  discharged  1  December, 
1865. 
Hutchins,  Hamilton. 

Midshipman,  31  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1875. 
Hutchins,  John  F. 

Mate,  6  November,  1865.     Honorably  discharged  16  May,  1867. 
Hutchins;,  W.  H. 

Lieutenant,  3  July,  1798.     Resigned  9  May,  1801. 
Hutchinson,  Calvin  J. 

Acting  Assistant  Paymaster,  34  October,  1862.     Mustered  out  15  Ajjril,  1866. 
Hutchinson,  Edward  S. 

Third  Assistant  Engineer,  3  October,  1861.     Appointment  revoked  26   January, 
1863. 
Hutciiinson,  Frederick  A. 

Acting  Second  Assistant  Engineer,  22  July,  1863.     Honorably  discharged  4  No- 
vember, 1865. 
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Hntchinson,  Henr.y  91. 

Acting  Third  Assistant  Engineer,  4  March,  180-1.     Honorably  discharged  1  Sep- 
tember, 1865. 
Iliitoliinson,  Jaiiie^. 

Gunner,  19  September,  1850. 
Hntchiusoii,  James  W. 

Tliird  Assistant  Engineer,  5  November,  1861.     Second  Assistant   Engineer,   25 
August,  1863.     Resigned  6  April,  1865. 
Hutoliinson,  J.  P.  O. 

Mate,  29  March,  1865.     Discharged  9  July,  1867. 
Hntcliinson,  Thomas  C. 

Acting  Assistant  Paymaster,  29  May,  1863.     Honorably  discharged  29  December, 
1865. 
Hiiteliinsoii,  H'illiain   F. 

Acting  Assistant  Surgeon,  28  April,  1863.     Acting  Passed  Assistant  Surgeon,  4 
August,  1865.     Honorably  discharged  3  July,  1868. 
Hutchinson,  W.  T. 

Midshipman,  24  September,  1847.     Died  7  February,  1848. 
Hutter,  Edward  S. 

Midshipman,  24  February,  1832.      Passed  Midshipman,  23  June,  1838.     Resigned 
22  September,  1841. 
Hutter,  George  E. 

Midshipman,  21  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1875. 
Hutton,  DaTid. 

Acting  Third  Assistant  Engineer,  29  August,  1861.    Resigned  30  December,  1862. 

Hntton,  John  H. 

Acting  Third  Assistant  Engineer,  29  July,  1863.     Acting  Second  Assistant  Engi- 
neer, 3  September,  1864.     Honorably  discharged  14  November,  1865.     Acting 
Second  Assistant  Engineer,  3  April,  1866.     Mustered  out  5  November,  1869. 
Hiitton,  John  S. 

Master,  24  February,  1809.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Lake  Ontario. 
Huxley,  John  H. 

Third  Assistant  Engineer,  19  July,  1861.     Second  Assistant  Engineer,  28  Decem- 
ber, 1862.     Resigned  161June,  1865. 
Hyde,  Frederick  CJrisMold. 

Midshipman,  23  September,  1863.     Graduated  5  June,  1867.     Ensign,  18  Decem- 
ber, 1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Hyde,  George  W. 

Acting  Master,  28  October,  1861.     Honorably  discharged  2  January,  1867. 
Hyde,  Henry  M. 

Acting  Assistant  Paymaster,  24  May,  1862.     Died,  Brooklyn,  N.  Y.,  15  February, 
1864. 
Hyde,  James  IV. 

Acting  Assistant  Surgeon,  14  July,  1863.     Assistant  Surgeon,  36  October,  1863. 
Passed  Assistant  Surgeon,  31  December,  1867.     Resigned  27  February,  1869. 
Hyde,  James  S, 

Mate,  18  December,  1861.     Dismissed  10  September,  1863. 
Hyde,  Marcus  I>. 

Midshipman,  25  November,  1865.    Graduated  7  June,  1870.    Ensign,  13  July,  1871. 
Master,  7  July,  1874.     Resigned  25  November,  1877. 
Hyde,  Wiiliam. 

Carpenter,  27  January,  185-1.     Died  *  March,  1865. 
Hyde,  Wiliiam  D. 

Acting  Third  Assistant  Engineer,  36  February,  1864.     Honorably  discharged  11 
January,  1866. 
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Hyland,  Martin. 

Acting  Third  Assistant  Engineer,  31   December,  1864.     Honorably  discharged  4 
October,  1865. 
Hynian,  John  M. 

Acting  Third  Assistant  Engineer,  1  July,  1863.     Acting  Second  Assistant  Engi- 
neer, 12  August,  1863.     Honorably  discharged  4  November,  186.5. 
Hynard,  IVilliani  A. 

Mate,  30  August,  1864.     Resigned  30  May,  1865. 
Hynson,  John  R. 

Midshipman,  5  March,  1829.      Passed  MidshiiJinan,  2  July,  1845.     Drowned  8 
December,  1846. 
nyslop^  John. 

Acting  Third  Assistant  Engineer,  21  October,   1862.     Honorably  discharged  2 
Depember,  1866. 

lasctake,  Frederick  R. 

Mate,  21  January,  1864.    Acting  Ensign,  1  December,  1864.    Honorably  discharged 
19  August,  1866. 
Ide,  George  £luiore. 

Acting  Midshijjman,  27  September,  1861.     Graduated  September,  1865.     Ensign, 
1  December,  1860.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 
Iglehart,  Osboru  S. 

Assistant  Surgeon,  29  August,  1860.     Dismissed  28  January,  1862. 
Igo,  James. 

Acting  Ensign,  17  July,  1863.     Acting  Master,  25  May,  1865.     Honorably  dis- 
charged 20  December,  1865. 
Ilsley,  Edward  D. 

Acting  Assistant  Paymaster,  18  August,  1862.     Resigned  27  July,  1864. 
Ilsley,  Frederick. 

Midshipman,  2  February,  1829.     Dropped. 
Ilsley,  Frederick. 

Acting  Ensign,  Coast  Survey  duty,  21   June,  ll867.     Mustered  out  30  November, 
1868. 
Imlay,  Frederick  C 

Acting  Assistant  Paymaster,  6  December,  1862.     Mustered  out  19  December,  1867. 
Imlay,  John   H. 

Surgeon's  Mate,  16  November,  1824.     Resigned  5  September,  1831. 
Impej',  Robert  F. 

Acting  Midshipman,  21  Sejitember,  1861.     Graduated  September,  1865.     Ensign, 
1  December,  1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 
Lnce,  Horace  I.. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Honorably  discharged  30  No- 
vember, 1865. 
Inch,  Philip. 

Thii'd  Assistant  Engineer,  21  November,  1857.      Second  Assistant  Engineer,  3 
August,  1859.     First  Assistant  Engineer,  1  July,  1861.     Chief  Engineer,  10  No- 
vember, 18G3. 
Inch,  Richarfl. 

Third  Assistant  Engineer,  8  September,  1863.     Second  Assistant  Engineer,  15 
October,  1865.     Passed  Assistant  Engineer,  28  September,  1874. 
Inderwicke,  James. 

Surgeon,  24  July,  1813.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Brig  "  EpenierS^ 
Ingalls,  Emery  G. 

Acting  Third  Assistant  Engineer,  15  August,  1864.     Honorably  discharged  17 
July,  1865. 
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Ing-allBS^  George  W. 

Mate.     Resigned  11  March,  1803. 
IngersoII,  liauiel  S. 

Mate,  20  April,  1863.     Resigned  11  April,  1865. 
Ingei'soll,   Harry. 

Midshipman,  28  February  1824.     Passed  Midshipman,  20  February,  1830.     Lieu- 
tenant, 8  April,  1834.     Resigned  18  April,  1850. 
Ingersoll,  Jonathan. 

Midshipman,  4  March,  1823.     Passed  Midshipman,  23  May,  1829.     Lieutenant,  3 
March,  1831.     Resigned  25  August,  1838. 
Ingersoll,  Royal  R. 

Midshipman,  23     ulj",  1864.      Graduated  June,  1868.      Ensign,    19  April,   1869. 
Master,  12  July,  1870.     Lieutenant,  13  April,  1873. 
IngersoII,  William  A. 

Purser,  1  May,  1856.     Died  25  August,  1865. 
Ingham,  William. 

Mate,  3  March,  1862.     Dismissed  23  April,  1862. 
Inglehart,  Philip. 

Acting  Ensign,  9  April,  1863.     Dismissed  29  July,  1863. 
jinglis,  Andrew. 

Acting  Third  Assistant  Engineer,  23  February,  1864.     Honorably  discharged  21 
November,  1865. 
Inglis,  Robert  A. 

Acting  Third  Assistant  Engineer,  23  November,  1804.     Resigned  15  February, 
1866. 
Ingrahani,  D.  G. 

Midshipman,  16  January,  1809.     Resigned  5  May,  1813. 
Ingraham,  Duncan  N. 

Midshipman,  18  June,  1812.     Lieutenant,  13  January,  1825.     Commander,  8  Sep- 
tember, 1841.     Captain,  14  September,  1855.     Resigned  4  February,  1861. 
Ingrahani,  Edward. 

Boatswain,  1  November,  1826.     Dismissed  12  June,  1830. 
Ingraham,  James  A 

Mate,  11  May,  1804.     Died  on  "  Vatiderhilt,"  21  June,  1866. 
Ingrahani.  James  D. 

Acting  Master,  39  October,  1861.     Resigned   8  July,  1863. 
Ingrahani,  John  I>. 

Acting  Master,  23  September,  1861.     Resigned  17  December,  1863. 
Ingrahani,  Joseph 

Lieutenant,  14  June,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Ingrahani,  William. 

Midshipman,  20  July,  1799.     Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act. 
Innian,  William. 

Midshipman,  1    January,    1812.      Lieutenant,   1    April,   1818.      Commander,   24 
May,  1838.     Captain,  2  June,  1850.     Reserved  list,  13  September,  1855.     Com- 
missioned Captain  on  Active  list  from  3  June,  1850.     Retired  list,  1  December, 
1861.     Commodore,  Retired  list,  4  April,  1867.     Died  23  October,  1874. 
Innes,  Robert. 

Midshipman,  28  August,  1800.     Drowned  in  1803. 
Innes,  William  J 

Mate,  9  March,  1870.     Resigned  18  August,  1870. 
Innis,  Peter 

Acting  Third  Assistant  Engineer,  21  October,  1863.    Dismissed  5  December,  1864. 
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Iii<«kc>oi.,  P.  H. 

Midshipman,  1  April,  1S28.     Resigned  20  March,  183.5. 
Iiislee,  Pliineas  J. 

Acting  Third  Assistant  Engineer,  18  December,  ISfil.     Resigned  14  August,  18G2, 
Ipsen,  Mans  J. 

Acting  Ensign,  29  July,  1863.     Acting  Master,  27  March,  186.5.     Honorably  dis- 
charged 1  August,  18(5.5. 
Ireland,  George  Cooknian. 

Third  Assistant  Engineer,  16   September,  1862.     Second  Assistant  Engineer,  1 
March,  1804.     Resigned  10  November,  1865. 
Ireland,  Jobn. 

Chaplain  16   August,   1816.     Last  appearance  on  Records  of  Navy  Department, 
1823.     New  York  Navy  Yard. 
Irish,  Charles  H. 

Acting  Third  Assistant  Engineer,  17  September,  1862.     Dismissed  22  July,  1863. 
Irvin,  Roland  C. 

Acting  Midshipman,  29  September,  1860.     Acting  Ensign,  1  October,  1863.    Mas- 
ter, 10  May,  1866.     Resigned  25  September,  1866. 
Irrin,  Richard. 

Acting  First  Assistant  Engineer,  10  December,  1863     Resigned  13  April,  1864. 
IrTine,  Arthur. 

Acting  Third  Assistant  Engineer,  23  October,  1863.    Appointment  revoked  (Sick,) 
27  June,  1864. 
Irvine,  John  C. 

Midshipman,  26  September,  1864.    Graduated  June,  1868.    Ensign,  19  April,  1869. 
Master,  13  July,  1870.     Lieutenant,  3  June,  1873. 
Irvine,  Kenneth. 

Midshipman,  16  January,  1809.     Dismissed  29  April,  1809. 
IrTine,  Thomas. 

Midshipman,  20  September,  1841.     Droijped. 
Irving,  Edgar. 

Midshipman,  1  November,  1826.     Resigned  31  August,  1832. 
Irving,  Oscar. 

Midshipman,  1  January,  1817.     Resigned  11  October,  1824. 

Irving,  Philip  H. 

Mate,  20  October,  1863.     Discharged  21  June,  1864.     Mate,  30  July,  1867.     Mus- 
tered out  9  April,  1868. 
Irving,  Thomas. 

Mate,  gallan   conduct  at  Fort  Moultrie,  17   November,  1863.     Discharged  6  Jan- 
uary, 1865. 
Irving,  Washington. 

Paymaster,  1  June,  1861.     Wholly  retired  11  February,  1870. 

Irving,  W    F. 

Midshipman,  1  January,  1825.     Passed  Midshipman,  4  June,  1831.     Died  4  No- 
vember, 1832. 
Irwin,  Andrew  N. 

Midshipman,  1  March,  1825.     Resigned  3  November,  1837 
Irwin,  David. 

Midshipman,  4  March,  1834.     Died  8  October,  1834. 
Irwin,  Jeremiah. 

Acting  Ensign,  1  October,  1862.     Acting  Master,  25  June,  1863.     Honorably  dis- 
charged 27  October,  1865. 
Irwin,  John. 

Midshipman,  9  September,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15 
September,  1855.  Lieutenant,  16  September,  lb5.5.  Lieutenant-Commander,  16 
July,  1863.     Commander,  25  July,  1866.     Captain,  15  May,  1875. 
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Irwin,  John  J. 

Mate,  23  July,  1863.     Acting  Ensign,  3  November,  1864.     Honorably  discharged 
13  December,  1865. 
Irwin,  John  W. 

Acting  Gunner,  28  August,  1863.     Appointment  revoked  14  Juno,  1865. 
Irwin.  IVilliani. 

■Midshipman,  20  June,  1806.     Resigned  24  February,  1810. 
Irwin,  William  M. 

Midshipman,  29  June,  1867.     Graduated  6  June,   1871.     Ensign,  14  July,  1873. 
Master,  1  May,  1875. 
Isaacs,  Edward. 

Midshipman,  1  January,  1812.      Dismissed  23  September,  1813. 
Isaaos.  George  W. 

Midshipman,  1   January,  1812.     Lieutenant,  5  March,  1817.     Last  appearance  on 
Records  of  Navy  Department,  6  March,  1832.     Dead. 
Isaacs,  John  I<. 

Acting  Assistant  Paymaster,  33  December,  1861.     Resigned  9  May,  1803. 
Isbester,  Ricliard  Thornton. 

Cadet  Engineer,  Naval  Academy,  15  Septembei-,  1875.     Graduated  10  June,  1879. 
Isherwood,  Benjamin  F. 

First  Assistant  Engineer,  23  May,  1844.     Appointment  revoked  22  January,  1846. 
Second  Assistant  Engineer,  23  January,  1846.     First  Assistant  Engineer,   10 
July,  1847.     Chief  Engineer,  31  October,  1848.     Engineer-in-Chief,  26  March, 
1861.     Successor  appointed  16  March,  1869. 
Israel,  Israel. 

Midshipman,  9  November,  1813.     Resigned  36  February,  1818. 
Israel,  Joseph. 

Midshipman,  15  January,  1801.    Died  with  honor  in  the  service  4  September,  1804. 
Ivers,  Henry  Ring.' 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  10  June,  1879. 
iTcrson,  Andrew  J. 

Mate,  19  March,  1863.     Acting  Ensign,  6  October,  1864.     Honorably  discharged  8 
December,  1866.     Ensign,  12  March,  1868.     Master,  18  December,  1868.     Lieu- 
tenant, 21  March,  1870. 
iTes,  Raiford  W. 

Midshipman,  7  April,  1847.     Died  25  March,  1850. 
Itbs,  Thomas  Boynton. 

Acting  Master,  3  September,  1862.  Acting  Volunteer  Lieutenant,  efficient  and 
gallant  conduct,  26  May,  1863.  Acting  Volunteer  Lieutenant-Commander,  7 
November,  1864.     Died  at  Havre,  France,  17  November,  1865. 

Ives,  Wilbnr. 

Acting  Assistant  Paymaster,  16  October,  1863.     Honorably  discharged  3  January, 
1866. 
Izard,  Allen  C. 

Midshipman,  3  October,  1850.     Passed  Midshipman,  20  June,  1856.     Resigned  39 
May,  1857. 
Izard,  George,  Jr. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,   1827.      Resigned  4  May, 
1833. 
Izard,  Ralph,  Jr.  , 

Midshipman,  2  October,  1799.     Lieutenant,  27  January,  1807.     Resigned  28  April, 
1810. 
Izard,  R. D. 

Midshipman,  7  November,  1834.  Passed  Midshipman,  16  July,  1 840.  Lieuten- 
ant, 31  October,  1846.     Resigned  4  August,  1847. 
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Jack,  Charles  E. 

Acting  Master,  16  December,  1861.     Honorably  discliarged  1  Januaiy,  1866 
Jackaway,  Joi!iepb  A. 

Mate,  21  October,  1861.     Acting  Master,  15   May,  1862.     Honorably   discharged 
20  September,  1865. 
Jackson,  A.  M.  I>. 

Purser,  23  May,  1832.     Died  31  October,  1840. 
Jackson,  Albert. 

Third  Assistant  Engineer,  13  May,  1861.     Second  Assistant  Engineer,  15  April, 
1804.     Resigned  23  September,  1865. 
Jackson,  Albert  H. 

Mate,  8  August,  1864.     Dismissed  21  April,  18G5. 
Jackson,  Alonzo  C. 

Midshipman,  33  February,  1841.     Passed  Midshipman,  10  August,  1847.     Died  31 
March,  1853. 
Jackson,  Andrew. 

Mate,  4  October,  1861.     Acting  Ensign,  24  June,  1862.     Honorably  discharged  S 
December,  1867. 
Jackson,  CalTin  <J. 

Purser,  17  July,  1857.     Pay  Inspector,  3  March,  1871.     Pay  Director,  24  October, 
1871.     Retired  list,  27  August,  1876. 
Jackson,  Charles  H. 

Midshipman,  8  March,  1818.     Lieutenant,  3  March,  1827.     Commander,   14  Sep- 
temljer,  1848.     Reserved  list,  13  September,  1855.     Commodore,  Retired  list,  4 
April,  1867.     Died  3  August,  1878. 
Jackson,  David  W. 

Mate,  23  October,  1861.     Acting  Ensign,  1   October  1862.     Resigned   27  April, 
1SS3. 
Jackson,  £.  B. 

Acting  Assistant  Surgeon,  18  December,  1861.     Resigned  9  February,  1863. 
Jackson,  Edwin  F. 

Acting  Third  Assistant  Engineer,  6  May,  1863.     Dismissed  14  July,  1863. 

Jackson,  George. 

Gunner,   3   February,  1810.     Last   appearance  on  Records  of  Navy  Department, 
1S25. 
Jackson,  George. 

Gunner,  14  December,  1825.     Died  in  November,  1831. 
Jackson,  Henry. 

Acting  Ensign,  15  May,  1863.     Killed  at  Calcasieu,  La.,  6  May,  1864. 
Jackson,  James  91. 

Acting  Ensign,  28  January,  1865.     Honorably  discharged  2  April,  1867. 

Jackson,  John. 

Midshipman,  13  December,  1812.     Dismissed  5  January,  1814. 

Jackson,  John  II. 

Mate,  16  May,  1864.     Honorably  discharged  18  September,  1865. 

Jackson,  Joseph  II.  .       ,,£,.,, 

Mate,  8  March,  1862.     Acting   Ensign,   24   September,   1862.     Resigned    (Sick,) 
30  September,  1864 
Jackson,  liOthrop. 

Mate,  3  March,  1865.     Deserted,  1867. 
Jackson,  Marcellns. 

Mate,  9  October,  1862.    Acting  Ensign,  27  November,  1863.    Honorably  discharged 
8  November,  1865. 
Jackson.  Morton. 

Midshippian,  1  January,  1808.    Died  1  July,  1809. 
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Jackson,  Samuel. 

Surgeon's  Mate,  10  July,  1812.     Surgeon,  27  March,  1818.     Died  16  March,  1859. 
Jackson,  Samuel. 

Assistant  Surgeon,  20  June,  1838.     Passed  Assistant  Surgeon,  23  November,  1843. 
Surgeon,  3  September,  1853.     Medical  Dii'ector,  3  March,  1871.     Retired  list,  1 
April,  1879. 
Jackson^  Thomas. 

Boatswain,  33  September,  1813.     Dismissed  3  Januaiy,  1814. 
Jackson,  Thomas  A. 

Third  Assistant  Engineer,  31  October,  1848.     Second  Assistant  Engineer,  1  Octo- 
ber, 1853.     First  Assistant  Engineer,  26  June,  1856.     Name  stricken  from  the 
rolls  6  May,  1861. 
Jackson,  TV.  II. 

Acting  Second  Assistant  Engineer,  5  June,  1863.     Resigned  21   September,  1863. 
Jackson,  D'illiani  Cm. 

Chaplain,  19  October,  1842.     Resigned  27  July,  1850. 
Jackson,  Tl'illiam  H. 

Acting  Third  Assistant  Engineer,  24  March,  1865.     Resigned  16  June,  1865. 
Jackson,  William  H.  H. 

Mate,  18  April,  1863.     Resigned  23  August,  1863. 
Jacob,  Edwin  Samuel. 

Midshipman,  15  October,  1862.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Jacob,  Iiouis. 

Acting  Third  Assistant  Engineer,  18  February,   1865.     Honorably   discharged  19 
February,  1808. 
Jacobs,  Bel  a. 

Carpenter,  23  April,  1799.     Died  23  July,  1799. 
Jacobs,  Benjamin  F. 

JIate,  21  March,  i863.     Resigned  26  May,  1864. 
Jacobs,  Edward. 

Midshipman,  30  November,  1814.     Resigned  34  October,  1815. 
Jacobs,  J.  91. 

Midshipman,  18  June,  1812.     Resigned  30  April,  1814. 
Jacobs,  Nathaniel  P. 

Mate,  10  December,  1863.     Dismissed  20  May,  1865. 
Jacobs,  Wilson,  Jr. 

Midshipman,  7  October,  1798.     Resigned  10  April,  1800. 
Jacobs,  Wilson. 

Lieutenant,  27  October,  1798.     Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 
Jacobson,  Frederick  D. 

Acting  Ensign,  35  April,  1864.     Honorably  discharged  19  July,  1805. 
Jacoby,  Henry  M. 

Midshipman,  27  July,  1866.     Graduated  7  June,  1870.     Ensign,  13  Julv,  1871. 
Master,  8  April,  1874.     Lieutenant,  11  July,  1880. 
Jacoby,  James  H. 

Mate,  18  December,  1863.     Honorably  discharged  11  November,  1865. 

Jacques,  Gershom  R. 

Surgeon's  Mate,  31  May,  1800.    Discharged  4  August,  1801,  under  Peace  Establish- 
ment Act.      Re-appointed   Surgeon's  Mate,  18  February,   1803.      Surgeon,  37 
November,  1804.     Struck  off  25  April,  1808. 
James,  Benjamin. 

Acting  Third  Assistant  Engineer,  10  September,  1861.     Acting  Second  Assistant 
Engineer,  21  January,  1864.     Honorably  discharged  19  January,  1868. 
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J»uies,  Daniel. 

Guuner,  10  June,  1837.     Died  14  Aijril.  1851. 
Jauies,  Daniel. 

Carpenter,  b  February,  1848.     Died  5  June,  1853. 
Jauie8,  Franklin. 

Mute.     Resigned  26  Marcli,  18G4. 
James,  Henry. 

Acting  Third  Assistant  Engineer,  30  December,  1864.     Honorably  discharged  1 
November,  1805. 
James,  Hiram  H. 

Acting  Assistant  Surgeon,  28  April,  1803.     Appointment  revoked  15  December, 
1863. 
James,  Milton. 

Acting  Assistant  Surgeon,  23  November,  1863.     Honorably  discharged  20  Novem- 
ber, 1865. 
James,  IVathaniel  T. 

Midshipman,  27  June,  1868.     Graduated  1  June,  1872.     Resigned  20  May,  1874. 
Jameson,  Jaeob. 

Assistant  Surgeon,  8  January,  1828.     Died  10  January,  1830. 
Jameson,  William. 

Midshipman,   1   September,  1811.      Lieutenant,  5  March,  1817.     Commander,  9 
February,   1837.     Captain,  4  June,  la44.     Reserved  list,  13  September,  1855. 
Commodore,  Retired  list,  4  April,  1867.     Died  6  October,  1873. 
Jameson,  William. 

Acting  Ensign,  26  Sejitember,  1862.     Honorably  discharged  28  October,  1865. 
Jameson,  William  H. 

Midshipman,  14  March,  1838.     Passed  Midshipman,  20  May,  1844.     Died  8  De- 
cember, 1845. 
Jamieson,  Joseph. 

Acting  Third  Assistant  Engineer,  15  April,  1863.     Acting  Second  Assistant  Engi- 
neer, 31  August,  1864.     Resigned  15  June,  1865. 
Jamieson,  William  C 

Mate,  12  February,  1864.     Honorably  discharged  3  October,  1865. 
Jamison,  John  C 

Mate,  9  February,  1870.     Ajipointment  revoked  14  January,  1871. 
Jamison,  James. 

Acting  Third  Assistant  Engineer,  9  October,  1861.     Appointment  revoked  (Sick,) 
17  November,  1863. 
Jamison,  Thomas  W. 

Acting  Assistant  Surgeon,  19  February,  1863.     Dismissed  1  August,  1864. 
Jandon,  Charles  It. 

Surgeon's  Mate,  12  July,  1824.     Resigned  4  May,  1826. 
Janrin,  Edward. 

Acting  Ensign,  25  Scjitembcr,  1863.     Honorably  discharged  28  October,  1865. 
Jaqiies,  Samnel  C 

Acting  Ensign,  30  December,  1862.     Resigned  8  December,  1863. 
Jaques,  William  Henry. 

Midshipman,  30  September,  1863.     Graduated  June,  1S07.     Ensign,  18  December, 
lS(i8.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Jarboe,  Charles  W. 

Midshipman,  2-0  September,  1864.    Graduated  June,  1808.    Ensign,  19  April,  IHOO. 
Master,  12  July,  1870.     Lieutenant,  1 1  September,  1873.     Died  17  March,  1880. 
Jarboe,  Walter  S. 

Acting  Third  Assistant  Engineer,  27  June,  1864.     Honorably  discharged  3  July, 
1«G9. 
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Jardine,  Augustus  E. 

Midshipman,  31  September,  1870.     Graduated  20  June,  1876. 
Jarrett,  Frederick. 

Midshipmau,  8  Marcli,  1814.     Lieutenant,  13  January,  1835.     Died  17  July,  1835. 
Jarvis,  George  W. 

Carpenter,  13  October,  1859.     Appointment  revoked  28  December,  1859. 
Jarris,  James. 

Mate,  9  January,  1864.     Deserted  30  August,  18G4. 
Jarris,  James  C 

Midshipman,  23  March,  1799.     Last  appearance  on  Records  of  Navy  Department, 
29  March,  1799. 
JarTis,  John. 

Carpenter,  31  November,  1850.     Lost  in  tlie  "  Leeant."     Last  intelligence  from  the 
Siiip,  18  September,  18G0. 
Jarris,  John  A. 

Midshipman,  3  December,  1830.     Died  in  1834. 
Jarvis,  Joseph  Rn 

Midshipman,  18  June,  1813.     Lieutenant,  38  March,  1820.     Commander,  8  Sep- 
tember, 1841.    Captain,  24  May,  1855.    Reserved  list,  13  September,  1855.    Com- 
modore on  Retired  list,  16  July,  1863.     Died  13  August,  IbliO. 
JarTis,  Joseph  W. 

MidshipuKiu,  1  January,  1835.     Passed  Midsliijimau,  4  June,  1831.     Lieutenant,  9 
February,  1837.     Died  18  September,  1842. 
JarTis,  Philip. 

Lieutenant,  1  November,  1798.     Left  the  service,  10  September,  1799. 
JarTis,  William  IS. 

Acting  Guuner,  10  August,  1864.     Honorably  discharged  20  October,  1865. 
Jasper,  Robert  T. 

Midshipman,  21   July,  1864.      Graduated  June,  1PH8.      Ensign,   19   April,   1869. 
Master,  13  July,  1870.     Lieutenant,  27  October,  1872. 
Jasper,  William. 

Midshipman,  1  January,  1808.     Last  apjjearance  on  Records  of  Navy  Department, 
1815.    Wilmington,  N.  C. 
Jay,  Moses. 

Carpenter,  1  October,  1800.     Last  appearance  on  Records  of  Navy  Department. 
Jayne.  William. 

Acting  Third  Assistant  Engineer,  24  November,  1863.     Honorably  discharged  30 
August,  1865. 
Jefferies,  John  T. 

Mate,  17  September,  1864.     Resigned  8  May,  1865. 
Jeffers,  John  Y. 

Mate,  36  June,  1864.     Discharged. 
Jeffers,  Samuel. 

Master,  8  May,  1813.     Resigned  31  December,  1814. 
Jeffers,  William  N. 

Midshipman,  35  September,  1840.     Passed  Midshipman,  11  July,  1846.     Master, 
12  June,  1854.     Lieutenant,  30  January,  1855.    Lieutenant-Commander,  16  July, 
1862.     Commander,  3  March,  1865.     Captain,   13  July,  1870.     Commodore,  26 
February,  1878. 
Jefferson,  Thomas  R. 

Acting  Third  Assistant  Engineer,  18  November,  1863.     Resigned  37  April,  1865. 
Acting  Third  Assistant  Engineer,  31  July,  1866.     Deserted  33  August,  1866. 
Jeffrey,  Richard  W. 

Assistant  Surgeon,  17  October,  1839.     Passed  Assistant  Surgeon,  35  November, 
1844.     Dismissed  38  September,  1861. 
Jeffries,  Alfred. 

Cadet  Midshipman,  9  June,  1873.     Graduated  38  Jup.c,  28^9. 
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Jellcy,  William  E. 

Mate,  17  March,  18G4.     Honorably  discbargcd  1  November,  1865. 
Jcuiesson,  SkefT. 

Midshipman,  18  June,  1813.     Died  11  November,  1823. 
Jenkins,  A.  H. 

Midshipman,  25  November,  1834.     Passed  Midsliipman,  10  Juiy,  1840.     Resigned 
13  March,  1844. 
Jenkins,  Charles. 

Acting  Second  Assistant  Engineer,  4  June,  1S04.     Resigned  (Sick.)  14  Fcbruarv, 
1SG5. 
Jenkins,  Edmund. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 

8  September,  1841.     Died  26  September,  1850 
Jenkins,  ETans. 

Boatswain,  13  May,  1810.    Last  appearance  on  Records  of  Na^•y  Department,  1815. 
Norfolk. 
Jenkins,  George  W. 

Acting  Master,  29  May,  1862.     Honorably  discharged  13  September,  1865. 
Jenkins,  Howard. 

Acting  Assistant  Paymaster,  24  September,  1863.     Mustered  out  15  November, 
1805. 
Jenkins,  Jobn  ]>. 

Master,  26  May,  1813.     Last  appearance  on  Records  of  Navy  Department,  1815. 
New  York. 
Jenkins,  John  T. 

Midsliipman,  4  March,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
20  December,  1832.     Died  6  February,  1836. 
Jenkins,  Joseph  H. 

Acting  Assistant  Paymaster,  11  September,  1862.     Resigned  21  April,  1865. 
Jenkins,  J.  W.  M. 

Midshipman,  1  August,  1826.     Resigned  22  January,  1828. 
Jenkins,  Stephen. 

Midshipman,  20  September,  1871.     Graduated  20  June,   1876.     Ensign,  9  May, 
1878.     Resigned  1  January,  1880. 
Jenkins,  Thornton  A. 

Midshipman,  1  November,  1828.    Passed  Midshipman,  14  June,  1834.    Lieutenant, 

9  December,  1839.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  25  July,  1866.  Rear-Admiral,  15  August,  1870.  Retired  list,  11 
December,  1873. 

Jenkins,  William  I>. 

Carpenter,  24  March,  1840.     Retired  list,  14  November,  1870. 
Jenkins,  W.  II. 

Midshipman,  18  June,  1812.     Resigned  28  January,  1815. 
Jenkins,  W.  II. 

Midshipman,  18  June,  1812.     Died  in  August,  1820. 
Jenkins,  William  J. 

Midshipman,  1  Marcli,  1825.     Dismissed  26  October,  1831. 
Jenks,  Alonzo  A. 

Acting  Third  Assistant  Engineer,  5  November,  1863.     Acting  Second  Assistant 
Engineer,  10  December,  1863.     Resigned  5  June,  1865. 
Jenks,  F.  91. 

Acting  Second  Assistant  Engineer,  3  July,  1863.     Resigned  18  June,  1864. 
Jenks,  Ilollis  B. 

Acting  Master,  11  December,  1861.     Dismissed  30  April,  1862. 
Jenks.  John  H. 

Mate,  21  March,  1862.     Acting  Ensign,  9  June,  1803.     Resigned  5  May,  1865. 
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Jenks,  Xormaii  F. 

JLite,  29  December,  1S03.     Appointmeut  revoked  25  June,  1864. 
Jenks,  Thouias  II.,  Jr. 

Mate,  15  July,  1863.     Honorably  discharged  17  January,  1869. 

Jeiik)$,  Thomas  M. 

Acting  Third  Assistant  Engineer,  29  August,  1863.     Appointment  revoked  (Sick,) 
10  April,  1865. 
Jenks,  W.  C. 

Lieutenant,  3  October,  1799.     Dismissed  28  May,  1804. 

Jenney,  Ansel. 

Midshipman,  16  January,  1809.    Last  appearance  on  Records  of  Navy  Department, 
14  May,  1809.     Dead. 
Jenney,  Jonathan. 

Acting  Ensign,  1  June,  1864.     Honorably  discharged  25  September,  1866. 
Jenney,  Simpson. 

Acting  Ensign,  18  December,  1863.     Honorably  discharged  24  October,  1865. 
Jenney,  William. 

Mate,  19  November,  1861.     Acting  Ensign,  27  November,  1863.     Honorably  dis- 
charged 11  January,  1866.     Mate,  6  December,  1869. 
Jennings,  Anthony  T. 

Mate,  13  January,  1805.     Honorably  discharged  15  November,  1868. 
Jennings,  Daniel. 

Purser,  20  June,  1799.     Died  18  November,  1800. 
Jennings,  Horner. 

Midshipman,  24  February,  1799.     Resigned  5  February,  1801. 
Jennings,  John. 

Purser,  6  August,  1799.     Resigned  20  August,  1799. 
Jennings,  Iiewis. 

Acting  Ensign,  7  September,  1864.     Honorably  discharged  28  August,  1865. 
Jennings,  Nathaniel. 

Master,  30  March,  1812.     Last  appearance  on  Records  of  Navy  Department,  1815. 
New  York  Navy  Yard. 
Jennings,  Thomas  S. 

Acting  Second  Assistant  Engineer,  25  July,  1863.    Resigned  3  May,  1864.    Acting 
Second  Assistant  Engineer,  20  October,  1864.     Honorably  discharged  24  Sep- 
tember, 1865. 
Jennings,  William. 

Acting  Ensign,  23  October,  1862.     Acting  Master,  28  March,  1865.     Honorably 
discharged  30  August,  1865. 
Jennings,  William. 

Acting  Third  Assistant  Engineer,  3  October,  1804.     Resigned  (Sick,)  16  January, 
1865. 
Jennings,  William  II. 

Mate,  24  January,  1863.     Acting  Ensign,  17  November,   1863.     Honorably  dis- 
charged 23  February,  1869.      Mate,  "26  November,  1869.     Resigned  30  June, 
1873. 
Jepson,  H.  E. 

Mate,  3  August,  1866.     Resigned  24  September,  1869. 
Jersiegan,  Thomas. 

Acting  Assistant  Paymaster,  1  May,  1863.     Mustered  out  16  November,  1865. 
JerraM,  Samnel  G. 

Midshipman,  3  July,  1799.     Resigned  3  September,  1800. 
Jerranld,  S.  G. 

Master,  14  March,  1809.     Died  4  May,  1812. 
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Jervoy,  Thomas  H. 

Master,  18  January,  1809.     Resigned  20  .Tanuai^,  1809. 
JerTey,  Thomas  II. 

Master,  5  January,  1813.     Loft  the  Service  23  August.  1813. 
Jessnriin,  Samnel. 

Mate,  8  September,  1863.     Disniisscd  22  February.  1804. 
Jevens,  Charles  E. 

Acting  Third  Assistant  Engineer,  8  Julv,  1803.     Honorably  discharged  26  August, 
1805. 
Jewell,  Henry  C. 

Third  Assistant  Engineer,  10  February,  1852.     Resigned  11  January,  1854. 
Jewell,  Theodore  F. 

Acting  Midshipman,  29  November,  1861.     Graduated,   November,  1804.     Ensign. 
1    November,    1866.     Master,   1    December,  1800.     Lieutenant,  12  March,  1808. 
Lieutenaut-Commauder,  26  March,  1869. 
Jewett,  Amos  M. 

Acting  Ensign,  Coast  Survey  Duty,  9  July,  1867.     Discharged   1    November.  1867. 
Jewell,  Charles. 

Lieutenant,  30  October,  1799.     Discharged  8  June,  1801,  under  Peace  Establish- 
ment Act. 
Jewell,  I>aTid. 

Commander,  6  April,  1799.     Discharged  3  June,  1801,  under  Peace  Establishment 
Act. 
Jewell,  George. 

Midshipman,  31  October,  1799.     Discharged  10  July,  1801,  under  Peace  Establish- 
ment Act. 
Jewell,  Henry  C. 

Acting  Third  Assistant  Engineer,  28  January,  1864.    Apiiointment  revoked  (Sick.) 
9  November,  1865. 
Jimuiesou,  Jacob. 

Assistant  Surgeon,  3  January,  1828.     Died  10  July,  1830. 
Jobson,  Francis  <■. 

Mate,  19  July,  1802.     Resigned  26  July,  1862.     Acting  Ensign,  24  January,  1863. 
Honoralily  discharged  3  December,  1865. 
Jocelyn,  Ammariah. 

Captain,  (to  command  a  Galley.)  23  January,  1800.      Last  appearance  on  Records 
of  Navy  Department,  15  June,  1800. 
Johns,  Waller  S. 

Mate,  24  July,  1862.     Resigned  16  September,  1864. 
Johnson,  A.  M. 

Acting  Assistant  Surgeon,  1861.     Resigned  12  December,  1862. 
Johnson,  Amos. 

Acting  Master,  17  October,  1861.     Acting  Volunteer  Lieutenant,  31  January,  1863. 
Honorably  discharged  14  September,  1835. 
Johnson,  Andrew  W. 

Jlidsbipman,  19  October,  1841.     Passed  Midshijiman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  Septemlicr,  1855.     Lieutenant-Commander, 
16  July,  1802.     Commander,  35  July,  1800.     Captain,  5  April,  1874. 
Johnson,  Arlemas. 

Surgeon's  Mate,  10  December,  1814.     Resigned  12  June,  1815. 
Johnson,  Carrol!  W. 

Mate,  9  December,  1802.     Acting  Ensign,  7  March,  1864.     Honorably  discharged 
8  December,  1805. 
Johnson,  Charles  C. 

Mate,  1  October,  1802.    Resigned  21  August,  1863.    Mate,  27  April,  1S04.    Acting 
Ensign,  14  February,  1865.    Honorably  discharged  34  November,  1865. 
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JoIiitsoBi,  Daniel. 

Acting  Tliird  Assistant  Engineer,  38  December,  18G1.     Acting  Second  Assistant 
Engineer,  31  October,  1863.     Honorably  discharged  34  November,  1869. 
Joliiisoii,  Edwni'd  C. 

Tliird  Assistant  Engineer,  13  November,  1863.     Resigned  3  September,  1863. 
JolinsniG,  Edward  H. 

Midshipman,  30  November,  1814.     Lieutenant,  13  January,  1835.     Commander,  8 
September,  1841.     Died  33  June,  1843. 
JSolinson,  Elias  H. 

Acting  Assistant  Paymaster,  18  April,  1864.     Honorably  discharged  7  August, 
1866. 
Johnson,  Fayette. 

Midshipman,  18  May,  1809.     Resigned  33  September,  1810. 
Johnson,  Frederick  H. 

Mate,  31  November,  1863.     Honorably  discharged  G  October,  18G6. 
Jolinsou,  George  A. 

Mate  11   February,   18C3.     Acting   Ensign,  10   December,  1864.     Honorably  dis- 
charged 13  November,  1865. 
Johnson,  George  R. 

Third  Assistant  Engineer,  10  February,  1853.     Second  Assistant  Engineer,  37  July, 
1855.     First  Assistant  Engineer,  31  July,  1858.     Chief  Engineer,  31  July,  1861. 
Johnson,  Gorhani  S. 

Mate,  5  August,  1863.     Acting  Ensign,  10  November,  1864.     Honorably  discharged 
38  August,  1865. 
Johnson,  Henry. 

Acting  Assistant  Surgeon,  36  March,  1863.     Resigned  38  April,  1865. 
Jolinson,  Henry  A. 

Cadet  Midshipman,  5  Jime,  1873.     Graduated  18  June,  1879. 
Johnson,  Henry  J. 

Acting  Third  Assistant  Engineer,  15  April,  1863.     Acting  Second  Assistant  En- 
gineer, 10  January,  1865.     Honorably  discharged  34  December,  1805. 
Johnson,  Henry  Li. 

Acting  Midshiijman,  30  September,  1859.     Ensign,  38  April,  1863.     Lieutenant, 
33  Febiuary,  1864.     Lieutenant-Commander,  25  July,  1866.     Commander,   35 
November,  1876. 
Johnson,  Isaac. 

Acting  Third  Assistant  Engineer,  39  August,  1861.     Acting  Second  Assistant  En- 
gineer, 15  October,  1863.     Resigned  30  December,  1864. 
Johnson, Isaiah. 

Mate,  33  April,  1868.     Resigned  (Sick,)  23  August,  1863. 
Jolinson,  James  H. 

Acting  Tliird  Assistant  Engineer,  31   April,  1864.     Honorably  discharged  31  Oc- 
tober, 1865. 
Johnson,  James  S. 

Acting  Ensign,  17  June,  1864.     Honorably  discharged  14  July,  1865. 
Johnson,  Jerome  IS. 

Mate,  30  December,  1861.     Dismissed  13  February,  1863. 
Jolinson,  Johai. 

Acting  Third  Assistant  Engineer,  S3  A'tigust,  1862.     Acting  Second  Assistant  En- 
gineer, 29  May,  1863.     Appointment  revoked  (Sick,)  21  March,  18C4. 
Johnson,  John. 

Third  Assistant  Engineer,  21   May,  1857.     Second  Assistant  Engineer,  2  Augu.st, 
1859.     First  Assistant  Engineer,   1   July,  1861.     Chief  Engineer,  10  November, 
1863.     Retired  10  June,  1870. 
Johnson,  John, 

Gunner,  G  May,  1813.     Died  11  August,  1818. 
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Johnson,  John, 

Purser,  28,  August,  1850.     Dismissed  20  Ai^ril,  1801. 
Johnson,  John. 

Uuatswain,  13  March,  18CG.     Appointment  cancelled,  11  September,  1807. 
Johnsion,  John  H. 

JlidsLipman,  I'J  October,  1841.     Resigned  29  January,  1840. 
Johnson,  John  N. 

Acting  Tliird  Assistant  Engineer,  22  March,  1804.     Honorably  discharged  9  Octo- 
ber, 1805. 
Johnson,  John  O. 

Mate,   4   October,  1801.      Acting  Ensign,   13  September,  1S0'>.     Acting  Mister. 
gallant  conduct  in  action,  1  June,  1803.     Honorably  discharged  15  Septeiuber 
1805. 
Johnson,  Joseph  >S. 

Acting  Ensign,  20  Sej^tember,  1863.     Lost  on  "  Patapsco." 
Johnson,  Joshua. 

Master,  6  August,  1799.     Discharged  9  June,   1801,  under  Peace  Establishment 
Act. 
Johnson,  J.  Smith. 

Midshipman,  1  December,  1809.     Dismissed  17  September,  1813. 
Johnson,  Lionis  D. 

Acting  Carpenter,  1  October,  1802.     Resigned  29  August,  1803. 
Johnson,  Miller  H. 

Acting  Master,  22  October,  1801.     Died  8  July,  1804, 
Johnson,  Mortimer  T,. 

Acting  Midshipman.  2  December,  1859.    Ensign,  16  September,  1862.    Lieutenant. 
22   February,  1864.     Lieutenant-Commander,  25  July,  1806.     Commander,  20 
April,  1878." 
Johnson,  IVathaniel  F. 

Acting  Second  Assistant  Engineer,  28  November,  1864.     Honorably  discharged 
3  December,  1805. 
Johnson,  Peter. 

Boatswain,  23  November,  1871. 
Johnson,  Peter. 

Midshipman,  2  February,  1829.     Dismissed  26  July,  1830. 
Johnson,  Philip  C,  Jr. 

Midshipman,  31   August,  1840.     Passed  Midshipman,  8  June,  1852.     Master,  15 
September,  1855.      Lieutenant,  10  September,   1855.     Lieutenant-Commander, 
16  July,  1802.     Commander,  25  July,  1806.     Captain,  14  June,  1874. 
Johnson,  Pnrley  II. 

Acting  Assistant  Surgeon,  11   February,  1805.     Honorably  discharged   20  Juno, 
ISGO. 
Johnson,  R.  H. 

Acting  Assistant  Surgeon,  9  November,  1861.     Resigned  4  December,  1801. 
Johnson,  Kiohmontl. 

Surgeon's  ]Mate,  2  April,  1811.     Surgeon,  1  March.  1815.     Resigned  12  February, 
1817. 
Johnson,  Robert. 

Master,  10  May,  1813.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Norfolk. 
Johnson,  Robert  E. 

Jliilsliipnian,  1  October,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 
13  February,  1839.     Died  4  February,  1855. 
Johnson,  Snmnel. 

Acting  Third  Assistant  Engineer,  29  April,  1864,     Resigned  10  August,  1865. 
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Johnson,  Samuel. 

Gunner,  date  not  known.    Discharged  1  ^lay,  1801,  under  Peace  Establishment  Act. 
Jobnson,  Samuel. 

Gunner,  9  March,  1803.     Dismissed  14  June,  1802. 
Johnson,  Samuel  C. 

Acting  Assistant  Surgeon,  9  August,  1864.     Honorably  discharged  0  November, 
1865. 
Johnson,  Samuel  H. 

Mate,  31  October,  1801.     Appointment  revoked  23  December,  1865. 
Johnson,  Seth. 

Midshipman,  16  January,  1809.     Dismissed  18  November.  1S09. 
Johnson,  Smith  J. 

Midshipman,  1  December,  1809.     Dismissed  23  September,  1813. 
Johnson,  Spencer  H. 

Mate,  1  October,  1862.     Acting  Ensign,  9  November,  1863.     Honorably  discharged 
28  November,  1865. 
Johnson,  Thomas. 

Carpenter,  10  June,  1844.     Resigned  17  March,  1848. 
Johnson,  Thomas. 

Purser,  22  March,  1800.     Resigned  9  December,  1806. 
Johnson,  Thomas  W. 

Acting  Master,  9  October,  1861.     Appointment  revoked  25  February,  1862. 
Johnson,  W.  H.  B. 

Midshipman,  10  February,  1832.     Resigned  29  December,  1836. 
Johnson,  William. 

Acting  Third  Assistant  Engineer,  4  February,  1863.     Honorably  discliarged  20 
July,  1806. 
Johnson,  William. 

Surgeon's  Mate,  16  August,  1820.     Surgeon,  4  April,  1831.     Retired  list,  4  January, 
1806.     Medical  Director,  3  March,  1871.     Died  7  April,  1876. 
Johnson,  William,  Jr. 

Assistant  Surgeon,  3  September,  1855.     Surgeon,  10  August,  1861.     Dismissed  19 
February,  1870. 
Johnson,  William. 

Master,  11  February,  1811.     Resigned  17  February,  1818. 
Johnson,  William. 

Gunner,  4  July,  1817.     Last  appearance  on  Records  of  Navy  Department,  17  March, 
1821.     Dead. 
Johnson,  William. 

Master,  6  June,  1815.     Died  27  April,  1831. 
Johnson,  William. 

Gunner,  16   January,  1802.     Last   appearance   on  Records  of  Navy  Department. 
Resigned. 
Johnson,  William  H 

Acting  Second  Assistant  Engineer,  5  June,  1803.     Honorably  discharged  5  Novem- 
ber, 1865. 
Johnson.  William  II. 

Assistant  Surgeon,  23  June,  1802.     Resigned  23  July,  1808. 
Johnson,  William  II. 

Acting  Second  Assistant  Engineer,  13  September,  1864.     Honorably   discliarged 
1  December,  1865. 
Johnson,  William  W. 

Acting  Third  Assistant  Engineer,  3  August,  1863.     Honorably  discharged  5  July, 
1865. 
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Johnson,  Wilson  H. 

Acting  Second  Assistant  Engineer.    G  January,  180.").      Honorably   ilischargcd   .'"> 
N(n-eiubcr,  18G.5. 
Johnston,  Alexander  M. 

Acting  Assistant  Surgeon,  1SC2.     Resigned  12  December,  1802. 
Johnston,  Benjamin  I^. 

Acting  Master,  9  September,  18G1.     Resigned  22  April,  1802. 
Johnston,  Charles. 

Boatswain,  21  Jlay,  1839.     Retired  list.  24  March,  18G!).     Died  M  March,  1874. 
Johnston,  £lliot. 

Midshipman,  17  September,  1841.     Resigned  16  August,  1849. 
Johnston,  Frederick  A. 

Mate,  21  November,  18G3.     Honorably  discharged  G  October,  18GG. 
Johnston,  Harry  H. 

Acting  Ensign,  12  August,  1863.     Resigned  27  April,  1864.     Mate,  27  Septeinlier, 
1867.     Resigned  20  May,  1809.     Mate,  4  November,  1869.     Died  28  October, 
1874. 
Johnston,  James  D. 

Midshipman,  30  June,  1832.     Passed  Midshipman,  23  June,  1838.     Lieutenant,  24 
June,  1843.     Resigned,  10  April,  1861. 
Johnston,  James  li. 

Midshipman,  27  September,  1841.     Dismissed  12  June,  1848. 
Johnston,  James  ]W. 

Mate,  6  September,  1861.     Resigned  4  August,  1863. 
Johnston,  John. 

Purser,  28  August,  1850.     Dismissed  20  April,  1861. 
Johnston,  John. 

Acting  First  Assistant  Engineer,  5  June,  1863.     Honorably  discharged  r>  Septem- 
ber, 1865. 
Johnston,  John  E. 

Acting  Master,  3  December,  1861.     Dismissed  28  February,  1862. 
Johnston,  John  E. 

Mate,  19  December,  1864.     Honorably  discharged  4  December,  1867. 
Johnston,  John  E. 

Midshipman,  9  August,  1848.     Passed  Midshipman,  15  June,  1854.     Resigned  22 
March,  1855. 
Johnston,  John  T. 

Acting  Volunteer  Lieutenant,  1  August,  1862.     Resigned  23  June,  1864. 
Johnston,  Joseph  S. 

Acting  Sailmaker,  19  June,  1861.     Died  27  June,  1861. 
Johnson,  Oscar  F. 

Miilsliipmau,  14  August,  1846.     Passed  Midshipman,  8  June,  1852.     Master.  l."i 
September.  1855.     Lieutenant,  16  September,  1855.     Dismissed  22  Ajiril,  1801. 
Johnston,  Stephen. 

Midshipman,  28  June,  1833.     Passed  Midshipman,  23  March,  1829.     Lieutenant. .'. 
March,  1831.     Died  3  April,  1848. 
Johnston,  William. 

Acting    First  Assistant  Engineer,  26  August,   1863.     Honorflbly  discharged   28 
August,  1S65. 
Johnston,  Zachariah  F. 

Midshipman,    1    January,   1818.      Lieutenant,   3   March,   1827.      Commander,   27 
Februarv,   1847.      Dropped   13    September,  1835.      Commissio»ed   Captain    Jii 
Active  list,  14  September,  1855.     Died  17  March,  1659. 
Johnstone,  John  A. 

Acting  Master,  4  December,  1861.     Acting  Volunteer  Lieutenant,   12  November 
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1SC3.      Acting  Volunteer  Lieutenant-Commander,   19  May,   I860.     Honorably 
discharged  9  December,  1865. 
Joins,  John. 

Sailmaker,  26  September,  1837.     Retired  list,  26  May,  1805.     Died  26  September,       

18T7. 
Jones,  Albert  K. 

Mate,  4  November,   1861.     Acting  Ensign,  4  September,  1862.      Acting  Master, 
favorable   report  of  Commanding    Officer,   2   March,    1801.      Honorably   dis- 
charged 13   October,   1865.     Acting  Master,  28  April,  1866.     Mustered  out  17 
Juty,  1868. 
Jones,  Alonzo. 

Carpenter,  18  November,  1831.     Died  17  January,  1843. 
Jones,  Benjamin  F. 

Mate,  25  January,  1862.     Acting  Master,  3  February,  1862.     Dismissed  7  June, 
1863. 
Jones,  Benjamin  li. 

Midshipman,  24  January,  I8I0.     Resigned  2  May,  1815. 
Jones,  Bennet. 

Acting  Third  Assistant  Engineer,  8  December,  1863.     Honorably  discharged  10 
May,  1808. 
Jones,  Ca«lwaIIader. 

Midshipman,  20  June,  1806.     Resigned  4  August,  1807. 
Jones,  Catesby  Ap  B. 

Midshipman,  18  June,  1836.    Passed  Midshipman,  1  July,  1843.     Master,  14  Sep- 
tember, 1848.     Lieutenant,  13  May,  1849.     Resigned  17  April,  1801. 
Jones,  CaTe. 

Chaplain,  26  May,  1834.     Died  29  January,  1829. 
Jones,  Charles. 

Midshipman,  6  July,  1803.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Norfolk. 
Jones,  Charles  A. 

Mate,  5  June,  1863.     Appointment  revoked  (Sick,)  16  February,  1863. 
Jones,  Charles  B. 

Mate,  27  November,  1803.     Honorably  discharged  20  July,  1805. 
Jones,  Charles  C. 

Mate,  16  December,  1862.     Appointment  revoked  (Sick,)  24  Julv,  1803.     Mate, 
2  September,  1803.     Resigned  (Sick,)  3  December,  1804. 
Jones,  Charles  D. 

Acting  Midshipman,  23  November,   1859.     Ensign,  35  November,   1863.     Lieu- 
tenant, 33  February,  1864.     Died  19  December,  1865. 
Jones,  ('liarles  H. 

Sailmaker,  7  January,  1875. 
Jones,  Charles  R. 

Acting  Third  Assistant  Engineer,  34  January,  1863.     Acting  Second  Assistant 
Engineer,  13  May,  1804.     Honorably  discharged  19  October,  1805. 
Jones,  Charles  W. 

Acting  Ensign  and  Pilot,  3  May,  1864.     Honorably  discharged  30  September, 
1805. 
Jones,  Charles  W. 

Midshipman,  6  January,  1800.     Discharged  12  August,  1801,  under  Peace  Estab- 
lishment Act. 
Jones,  C.  M. 

Acting  Ensign,  29  December,  1864.     Honorably  discharged  14  September,  1865. 
Jones,  CopeIan«l  P. 

Midshipman,  21  Septemljer,  1841.     Resigned  16  May,  1848. 
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Jones,  Daniel. 

Carpenter,  9  December,  1847.     Retired  list,  27  July,  ISO'J.     Died  5  June,  1877. 
Jones,  I>aniel. 

Master,  8  May,  1812.     Died  21  May,  1826. 
Jones,  Daniel. 

Mate,  23  April,  18G3.     Dismissed  19  March,  1864. 
Jones,  Daniel  W. 

Acting  Assistant  Surgeon,  2.5  September,  1863.     Appointment  revoked  1-j  Febru- 
ary, 1865. 
Jones,  David. 

Third  Assistant  Engineer,  25  March,  1862.     Second  Assistant  Engineer,  1  Novem- 
ber, 1863.     First  Assistant  Engineer,  1  January,  1868. 
Jones,  iEdnard. 

Master,  26  Januarv,   1809.     Last  appearance  on   Records  of  Navy    Department, 
1815.     Charleston,  S.  C. 
Jones,  Edward. 

Acting  Master,  3  October,  1861.     Resigned  5  May,  1864. 
Jones,  £dward. 

Mate,  31  October,  1861.     Dismissed  16  May,  1863. 
Jones,  Edward  C 

Acting   Second    Assistant    Engineer,   25   JIarch,    1864.      Honorably   discharged 
7  November,  1865. 
Jones,  Edward  T. 

Acting  Master,  13  November,  1861.     Dismissed  14  July,  1862. 
Jones,  Enocli. 

Surgeon's  Mate,  10  December,  1814.     Resigned  2  March,  1815. 
Jones,  Enoch  A. 

Midshipman,  16  January,  1809.     Lieutenant,  5  May,   1817.     Resigned  26  April, 
1827. 
Jones,  George. 

Chaplain,  20  April,  1833.     Died  22  January,  1870. 
Jones,  George  £. 

Acting  Assistant  Surgeon,  29  May,  1863.     Resigned  4  April,  1864. 
Jones,  Henry. 

Acting  Third  Assistant  Engineer,  30  September,  1SC3.     Acting,  Second  Assistant 
Engineer,  9  September,  1864.     Honorably  discharged  7  September,  1865. 
Jones,  Henry  D. 

Mate,  6  February,  1863.     Resigned  24  November,  1863. 
Jones,  Hiram  H. 

Acting  Assistant  Surgeon,  15  January,  1864.     Resigned  1  July,  1864. 
Jones,  Horace  Engene. 

Midshiijman,  30  September,  1863.        Graduated  June,  1S67.     Ensign,  18  Decem- 
ber, 1868.     Master,  21  March,  1870. 
Jones,  H.  LicRoy. 

Acting  Assistant  Paymaster,  2  August,  1861.     Honorably  discharged  13  July,  1867. 
Jones,  Hugh. 

Mate,  21  November,  1862.     Acting  Ensign,  21  May,  1863.     Honorablv  discharged 
4  May,  1867. 
Jones,  Jacob. 

Midshipman,  10   April,   1799.     Lieutenant,   23  February,  1801.     Commander.  20 
April,  1810.     Captain,  3  March,  1813.     Died  3  August,  1850. 
Jones,  J.  Alexandei'. 

Mate,  6  November,  1863.     Acting  Ensign,  17  July,  1864.     Honorably  discharged 
15  November,  1865. 


GENERAL   NAVY   REGISTER.  393 

Jones,  James. 

Carpenter,  12  January,  1833.     Resigned  13  October,  1832. 
Joiie!^,  John. 

JIate,  34  December,  1863.     Disrated  11  May,  1866. 
Jones,  John  C. 

Midshipman,  13  May,  1818.     Resigned  6  November,  1833. 
Jones,  John  V. 

Acting  Third  Assistant  Engineer,  13  December,  1863.     Acting  Second  Assistant 
Engineer,  8  July,  1864.     Honorably  discharged  1  December,  1865. 
Jones,  John  H. 

Acting  Third  Assistant  Engineer,  28  May,  1868.     Acting   Second  Assistant  En- 
gineer, 9  June,  1864.     Died  3  October,  1864. 
Jones,  John  H. 

Lieutenant,  13  June,  1799.     Resigned  11  June,  1801. 
Jones,  John  J. 

Purser,  21  November,  1849.     Dismissed  30  September,  1858. 
Jones,  John  P. 

Mate,  7  August,  1861.     Acting  Ensign,  8  March,  1861.     Honorably  discharged  23 
July,  1867. 
Jones,  John  W. 

Mate,  13  December,  1861.     Resigned  12  November,  1862. 
Jones,  .Joseph  E. 

Acting  Master,  9  October,  1861.     Ensign,  12  March,  1868.     Master,  18  December, 
1868.     Lieutenant,  31  March,  1870. 
Jones,  Joseph  £. 

Mate,  36  November,  18(il.     Acting  Ensign,  35  September,  1863.     Honorably  dis- 
charged 30  November.  1868. 
Jones,  J.  Pembroke. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
1  March,  1855.     Lieutenant,  14  September,  1855.     Dismissed  39  April,  1861. 
Jones,  Kinsey. 

Midshipman,  1  January,  1833.     Last  appearance  on  Records  of  Navy  Department, 
39  July,  1835.     Drowned. 
Jones,  lieivis  B. 

Acting  Third  Assistant  Engineer,  5  June,  1863.     Honorably  discharged  19  Octo- 
ber, 1865. 
Jones,  9Ieredith  D. 

Assistant  Surgeon,  17  May,  1871.     Passed  Assistant  Surgeon,  6  February,  1875. 
Jones,  Meriwether  P. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander 
16  July,  18G3.     Died  11  April,  1866. 
Jones,  Michael  G. 

Mate,  7  May,  1864.     Honorably  discharged  36  July,  1865. 
Jones,  Owen. 

Third  Assistant  Engineer,  19  February,  1863.     Second  Assistant   Engineer,  30 
June,  1864.     Resigned  23  December,  1866. 
Jones,  P.  A.  J.  P. 

Midshipman,  16  January,  1809.     Lieutenant,  34  July,  1813.     Cashiered  18  August 
1820.  ' 

Jones,  R.  B. 

Midshipman,  39  March,  1803.     Resigned  6  February,  1808. 
Jones,  Richard  A. 

Midshipman,  18  June,  1812.     Lieutenant,  26  April,  1820.     Commander,  39  March, 
1844.     Died  17  April,  1846. 
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Jones,  Richard  K. 

Midsliipinau,  10  JauiuiiT,  J809.     Uesigncrl  IJO  Jamuu-y,  181G. 
Jones,  Robert. 

;\Iidsliipman,  4  March,  1823.     Disinissfd  8  .luiic,  1831. 
Jones,  Robert  Ciareutloii. 

^Master,  4  JIarcli,  1823.     Master,  not  in  line  of  promotion.  7  .June,  1844.     Reserved 
list,  14  September,  1855. 
Joues,  Robert  J. 

Acting  Tiliird  Assistant  Engineer,  14  September,  18G4.     Honorably  discliuriced  23 
November,  18G5. 
Jones,  Robert  Li.  >I. 

Jlate,  3  April,  1803.     Acting  Ensign,  27  March,  18fi5.     Honorably  diir^cliar^ed  24 
October,  1807. 
Jones,  Robert  W. 

Midshipman,  1  .January,  1818.     Lieutenant,  3  March,  1827.     Died  I'J  May,  1837. 
Jones,  Samuel  J. 

Assistant  Surgeon,  19  December,  1800.     Surg  cm,  22  September,  1803.     Resigned 
1  March,  1808. 
Jones,  SanTortl  iV. 

Mate,  1  October,  1802.     Resigned  14  April,  1803. 
Jones,  Stephen. 

Gunner,  3  April,  1820.     Died  8  February,  1834. 
Jones,  Stephen. 

Gunner,  0  May,  1813.     Last  appearance  on  Records  of  Navy  Department  till  1826. 
Jones,  Stephen. 

Mate,  5  November,  1803.     Acting  Ensign,  14    February,  1805.     Honorably  dis- 
charged 10  January,  1809. 
Jones,  Theodore  W. 

Mate,  23  January,  1802.     Mustered  out  0  February,  1809. 
Jones,  T.  G. 

Acting  Third  Assistant  Engineer,  20  Ju:.e.  1803.     Resigned  22  May,  1865. 
Jones,  Thomas. 

Midshipman,  10  July,  1799.     Lost  in  the  '■  Inuirgent.'^ 
Jones.  Thomas. 

Sailmaker,  20  November,  1790.     Discharged  25  May,  1801. 
Jones,  Thomas  A.  C 

Midshipman,  23  November,  1805.     Lieutenant,  24  May,  1812.     Commander,  28 
March,  1820.     Captain,  11   March,  1839.     Reserved   list,  18  September,  1855. 
Died  30  May,  1858. 
Jones,  Thomas  C 

i\Iate.     Resigned  13  February,  1803. 
Jones.  Thomas  J. 

Third  Assistant  Engineer,  20  June,  1850.     Second  Assistant  Engineer,  21   July, 
1858.     First  Assistant  Engineer,  3  August,  1859.     Chief  Engineer,  19  January, 
1803.     Dismissed  19  October,  1875. 
Jones,  Thomas  P. 

Mate,  20  November,  1861.     Honorably  discharged  33  January,  1806. 
Jones,  Trnnian  M. 

Third  Assistant  Engineer,  8  October,  1861.     Second  Assistant  Engineer,  3  August, 
1803.     First  Assistant  Engineer,  11  October,  1800.     Died  22  November,  1872. 
Jones,  Victor  TV. 

Mate,  23  January,  1802.     Acting  Ensign,  5   September,  1863.     Honorably  dis- 
charged 10  November,  1808. 
Jones,  Walter  F. 

Midshipman,  11  June,  1814.     Resigned  2  November,  1831. 
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Jones,  Walter  F. 

Midshipman,  30  September,  1841.     Passed  Midsliipman,  10  August,  1S47.     Died 
20  August,  1855. 
Joiies,  William. 

Acting  Master  and  Pilot,  24  October,  1SG3.     Resigned  20  December,  18G4. 
Joneii;,  William. 

Boatswain,  31  .Jvily,  18GG. 
Jones,  William. 

Boatswain,  20  July,  1852.     Lost  in  Sloop  of  War  ''Alhanij,"  September,  1854. 
Jones,  William  A. 

Acting  Master,  2  November,  1801.     Mustered  out  24  December,  ISGl. 
Jones,  William  A. 

Midshipman,  13  July,  1831.     Passed  Midshipman,  15  Juno,  1S37.     Lieutenant,  8 
September,  1841.     Resigned  13  May,  1845 
Jones,  William  E. 

Acting  Ensign,  24  June,  1804.     Honorably  discliarged,  3  July,  1805. 
Jones,  William  O. 

Acting  Ensign,  14  January,  1804.     Dismissed  13  February,  1805. 
ones,  William  H. 

Acting  Assistant  Surgeon,  0  April,  1803.     Assistant  Surgeon,   12  August,  18G3. 
Passed  Assistant  Surgeon,  20  December,  1806.     Surgeon,  5  July,  1873. 
Jones,  William  P. 

Midshipman,   1    January,   1827.     Passed  Midshipman,   10  June,  1833.     Died  15 
July,  1834. 
Jones,  William  P* 

Surgeon's  Mate,  10  December,  1814.     Last  appearance  on  Record  of  Navy  Depa 
ment,  1818.     Purloughed. 
Jordan,  Cbarles  E. 

Mate,  23  August,  1804.     Appointment  revoked  23  December,  1804. 
Jordan,  Charles  W. 

Third   Assistant  Engineer,  4  April,  1801.    Name  stricken  from  the  Rolls  of  the 
Navy,  6  May,  1801. 
Jordan,  Christopher. 

Carpenter,  24  April,  1838.     Retired  list,  25  September,  1860. 
Jordan,  Cris.  P. 

Boatswain,  29  September,  1818.     Resigned  7  March,  1815. 

Jordan,  Frank. 

Mate,  27  October,  1862.     Acting  Ensign,  10  iVugust,  1804.     Honorably  discharged 

23  May,  1800. 
Jordan,  Frank  A. 

Acting  Assistant  Surgeon,  7  March,   1804.     Honorably  discharged   20   October, 
18r,.-i. 
Jordan,  Cieorgc  Ki. 

Mate,  3  February,  1804.     Acting  Ensign,  30  March,  1864.     Honorably  discharged 

24  October,  1865. 
Jordan,  James. 

Acting  Ensign,  32  September,  1864.     Resigned  24  March,  1860. 
Jordan,  John. 

Acting  Third  Assistant  Engineer,  28  December,  1801.     Acting  Second  Assistant 
Engineer,  2  January,  1804.     Honorably  discharged  1  September,  1865. 
Jordan,  John  IV. 

Cadet  Midshipman,  5  June,  1873.     Graduated  18  June,  1879.     Ensign,  11  October, 
1880. 
Jordan,  John  P. 

Mate,  23  August,  1864.     Dismissed  7  January,  1865. 
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Jordan,  John  W. 

Assistant  Paymaster,  21  March,  1870.     Passed  Assistant  Paymaster,  27  September, 
1877. 
Jordan,  Joseph. 

Acting  Third   Assistant   Engineer,   17   May,    1804.      Honorably   discharged   18 
August,  1865. 
Jordan,  Marshall  P. 

Tliirtl  Assistant  En<;ineer,  24  December,   1853.     Second  Assistant   Engineer,  9 
JIuy,  1857.     Dismissed  20  May,  18G1. 
Jordan,  Meletiah. 

Acting  Master,  26  February,  1862.     Honorably  discharged  20  August,  1865. 
Jordan,  Saninel. 

Acting  Assistant  Paymaster,  14  February,  1862.     Mustered  out  18G5. 
Jordan,  8eott  D. 

Acting  Ensign,  22  April,  1863.     Honorably  discliarged  22  November,  1865. 
Jordan,  Siuion. 

Boatswain,  9  October,  1819.     Died  10  June,  1830. 
Jor«lan,  William. 

Carpenter,  21  March,  1837.     Died  5  June,  1845. 
Jorgenson,  L.onis. 

Acting  Assistant  Paymaster,  21  February,  1863.     Honorably  discharged  26  jun^ 
1865. 
Joseph,  Peter. 

Gunner,  18  September,  1809.     Dismissed  24  April,  1813. 
Joseph,  IVilliant  H. 

Mate,  26  May,  1864.     Honorably  discharged  17  July,  1865. 
Joslin,  George  T. 

Mate,  26  March,  1863.     Acting  Ensign,  18  April,  1864.     Resigned  28  April,  1865. 
Josselyn,  Francis. 

Acting  Master,  29  April,  1862.     Acting  Volunteer  Lieutenant,  15  March,  1865. 
Honorably  discharged  12  June,  18G8. 
Jouett,  James  £. 

Midshipman,  10  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
10  July,  1862.     Commander,  25  July,  1866.     CaiJtain,  6  January,  1874. 
Joneft,  liandon  P. 

Midshipman,  31   July,  1866.     Graduated  7  June,  1870.     Ensign,  i3  July,  1871. 
Master,  1  December,  1874. 

Joy,  Stephen  D. 

Acting  Master,  27  December,  1861.     Appointment  revoked  5  December,  1863. 
Jojoe,  Charles  R. 

Acting  Third  Assistant  Engineer,  1861.     Appointment   revoked  (Sick.)  3  June 
1862. 
Joyce,  T^esiinel  B. 

Acting  Third  Assistant  Engineer,  15  September,  1864.     Honorably  discharged  21 
September,  1865. 
Joj'ce,  Xosili  I>. 

Acting  Ensign,  27  January,  1865.     Honorably  discharged  14  August,  1807. 
Joyiier.  Francis  E. 

"  Jlidshipman,  1  April,  1828.     Resigned  27  May,  1833. 
Jnbe,  William  O. 

Acting  Assistant  Paymaster,  10  October,  1863.     Honorably  discharged  1  January, 
1866. 
Jndd.  Charles  H. 

Midshipman,  23  September,  1862.     Graduated  12  June,  1866.     Ensign,  12  March. 
1S6S.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
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Jndd,  John  C 

Acting  Third  Assistant  Engineer,  4  September,  18G3.     Dismissed  9  October,  1803. 
Jiidkins,  E.  D. 

Acting  Assistant  Surgeon,  21  October,  1861.    Appointment  revoked  5  March,  18G3. 
Jiidsoii,  Adonirani  B. 

Assistant  Surgeon,  80  July,   1861.     Surgeon,  36  December,  1866.     Resigned  11 
May,  1868. 
Jiidson,  E.  J.  C. 

Jlidshipman,  10  February,  1838.     Resigned  8  June,  1843. 
Jiidson,  Elnatlian. 

Surgeon,  27  March,  1818.     Died  8  May,  1829. 
Jnds^on,  Herbert  H. 

Mate,  7  June,  1863.     Died  on  "  Eartford,''  32  January,  1863. 
Jump,  Lievi  li. 

Acting  Master,  29  May,  1862.    Dismissed  10  September,  1863.     Acting  Master  and 
Pilot,  1  January,  1865.     Appointment  revoked  10  August,  1865. 
Junkiii,  DaTid  X. 

Chaplain,  3  November,  1859.     Resigned  31  October,  18C4. 
Jiinkin,  William  91. 

Acting  Assistant  Paymaster,  27  April,  1863.     Died  28  September,  1863. 
Jiinkius,  Xattaan  R. 

Carpenter,  20  February,  1872. 
Justice.  John. 

Carpenter,  17  January,  1820.     Resigned  0  July,  1826. 
Justin,  Joshua  H. 

Jlidshipman,  30  November,  1814.     Died  8  April,  1829. 

Kafer,  John  C. 

Third  Assistant  Engineer,  16  January,  1863.     Second  Assistant  Engineer,  28  May, 
1804.     First  Assistant  Engineer,  26  October,  1872. 
Kafer,  Peter  M. 

Acting  Third  Assistant  Engineer,  31  May,  1 864.     Honorably  discharged  21  Octo- 
ber, 1805. 
Kaiser,  Julius  A. 

Third  Assistant  Engineer,  8  September,  1803.     Second  Assistant  Engineer,  25 
July,  1866.     Retired  list,  8  July,  1873. 
Kalinski,  Archilles. 

Mate,  16  August,  1864.     Acting  Ensign,  8  May,  1863.     Honorably  discharged  26 
October,  1866. 
Kane,  Aloysius  J. 

Mate,  23  December,  1863.    Acting  Ensign,  20  September,  1864.    Resigned  1  March, 
1871. 
Kane,  Elisha  K. 

Assistant  Surgeon,  21  July,  1843.     Died  IC  February,  1857. 
Kane,  Frank. 

Acting  Master  and  Pilot,  1   October,  1864.     Honorably  discharged  8  January, 
1866. 
Kane,  Henry. 

Mate,  25  March.  1864.     Acting  Ensign,  16  March,  1865.     Honorably  discharged 
28  May,  1868.  ' 
Kane,  James  J. 

JIato,  8  August,  1801.     Acting  Ensign,  28  October,  1862.     Honorably  discharged 
August,  31  I860.     Chaplain,  0  June,  1808. 
Kane,  John  L.. 

Midshipman.  9  June,  1811.     Last  appearance  on  Records  of  Navy  Department, 
1814. 
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Kane,  LiOiiis  J. 

Mate,     liesigned  8  April,  1802. 
Kane,  Samuel  N. 

Midshipmun,  20  September,  1863.     Graduated  June,   1866.     Ensign,   12  March, 
1868.     Resigned  30  November,  1868. 
Kane,  Theodore  F. 

Acting  Midshipman,  27   Sejitember,  18.53.      Midshipman,  9  June,  1859.      Lieu- 
tenant, 31   August,  1861.     Lieutenant-Commander.  22  September,  1865.     Com- 
mander, 28  December,  1872. 
Kaney,  Owen. 

Acting  Third  Assistant   Engineer,  3  October,  1863.     Honorably  discharged  27 
July,  1865. 
Karlowi^ki,  91.  H. 

Acting  Ensign,  18  May,  1863.     Dismissed  17  September,  1864. 
Katz,  JGdward  M. 

Midshipman,  8  June,  1873.     Graduated  20  June,  1870.     Ensign,  2  February,  1878. 
Kaufman,  Winfleld  S. 

Acting  Third  Assistant  Engineer,  3   February,  1865.     Honorably  discharged  27 
August,  1869. 
Kantz,  Albert. 

Acting  Midshipman,  28  September,  1854.     Midshipman,  11  June,   1858.     Passed 
Midshipman,  28   January,  1861.     Master,  28  February,   1861.     Lieutenant,  21 
April,  1861.     Lieutenant-Commander,  31  May,  1805.    Commander,  3  September, 
1872. 
Kavanangh,  Benjamin. 

Third  Assistant  Engineer,  3  May,  1859.     Resigned  21  December,  1861.     Accept- 
ance of  resignation  cancelled,  15  April,  1863.     Retired  list,  3  April,  1866. 
KaTanaugh,  John  F. 

Mate,  14  November,  1863.     Acting  Ensign,  1   July,  1864.     Honorably  discharged 
28  December,  1865. 
Kay,  Samuel  W. 

Acting  Assistant  Paymaster,  11  July,  1864.     Honorably  discharged  39  September, 
1865. 
Kean,  William. 

Midshipman,  4  January,  1800.     Discharged  13  October,  ISO],  uncer  Peace  Estab- 
lishment Act. 
Kearney,  Archibald  K. 

Midshipman,  3  May,  1800.      Lieutenant,   21   February,  1807.     Resigned  5  July, 
1808. 
Kearney,  James  A. 

Mate,  1   October,  1863.     Acting  Ensign,  30  January,  1863.     Resigned  24  August, 
1803. 
Kearney,  John  A. 

Surgeon's  Mate,  3  March,  1809.     Surgeon,  24   July,  1813.     Died  27  August,  1847. 
Kearney,  Ijawrenee. 

Midshipman,  24  July,  1807.     Lieutenant,  G  March,  1813.     Commander,  3  March, 
1825.     Captain,  20  December,  1833.       Retired  list,  14  November,  1861.     Com- 
modore, Retired  list,  4  April,  1867.     Died  29  November,  1868. 
Kearney,  Robert  S. 

Surgeon's  Mate,  16  January,  1808.     Surgeon,  28  July,  1810.     Died  27  June,  1826. 
Kearns,  Fdward. 

Mate,  23  November,  1864.     Honorably  discharged  38  January,  1867. 
Kearns,  Jaines^  H. 

Mate,  15  October,  1861.     Acting  Ensign,  0  August,  1862.     Honorably  discharged 
28  October,  1865. 
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Kearny,  EdniiiiKl. 

Acting  Midshipman,  4  October,  1851.     Dismissed  21  April,  18.55. 
Kearny,  George  H. 

Acting  Tliird  Assistant  Engineer,   10   October,  18G0.     Tliird   Assistant  Engineer, 
3  .June,  1868.     Second   Assistant   Engineer,  3   June,  1809.     Passed  Assistant 
Engiu-^er,  1  January,  1S7G. 
Kearny,  fCobert  S. 

Assistant  Surgeon,  16  January,  1808.     Surgeon,  28  July,  1810.     Died  7  June,  1836. 
Kearon,  Jolin  W. 

Acting   Third   Assistant   Engineer,  27  March,   1865.     Honorably  discharged  37 
August,  1868. 
Keasby,  John  R. 

Midshipman,  4  November,  1814.     Died  3  March,  1818. 
Keate,  Edward  J. 

Mate,  23  April,  1803.     Resigned  30  November,  1863. 
Keating,  John. 

Boatswain,  20  June,  1872. 
Keele,  Henry. 

Master,  13  February,  1813.     Discharged  13  May,  1815. 
Keeler,  John  I>. 

Midshipman,  23  July,  1866.     Graduated  7  June,  1870.     Ensign,  18   July,  1871. 
Master,  6  January,  1874.     Lieutenant,  22  January,  1880. 
Keeler,  IVilliam  F, 

Acting  Assistant  Paymaster,  17  December,  1861.     Honorably  discharged  35  April, 
1806. 
Keeler,  William  J. 

Civil  Engineer,   17  March,  1863.     Services  no  longer  required  from  5  September, 
1864. 
Keeling,  Henry. 

Gunner,  25  August,  1829.     Appointment  revoked  23  March,  1845. 
Keen,  Annel. 

Boatswain,  7  June,  1867.     Dismissed  12  December,  1876. 
Keen,  George  I>. 

Mate,  11  April,  1865.     Honorably  discharged  3  January,  1866. 
Keen,  Josiah  E. 

Carpenter,  9  March,  1878. 
Keen,  Liawrence. 

Midshijjman,  9  December,  1800.     Last  ajjpearance  on   Records   of  Navy  Depart- 
ment.    Dead. 
Keen,  Willard  S. 

Mate,  13  December,  1861.     Acting  Ensign,  20  July,  1863.     Honorably  discharged 
13  Jlay,  1865. 
Keenan,  Francis. 

Mate,  28  July,  1863.     Resigned  31  June,  1864. 
Keenan,    (Villi am. 

Midshipman,  18  May,  1809.     Appointment  revoked  6  December,  1809. 
Keene,  Henry  C. 

Acting  Master,  21  September,  1861.     Acting  Volunteer  Lieutenant,  17  December, 

1863.  Resigned  8   September,  1868.     Acting  Volunteer  Lieutenant,  37  April, 

1864.  Honorably  disch;irged  25  April,  1865.      Re-appointed  10  June,  1805. 
Lieutenant,  20  March,  1871.     Retired  list,  by  special  Act  of  Congress. 

Keene,  Henry  T. 

Mate,  6  Feljruary,  1862.     Acting  Ensign,  3  April,  1863.     Acting  Master,  6  March, 
1804.     Honorably  discharged  5  January,  1866. 
Keene,  Jesse. 

Midshipman,  19  March,  1805.     Resigned  7  April,  1807. 
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K.eene,  !Lawrenc-e. 

Midshipman,  2  March,  1803.     Resigned  27  Februarj-,  1809. 
lieeiie,  Leander  91. 

Acting  Ensign,  6  October,  18G4.     Resigned  12  May,  1865. 
Keene,  Liewls. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Brig  '■' Enterprmy 
Keener,  Charles  H. 

Acting  Third  Assistant  Engineer,  2  March,  1864.    Honorably  discharged  1  August. 
1866.  °  "      ' 

Keer,  sohn. 

IMid^jhipman,  28  June,  1804.     Drowned  18  May,  1811. 
Keliass,  Jacob. 

Acting  Tliird  Assistant  Engineer,  3  July,  1863.     Resigned  3  June,  1864. 
Kegel,  George. 

Acting  Third  Assistant  Engineer,   9  January,  1865.     Honorably  discharged.  21 
September,  1865. 
Keith,  Albert  M. 

Acting  Master,  27  March,  1862.     Honorably  discharged  26  December,  1865. 
Keith,  Charles  F. 

Acting  Ensign,  15  September,  1362.     Acting  Master,   1   April,  1864.     Honorably 
discharged  26  October,  1'865. 
Keith,  £dwin  H. 

Acting  Third  Assistant  Engineer,  9  September,  1862.     Acting  Second  Assistant 
Engineer,  6  June,  1864.     Honorably  discharged  20  January,  1866. 
Keith,  liewis  G. 

Midshipman,  1  July,  1825.     Passed  Midshipm.an,  4  June,  1831.     Lieutenant,  17 
March,  1836.     Died  1  May,  1S46. 
Keith,  MelTille  C. 

Acting  Ensign,  3  December,  1863.     Resig>'id  3  May,  1865. 
Keith,  Rnel. 

Professor,  8  July,  1845.     Resigned  11  July   1856. 
Keith,  Theodore  S. 

Acting  Assistant  Surgeon,  13  January,  1863.     Acting  Passed  Assistant  Surgeon, 
6  April,  18G6.     Honorably  discharg'ed  2  July,  1868. 
Keith,  William. 

Master,  25  May,   1798.      Last  appearance  on  Records  of  Navy  Department,  27 
June,  1798.     Dead. 
Keith,  William. 

Boatswain,  21  February,  1814.     Last  appearance  on  Records  of  Navy  Department, 
9  February,  1816. 
Keith,  William. 

Boatswain,  5  October,  1812.     Dismissed  20  February,  1813. 
Keiborn,  John. 

Midshipman,  16  December,  1812.     Resigned  21  June,  1815. 
Keleher,  James  T. 

Third  Assistant  Engineer,  17  February,  1860.      Second  Assistant  Engineer,  17 
December,    1862.      Appointment    revoked    10   December,   1865.      Resignation 
accepted  17  March,  1868. 
Kell,  John. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Resigned  23  Januaiy, 
1861. 
Kelleher,  Jeremiah  J. 

Mate,  29  January,  1863.     Acting  Ensign,  4  January,  1865.     Honorably  discharged 
22  October,  1868. 
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Keller,  George  W. 

Acting  Third  Assistant  Engineer,  1 0  Jiuuuirv,  1 804.    Died  on  U.  S.  Steamer  "  Don." 
30  October,  1867. 
Keller,  Jerry. 

Mate,  5  February,  1864.     Apirointraent  revoked  (Sick,)  2G  October,  1864. 
Kelley,  £dwar«l. 

Acting   Tliird    Assistant   Engineer,    4    January,    1865.      Honorably   discharged 
5  April,  1866. 
Kelley,  James  I>.  S. 

Midsliipuian,  5  October,  1864.     Graduated  3  June,  1868.     Ensign,  19  April,  ISl'SI. 
Master,  13  July,  1870.     Lieutenant,  13  August,  1872. 
Kelley,  James  P. 

Acting  Assistant  Paymaster,  4  December,  1863.     Mustered  out  20  December,  1805. 
Kelley,  James  W. 

Acting  Assistant  Paymaster,  20  July,  1863.     Honorably  discharged  16  December, 
1865. 
Kelley,  John  A. 

Acting  Ensign,  6  December,  1864.     Resigned  8  May,  1865. 
Kelley,  lieTi  B. 

Acting  Ensign,  28  February,  1865.     Honorably  discharged  16  September,  1865. 
Kelley,  Robert  li.. 

Acting  Master,  22  January,  1862.     Killed  in  action  at  Port  Hudson,  14  March, 
1863. 
Kelley,  Thomas  J. 

Acting  Ensign,  31   January,  1865.      Honorably  discharged   13  November,  1805. 
Acting  Ensign,  19  March,  1866.     Died  on  "  WoAihitseU,"  13  August,  1806. 
Kellog,  Frederick. 

Midshipman,  23  February,  1841.     Resigned  13  October,  1847. 
Kellogg,  Angusliis  G. 

Acting  Midshipman,  21  September,  1860.     Ensign,  28  May,  1863.     Master,  10  No- 
vember,  1865.      Lieutenant,  10  November,  1860.     Lieutenant-Commander,   13 
March,  1868.     Commander,  11  July,  1880. 
Kellogg,  Kdward  N. 

Acting  Midshipman,  34  September,  1858.     Ensign,  8  September,  1863.     Lieuten- 
ant, 23  February,  1864.     Lieutenant-Commandm-,  25  July,  1806.     Died  6  Octo- 
ber, 1874. 
Kellogg^  George  C. 

Mate,  5  August,  1862.     Appointment  revoked  23  February,  1864. 
Kellogg,  John. 

Acting  Master,  3  October,  1861.     Honorably  discharged  30  October,  1865. 
Kellogg,  Mortimer. 

Third  Assistant  Engineer,  16  February,  1852.      Second  Assistant  Engineer,  27 
July,  1855.     First  Assistant  Engineer,  3  August,  1859.     Chief  Engineer,  8  No- 
vember, 1861.     Died  16  November,  1870. 
Kellogg,  S.  Wilson. 

Assistant  Surgeon,  0  September,  1837.     Passed  Assistant  Surgeon,  14  March,  1843. 
Surgeon,  26  August,  1848.     Died  7  January,  1867. 
Kellogg,  Wainwright. 

Midshipman,  £7   September,  1805.     Graduated  4  June,  1869.     Ensign,  12  July, 
1870.     Master,  3  September,  1872.     Lieutenant,  29  September,  1875. 
Kells,  De  Witt  C. 

Mate,  24  December,  1861.  Acting  Ensign,  16  October,  1863.  Acting  Master, 
recommendation  of  Commanding  OiRcer,  18  March,  1804.  Acting  Volunteer 
Lieutenant,  9  June,  1865.  Master,  13  March,  1S08.  Lieutenant,  18  December, 
1868.     Lieutenant-Commander,  2  March,  1870.     Dismissed  4  February,  1879. 
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Kelly,  Ciiailem  Y.,  Jr. 

Mate,  1 'J  October,  18G1.     Acting    Eusigii,  'JU  Muv,   ISUy.     lluuorably  discharged 
2  July,  1807. 
Kelly,  Daniel. 

Guimer,  2<J  March,  18au.     Died  'J  June,  18-11. 
Kelly,  I>aiiiel. 

Gunner,  17  May,  182U.     Discliarged  ;i  November,  1828. 
Kelly,  Daniel  F. 

Acting  Third  Assistant  Engineer,  2:;  May,  ISU-t.      Honorably  discharged  7  August, 
18G5. 
Kelly,  Jobn. 

MidshijJman,  1   February,  1814.     Lieutenant,  13  January,  182.5.     Commander,  8 
September,  1841.     Captain,  14  September,   18.55.     Commodore  on  l{etii(<l  list, 
16  July,  1862.     Died  G  February,  1863. 
Kelly,  Johu  A. 

Acting  First  Assistant  Engineer,  28  November,  1863.     Resigned  (Sick.)  14  March, 
1865. 
Kelly,  John  M. 

Acting  Ensign,  13  March,  1863.     Honorably  discharged  4  Marcl),  1866. 
Kelly,  John  P. 

Third  Assistant  Engineer,  24  August,  1861.     Second  Assistant  Engineer,  21  April, 
18G3.     First  Assistant  Engineer,  11  October,  1866. 
Kelly,  John  W. 

Acting   Midshipman,   31    January,   1853.     Midshipman,  10  June,  1857.     Passed 
Midshipman,  25  June,  1860.     Master,  24  October,  1860.     Lieutenant,  18  April, 
'       1861.     Lost  on  "  Tecumseh,''  5  August,  1864. 
Kelly,  Joseph. 

Boatswain,  15  November,  1810.     Dismissed  9  March,  1811. 
Kelly,  Martin. 

Mate,  11  June,  1863.     Resigned  30  May,  1864. 
Kell}',  Michael. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Resigned  8  December,  1863. 
Kelly,  M.  J. 

Acting  Ensign,  3  May,  1864.     Honorably  discharged,  21  June,  18G5. 
Kelly,  Tiiaddens  W. 

SailmakiT,  2  August,  1844.     Appointment  revoked  29  May,  1846. 
Kelly.  William,  Jr. 

Acting  Ensign,  13  June,  1864.     Honorably  discharged  22  August,  1865. 
Kelly,  William  H. 

Third  Assistant  Engineer,   16   January,   1863.     Second   Assistant   Engineer,   28 
May,  1864.     Cashiered  from  the  service,  20  November,  1866. 
Kelly,  William  W.  J. 

Purser,  1  April,  1852.     Resigned  21  January,  1861. 
Kelsey,  A.  Warren. 

Acting  Assistant  Paymaster,  19  October,  1861.     Appointment  revoked  (Sick,1  28 
October,  1863. 
Kelsey,  John  W. 

Acting  Second  Assistant  Engineer,  12  December,  1861.     Acting  First  Assistant 
Engineer,  15  February,  1864.     Honorably  discharged  10  October,  1805. 
Kelso,  Joseph  K. 

Mate,  8  September,  1864.     Resigned  14  April,  1865. 
Kelven,  James. 

Acting    Second  Assistant   Engineer,    18   January,    1864.     Dismissed  12   August, 
1865. 
Kenible,  Arthur. 

Acting   Assistant  Surgeon,  13  August,  1861.     Resigned  16  May,  1862. 
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Keiiible,  £tluiiiiBi8. 

Mate,  18U1.     Acting  jMastcr,  2i\   Jlay,   lb02.      Homii-ably   discluirged   2(i  August, 
ISGo. 
Kenible,  Frank. 

Mute.     Dismissed  13  August,  1803.     Mate,  20  October,  1800.     Acting  Ensign,  1 
June,  1804.     Honorably  discliarged  20  October,  1805. 
Keiiible,  Peter. 

Jlidsbipman,  19  December,  1840.     Resigned  34  June,  184.5. 
ICeiiip,  Jacob. 

Mate,  27  June,  1800.     Ajjpointment  revoked  27  July,  1806. 
Meiiip,  William  T. 

Acting  Assistant  Surgeon,  8  May,    18C3.     Assistant  Surgeon,  5   September,  1803. 
Died  31  March,  1804. 
Keiiipcr,  S.  M. 

Master,  30  October,  1812.     Cashiered  30  December,  181'J. 
Heiiipfi',  liOiiis. 

Acting  Midshipman,  25  Sejjtember,  1857.    Graduated   1802.    Lieutenant,  1  August, 
1802.     Lieutenant-Commander,  25  July,  1800.     Commander,  t)  March,  187G. 
Meuipton,  Abiier  W. 

Acting  Master,  29  October,  1801.     Honorably  discharged  23  March,  1806. 
Keiiipton,  Francis. 

Acting  Ensign,  17  December,  1862.     Honorably  discharged  14  December,  1805. 
Keinpton.  Silas  W. 

Mate,  9  May,  1804.     Drowned  23  March,  1865. 
Keuipton,  W.  li. 

Acting  Master,  31  March,  1862.     Honorably  discharged  2S  October,  1865. 
Kenipton,  Zacctaens. 

Acting  Master,  28  May,  1801.     lldiiiualjly  discharged  25  October,  1865. 
Kendall,  Anflrew  J. 

Mate,  11  September,  1803.     Acting  Ensign,  17  December,  1804.     Honorably  dis- 
charged 20  October,  1865. 
Kendall,  George. 

Acting  Ensign,  6  October,  1802.     Resigned  22  September,  1803.     Acting  Ensign, 
14  October,  1863.     Resigned  20  December,  1804. 
Kendall,  liUcian  H. 

Acting  Assistant  Surgeon,  31   June,  1862.     Acting  Passed  Assistant  Surgeon,  36 
May,  1865.     Honorably  discharged  24  September,  1800. 
Kendrick,  Charles  S. 

Acting  Master,  1  October,  1803.     Died  13  August,  1803. 
Keiidricken,  Paul. 

Acting  Third   Assistant  Engineer,  20  June,  1862.     Acting  Second  Assistant  En- 
gineer, 0  November,  1863.     Honorably  discharged  3  September,  1806. 
Keneall}',  John  F. 

Acting  Third   Assistant  Engineer,  10  May,  1863.     Acting  Second  Assistant  En- 
gineer, 10  March,  1860.     Honorably  discharged  5  September,  1865. 
Kennard,  Joel  S. 

Midshipman,  10  March,  1837.      Passed  Midshipman,  29  June,   1843.     Master,  4 
January,  1850.     Lieutenant,  18  October,  1850.     Resigned  23  April,  1801. 
Kennedy,  A.  E. 

Assistant  Surgeon,  3  January,  1838.     Died  13  June,  1833. 
Kennedy,  Charles  11.  A.  M. 

Midshipman,  10  February,  1819.     Passed  Midshipman,  4  Jime,  1831.     Lieutenant, 
3  March,  1835.     Commander,  14  September,  1855.     Dismissed  14  June,  1801. 
Kennedy,  Charles  TV. 

Midshipman,  25  September,  1801.     Graduated  22  November,  1864.     Ensign,   1 


404  GENERAL   NAVY   REGISTER. 

November,  1866.      Master,  1  December,  1866.      Lieutenant,  13  March,  1868- 
Lieutenant-Commander,  26  March,  1869. 
Kennedy,  Dnnoan. 

Midshipman,  20  July,  18G4.     Graduated  3  June,  1868.     Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  18  June,  1872. 
Kennedy,  DdiimiKl  C 

Midsliipmaii,  17  Srptuniber,  1830.     Resigned  15  June,  1839. 
Kennedy,  Edninnd  P. 

Midshipman,  23  Nnvembcr,  1805.    Lieutenant,  9  June,  1810.    Commander,  5  Marcli, 
1817.     Captain,  24  April,  1828.     Died  28  Mareh,  1844. 
Kennedy,  Franeis  M. 

Acting  Tliird  Assistant  Engineer,   30   December,  1864.      Honorably  discharged 
24  October,  1869. 
Kennedy,  II.  IS. 

Master,  26  June,  1812.     Resigned  24  May,  1813. 
Kenne<ly,  James  C;. 

Acting  Third  Assistant  Engineer,  27  December,  1861.     Resigned  28  November, 
1862.     Acting  Second  Assistant  Engineer,  30  July,  1864.     Resigned  13  April, 
1865. 
Kennedy,  Joseph, 

Acting  Second  Assistant  Engineer,  4  April,  1864.     Honorably  discharged  3  Octo- 
ber, 1865. 
Kennedy.  Josiali  W. 

Acting  Curpuntcr,  3  October,  1863.     Honorably  discharged  30  October,  1865. 
Kenned.y,  Mitisael. 

.Vcting  Third  Assistant  Engineer,  13  February,  1865.     Dismissed  1  August,  18C5. 
Kennedy,  Stephen  D. 

Assistant  Suigcon,  9  May,  1861.     Surgeon,  5  January,  1866. 
Kennedy,  Stewart. 

Assistant  Surgeon,  1   October,  1855.     Surgeon,  1   August,  1861.     Died  8  March, 
1864. 
Kennedy,  Thomas. 

Mate,  26  November,  1862.     Honorably  discharged  27  December,  1865. 
Kennedy,  Thomas. 

Acting  Third  Assistant  Engineer,  5  December,  1864.     Honorably  discharged  23 
Marcli,  1866. 
Kennett,  John  C. 

Midshipman,  2  October,  1861.     Graduated  22  November,  1864.    Ensign,  1  Novem 
bir,  isiio.    Master,  1  December,  1866.    Lieutenant,  12  March,  1868.    Lieutenant- 
Commander,  26  Slarch,  1869.     Resigned  31  December,  1880. 
Kenney,  Albert  B. 

Acting  Third  Assistant  Engineer,  6  March,  1863.     Acting  Second  Assistant  Engi- 
neer, 16  September,  1864. 
Kenney,  A.  J. 

Mate,  8  Mav,  1866.     Appointment  revoked  19  September,  1866.     Mate,  13  Octo- 
ber, ]bf;9.'    Resigned  10  April,  1873. 
Kenney,  Eduard. 

Boatswain,  20  July,  1853. 
Kenney,  CJeorge  \%'. 

Acting  Carpenter,  8  June,  1863.     Honorably  discharged  6  June,  1866. 
Kenney,  E,ewis. 

Mate.  1863.     Acting  Ensign,  3  October,  1863.     Honorably  discharged  19  Decem- 
ber, 1808. 
Kenney,  !§>tephen  It. 

Acting  Assistant  Surgeon,  4  November,  1863.     Honorablv  discharged  15  March, 
1866. 
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Kennison,  I>.  K. 

Acting  Master  and  Pilot,  29  October,  1864.     Honorably  discharged  8  August,  1^(1."). 
Kennison,  Williaui  W. 

Mate,  28  August,  1861.     Acting  Master,   1    February,  1862.      Acting  Volunteer 
Lieutenant,  gallant  conduct  in  action  between  "  Merrimac"  and  "  Oximherland,''^ 
36   March,   1863.     Honorably   discharged    4   May,    1866.      Acting   Master,    20 
August,  1866.     Mustered  out  16  November,  1868. 
Kennon,  Beverly. 

Midshipman,  18  May,  1809.     Lieutenant,  24  July,  1813.     Commander,  24  April, 
1828.     Captain,  9  February,  1837.     Killed  by  accident  28  February,  1S44. 
Kennon,  Beverly. 

Midshipman,  22  August,  1846.     Passed  Midshipman,  8  June,  1852.     Master,  15 
September,  1855.     Lieutenant,  16  September.  1855.     Resigned  23  April,  1861. 
Kennon,  George  T. 

Surgeon,  24  July,  1813.     Resigned  20  December,  1833. 
Kennon,  John  T. 

Surgeon,  24  July,  1813.     Resigned  20  December,  1823. 
Kennon,  Richard. 

Midshipman,  10  May,  1830.     Resigned  4  June,  1833. 
Kennon,  Richard. 

Surgeon's  Mate,  17  November,  1824.     Resigned  13  November,  1833. 
Kennon,  William  II. 

Purser,  5  June,  1844.     Dismissed  16  November,  1849. 
Kennon,  William  H. 

Midshipman,  1  January,  1817.     Lieutenant,  28  April,  1826.     Resigned  16  Decem- 
ber, 1840. 
Kenny,  Albert  S. 

Assistant  Paymaster,  19  March,  1862.     Paymaster,  9  March,  1865. 
Kenny,  John. 

Midshipman,  1  January,  1808.     Resigned  10  August,  1809. 
Kensil,  liCwis  M. 

Acting  Second  Assistant  Engineer,  18G1.     Dismissed  25  September,  1862. 
Kent,  James  W. 

Acting  Third  Assistant  Engineer,  23  September,  1864.     Resigned  15  May,  1865. 
Kent,  Joseph. 

Mate,  4  October,  1861.     Died  on  '^  Pensacola,"'  5  December,  1863. 
Kent.  liCwis  A. 

Mate,  19  April,  1864.     Honorably  discharged  13  November,  1865. 
Kenworthy,  William  S. 

Acting  Third  Assistant  Engineer,  7  September,  1864.     Resigned  4  April,  1865. 
Kenyon,  Andrew  J. 

Third  Assistant  Engineer,  21   September,   1861.     Second  Assistant  Engineer,   30 
July,  1863.     First  Assistant  Engineer,  11  October,  1866. 
Kenyon,  Charles  W. 

Acting  Third  Assistant  Engineer,  gallantry,  25   October,  1863.     Honorably    dis- 
charged 36  September,  1865. 
Sienyosj,  Henry. 

Lieutenant,  3  August,  1798.     Discharged  8  July,  1801,  under  Peace  Establishment 
Act. 
Kenz,  Joseph. 

Suro-eon's  Mate,  28  March,  1830.     Last  appearance  on  Records  of  Nav"  Depart- 
ment, 1834.     West  India  Station. 
Keogh,  Matthew. 

Midshipman,  6  December,  1814.     Lost  at  Sea  in  1821. 
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Keogh,  Pad-iek. 

Sailniaker,  27  November,  1807.     Last  ai)pcui-ance  on  Records  of  Navy  Department. 
Dead. 
Kepler,  Oeorge  W. 

Mate,  10  September,  1864.     Honorably  discharged  24  March,  186G. 
Kerley.  Bernard. 

Actiii!!  Third  Assistant  Engineer,  7  March,  1862.     Honorably  discharged  12  No- 
vember, 18G5. 
Keriiaii,  William. 

Acting  Third  Assistant  Engineer,  31  March,  1864.     Honorablv  discharged  4  Sep- 
tember, 186.5. 
lierns,  L.iioien  B. 

Acting  First  Assistant  Engineer,  9  February,  1864.     Appointment  revoked  (Sick,) 
13  ApriL  18S4. 

Kerr.  £:«lwarcl  A. 

Midshipman,  1  .June,  1821.     Died  in  November,  1824. 
Kerr,  lieeds  C. 

Assistant  Paymaster,  16  June,  1880. 
Kerr,  Thomas. 

Assistant  Gunner,  13  February,  1864.     Appointment  revoked  9  May,  1865. 
Kerr,  William  A. 

Acting  Midshipman,  20  September,  18.54.     Midshipman,  11   June,  18-58.     Passed 
Midshipman,  28  January,  1861.    Master,  28  February,  1861.    Resigned  24  April, 
1861. 
Kersliner,  Edward. 

Assistant  Surgeon,  24  January,  1862.     Surgeon,  7  November,  1873. 
Kerran,  liawrence. 

Carpenter,  14  October,  1834.     Resigned  30  November,  183.5. 
Keller,  Philip. 

Acting  Third  Assistant  Engineer,  17  June,  1863.     Acting  Second  Assistant  En- 
gineer, 8  April,  1865.     Honorably  discharged  7  November,  1865. 
Key,  Daniel  M. 

Midshipman,  28  November,  1833.     Died  23  June,  1836. 
Key,  Henry  H. 

Midshipman,  10  September,  1841.     Resigned  2  May,  1848. 
Key.  Franeis  S. 

Midshipman,  15  May,  1823.     Resigned  21  February,  1827. 
Key,  James. 

PuBser,  16  September,  1799.     Discharged  18  November,  1801,  under  Peace  Estab- 
lishment Act. 
Keyes,  William  E. 

Acting  Gunner,  5  February,  1863.     Honorably  discharged,  16  September.  1865. 
Keyser,  Edward  S. 

Acting  Ensign,  20  September,  1863.     Acting  Master,  favorable  report  of  Com- 
manding Officer,   19  February,  1864.     Acting  Volunteer  Lieutenant,  6  April, 
1865.     Master,  12  March,  1868.     Lieutenant,  18  December,  1868.     Lieutenant- 
C'nnimander,  25  January,  1870. 
Keyser,  Henry. 

Acting  Master,  7  August,  1863.     Honorably  discharged  25  Novemlier,  1865. 
Keyser,  Henry  C 

Acting  Tliird  Assistant  Engineer,  16  February,  1865.     Honorably  discharged  26 
July,  1865. 
Kid,  Charlton  B. 

Third  Assistant  Engineer,  31  May,  1857.  Second  Assistant  Engi:ieer,  3  August 
1859.  First  Assistant  Engineer,  1  February,  1862.  Resigned  :i()  Decembsr, 
1867. 
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Kidd,  Elijah  M . 

Acting  Second  Assistant  Engineer,  22  September,  1803.     Honorably  discbarctefl 
28  October,  1865. 
I&idd,  JaiiDcs  P. 

Midshipman,  21  September,  1821.     Resigned  21  October,  1824. 
Kidd,  John  M. 

Master,  17  June,  1817.     Last  appearance  on  Records  of  Navy  Department,  1822. 
Norfolk. 
Kidd.,  Tlionias. 

Actini;  Third  Assistant   Engineer,   20   October,  1863.     Honorably  discharged  1 
October,  1865. 
Kiddall,  John. 

Master,  G  October,  1813.     Discharged  15  April.  1815. 
Kiddall,  John. 

iMidshipuiaii,  29  November,  1800.     Discharged  9  June,  1801,  under  Peace  Estab- 
lishment Act. 
Kiflder.  SSenjantin  H. 

Assistant  Surgeon,  24  January,  1862.     Surgeon,  2  March,  1868. 
Ki«Id<L'i',  CJeorgc  E. 

Mate,  22  October,  1863.     Acting  Ensign,  19  August,  1864.     Honorably  discharged 
3  December,  1865. 
Kidder,  George  W. 

Acting  Third  Assistant  Engineer,  6  December,  1862.     Acting  Second  Assistant 
Engineer,  20  July.  1864.     Honorably  discharged  4  January,  1868. 
Kidder,  Jerome  H. 

Acting  Assistant  Surgeon,  27  April,  1866.     Assistant  Surgeon,   18  June,    1866. 
Surgeon,  19  May,  1876. 
Kiely,  Thomas  J.  C. 

Acting   Assistant   Surgeon,   21   October,    1861.     Resigned  2  July,  1862. 
Kiersted,  Andrew  J. 

Third  Assistant  Engineer,  26  June,   1856.     First  Assistant  Engineer,  3  August, 
1859.     Chief  Engineer,  12  November,  1861. 
Kiersted,  Charles  D. 

Acting  Third  Assistant  Engineer,  29  August,  1861.     Acting   Second  Assistant 
Engineer,  15  February,  1862.     Dismissed  4  August,  1864. 
Kiersted,  Darid  C. 

Mate,  30  September,   1862.     Acting  Ensign,  20  October,  1864.     Honorably   dis- 
charged 5  November,  1865. 
Kiersted,  George  W. 

Acting  Third  Assistant  Engineer,  21   May,  1803.     Acting  Second  Assistant  En- 
gineer, 13  February,  1865.     Honorably  discharged  8  September,  1866. 
Kihlhorii.  John  N. 

Mate,  20  January,  1863.     Acting  Ensign',  28  July,  1864.     Resigned  10  May,  1865. 
Kilbnrn,  Willie. 

Midshipman,  5  December,  1805.     Graduated  4  June,  1809.     Ensign,  13  July,  1871. 
Master,  18  December,  1874. 
Kilby,  James  A. 

Mate,  11  June,  18()3.    Resigned,  (Sick,)  7  November,  1863.    Mate,  7  December,  1863. 
Acting  Ensign,  10  January,  1804.     Appointment  revoked,  (Sick,)  18  July,  1864. 
Kilgore,  William  F. 

Acting  Ensign,  3  December,  1864.     Honorably  discharged  2  April,  1808. 
Killin,  John  J. 

Boatswain,  23  October,  1877. 
KilstsatrifJi,  Tlionsas. 

Third  Assistant  Engineer,  23  March,  1848.  Second  Assistant  Engineer,  13  Sep- 
tember, 1849.  First  Assistant  Engineer,  20  February,  1851.  Resigned  33 
August,  1853. 
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Kilpatrick,  William  H. 

Third  Assistant  Engineer,  11  February,  1862.     Second  Assistant  Engineer,  15  Oc- 
tober, 1863.     Resigned  9  February,  1866. 
Kilty,  Augustus  H. 

Midshipman,  4  July,  1821.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
6  September,  1837.  Reserved  list,  13  September,  1855.  Commander,  Active 
list,  6  January,  1859.  Captain,  Active  list,  16  July,  1862.  Commodore,  25  July. 
1866.  Retired  list,  25  November,  1868.  Rear-Admiral,  13  July,  1870.  Died  10 
November,  1879. 
liiniball,  Ambrose. 

Acting  Third  Assistant  Engineer,  1  December,  1863.     Resigned  12  April,  1865. 
Kimball,  F.  \%. 

Mate,  30  May,  1863.     Honorably  discharged  2  May,  1868. 
Kimball,  George. 

Acting  Master,  25  May,  1861.     Died  30  November,  1863. 
Kimball,  Henry  H. 

Third  Assistant  Engineer,  20  May,  1863.     Resigned  29  June,  1869. 
Kimball,  Hill  J. 

Acting  Assistant  Surgeon,  27  October,  1863.     Died  6  February,  1864. 
Kimball,  H.  S. 

Acting  Master,  5  July,  1862.     Resigned  2  March,  1863. 
Kimball,  Jacob. 

Acting  Master,  22  January,  1862.     Acting  Volunteer   Lieutenant,  8  April,  1865. 
Honorably   discharged   4   January,  1866.      Acting   Master,  16   October,    1806. 
Mustered  out  10  September,  1868. 
Kimball,  James  B. 

Third  Assistant  Engineer,  8   September,  1853.     Second  Assistant  Engineer,  20 
June,   1856.      First   Assistant    Engineer,   2    August,    1859.      Chief   Engineer, 
5  August,  1861.     Died  18  May,  1879. 
Kimball,  Tbomas  W. 

Mate,  31  October,  1861.     Acting  Ensign,  1  April,  1864.     Honorably  discharged 
20  December,  1807. 
Kimball,  William  W. 

Midshipman,  31  July,  1865.     Graduated  4  June,  1869.     Ensign,  19  October,  1870. 
Master,  14  October,  1871.     Lieutenant,  18  December,  1874. 
Kimber,  George  W. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Acting  First  Assistant  Engi- 
neer, 6  December,  1862.     Resigned  (Sick,)  5  November,  1863. 
Kimberly,  Henry  D. 

Acting  Assistant  Paymaster,  3  August,  1861.     Mustered  out  9  January,  1860. 
Kimberly,  liewis  A. 

Midshipman,  8  December,  1846.     Passed  Midshipman,  8  June,  1852.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1866.     Captain,  3  October,  1874. 
Kimmell,  Harry. 

Cadet  Midshipman,  28  September,  1874.     Graduated  4  June,  1880. 
Kindleberger,  David. 

Assistant  Surgeon,  20  May,  1859.     Surgeon,  14  August,  1863.     Medical  Inspector, 
13  August,  1876. 
King,  Allen  A. 

JIate,  6  October,  1864.     Honorably  discharged  30  September,  1865. 

King,  Amos. 

Surgeon's  Mate,  10  December,  1814.    Last  appearance  on  Records  of  Navy  Depart- 
nient  for  1815.     New  York. 
King,  Cbarles. 

Mate,  1  October,  1862.     Acting  Ensign,  19   February,  1863.     Resigned  20  Apial, 
1865. 
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Ming,  Charles  Alfred. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.     Graduated  10  June,  1880. 
King,  I>avi<l  J. 

Mute,  1 1  Jlay,  1863.     Honorably  discharged  10  July,  1865. 
King,  I>aniel  L.. 

Acting  First  Assistant  Engineer,  23  February,  1864.     Honorably  discharged  14 
October,  1807. 
King,  Edward  91. 

Acting  Volunteer  Lieutenant,  31  October,  1863.     Honorably   discharged  18  July, 
1867. 
King,  Ezekiel. 

Midshipman,  16  January,  1809.     Struck  oflf  26  August,  1809. 
King,  Frederick  T. 

Acting  Master,  14  August,  1861.     Honorably  discharged  29  December,  1865. 
King,  Oeorge  Li. 

••Vcting  Third  Assistant  Engineer,  6  September,  1864.     Resigned  27  April,  1865. 
King,  Oeorge  S. 

Midshipman,  25  March,  1842.     Passed  Midshipman,  5  August,  1848.     Dropped  13 
September,  1855. 
King,  Glendy. 

Third  Assistant  Engineer,  2  August,  1855.     Second  Assistant  Engineer,  21  July, 
1858.     Resigned  7  September,  1858.     Second  Assistant  Engineer,  9  May,  1861. 
Declined.     Ajjpointment  revoked  13  June,  1861. 
King,  James  W. 

Third  Assistant  Engineer,  2  September,   1844.     Second  Assistant  Engineer,   10 
July,  1847.     First  Assistant  Engineer,  13  September,  1849.     Chief  Engineer,  13 
November,  1852.     Engineer  in  Chief,  15  March,  1869.     Successor  appointed  20 
March,  1873. 
King,  John. 

blaster,  16  April,  1800.     Last  appearance  on  Records  of  Navy  Department. 
King,  Jolin 

Sailmaker,  37  August,  1853.     Dismissed  23  October,  1864. 
King,  Jolan  A.  B. 

Acting  Third   Assistant  Engineer,  18  February,  1863.     Acting  Second  Assistant 
Engineer,  7  April,  1864.     Honorably  discharged  22  March,  1868. 
King,  John  F. 

Acting  Third  Assistant  Engineer,  26  September,  1862.     Resigned  7  May,  1863. 
King,  John  H. 

Mate,  20  August,  1863.     Acting  Ensign,  5  October,  1864.     Honorably  discharged 
31  July,  1867. 
King,  John  91. 

Acting  Third  Assistant  Engineer,  6  May,  1863.     Appointment  revoked  (Sick,)  36 
February,  1864. 
King,  John  W. 

Acting  Ensign,  3  August,  1804.     Honorably  discharged  30  November,  1865. 
King,  Lr.  B. 

Acting  Ensign,  17  September,  1802.     Acting  Master,  7  November,  1863.     Honor- 
ably discharged  2  January,  1809. 
King,  miles. 

Lieutenant,  13  July,  1799.     Discharged  11  May,  1801,  under  Peace  Establishment 
Act. 
King,  Robert  S. 

Gunner,  5  April,  1842.     Resigned  3  July,  1846.     Gunner,  6  April,  1859.     Lost  in 
the  "Zesarai,"  18  September,  1860. 
King,  Stephen  G. 

Sailmaker,  27  March,  1857.     Died  18  January,  1800. 
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King,  Sylvester  W. 

Acting  Thud  Assistant  Engineer,  27  July,  1863.     Honorably  discliarged  7  Octo- 
ber, 1865. 
King,  Thomas. 

Boatswain,  11  June,  1799.     Last  aj^jJearance  on  Records  of  Navy  Deiiartnicnt. 
King,  Tlioiuas. 

Acting  Third  Assistant  Engineer,  5  March,  1864.     Dismissed  23  April,  1804. 
King,  Thomas. 

Master's  Mate,  date  not  known.     Died  iu  1821. 
King,  Thomas. 

Acting  Mastt'r,  25  February,  1862.     Resigned  8  February,  1864. 
King,  Thomas. 

Midshipman,  4  March,  1815.     Last  appearance  on  Records  of  Navv  Department, 
1821.     Dead. 
King,  Thomas  W. 

Acting  Second  Assistant  Engineer,  IS  October,  1864.     Appointment  revoked  18 
January,  1SG6. 
King,  William. 

Acting  Third  Assistant  Engineer,  2  June.  ]S(J2.     Resigned  20  June,  1863. 
King,  William. 

Mate,  lU  September,  1863.     Resigned  3  February,  1860. 
King,  William  C 

Mate.  27  Mav,  1803.     Acting  Ensign,  30  December,  1804.     Honorably  discharged 
loMay,  ISV.S. 
King,  William  Henry. 

Third  Assistant  Engineer,  0  February,  1851.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     First  Assistant  Engineer,  21  May,  1853.     Died  25  April,  1859. 
King,  William   Herrey. 

Third  Assistant  Engineer,  20  May,  1857.     Second  Assistant  Engineer,  2  August, 
1859.     First  Assistant  Engineer,  2  December,  1861.    Chief  Engineer,  10  Novem- 
ber, 1863. 
King,  William  M. 

Assistant  Suri^eon,  3   December,   1858.      Surgeon,  22  Mav.    1802.      Jledical  In- 
spector, 4  May,  1875.     Died  14  March.  1880. 
King,  William  R. 

Cadet  Engineer,  Naval  Academy,  1   October,   1872.     Graduated  21   June,   1875. 
Assistant  Engineer.  1  July,  1877. 
Kingsbnry,  Charles  C. 

Acting  jiaster,  15  April,  1862.     Acting  Volunteer  Lieutenant.  24   April,  1805. 
H()nnral>ly  discharged  2  January.  1806. 
KingshiBi-g.  George  3j. 

Acting  See  Olid  Assistant  Engineer,  14  August,  1802.     Resigned  8  July,  1863. 
Kingsley,  Jackson. 

Slate,  i)  October,  1802.     Discharged  2  Oetobei-,  1804. 
Kingsley,  John  F. 

Acting  Third  Assistant  Engineer,  24  Mav,  1864.     Honorablv  discharged  28  April, 
1869. 
Kingsley,  I.ouis  A. 

Midshipman.  28   September,  ISOl.     Graduated  September.  1805.     Ensign,  1  De- 
cember, 1800.     Master,  12  March,  1868.     Lieutenant.  20  March,  1809. 
Kingston,  S.  IS. 

Midshipman,  1  January,  1817.     Resigned  10  December,  1826. 
Kingston,  Siision. 

Master.  29  .luiie.  1812.     Died  in  July.  1825. 
KinkaitI,  Thomas  Wright. 

Cadet  Engineer,  Naval  Academy,  14   September,  1870.     Graduated  10  Jime,  1880. 
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Kinkead,  Joseph  K. 

Midshipman,  19  October,  1841.     Resigned  2G  August,  1843. 
ICinlocta,  Thomas  li. 

Midshipman,   1    July,    1836.     Passed   Midshipman,    1    July,   1842.     Master,   25 
August,  1849.     Died  25  December,  1849. 
Klnnaii,  Henry  R. 

Mute.     Dismissed  16  September,  1862.     Mate,  22  November,  1SG2.     Died  10  Janu- 
ary, 1803. 
Kinnear,  James. 

Acting  Carjjenter,  5  June,  1861.     Resigned  3  October,  18C1. 
Kiniiier,  James. 

Acting  Assistant  Surgeon,  25  July,  1802.     Honorably   discharged  2  April,  1806. 
Miiiiiey,  William  H. 

Acting  Assistant  Surgeon,  5  March,  1804.     IJesignecI  T  September,  1805. 
Kinniciitte,  J.  C. 

Midsliii)nuin,  8  October,  1798.     Last  apiJcarance  on  Records  of  Navv  Department, 
25  March,  ISOO. 
Kiitiiy,  Ilarloir. 

Acting  Carpenter,  1  October,  1862.     Honorably  discharged  2'i  September,  1865. 
liip,  Isaac. 

Surgeon's  Mate,  13  March,  1805.     Dismissed  16  August,  1805. 
Kii'by,  Absalom. 

Third  Assistant  Engineer,  3  October,  1801.     Second  Assistant  Engineer,  3  August, 
1803.     Retired  22  January,  1866.     Restored  to  Active  list  by  Act  of  Congress, 
3  March,  1873.     First  Assistant  Engineer,  11  October,  IS'Se. 
Kirby,  Benjamin. 

Master's  Mate,  1  February,  1816.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 
Kii'by,  IVieliolas. 

Acting  Master,  29  October,  1861.     Acting  Volunteer  Lieutenant,  20  April,  1864. 
Honorably  discharged  14  November,  1865. 
Kirk,  James  A. 

Midshipman,  1  May,  1822.     Died  9  May,  1823. 
Kirk,  Hlordceai  li. 

Mate,  4  March,  1864.     Honorably  discharged  25  October,  1865. 
Kirkby,  George. 

Acting  Ensign,  4  November,  1802.     Died  22  June,  1863. 
Kirkby^  William  J. 

Acting  Ensign,  22  December,  1863.     Honorably  discharged  21  November.  1805. 
Kirkendall,  Charles  H. 

Acting  Assistant  Paymaster,  25  September,  1861.     Mustered  out  15  November, 
1865. 
Kirkhaui,  Austin  P. 

Mate.     Resigned  13  April,  1863. 
Kirklanci.  James. 

Acting  Carpenter,  1  October,  1862.     Dismissed  10  June,  1863. 
Kirkland,  William  A. 

Midshipman,   2   July,    1850.     Passed   Midshipman,   20   June,   1856.     Master,  22 
January   1858.     Lieutenant,  18  March,  1858.     Lieutenant-Commander,  16  July, 
1809.     Commander,  2  Jlarch,  1809.     Captain,  1  April,  1880. 
Kiskadden,  Harvey  J. 

Mate,  24  January,  1803.     Resigned  30  May,  1864. 
Kisner,  William. 

Mate,  23  June,  1863.     Acting  Ensign,  11  March,  1865.     Honorably  discharged  19 
November,  1865. 
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Kissain,  B.  P. 

Surgeon,  24  July,  1813.     Died  0  October,  1828. 
Kissaiu,  Franklin. 

Acting  Third  Assistant  Engineer,  10  June,  1864.     Appointmen    revoked  12  May, 
1805. 
liissain.  J.  J.  Astor. 

Acting  Assistant  Paymaster,  18  September,  1803.     Resigned  23  July,  1863. 
KisNaiii.  Saninel  M. 

Surge-on.  24  July,  1813.     Died  August,  1822. 
Kitchen,  John  S. 

Assistant  Surgeon,  1  May,  18.55.     Surgeon,  1  May,  1801.     Died  8  May,  1872. 
Kitchen,  Theodore  S. 

Acting  Assistant  Paymaster,  12  Sei)tember,  1803.     Resigned  2  December,  1804. 
Kitchiug,  William  H.,  Jr. 

Mate,  28  July,  1803.     Resigned  22  April,  1805. 
Kittredge,  John  W. 

Acting  Volunteer  Lieutenant,  20  August,  1801.     Dismissed  27  October,  1803. 
Kitts,  John. 

Master,  15  May,  1813.     Died  6  August,  1819. 
Kiecliner,  Cliarles  C. 

Cadet  Engineer  Naval  Academy,   1   October,  1871.     Graduated  21  June,   1875. 
Assistant  Engineer,  1  July,  1877. 
Kloeppel,  Henry. 

Acting  Ensign,  9  September,  1862.     Honorably  discharged  23  August,  1866. 
Klinehanse,  George  H. 

Mate,  22  February,  1864.     Appointment  revoked,  (Sick.)  11  August,  1864. 
Knapp.  Benjamin. 

Midshipman,  10  October,  1799.     Died  8  July,  1800. 
Knapp,  B.  F. 

Lieutenant,  10  October,  1799.     Discharged  6  July,  1801,  under  Peace  Establish- 
ment Act. 
Knapp,  Harry  S. 

Cadet  Midshipman,  26  June,  1874.     Graduated  4  June,  1880. 
Knapp,  Jolin. 

Carpenter,  30  June,  1829.      Last  apjiearance  on   records  of  Navy  Department. 
Deserted. 
Knapp.  John  J. 

Cadet  Midshipman,  9  June,  1874.     Graduated  4  June,  1880. 
Knapp.  Liynian  M. 

:\late,  24  January,  1863.     Resigned  3  June,  1864. 
Knapp,  9Iyron  H. 

Third  Assistant  Engineer,  5   November,   1861.     Second  Assistant  Engineer,   25 
August,  1803.     Resigned  8  July,  1807. 
Knapp,  Robert  A. 

."Midshipman,  7  December,  1837.     Passed  Midshipman,  29  June,  1843.     Casiiiered 
17  May,  1S45. 
Knapp,  Robert  A. 

Acting  Lieutenant,  27  July,  1801.     Resigned  18  November,  1801. 
Knapp,  Samuel. 

Boatswain,  date  not  known.     Last  appearance   on   Records  of  Navy   Department. 

Knapp,  William. 

Acting  Ensign,  27  August,  1802.     Acting  Master,  7  December,  1863.     Houorablv 
Discharged  0  May,  1808. 
Knapp,  William,  Jr. 

Mate,  8  May,  1802.     Appointment  revoked,  (Sick,)  30  March.  1863. 
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Kneass,  Christian. 

Assistant  Surgeon,  16  May,  1804.     Resigned  24  April,  1805. 
Kneeland,  William. 

Acting  Gunuer,  28  July,  1864.     Honorably  discharged  28  October,  1865. 
KneelaiKl.  William. 

Mate,  18  December,  1866.     Resigned  7  May,  1868. 
Knight,  Austin  M. 

Midshipman,  ;!0   June,  1869.     Graduated  31   May,  1873.     Ensign,  16  July,  1874. 
Master,  27  October,  1879. 
Kni;;ht,  Carlos  W. 

Acting  Assistant  Surgeon,  18  March,  1864.     Honorably  discharged  18  May,  1868. 
Kuip;ht,  Henry. 

Acting  Third  Assistant  Engineer,  6  July,  1868.    Honorably  discharged  11  August, 
18G5. 

Knight,  James  I>. 

Midshipman,  16  January,  1809.     Resigned  20  April,  1810. 
Knight,  James  D. 

Midshipman,  30  November,  1814.     Lieutenant,  13  January,  1825.     Commander, 
8  September,  1841.     Died  19  July,  1851. 
Knight,  James  S. 

Assistant  Surgeon,  30  July,  1861.     Surgeon,  29  July,  1866. 
Knight,  John. 

Boatswain,  24  Februaiy,  1835.     Dismissed  13  May,  1836. 
Knight,  Thomas. 

Acting  Third  Assistant  Engineer,  11  December,  1863.    Deserted  29  February,  1864. 
Knight,  William. 

Actinn-  Ensign,  12  December,  1863.     Honorably  discharged  3  November,  1865. 
Knight,  William. 

Carpenter,  17  July,  1839.     Resigned  22  April,  1861. 
Knight,  William. 

Master,  2  October,  1799.     Died  22  July,  1834. 
Knipe,  Thomas  J. 

Acting  Master,  8  January,  1862.     Resigned  28  August,  1862. 
Knowles,  Charles. 

Acting  Ensign,  17  December,  1862.     Died  in  Hospital,  New  York,  9  April,  1866. 
Knowles,  Charles  R. 

Acting  Master  Admiral  Lee's  Stafl",  28  October,  1864.     Resigned  15  June,  1865. 
Knowles,  James  P. 

Mate,  24  February,  1863.     Resigned  28  March,  1864. 
Knowles,  Oliver  P. 

Mate,  23  January,  1863.     Acting  Ensign,  24  October,  1864.     Honorably  discharged 
14  September,  1865. 
Knowles,  William  H. 

Mate,  2  December,  1863.     Appointment  revoked  4  April,  1864. 
Kuowlton,  B.  B. 

Acting  Ensign,  23  July,  1862.     Acting  Master,  4  March,  1864.     Resigned  1  Octo- 
ber, 1864. 
Knowlton,  Darid  ]$. 

-Vctiug  Ensign,  16  May,  1864.     Honorably  discharged  2  July,  1865. 
Knowlton,  George  K. 

Mate,  16  October,  1862.     Dismissed  26  January,  1804. 
Knowlton,  Ingersoll  F. 

Third  Assistant  Engineer,  18  Novemlx'r,  1862.     Resigned  17  March,  1865. 
Knowlton,  Minor  IV. 

Third  Assistant  Engineer,  18  November,  1862.     Second  Assistant  Engineer,  33 
JLarch,  1S64.     Resigned  23  November,  1873. 
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Konirlton,  William  H. 

Mate,  18  November,  1862.     Resigned  17  August,  1864. 
Knox,  Daniel  C 

Mate,  22  September,  1864.     Appointment  revoked  8  September,  1866. 
Knox,  Harry. 

Midshiisnian,  2  March,   1863.     Graduated  6  June,  1867.     Ensign,  18  December, 
18G8.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Knox,  Henry  J. 

Midshipman,  30  April,  1798.     Lieutenant,  20  .Tune,  1799.     Last  appearance  on 
Records  of  Navy  Department,  24  August,  1820. 
Knox,  M.  D. 

Acting  Assistant  Surgeon,  11  September,  1861.     Aiipointment  revoked  2  Novem- 
ber, 1861. 
Knox,  Morrison  A. 

Acting  Ensign,  11  June,  1863.     .Vppointment  revoked  (Sick,)  26  July,  1864. 
Knox,  Robert. 

Sailing  Slaster,  20  July,  1812.     Reserved  list,  13  September.  Is.t.";.     Died  24  Febru- 
ary, 1857. 
Knox,  Robert. 

Acting  Gunner,  22  November,  1804.     Honorably  discharged  14  July,  1866. 
Knox,  Samuel  R. 

Midshipman,  1   April,  1828.     Passed  Midshipman,   15  June,  1837.     Lieutenant, 
8  September,  1841.     Reserved  list,  13  September,  1855.     Captain  on  Reserved 
list,  4  April,  1867. 
Knox,  Simon  B. 

Third  Assistant  Engineer,  20  February,  1847.     Second  Assistant  Engineer.   iU 
February,  1851.     Died  19  September,  1855. 
Knox,  William  E. 

Mate,  18  February,  1863.     Dismissed  5  .Vngust,  1862. 
Koehl,  Charles  C. 

-Acting  Third  Assistant  Engineer.  25  March.  1863.     Acting  Second  Assistant  En- 
gineer, 27  October,  1864.     Honorably  discharged  27  March,  1868. 
Koehl,  Edward  W. 

Third  Assistant  Engineer,  30  July,  1S6 1.     Secon<l  Assistant  Engineer.  18  Decem- 
ber, 1862.     Dropped  9  January,  l.si;7. 
Koehl,  Edward  W. 

Acting  Second  Assistant  Engineer,  29  January,  1867.     Died  27  August,  1867. 
Koehler,  John  G. 

Mate,  15  October,  1861.     Acting  Ensign,  4  August.  1863.     Honorably  discharged 
13  jMay,  1867.     Mate,  20  April,  1870.     Appointment  revoked  16  July,  1870. 
Kollook,  Matthew  H. 

Acting  Assistant  Surgeon,  19  December,  1862.     Deserted  7  February,  1864. 
Kooues,  .ilbert  I/. 

Acting  Third  Assistant  Engineer,  29  September,  1863.     Acting  vSecond  Assistant 
Engineer,  29  October,  1863.     Honorably  discharged  27  December.  1865. 
Kreoker.  Frederich. 

Acting  Assistant  Surgeon,   15  March,  1864.     Assistant  Sui-geon,   1  April,  1864. 
Resigned  23  January,  1867. 
Kre|>8,  John. 

Midshipman,  16  January,  1809.     Resigned  15  Jlay,  1809. 
Krim,  James. 

Carpenter,  17  June,  1861.     Died  1  September,  1862. 
Kroehl,  Julins  H. 

Acting  Volunteer  Lieutenant,  4  December,  1862.     Appointment  revoked  8  August, 
1863 
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Mrnge,  A.  O. 

Acting  Ensign,  30  November,  1S(;;3.     Hoiuirubly  cUscliarged  28  December,  ISG."}. 
Kriise,  C'bristlan. 

Mate,  19  July,  1864.     Acting  Ensign,  3  May,  18(1.5.     Honorably   discharged  33 
July,  1865. 
Kriise,  Henry  G.  C. 

Acting  Ensign,  27  November,  18G3.     Honorably  discharged  10  August,  1865. 
Kniil,  Hugh. 

Mate,  10  December,  1862.     Acting  Ensign,  21  Augnst,  1863.     Resigned   30  IMay, 
18G4.    Mate,  39  November,  1869. 
Kulin,  Adam  S. 

]\Iidshipman,  1  February,  1814.     Died  34  August,  1830. 
Kuiiluirdt,  Charles  P. 

Midshipman,  31  July,  1866.     Graduated  7  June,  1870.     Resigned  22  March,  1873. 
Kntz,  Georg:e  F. 

Third  Assistant  Engineer,  26  June,   1856.     First  Assistant  Engineer,  3  August, 
1859.     Chief  Engineer,  10  November,  1861. 
Kyle,  John   M. 

Midshipman,  17  December,  1810.     Resigned  10  October,  1811. 
Kyle,  Robert  A. 

Acting  Third  Assistant  Engineer,  1   December,  1863.     Honorably  discharged   36 
July,  1865. 

I^abdon,  Charles. 

Mate,  8  May,  1863.     Appointment  revoked,  (Sick,)  37  February,  1863. 
Lia  Blanc,  Thomas. 

Third   Assistant  Engineer,   1   February,   1863.     Second   Assistant   Engineer,    15 
October,  1863.     Resigned  28  September,  1867. 
liabree,  Benjamin. 

Acting  Second  Assistant  Engineer,  31   August,  1803.     Honorably  discharged  4 
December,  1865. 
liacy,  Charles. 

Midshipman,  16  January,  1809.     Lieutenant,  5  March,  1817.     Died  18  June,  1824. 
liackey,  Oscar  H. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  17  January, 
1861.     First  Assistant  Engineer,  17  March,  1863.     Chief  Engineer,  21  March, 
1870. 
liadd,  James  91. 

Midshipman,  2  March,  1839.     Passed  Midshipman,  3  July,  1845.     Died  26  Novem- 
ber, 1847. 
ILa  Dien,  Seth  t. 

Acting  Ensign,  7  November,  1863.     Honorably  discharged  34  August,  1865. 
liaesch,  liCwis  C.  F. 

Third  Assistant  Engineer,  17  March,  1863.     Resigned  34  May,  1864. 
JLa  Febra,  James  H. 

Acting  Third  Assistant  Engineer,  14  March,  1863.     Resigned  11  September,  1863. 
liaffiner,  Thomas. 

Gunner,  39  December,  1853.     Dismissed  36  June,  1855. 
liaforge,  W.  T. 

Acting  Gunner,  14  June,,  1864.     Appointmeut  revoked  18  April,  18C5. 
L.agow,  John  H. 

Midshipman,  31  March,  1848.     Resigned  19  October,  1853. 
l.aha,  Thomas,  Jr. 

Mate.     Acting  Ensign,  18  February,  1863.     Dismissed  19  June,  1863. 
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liRighton,  Alfred  S. 

Acting  Ensign,  lU  December,  1SG3.     Killed  on  '•  Gctti/shurg,"  10  January,  ISGo. 
Litiiglilon,  tlilliam  F. 

Carpenter,  7  April,  lS-10.     Retired  list,  13  November,  187T.     Died  25  June,  1879. 
Laiglitoii,  'Willisiiu  91. 

Carpenter,  2'J  September,  1830.     Retired  list,  15  April,  1872.     Died  23  May,  1873. 
liaiiie,  R.  W. 

Mate,  13  September,   1805.     Acting  Ensign,  -1   April,   18G(i.     Resigned  15  June, 

18US. 

liaiiig,  Thomas. 

Midshipman,  2  March,  1800.    Discharged  7  July,  1801,  under  Peace  Establishment 
Act. 
liaird,  Charles. 

Midshipman,  29    September,  1809.     Graduated  21  June,  1875.     Ensign,  18  July, 
1870. 
Iiair<l,  J.  Clarence. 

JIate,  22  June,  1803.     Resigned  23  December,  1803. 
L,aird,  Robert  W. 

Acting  Ensign,  28  April,  180-1.     Honorably  discharged  30  August,  1865. 
L.ake,  Peter. 

Mate,   18  December,   1803.      Acting  Ensign,   17  March,   1805.      Honorably   dis- 
charged 20  November,  1805. 
Liakeruian,  John. 

Mate,  21  February,  1803.     Died  at  Pensacola,  Florida,  15  September,  18G3. 
I^akin,  Daniel  M'. 

Mate,  25  October,  1802.     Acting  Ensign,  18  August,  1864.     Honorably  discharged 
25  September,  1805. 
liHlor,  Charles  W. 

Mate,  7  February,   1803.     Acting  Ensign,   11   November,  1803.     Honorably  dis- 
charged 20  October,  1805. 
Lianib,  Cteorge. 

Acting  Ensign,  14  May,  1803.     Honorably  discharged  14  September,  1865. 
Lianihcrt,  Daniel. 

Boatswain,  10  June,  1837.     Last  appearance  on  Records  of  Navy  Department. 
Xianibert,  D.  R. 

Midshipman,  10  February,  1838.     Passed  Midshipman,  20  May,  1844.     Master,  29 
August,  1852.     Lieutenant,  9  June,  1853.     Died  27  May,  1859. 
Lianibert,  George  W. 

Acting  Third  Assistant  Engineer,  14  April,  1863.     Resigned  8  October,  1863. 
lianibert,  Henry  S. 

Mate,  12  June,  1801.     Acting  Ensign,  25  September,  1862.     Acting  Master,  9  No- 
vember, 1804.     Honorably  discharged  26  October,  1865. 
liauibert,  Thomas  R. 

Chaplain,  29  December,  1833.     Resigned  11  September,  1856. 
Liauibert,  H'illiam. 

Midshipman,  1  December,  1826.     Passed  Midshipman,  28  April,  1832.     Lieutenant, 
8  March,  1837.     Died  15  March,  1840. 
Iiamberton,  Benjamin  P. 

Acting  Midshipman,  21   September,  1860.     Graduated  22  November,  1864.     En- 
sign, 1  November,  1800.    Master,  1  December,  1800.    Lieutenant,  12  March,  1868. 
Lieutenant-Commander,  27  April,  1809. 
liambertson,  Garret  J. 

Acting  Third  Assistant  Engineer,  4  February,  1863.     Dismissed  15  March,   1864. 
IJauidin,  James  F. 

Third  Assistant  Engineer,  24  December,  1853.     Second  Assistant  Engineer,  9  Jlay, 


GENERAL  NxVVY   REGISTER.  417 

1857.     First  Assistant  Engineer,  2  August,  1S59.     Chief  Engineer,  8  December, 
18G3.     Dismissed  5  Marcli,  1S07. 
lianidin^  IVichoIas  II. 

Tliird  Assistant  Engineer,  21  April,  1803.     Retired  22  June,  18G9.     Restored  to 
Active  list  by  Act  of  Congress,  17  July,   1872.      Second  Assistant  Engineer, 
same  date.     Passed  Assistant  Engineer,  3  June,  18'?9. 
liauidiu,  William  J. 

Third   Assistant   Engineer,   6   February,    1851.      Second   Assistant   Engineer,    1 
October,   1853.     First   Assistant   Engineer,    !)   May,   1857.     Chief  Engineer,    1 
October,  1801. 
liauiie,  W. 

Acting  Ensign  and  Pilot,  28  October,  1801.     Honorably  discharged  21  September, 
1805. 
Liaiuoii,  James. 

Acting  Gunner,  27  June,  180-1.     Honorably  discharged  28  October,  1805. 
Liampliier,  Richiiiou«l  II. 

Acting  Ensign,  14  July,  1804.     Honorably  discharged  'J  December,  1SG8. 
Xiauipoi't,  George  II. 

Mate,  1  October,  1803.     Resigned  8  January,  1803. 
liamport,  Richard  T. 

Mate,  10  February,  1803.     Acting  Ensign,  14  June,  1804.     Honorably  discharged 
10  December,  1805. 
liamson,  Charles  W. 

Acting  Master,  8  July,  1861.     Appointment  revoked  25  February,  1805. 
Liamson,  Roswell  II. 

Acting  Midshipman,  20  September,  1858.    Graduated,  1862.    Lieutenant,  1  August, 
1803.     Resigned  0  July,  1800. 
liaualian,  David  J. 

Acting  Third  Assistant   Engineer,   8   September,   1803.      Honorably  discharged 
9  October,  1805. 
liaucashlre,  Benjamin. 

Acting  Master  and  Pilot,  1  October,  1SG4.     Honorably   discharged  20  January, 
1800. 
I<aneaster,  Silas  II. 

Acting  Third  Assistant  Engineer,  3  November,  1804.     Resigned  0  June,  1805. 
Xiandergreeu,  Adolphus. 

Mate,  24  July,  1803.     Acting  Ensign,  3   December,  1804.     Honorably  discharged 
14  September,  1805 
liandou,  George  W. 

Acting  Third  Assistant  Engineer,  28  March,  1804.     Resigned  12  May,  1805. 
liandou,  IVilliam. 

Sailmaker,  4  December,  1815.     Last  appearance  on  Records  of  Navy  Department. 
liane,  Anthony  J. 

Acting  Tliird  Assistant  Engineer,  4  September,  1803.     Acting  Second  Assistant 
Engineer,  10  February,  1864.     Honorably  discharged  5  November,  1805. 
liaue,  Charles  M. 

Acting  Master  and  Pilot,  31  October,  1804.    Appointment  revoked  9  February, 
1805. 

liane,  I>avid  M. 

Acting  Third  Assistant  Engineer,  24  April,  1803.     Acting  Second  Assistant  En- 
gineer, 29  January,  1863.     Resigned  13  February,  1804. 
I<aue,  George  IV. 

Mate,  23  November,  1801.     Honorably  discharged  2  October,  1865. 
JLane,  li.  Cooper. 

Assistant  Surgeon,  17  Ap)ril,  1856.     Resigned  20  October,  1859 
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LiBiie,  Mollies  A. 

Gunner,  2y  January,  18.')2. 
lysine,  Niiiian  £. 

Midsliipnuai,  1  April,  1828.     Dismissed  11  July,  1835. 
I.aiio,  X.  n. 

Midshipman,  18  June,  1832.     Resigned  27  February,  1833. 
Liane,  Naiids  !N. 

Acting  Ensign,  3  August,  1804.     Honorably  discharged  21  July,  1865. 
liane,  Siiiicoii. 

Mate,  5  February,  18G2.     Dismissed  29  June,  1803. 
I^aiie,  S.  Ciishing. 

Acting  Third  Assistant  Engineer,   19  April,  1862.     Third  Assistant  Engir"er,  8 
December,  1802.     Dropped  8  April,  1865. 
I.iane,  ^'illiain  N. 

Acting  Assistant  Surgeon,  21  October,  1801.     Appointment  revoked  21   February, 
1802. 
liane,  Webster. 

Third  Assistant  Engineer,  23  Mav,  1861.     Second  Assistant  Engineer,  3  August, 
1803.     Resigned  22  March,  1807. 
LianTare,  Robert  O. 

Mate,  8  May,  1802.     Acting  Ensign,  24  August,  1864.     Honorably  discharged  12 
December,  1805. 
liang,  Hugh. 

Acting  Third  Assistant  Engineer,  20  November,  1862.     Resigned  27  December,. 
1863. 
liang,  Richard. 

Boatswain,  date  not  knovpn.     Last  appearance  on  Records  of  Navy  Department. 
L<angdon,  H.  8. 

Midshipman,  18  June,  1812.     Killed  in  action,  28  June,  1814. 
liangdon,  Joshua  B. 

Purser,  5  December,  1809.     Died  3  July,  1810. 
Lianger,  Philip  Joseph. 

Third   Assistant  Engineer,    18   November,   1862.      Second    Assistant    Engineer, 
23  March,  1804.     Resigned  28  April,  1870. 
lianghorne,  John  D. 

Midshipman,  0  July,  1842.     Passed  Midshipman,  5  August,  1848.     Resigned  21 
November,  185o. 
lianglands,  Robert  II. 

Acting  Ensign,  22  October,  1803.     Honorably  discharged  30  September,  1865. 
liangley.  Charles  F. 

Acting  Ensign,  14  Ajiril,  1S03.     Acting  Master,  recommendation  of 'Captain  J.  L. 
Worden,  I'.i  November,  1803.     Honorably  discharged  14  Sei^tember,  1865. 
liangley.  Freeman. 

Mate,  8  :\Iay,  1803.     Resigned  19  April,  1864. 
Liangley,  John  W. 

Acting  .Vspistant  Surgeon,  3  Sej^tember,  1862.     Resigned  1  September,  1864. 
lianglin,  Fdnnrd. 

Acting  Third    Assistant    Engineer,   20  January,   1865.      Honorably    discharged 
28  October,  180.".. 
lianglois,  August. 

Acting  Assistant  Surgeon,  30  Janup.ry,  1803.     Honorably  discharged  6  August, 
1866. 
liangstalf,  James. 

Mate,  4  February,  1862.     Dismissed  14  April,  1802. 
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L.angtliorne,  Amos  R. 

Acting  Master,  16  December,  1801.     Acting  Volunteer  Lieutenant,  29  January, 
1SU3.     Honorably  discharged  6  March,  1866. 
JLiangton,  John  B.  F. 

Boatswain,  25  November,  1861. 
Liaiigton,  Thomas. 

Mate,  16  June,  1862.     Dismissed  5  May,  1863. 
liangworthy,  Andrew  B. 

Mate,  7  August,  1861.     Resigned  13  June,  1863.     Mate,  22  December,  1864.     Hon- 
orably discharged  17  June,  1867. 
L<anier,  Edmund. 

Midshipman,  9  July,  1831.      Passed   Midshipman,  15  June,  1837.     Lieutenant, 
8  September,  1841.     Commander,  29  April,  1861.     Retired  list,  28  July,  1864. 
Captain  on  Retired  list,  4  April,  1807.     Died  34  February,  1872. 
lianihnn,  James. 

Acting  Third  Assistant  Engineer,  14  April,  1864.     Appointment  revoked  (Sick,) 
26  May,  1864. 
Lianinan,  Joseph. 

Midshipman,  1  January,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 
8  March,  1835.    Commander,  14  September,  1855.    Captain,  16  July,  1862.    Com- 
modore, 29  August,  1862.      Rear-Admiral,  8  December,  1867.      Retired  list, 
18  July,    1873.     Died  13  March,  1874. 
lianman,  R.  Y. 

Mate,  22  September,  1864.     Appointment  revoked  19  April,  1866. 
Lannian,  William. 

Acting  Second  Assistant   Engineer,  1   September,  1802.      Honorably  discharged 
8  September,  1865. 
Lianning,  James. 

Acting  Volunteer  Lieutenant,  1  October,  1863.     Resigned  13  February,  1805. 
Lansdale,  Philip. 

Assistant  Surgeon,  5  March,  1847.    Surgeon,  20  January,  1861.    Medical  Inspector, 
3  March,  1871.     Medical  Director,  8  June,  1873.     Retired  list,  30  April,  1879. 
liandsdale,  Philip  T. 

Cadet  Midshipman,  6  June,  1873.     Graduated  18  June,  1879. 
Iiansing,  Edward  A. 

Midshipman,  18  June,  1812.     Died  15  August,  1821. 
Liansing,  George. 

Midshipman,  1  November,  1838.     Resigned  1  February,  1883. 
Liantz,  Daniel. 

Acting  Second  Assistant  Engineer,  29  April,  1863.     ApjDointment  revoked  30  Oc 
tober,  1803. 
liapham,  Henry  K. 

Acting  Master,  3  October,  1861.     Honorably  discharged  17  November,  1807. 
Liapoint,  Alfred 

Acting  First  Assistant  Engineer,  30  June,  1862.     Honorably  discharged  8  April, 
1866.     Acting  First  Assistant  Engineer,   13  April,  1866.     Resigned  24  April, 
1867 
liardiior,  James  B. 

Midshipman,  4  December,  1833.     Died  8  April,  1839. 
Liardner,  James  L<. 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,  1838.     Commander,  31   Novem- 
))er,  1.S51.     Captain,  19  May,  1801.     Commodore,  16  July,  1862.     Retired  list, 
30  November,  1804.     Rear-Admiral  on  Retired  list,  25  July,  1866. 
Lardner,  John. 

Acting  Third   Assistant  Engineer,  27  May,  1861.     Acting  Second  Assistant  En- 
gineer, 30  September,  1863.     Honorably  discharged  24  September,  1805.  ^ 
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L.ardnor,  T^yiifortl. 

Acting  Assistiiut  P;i}-master,  5  Decemljer,  1862.     Resigned  23  December,  1SG4. 
!Larkiii,  John. 

Miilsliipniuu,  18  June,  1812.     Resigned  6  January,  1814. 
Liarkiii,  Jo!«Iinn  W. 

MiiJslupiuun,  1  December,  1824.     Died  20  May,  1829. 
liarkin,  Sainnel. 

Midshipman,  1   April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
1  July,  1840.     Commander,  14  September,  1855.     Died  22  December,  185G. 
I.iarkiii$,  John  S. 

Acting  Third  Assistant  Engineer,  26  September,  1864.     Honorably  discharged 
7  July,  lS(i6. 
L.arnian(l,  'William. 

Gunner,  20  November,  1799.    Last  appearance  on  Records  of  Navy  Department. 
Liai'sen,  !\iles. 

Acting  Ensign,  28  April,  1863.     Honorably  discharged  5  October,  1865. 
Xiaslior,  OliTer. 

Mate,  23  December,  1862.     Acting  Ensign  and  Pilot,  30  April,  1864.     Aj^point- 
ment  revoked  4  Ajjril,  1865. 
Liaslier,  Oren  E. 

Midshipmar.  29  September,  1808.     Graduated  1  June,  1872.     Ensign,  15  July,  1873. 
Master,  1  July,  1878. 
lias^alle,  S.  B. 

Midshipman,  4  November,  1814.     Resigned  6  October,  1823. 
L>atch,  £«lwaril  It. 

Third  Assistant  Engineer,  20  September,  1858.     Second  Assistant  Engineer,  8  Oc- 
tober,   1861.      First   Assistant  Engineer,  17  March,    1863.      Chief  Engineer, 
21  Jlarch,  1870.     Retired  list,  22  November,  1878. 
L.atliani.  Franklin  J. 

Acting  Ensign,  13  Novcml>er,  1863.     Honorably  discharged  19  January  1866. 
!Latliani,  George  W. 

Chaplain,  14  April,  1845.     Died  22  January,  1847. 
Liatliani,  George  W. 

Acting   Third  Assistant  Engineer,  24  December,   1863.      Honorably  discharged 
28  October,  1865. 
liathani,  William  II. 

Acting  Master,  25  May.  1861.     Acting  Volunteer  Lieutenant,  19  July,  1864.     Re- 
signed, 22  March,  1865. 
liathrop,  Alfred  O. 

Acting   Assistant  Paymaster,  4  February,   1864.      Mustered    out  23    November 
1865. 
liathrop,  John. 

Acting  Third  Assistant  Engineer,  ll'February,  1865.     Resigned  6  July,  1865. 
Liathrop),  Sumner  P. 

Acting  Master,  29  October,  1861.     Died  15  June,  1863. 
lialhrope,  John. P. 

Chaplain,  2  October,  1843.     Died  29  December,  1843. 
Liatinier,  Arthur. 

Midshipman,  1  January,  1812.     Died  8  September,  1815. 
liatinier,  Charles. 

Midshiiniian,   9  September,  1841.      Passed  Midshipman,  10  August,   1847.     Re- 
signed 2  December,  1854. 
liatimer.  John. 

Lieutenant,   14  Julv,   1799.     Last  appearance  on   Records  of  Navy   Departmei  I 
18  August,  1800.  " 


GENERAL  NAVY   REGISTER.  421 

liatimer.  Roe. 

Midshipman,  5  October,  1798.     Resigned  1  August,  1799. 
I^atiiiior,  Saniiiol  C 

Third  Assistant  Engineer,  1  December,  1854.     Died  24  August,  1855. 
L.atiiner,  William  A.  K. 

Third  Assistant  Engineer,  11  January,  1849.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     Resigned  31  May,  1858.     Second  Assistant  Engineer,  21  Octoliei-, 

1861.  Resigned  26  August,  1862.     Acting  First  Assistant  Engineer,  26  August, 

1862.  Acting  Chief  Engineer,  7  July,  1863.     Honorably  discharged  28  Sep- 
tember, 1867. 

Liatimer,  William  K. 

Midshipman,  15  November,  1809.     Lieutenant,  4  February,  1815.     Commander, 
2  March,  1833.     Captain,  17  July,  1843.     Reserved  list,  13  September,  1855. 
Commodore  on  Retired  list,  16  July,  1862.     Died  15  March,  1873. 
Liaton,  James  R. 

Acting  Assistant  Surgeon,  11  November,  1861.     Resigned  24  October,  1863. 
!Lat80ii,  John  R. 

Acting  Assistant  Surgeon,  3  November,  1864.     Honorably  discharged  9  October, 
1865. 
Latta,  Samuel  W. 

Assistant  Surgeon,  24  March,  1868.     Resigned  4  Novenilier,  1873.     Acting  Assist- 
ant Surgeon,  6  December,  1876.     Honorably  discharged  30  June,  1S79. 
Lanb,  Edwin. 

Midshipman,  i  December,  1828.     Lost  in  the  ^^  Hornet,"  10  Sef)tember,  1829. 
L.aiib,  Henry. 

Midshipman,  16  January,  1809.     Killed  in  action  10  September,  1813. 
Liauber,  Lie\ri»«. 

Acting  Assistant  Surgeon,  13  August,  1861.     Dismissed  19  April,  1862. 
Lianifiilin,  Jolin  J. 

lilidshipman,  1  May,  1847.     Resigned  22  September,  1853. 
Lianghton,  William. 

Midshipman,  25  August,  1809.     Lieutenant,  9  December,  1814.     Died  22  July, 
1825. 
lianrens,  John. 

Midshipman,  13  November,  1841.     Resigned  27  July,  1846. 
I<anterbacta,  Robert. 

Acting  Assistant  Surgeon,  6  May,  1865.     Honorably  discharged  37  August,  1866. 
T,a  Tallette,  £lie  A.  F. 

Sailing   Master,   25   June,   1812.      Lieutenant,   9   December,    1814.     Commander, 
3   March,   1831.      Captain,   23   February,   1840.      Rear-Admiral,   Retired   list, 
16  July,  1862.     Died  18  November,  1862. 
liarallette,  S.  D. 

Midshipman,  8  December,  1835.     Died  14  February,  1845. 
liaverty,  Robert. 

Acting  Third   Assistant   Engineer,    14    February,    1863.     Appointment   revoked 
30  June,  1864. 
liaTery,  Richard. 

Acting  First  Assistant  Engineer,  1861.     Resigned  24  May,  1862. 
I^aTery,  Thomas  J. 

Acting  Second  Assistant  Engineer,  17  Marcli,  1864.     Resigned  23  February,  1865. 
Liavery,  William. 

Boatswain,  3  December,  1857.     Died  31  December,  1861. 
!Law,  Renjamin. 

Master,  23  June,  1812.     Died  17  August,  1813. 
Lait ,  George  E. 

Acting  Midshii)man,  4  October,  1851.     Midshipman,  9  June,  1855.     Passed  Mid- 
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shipman,    15   April,   1858.     Master,   5  November,   1858.     Lieutenant,  19  July, 
ISCiO.     Resigned  18  December,  18U0.     Lieutenant,  31  April,  ISGl.     Dismissed 
27  November,  18G1. 
Xiaw,  iroiiier  Li. 

Assistant  Surgeon,  9  Jul}',  1870. 
L>aw,  T.iy]iian  R. 

Midshipman,  5  Februar}',  1838.     Retired  list.     Died  11  January,  18G9. 
!Law,  Richard. 

Commander,  16  December,  1799.     Discharged  2   April,  1801,  under  Peace  Estab- 
lishment Act. 
!Law,  Richard. 

Acting   Third  Assistant   Engineer,    3    December,    1864.      Honorably  discharged 
9  December,  1865. 
!Law,  Richard  T,. 

Midshipman,  17  February,  1841.     Passed  Midshipman,  10  August,  1847.     Master^ 

1  March,    1855.      Lieutenant,    14    September,    1855.      Lieutenant-Commander 
16  July,  1862.     Commander,  26  September,  1866.  ,  Captain,  11  December,  1S77] 

Liaw,  'William  Francis. 

Third  Assistant  Engineer,  16  November,  1861.     Died  24  September,  1863. 
I<awarson,  Janietii. 

Master,  3  July,  1812.     Discharged  23  March,  1813. 
liawler,  James. 

Mate,  4  March,  1864.     Resigned  25  January,  1865. 
I/awless,  R.  T. 

Mate,  3  February,  1870.     Resigned  21  July,  1873. 
Liawrason,  Sauinel  C. 

Assistant  Surgeon,  8  February,  1832.     Surgeon,  9  December,  1839.     Died  14  July, 
1849. 
Liawrence,  Alexander  W. 

Professor,  29  July,  1853.     Dismissed  22  April,  1861. 
liawrence,  Alvin. 

Acting  Third  A  ss    '.ant  Engineer.  16  January.  1864.    Honorably  discharged  17  Sep- 
tember, 1865. 
Liawrence,  diaries. 

Acting  Master,  18  February,  1864.     Resigned  13  June,  1864. 
Liawrence,  Charles. 

Sailmaker,  31  August,  1861.     Resigned  18  February,  1864. 
Liawrence,  Charles  II. 

Acting  Third  Assistant  Engineer,  24  December,  1863.      Honorably  discharged 
12  June,  1865. 
Liawrence,  Christian  S. 

Mate,  4  April,  1863.     Acting  Ensign,  20  December,  1863.     Honorably  discharged 

2  November,  1865.     Acting  Ensign,  6  December,  1866.     Mustered  out  24  August, 
1868. 

l<awrence,  C.  K. 

Master,  6  Octobcif  1814.     Resigned  27  February,  1815. 
Liawrence,  I>avid  B. 

Mate.  1  October,  1862.     Dismissed  24  December,  1SG3. 
Liawrence,  Cieorge. 

Assistant  Paymaster,  31  August,  1861.     Paymaster,  6  February,  1863.     Resigned 
7  October,  1864. 
Liawrence,  George  M. 

Acting  Ensign  and  Pilot,  18  June,  1864.     Resigned  3  August,  1864. 
Liawrence,  George  W. 

Acting  Third  Assistant  Engineer,  5  January,  1864.     Resigned  2-9  April,  1864. 


GENERAL   NAVY   REGISTEH.  433 

Iiawrence,  Henry  R. 

Third  Assistant  Engineer,  21    September,   1801.     Resigned   9  November,  1861. 
Third  Assistant  Engineer,  28  October,  1862.     Resigned  March,  1863. 
Liawrence,  James. 

Midshipman,  4  September,  1798.    Lieutenant,  6  April,  1802.    Commander, 3  Novem- 
ber, 1810.     Captain,  4  March,  1813.     Died  5  June,  1813,  of  wounds  received  in 
action. 
Iiawreiice,  Jobn  B. 

Mate,  21  December,  1863.     Acting   Boatswain,  7  June,  1864.     Acting  Ensign, 
12  December,  1804.    Honorably  discharged  5  November,  1865. 
liawrence,  Jolin  C  £• 

Third  Assistant  Engineer,  38  October,  1850.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     Resigned  2  June,  1856. 
liawrence,  John  I>. 

Mate,  11  July,  1863.     Appointment  revoked  1  April,  1864. 
liawrence,  J.  P.  Stewart. 

Assistant  Engineer,  22  March,  1875. 
liawrence,  Bf.  C 

Midshipman,   1    Mav,   1832.     Passed   Midshipman,  24   May,   1828.     Lieutenant, 
3  March,  1831.     D'ied  13  July,  1837. 
Liawrence,  Tbonias  H. 

Mate.     Resigned  23  May,   1862.     Mate,   21  July,  1864.     Dismissed  28  January, 
1865. 
liawrence,  Walter, 

Midshipman,  7  July,  1800.     Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 
liawrence,  Walter. 

Mate,  17  September,  1864.     Honorably  discharged  5  July,  1865. 
liawrence,  William  J.  B. 

Mate,  23  January,  1863.     Resigned  5  May,  1863. 
liawbacli,  Alfred  S. 

Acting  Assistant  Surgeon,  27  October,  1863.     Died  31  April,  1865. 
Xiawrie,  (.ranstonn. 

Midshipman,  1  November,  1826.     Resigned  4  April,  1833. 
Xiaws,  Alexander. 

Midshipman,  25  August,  1802.     Lieutenant,  8  January,  1807.     Resigned  13  April, 
1807. 
liaws,  Alexander. 

Midshipman,  15  May,  1800.     Discharged  13  August,  1801,  under  Peace  Establish- 
ment Act. 
liaws,  Charles  A. 

Acting  Third  Assistant  Engineer,  33  November,  1863.     Acting  Second  Assistant 
Engineer,  1  February,  1865.     Honorably  discharged  37  October,  1865. 
liaws,  Elijah. 

Third  Assistant  Engineer,  19  March,  1858.     Second  Assistant  Engineer,  1  Decem- 
ber,  1860.     Dismissed  27  May,  1803.     Appointed  Second  Assistant  Engineer, 
31  March,  1804,  from  1  Decemljer,   1800.     First  Assistant  Engineer,  25  July, 
1800.     Chief  Engineer,  23  June,  1870. 
liaws,  James. 

Assistant  Surgeon,  39  June,  1855.     Surgeon,  1  August,  1861.     Resigned  34  March, 
1866. 
liawson,  Elias. 

Acting  Ensign,  10  November,  1864.     Honorably  discharged  17  July,  1865. 
fiawsou,  Frederick  U. 

Acting  Assistant  Surgeon,  16  September,  1863.     Resigned  35  October,  1865. 
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liawsoii,  R.  II.  Li. 

Midshipman,  4  Octxjber,  179S.     Lieutenant,  IG  January,  ISOO.     Resigned  8  March, 
1S04. 
liawson,  Tlioiuai^. 

Assistant  Surgeon,  1  March,  1809.     Resigned  12  January,  1811. 
liawton,  Andrew. 

Tliird  Assistant  Engineer,  24  June,  1850.     Second  Assistant  Engineer,  2G  Febru- 
ary, 1851.     First  Assistant  Engineer,  21  May,  1853.     Chief  Engineer,  23  April, 

1859.  Died  17  March,  1871. 
liawton,  Benjamin. 

Mate.     Resigned  23  March,  1864. 
liawton,  Elbridge. 

Third  Assistant  Engineer,  23  March,  1848.     Second  Assistant  Engineer,  13  Sep- 
tember, 1849.     First  Assistant  Engineer,  26  February,  1851.     Chief  Engineer, 
26  June,  1856. 
liawton,  E.  li 

Surgeon,  24  July,  1813.     Last  appearance  on  Records  of  Kavy  Department,  1819. 
Furluughed. 
liawton,  Nelson  H. 

Third  Assistant  Engineer,  17  March,  1863.     Resigned  25  April,  1865. 
liawton,  Theodore  E. 

Acting  Ensign,  17  May,  1864.     Honorably  discharged  21  October,  1865. 
liawton,  William. 

Master,  10  September,  1812.     Discharged  in  1815. 
lawyer,  Ang.  F. 

Assistant  Surgeon,  20  June,  1838.     Resigned  31  August,  1847. 
liay,  John  li. 

Second  Assistant  Engineer,  8  July,  1861.     First  Assistant  Engineer,   15  October, 
1863.     Resigned  22  May,  1865. 
liaycock,  Thomas  F. 

Mate,  26  January,  1863.     Acting  Ensign,  7  April,  1864.     Acting  Master,  20  Mtirch, 
1865.     Honorably  discharged  2  December,  1865. 
liayton,  Joseph  R. 

Acting  Assistant  Surgeon,  28  January,  1864.     Honorably  discharged  11  September, 
1865. 
liea,  Edward. 

Acting  Midshipman,  2  October,  1851.     Midshipman,  9  June,  1855.     Passed  Slid- 
shipman,  15  April,  1858.     Master,  4  November,  1858.     Lieutenant,  22  Norember, 

1860.  Lieutenant-Commander,  16  Julj',  1863.     Killed  in  battle  1  January,  18G3. 
liCach,  Abraham. 

Mate,  22  October,  1863.     Acting  Ensign,  9  March,  1SG5.     Honorably  discharged 
26  August,  1805. 
licaeh,  Roy n ton. 

Midshipman,  30  July,   1866.     Graduated   7  June,  1870.     Ensign,   13  July,   1871. 
Master,  8  November,  1874. 
liCaeh,  Frank. 

Acting  Third  Assistant  Engineer,  3  August,  1864.     Honorably  discharged   12  Oc- 
tober, 1865. 
liCach,  Franklin  S. 

Mate,  12  December,  1861.     Acting  Ensign,  13  October,  1864.     Dismissed  14  Ajiril, 
18G5. 
lieaeh,  George  II. 

Boatswain,  17  July,  1854.     Deserted  15  January,  1857. 
liCaeh,  Phineas. 

Acting  Master,  16  November,  1861.     Honorably  discharged  4  !March,  186G. 
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!Leach,  Rowland. 

Carpenter,  23  October,  1855.     Lost  in  the  "  Albany."     Last  intelligence,  28   Sejj- 
tember,  1854. 
Lieacta,  Thomas  W. 

Assistant  Surgeon,  29  July,  1858.     Surgeon,  22  May,  1802.     Medical  Inspector, 
5  Ajiril,  1875. 
licacock,  Ricliard  W. 

Assistant  Surgeon,  9  February,  1837.     Passed  Assistant  Surgeon,  0  June,  1842. 
Died  31  Marcli,  1853. 
Lieacraft,  J.  R. 

Master,  5  May,  1812.     Discliarged  1  June,  1815. 
Lieauiaii,  Charles  H. 

Mate,  29  November,  1863.     Honorably  discharged  5  November,  18G5. 
Iieaiiiaii,  John  A. 

Mate,  11  June,  1863.     Appointment  revoked  23  December,  1864. 
lieainan,  Edward. 

Acting  Assistant  Surgeon,  1  October,  1862.     Appointment  revoked  25  November, 
1863. 
liCar,  John. 

Mate,  26  February,  1861.     Acting  Master,  26  February,   1862.     Honorably  dis- 
charged, 24  February,  1864. 
liCary,  Basil  W. 

Acting  Master,  7  December,  1861.     Honorably  discharged  31  January,  1866. 
liCary,  Richard  P. 

Acting   Midshipman,  20  September,   1860.      Ensign,   1   October,   1863.      Master, 
10   May,    1866.      Lieutenant,   21    February,   1867.      Lieutenant-Commander,  13 
March,  1868.     Wholly  retired  2  March,  1874.     Retired  from  3  March,  1874. 
I.eaTitt,  Alexander. 

Mate,  16  July,  1863.     Resigned  21  August,  1863. 
lieaTitt,  Almond  O. 

Assistant  Surgeon,  19  July,  1861.     Retired  list,  34  June,  1862. 
I^eavitt,  Edward  D. 

Third  Assistant  Engineer,  24  August,  1861.     Second  Assistant  Engineer,  31  April, 
1863.     Resigned  35  May,  1867. 
Lieavitt,  William  A. 

Acting  Third  Assistant  Engineer,  23  April,  1862.    Acting  Second  Assistant  Engi- 
neer, 23  September,  1863.     Acting  First  Assistant  Engineer,  10  Januarv,  1865. 
Honorably  discharged  21  November,  1865. 
liCaTitt,  W.  W. 

Assistant  Surgeon,  10  June,  1861.     Resigned  23  July,  1863. 
liCavitt,  William  H 

Mate,  6  July,  1863.     Appointment  revoked  23  November,  1865. 
Licayeraft,  J.  R. 

Midshipman,  11  May,  1802.     Dismissed  14  March,  1810. 
lie  Baron  Fred.  L<. 

Mate,  14  February,  1863.     Appointment  revoked  (Sick,)  28  July,  1863. 
XiC  Barron,  Francis. 

Assistant  Surgeon,  31  January,  1800.     Last   ajipearance  on  Records  of  Navy  De- 
ment. 
liC  Clievaler,  O. 

Surgeon's  Mate,  10  December,  1814.     Died  16  October,  1822. 
lieckie,  James. 

Carpenter,  24  November,  1841.     Died  13  November,  1843. 
Iiecompt,  Charles. 

Midshipman,  16  June,  1813.     Last  appearance  on  Records  of  Navy  Department, 
10  November,  1815. 
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Liec'onipt,  C'taarle!«. 

Midshipinau,  18  May,  1809.     Dismissed  30  April,  1813. 
I>e  C'oiiipt,  Cirenville  It. 

Acting  Assistant  Surgeon,  20  .Tanuar}-,  1865.     Assistant  Surgeon,  3  November, 
lyOo.     Died  6  Septemher,  1870. 
liC  Coniple,  Samuel  \\. 

Midsliiptuan,  4  June,  1812.     Lieutenant,  28  March.  1820.     Commander.  8  Seiitt'tn- 
bcr,  1841.     Reserved  list,  13  September,  1855.     Died  28  .lanuary,  I8()2. 
liCdyard,  Vathaniel  li. 

Mate,  11  October,  18(11.     Appointment  revoked  (Sick.)  30  June,  1803. 
LiCe,  Alexander  P. 

Mate,  31  March,  1863.     Dismissed  14  December,  18G3. 
liee,  Caleb  E. 

Third  Assistant  Engineer,  4  April,  1861.  Second  Assistant  Engineer,  16  January, 
1863.  First  Assistant  Engineer,  1  January,  1865.  Retired  list,  2  December, 
1876. 

liee,  Charles  W. 

Acting  Master,  14  August,  1861.     Honorably  discharged  28  October,  1865. 
liCe,  Coin  ui  bus  W. 

Third  Assistant  Engineer,  26  February,  1851.     Resigned  2  June,  1855. 
Iiee,  DaTid. 

Mate.  31   August,  1863.     Acting  Ensign,  22  July,  1864.     Honorably  discharged 
8  November,  1865.     Acting  Ensign,  11  December,  1866.     Mustered  out  27  March, 
1809. 
l.ee,  George  G. 

Lieutenant,  2  December,  1799.     Left  the  Service  6  March,  1805. 
liee,  George  P. 

Mate,  1861.     Acting  Master,  15  Mav,  1862.     Honorably  discharged  28  October, 
1865. 
liee,  James  D. 

Third  Assistant  Engineer,  8  September,  1863.     Resigned  10  November,  1866. 
liCe,  Jobn. 

Midshipman,  28  August,  1799.     Resigned  15  October,  1799. 
L<ee,  Jobn  F. 

Acting  Assistant  Paymaster,  23  July,  1863.     Mustered  out  26  December,  1865. 
JLee,  Jobn  H. 

Midshipman,  18  June,  1812.     Lieutenant,  5  March,  1817.     Died  30  June,  1832. 
liee,  John  li. 

Acting  blaster,  15  April,  1862.     Honorably  discharged  5  October,  1865. 
liee,  John  R. 

Mate,  14  April,  1864.     Resigned  15  May,  1865. 
liCe,  J.  R. 

Mate,   15  November,   1861.     Acting  Master,  9  Mav,   1862.     Resigned  7  October, 
1862. 
liee,  Joseph. 

Surgeon,  10  October,  1798.     Discharged  4  May,  1801,  under  Peace  Establishment 
Act. 
liee,  liarkin  F. 

Mate,  12  April,  1864. 
Iree,  Robert  G. 

Acting  Master,  3  July,  1861.     Honorably  discharged  19  September,  1805. 
liee,  Kaninel  IS. 

Midshipman,  28  January,  1835.     Resigned  20  November.  1S37. 
liee,  Saninel  Perry. 

Acting  Master.  8  June,  1861.     Dismissed  6  July.  1801- 
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Lee,  S.  Phillips. 

Midshipman,  23  November,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant, 
9  February,  1837.  Commander,  14  September,  185.5.  Captain,  16  July,  1863. 
Commodore,   25   July,    1866.     Rear-Admiral,   23   April,   1870.       Retired   list, 

13  February,  1873. 
£<ee.  Sidney  Smith. 

Midshipman,    30    December,    1820.      Lieutenant,    17   May,    1838.      Conmiander, 
4  June,  1850.     Dismissed  23  April,  1861. 
JLee,  Theodoric. 

Midshipman,  29  September,  1841.     Passed  Midflii])man,  10  August,  ]S-)7.    Master, 

14  September,  1855.      Lieutenant,   15   September,   1855.      Resigned,  25  April, 
1857. 

Liee,  Thomas. 

Acting  Third  Assistant  Engineer,  6  June,  1864.     Honorably  discharged   18  Jmie, 
1865. 
L.ee,  Thomas. 

Acting  Third  Assistant  Engineer,  29  January,  1867.     Mustered  out  1  July,  1868. 
JLee,  Thomas  'S. 

Midshipman,  13  October,  1863.     Graduated,  2  June,  1868.     Ensign,  18  April,  1869. 
Master,  13  July,  1870.     Lieutenant,  23  January,  1874. 
Liee,  William. 

Carpenter,  31  May,  1841.     Died  31  July,  1853. 
liCe,  William. 

Master,  30  April,  1815.     Resigned  20  December,  1834. 
liCe,  William  A. 

Midshipman,  9  June,  1811.     Lieutenant,  3  April,  1817.     Died  9  July,  1817. 
liCe,  William  F. 

Mate,  8  May,  1865.     Mate,  16  September,  1869.     Resigned  7  October,  1870. 
liee,  William  P. 

Mate,  1  August,  1863.     Dismissed  21  October,  1864. 
Leech,  Daniel,  Jr. 

Acting  Assistant  Paymaster,  13  Octobei',  1862.     Resigned  1  February,  1804. 
Leech,  Thomas  F. 

Acting  Assistant  Surgeon,  22  March,   1864.     Honorably  discharged   9  October, 
1865. 
Leeds,  Benjamin. 

Mate,  25  February,  1863.     Honorably  discharged  18  December,  1865. 
Leeds,  John. 

Mate,  21  October,  1861.     Appointment  revoked  (Sick,)  29  July,  1864. 
Leeds.  William  E. 

Boatswain,  17  October,  18G2.     Died  2  November,  1869. 
Leekins,  Charles  W. 

Mate,  1861.     Appointment  revoked  11  February,  1862. 
Leeman,  William. 

Acting  First  Assistant  Engineer,  1861.     Resigned  26  April,  1862. 
Lees.  John  S. 

Acting  Assistant  Surgeon,  17  April,  1863.     Resigned  25  November,  1863. 
Lees,  Thomas. 

Acting    Third   Assistant   Engineer,  7   September,  1864.     Honorably   discharged 
8  July,  1865. 
Lees,  William  J. 

Acting  Ensign,  1  October,  1862.     Acting  Master,  14  June,  1804.     Honorably  dis- 
charged 15  November,  1865. 
Leever,  Joseph  H. 

Acting  Ensign,  24  November,  1863.     Honorably  discharged  3  October,  1865. 
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liefaTor,  Frederick  H. 

Midshipman,  27  July,  18U0.     Graduated  7  June,   IfSTO.     Ensign,   U  July,   1872. 
Master,  9  March,  1S76. 
liClIIer,  Daniel  S.,  Jr. 

Actinf;  Tliinl  Assistant  Engineer,  12  September,  18G3.     Acting  Second  Assistant 
Engineer,  3  October,  1804.     Honorably  discharged  7  August,  1865. 
I^egare,  James  D. 

Midshipman,  26  December,  1848.     Resigned  13  December,  18.52. 
Liegare,  James  £• 

Midshipman,  18  June,  1812.     Lieutenant,  1  April,  1818.     Dismissed  22  June,  1827. 
l>egg,  Jolin. 

Midshipman,  2  January,  1800.     Discharged  12  May,  1801,  under  Peace  Establish- 
ment Act. 
Liegge,  Thomas  W. 

Second  Lieutenant,   16   August,    1813.     First   Lieutenant,   18  June,  1814.      Last 
appearance  on  Records  of  Navy  Department,  1816.     Ship  ^'Independence.^'' 
lieggett,  IVilliam. 

Midshipman,  4  December,  1822.     Resigned  17  April,  1826. 
Liegros,  Henry. 

Midshipman,  2  April,  1804.     Resigned  22  June,  1804. 
liCib,  Thomas  J. 

Midshipman,   1    September,   1811.      Lieutenant,   28   April,    1826.      Commander, 
30  March,  1844.     Died  14  July,  1851. 
L<eigh,  William. 

Midshipman,  1  November,  1828.    Passed  Midshipman,  14  June,  1834.    Lieutenant, 
30  May,  1840.     Resigned  3  September,  1852. 
lieighton,  John. 

Boatswain,  31  January,  1800.     Last  appearance  on  Records  of  Navy  Department. 
liCighton,  N.  a. 

Master,  date  not  known.      Last   appearance   on   Records  of  Navy   Department, 
8  May,  1815.     Discharged. 
lieinas,  George  H. 

Acting  Master,  21  March,  1862.     Appointment  revoked  28  April,  1866. 
I^eitch,  Robert  R. 

Cadet  Engineer,  Naval  Academy,  10  October,  1871.     Graduated,  30  Jlay,   1873. 
Assistant  Engineer,  23  January,  1874. 
Iceland,  George  W. 

Mate,  17  November,  1863.     Appointment  revoked  13  August,  1804. 

Iceland,  li.  B. 

Acting   Second  Assistant  Engineer,   9   February,   1803.      Ap], ointment  j-evoked 
6  January,  1866. 
I<elar,  Henry. 

Acting  Master,  29  August,  1861.     Honorably  discharged  9  Feliruary,  1860. 

I^elar,  Robert  G. 

Acting  Master,  17  September,  1861.     Honorably  discharged  20  October,  1805. 

liCnian,  James. 

Actiuj,  Third  Assistant  Engineer,  1861.     Resigned  6  August,  1802. 

I^emah,  Walter  J. 

Mate,  13  April,  1865.     Honorably  discharged  26  June,  1865. 

L.emassena,  William  H. 

Mate,  6  December,  1802.     Resigned  11  March,  1S03. 

*'Midshipn"'"  26  June,  1809.     Graduated   31   May,  18V3.     Ensign,  16  July,  1874. 
Master,  24  February,  1880. 
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Xeminon,  Richard. 

Midshipman  17  August,  1814.     Resigned  17  April,  1815. 
I<eiiioine,  O.  D. 

Midshipman  21  September,  1838.     Resigned  3  Januarj-,  1840. 
lienioiiie,  O.  T>. 

Midshipman,  IG  June,  1840.     Dismissed  14  March,  1841. 
lienion,  Saiiiiiel. 

Acting  Second  Assistant  Engineer,  15  December,  1863.     Honorably  discharged 
8  October,  1865. 
liCnliai't,  John  S. 

Chaplain,  27  February,  1847.     Lost  in  ^' Cumberlmid,^^  8  March,  1802. 
lieunan,  Franklin  O.  R. 

Acting  Ensign,  16  February,  1864.     Honorably  discharged  23  January,  1867. 
Xienox,  John. 

Gunner,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
lient,  Adolph  V. 

Assistant  Surgeon,  31  December,  1798.     Resigned  10  August,  1799. 
lienthall,  Jolin. 

Naval  Constructor,  8  Februarj',  1838.     Chief  Bureau   Construction   and    Repair, 
28  April,  1863.     Re-appointed  Chief,  28  July,  1866.     Retired  list,  16  September, 
1869. 
lieon,  Joseph  S. 

Mate,  31  July,  1863.  Honorably  discharged  5   Jlarch.   1868.     Mate.  20  December, 

1869.  Appointment  revoked  3  March,  1870. 
liConard,  £%ra. 

Acting  Master,  27  December,  1861.     Acting  Volunteer   Lieutenant.  19  May,  1804. 
Ensign,   13  March,  1868.     Master,  18  December,  1868.     Lieutenant,  21   March, 

1870.  Died  29  July,  1870. 
liConard,  Frank. 

Acting  Second  Assistant  Engineer,  9  August,  1864.     Honorably  discharged  4  Sep- 
tember, 1865. 
Xieonard,  Frederick  A. 

Master,  17  June,  1S09.    Last  appearance  on  Records  of  Navy  Department,  9  March, 
1813.     Dead. 
liConard,  George. 

Assistant  Surgeon,  28  May,  1804.     Resigned  5  April,  1808. 
Lieonard,  George. 

Mate,  12  December,  1861.     Acting  Ensign,  27  November,   1863.     Honorably  dis- 
charged 18  December,  1865. 
liConard,  Henry  S. 

Third  Assistant  Engineer,  19  July,  1861.     Second  Assistant  Engineer,  16  Januar}-, 
1863.     Lost  on  the  "  Tecumseh,"  5  August,  1864. 
liConard,  James  T. 

Midshijiman,   26  February,    1799.     Lieutenant,   13  January,    1S07.     Commander, 
4  July,  1813.     Captain,  4  February,  1815.     Died  9  Novcniber,  1832. 
liConard,  T,iOrranns. 

Midshipman,  27  June,  1799.     Resigned  IS  March,  1800. 
lieonard,  IVilliam. 

Acting   Third   Assistant   Engineer,   26    October,    1863.      Honorably    discharged 
23  August,  1865. 
liConard,  William  £. 

Mate,  18  April,  1865.     Dismissed  19  April,  1866. 
liConard,  William  H. 

xVcting  Third  Assistant   Engineer,  33   February,   1864.      Honorably   discharged 
13  February,  1869. 
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Leonard,  William  W. 

Acting  Eii.^ij;n,  o  Ottuber,  18G3.     Honorably  discharged  IH  August,  1865. 
IjC  Koy,  M  illiam  E. 

Midshipma..    11  January,  1832.     Passed  Midshipman,  23  June,  1838.     Lieutenant, 
13  July,  1843.     Ciimmander,  1  July,  lSi;i.     Oajjtain,  25  July,  18G6.     Commodore, 
3  July,  1870.     Rear-Admiral,  5  April,  1874.     Retired  list,  24  March,  1880. 
JLeslier,  Henry. 

Midshipman,  1  .January,  1813.     Resigned  20  July,  1812. 
liCsIie,  Adam  J. 

Midshipman,  2  February,  1829.     Resigned  31  October,  1831. 
JLesIie,  Henry  C. 

Mate,  7  October,  1861.     Acting  Ensign,  9  Jtarch,  1864.     Honorably  discharged 
13  April,  1866. 
Liesiie,  Henry  E. 

Carpenter,  15  October,  1833.     Retired  list,  12  February,  1826. 
liester,  C.  H- 

Mate,  30  December,   1861.      Acting   Ensign,  27  August,   1863.     Honorably  dis- 
charged 30  September,  186.'5. 
L.ester,  Daniel. 

Mate,  6  June,  1862.     Acting  Ensign,  8  J\mc,  1864.     Died  2  January,  1865. 
Liester,  George  D. 

Acting  Master,  26  August,  1861.     Dismissed  4  November,  1861. 
I^ester,  John  W. 

Acting  Carpenter,  11  June,  1863.     Honorably  discharged  19  December,  1865. 
L.ester,  Joseph  li. 

Acting  Second  Assistant  Engineer,  17  May.  1861.     Resigned  11  June,  1861. 
Lietherbnry,  Charles  W. 

Acting  Ensign,  6  June,  1863.     Honorably  discharged  31  August,  1865. 
lientze,  Eugene  H.  C 

Midshipman,  24  March,  1863.     Graduated  6  June,  1867.     Ensign,  18  December, 
1868      Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
lievely,  George. 

Midshipman,  6  May,  1800.     Lost  in  the  "  Insurgent." 
I..eTerett,  George  H. 

Midshipman,  18  June,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1833. 
LiCTin,  Charles. 

Mate,  25  January,  1870.     Died  Philadelphia,  3  September,  1874. 
tevindseller,  Thomas  H. 

Mate,  21  December,  1861.     Dismissed  29  November,  1863. 

liCTins,  C.  W. 

Mate,  13  April,  1870.     Appointment  revoked  3  January,  1874. 

liery,  Charles  H. 

Third   Assistant  Engineer,  21    November,   1857.      Second    Assistant    Engineer, 
2  August,  1859.     Name  stricken  from  the  Rolls  of  the  Navy,  8  July,  1861. 

liCTy,  Mears. 

Master,  8  I^Liy,  1S12.     Last  appearance  on  Records  of  Navy  Department,  5  June, 
1813.     Dead. 

liCvy,  Uriah  P. 

Sailino-  Master,  21  October,  1812.     Lieutenant,  5  March,  1817.    Commander,  9  Feb- 
ruary, 1837.     Captain,  29  March,  1844.     Died  22  March,  1862. 

liCwers,  J.  Henry. 

Third  Assistant  Engineer,  28  October,  1862.     Resigned  39  June,  1868. 

Lewis.  Albert  H. 

Mate,  6  September,  1864.     Honorably  discharged  13  August,  1867. 
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Liewis,  Alexander. 

Acting  Eusign,  30  January,  1864.     Honorably  discharged  20  Sej^tember,  1865. 
Lewis,  Amos. 

Sailmaker,  3  January,  18S5.     Dismissed  7  September,  1832. 
Liewls,  Andrew  J. 

Midshipman,  29  September,  1841.     Lost  in  the  "  Gi'ampvs"  March,  1843. 
liewis,  Archibald  S. 

Gunner,  27  September,  1834.     Dismissed  15  January,  1859. 
Lewis,  Arthur, 

Midshipman,  18  June,   1812.     Lieutenant,  28  April,  1826.     Furloughed   19  July, 
1848.     Died  29  November,  1854. 
Lewis    Benjamin  F. 

Acting  Third  Assistant  Engineer,  11  July,  1864.     Honorably  discharged  17  Octo- 
ber, 1867. 
Lewis,  Callender  I. 

Assistant  Paymaster,  23  June,  1877. 
Lewis,  David  O. 

Assistant  Burgeon,  8  April,  1874. 
Lewis    D.  T. 

Acting  Assistant  Surgeon,  1  September,  1861.     Died  3  September,  1862. 
Lewis.  Edward  S. 

Midshipman,  10  May,  1820.     Died  25  July,  1826. 
Lewis,  Edwin  F. 

Acting  Third  Assistant   Engineer,  12   August,   1862.     Acting  Second  Assistant 
Engineer,  20  August,  1864.     Honorably  discharged  24  SejJtember,  1865. 
Lewis,  Elnathan. 

Acting  Master,  3  October,  1861.     Appointment  revoked  1  March,  1864. 
Lewis,  Enos  E. 

Assistant  Paymaster,  21  December,  1869.     Wholly  retired  23  July,  1874. 
Lewis,  Enos  M 

Third    Assistant    Engineer,   17    February,   1860.      Second    Assistant   Engineer, 
3  August,  1863.     First  Assistant  Engineer,  25  July,  1806.     Died  12  January, 
1872. 
Lewis,  Frederick  B.  A. 

Assistant;  Surgeon,  6  September,  1861.     Resigned  15  June,  1865. 
Lewis,  Grenrille. 

Acting  Third  Assistant  Engineer,  24  March,  18G2.     Acting  Second  Assistant  En- 
gineer,  19   April,   1864.      Honorably   discharged   21    January,   1866.      Acting 
Second  Assistant  Engineer,  31  July,  1866.     Mustered  out  17  November,  1868. 
Lewis,  Henry  H. 

Midshipman,   1   May,   1828.     Passed   Midshipman,  23   June,  1838.     Lieutenant, 
28  October,  1842.     Dismissed  20  April,  1861. 
Lewis,  Holmes. 

Carpenter,  14  December,  1848.     Dismissed  29  May,  1861. 
Lewis,  Jacob  M. 

(Flotilla  Service.)     Commander,  27  November,   1812.     Captain,  26  April,   1814. 
Last  appearance  on  Records  of  Navy  Department,  7  January,  1815.     Discharged. 
Lewis,  .Tames. 

Mate,  22  October,  1801.     Resigned  20  January,  1862. 
Lewis,  James  B. 

Midshipman,  31  March,  1831.     Passed  Midshipman,  15  June,  1837.     Lieutenant, 
8  September,  1841.     Reserved  list,  13  September,   1855.     Dismissed  23  May, 
1861. 
Lewis,  Jesse  Bf 

Midshipman,  12  April,  1800.     Out  of  Service  31  December,  1800 
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liewis,  J.  J.  H. 

^Midshipman,  10  January,  1809.     Last  apijearance  on  Records  of  Navy  Depart- 
ment, 1815.     Navy  Yard,  Washington. 
Liewis,  John  K. 

Chaplain,  29  November,  18G9. 
!Lewis,  Jolin  91. 

Midshipman,  If)  November,  1809.     Resigned  12  Oetober,  1812. 
I>ewis,  John  W. 

Master,  7  Marcli,  1814.     Dismissed  11  .July,  1814. 
liewis,  John  IV. 

Acting  Ensign,  13  May,  1803.     Appointment  revoked  (Sick,)  10  February,  1804. 
Acting  Ensign,  16  May,  1804.     Dismissed  8  June,  1865. 
liewis,  Joseph. 

Boatswain,  6  September,  1839.     Died  23  Januaij,  1865. 
l.ewis,  Joseph  C 

Acting  Third   Assistant  Engineer,  15  January,  1862.     Acting  Second  Assistant 
Engineer,   14   April,  1804.     Honorably  discharged  24  October,  1805.     Acting 
Second  Assistant  Engineer,  31  July,  1866.     Resigned  0  November,  1807. 
liewis,  Joseph  G. 

Acting  Master,  18  December,  1861.     Resigned  22  March,  1802. 
Liewis,  9Iontgoniei-y. 

Midshipman,  1  November,  1828.     Passed  Midshipman.  14  June,  1834.    Lieutenant, 
25  February,  1841.     Reserved  list,  13  September,  1855.     Died  21  January,  1857. 
liewis,  Oscar  C. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  18  December, 
1862.     First  Assistant  Engineer,  11  October,  1806.     Resigned  28  September, 
1868. 
Lieiris,  Rohert. 

Purser,  10  December,  1798.     Last  appearance  on  Records  of  Navy  Department. 
I.ewis,  Robert  F.  R. 

Midshipman.  19  October,  1841.    Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
16  July,  18C2.     Commander,  29  January,  1867.     Captain,  26  Februai7,  1878. 
lieii'is,  Robert  G. 

Acting  Third  Assistant  Engineer,  7  April,  1804.     Honorably  discharged   9  July, 
1805. 
liCwis,  Rodman. 

Chaplain,  13  March,  1839.     Died  30  May,  1869. 
liewis,  Samuel  A. 

Acting   Third   Assistant   Engineer,   28   October,    1802.     Lost  on  the  ^'■Monitor,'" 
31  December,  1862. 
liCwis,  8auiuel  W. 

Mate,  10  December,  1863.     Resigned  3  May,  1865. 
liewis,  Stith. 

Assistant  Surgeon,  23  January,  1809.     Last  appearance  on  Records  of  Navy  De- 
partment, 1815.     Frigate  President. 
I<ewis,  Theodore  F. 

Acting  Second  Assistant  Engineer,  19  November,  1802.     Acting  First  Assise  nt 
Engineer,  19  February,  1864.     Honorably  discharged  30  October,  lti05 
li'ewis,  Thomas. 

Gunner,  14  August,  1838.     Resigned  14  Janunry,  1845. 
liCwis,  Thomas. 

Midshipman,  15  November,  1809.     Resigned  20  Januar)',  1810. 
liCwis,  Thomas  91. 

Mate,  13  August,  1863.     Acting  Ensign,  20  July,   1804.     Honorably  discharged 
9  November,  1865. 
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I>cwis,  William. 

Midshipman,  3  September,  1798.     Resigned  21  May,  1800. 
Xewis,  M'illiam. 

Midshipman,  31  August,  1802.    Lieutenant,  14  March,  1807.    Commander,  3  March, 
1815.     Lost  in  the  "  Epenier"  1815. 
Xewi^.  IVilliam. 

Master,  22  February,  1809.     Last  appearance  on  Records  of  Navy  Department, 
13  September,  1812. 
Xiewis,  IVilliaiu  R. 

Actina;  Assistant  Surgeon,  9  Marcli,  1864.     Honorably  discharged  16  September, 
186.5. 
Xewis,  William  G. 

Midshipman,  18  June,  1812.     Died  30  December,  1817. 
Liewis,  Williaiu  J. 

Mate,  7  January,  1864.    Acting  Ensign,  1  December,  1864.    Honorably  discharged 
4  October,  1865. 
liCTvis,  William  T. 

Mate,  28  February,  1863.     Dismissed  3  June,  18G3. 
Liewis,  William  W. 

Acting  Third  Assistant  Engineer,  16  May,  1864.     Honorably  discharged  12  May, 
1805. 
li'Hommedieu,  ]V.  C 

Saihnaker,  16  February,  1835.     Resigned  25  July,  1839. 
Xiibaire,  Charles. 

Mate,  23  September,  1862.     Honorably  discharged  19  August,  18G5. 
liibby,  Arthur. 

Acting  Third  Assistant  Engineer,  9  January,  1803.     Resigned  14  May,  1864. 
Liiber,  Samuel  A. 

Midshipman,  9  June,  1811.     Lost  at  Sea,  5  October,  1811. 
Xiddell,  James  F. 

Acting  Third  Assistant  Engineer,  4  September,  1863.     Resigned  5  April,  1805. 
liieber,  Alfred  H. 

Midshipman,  2  October,  1850.     Dropped  24  January,  1851. 
liigget,  John  J. 

Assistant  Surgeon,  2  December,  1869.     Resigned  2  April,  1870. 
Iiig$;ett,  Oeorge  W. 

Midshipman,  2  April,  1804.     Resigned  0  July,  1804. 
Xilleston,  James  A. 

Gunner,  30  July,  1852.     Dismissed  17  November,  1855.     Re-appointed  23  Decem- 
ber, 1856.     Died  26  May,  1872. 
Xillie,  Abraham  B.  II. 

Midshipman,   25   September,   1862.     Graduated  June,   1866.     Ensign,   12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Xima,  Charles  de  C. 

Acting  Master,  6  January,  1862.     Resigned  29  April,  1862. 
Xineolii,  Abel,  Jr. 

Midshipman,  15  May,  1799.     Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act. 
Xincoln,  Amasa. 

Lieutenant,  12  October,  1804.     Discharged  10  April,  1805. 
Xincolii,  David  F. 

Acting  Assistant  Surgeon,  5  September,  1862.     Resigned  10  February,  1864. 
Xineolii,  Fdward  T. 

Mate,  3  September,  1863.     Appointment  revoked  28  November,  1864 

28 


434  GENERAL  NAVY  REGISTER. 

Iiincoln,  Kdinnnd. 

Third  Assistant  Engineer,  G  January,  18C2.     Second  Assistant  Engineer,  1  October, 
18U3.     Resigned  4  February,  18C8. 
Liinooln,  Lieyi,  Jr. 

Midshipman,  1  November,  1827.     Resigned  3  June,  183G. 
liincoln,  Robert  R.,  Jr. 

Acting  Third   Assistant  Engineer,   27   December,    1864.     Honorably  dischartred 
19  October,  1805. 
I^indee,  Jacob. 

Acting  Master  and  Pilot,  15  December,  18G4.     Honorably  discharged  30  Decem- 
ber, 18(15. 
liindemaim.  Christian. 

Acting  Ensign,  10  December,  18G3.     Honorably  discharged  14  September,  18G8. 
L.indley,  William  Ia. 

Mate,  22  December,  1863.     Resigned  (Sick,)  6  September,  1864. 
Liindsay,  Clement. 

Midshipman,  2  January,  1800.     Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 
liindsay,  Hngb. 

Carpenter,  4  November,  1840.     Dismissed  9  December,  1863. 
liindsay,  James  E. 

Assistant  Surgeon,  2  May,  1860.     Dismissed  10  October,  1861. 
Liindsay,  IVilliani. 

Midshipman,  1  January,  182.5.     Died  in  1825. 
Ijindsey,  Joseph. 

Master,  17  March,  1814.     Died  19  May,  1826. 
liindsley,  A.  R. 

Midshipman,  28  June,  1804.     Dismissed  21  April,  1807. 
liindsley,  Henry. 

Acting  Ensign,  16  May,  1865.     Mustered  out  28  August,  1868. 
liindsley,  James  P. 

Acting  ]\Iaster,  2  October,  1861.     Resigned  23  March,  1864. 
L<in«lsly,  Cleland. 

Third  Assistant  Engineer.  1  October,  1852.     Resigned  30  August,  1856.     Second 
Assistant  Engineer,  3  October,  1861.     First  Assistant  Engineer,  25  July,  1866. 
Resigned  12  December,  1874. 
Xiining,  George  I>. 

Third  Assistant  En£;inecr,  20  September,  1858.    Second  Assistant  Engineer,  17  Jan- 
uary, 1861.     Resigned  18  April,  1861. 
liining,  Charles  £. 

Assistant  Surgeon,  1  July,  1858.     Resigned  11  January,  1861. 
Liing,  8amnel. 

Midshipman,  28  February,  1709.     Discharged  14  July,  1801,  under  Peace  Estab- 
lishment Act. 
Liingle.  William. 

Acting  Third  Assistant  Engineer,  19  January,  1864.     Resigned  6  June,  1865. 
Liink.  Jolin. 

ActinLj  Third  Assistant  Engineer,  26  May,  1864.     Honorably  discharged  20  Octo- 
ber^ 1865. 

I..inii,  James. 

Carpenter,  31  October,  1848.     Died  27  April,  1855. 
liinn,  James  H. 

Acting  First  Assistant  En£;ino[r,  12  June,  1803.    Honorably  discharged  23  Decem- 
ber," 1865. 
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Tnnn,  Saiiiiiel  H. 

Acting  Third  Assistant  Engineer,  9  February,  1864.     Acting  Second  Assistant 
Engineer,  13  April,  1865.     Honorably  discharged  1  June,  1866. 
I>innekiu,  Tliomas  J 

Acting  Master,  16  August,  1861.     Honorably  discharged  9  December,  1865. 
L.iii>$ooft,  Edward. 

Boatswain,  29   March,  1809.     Last  appearance  on  Records  of  Navy   Department, 
U  April,  1827.     Dead. 
liinscott,  John  H. 

Mate,  27  May,  1862.     Acting  Ensign,  7  December,  1863.     Honorably  discharged 
21  December,  1865.     Acting  Ensign,  19  December,  1866.     Mustered  out  20  No- 
vember, 1867. 
liinsley,  Peter. 

Acting  Third   Assistant   Engineer     8   February,    1865.      Honorably   discharged 
26  October,  1867. 
liinsley,  Jared,  Jr. 

Acting  Assistant  Paymaster,  11  July,  1864.     Passed  Assistant  Paymaster,  23  July, 
1866.     Paymaster,  24  February,  1872.     Died  24  January,  1878. 
lappincott,  George  C. 

Assistant  Surgeon,  28  September,  1875. 
Liippincott,  J.  S. 

Midshipman,  16  January,  1809.     Drowned  5  October,  1811. 
I^ippit,  Angnst. 

Mate,  18  January,  1862.     Resigned  24  September,  1863. 
liisooiiib,  John  F 

Acting  Assistant  Surgeon,  19  September,  1864.     Resigned  2  October,  1864 
liisle,  Joseph  T. 

Acting  Assistant  Pavmaster,  25  September,  1861.     Assistant  Pavmaster,  11   July, 
1862.     Died  25  September,  1863. 
Uiiile,  Richard  M. 

Midshipman,  26  September,   1862.     Graduated  June,   1866.     Ensign,  13  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
L.lsle,  Robert  P. 

Acting  Assistant  Paymaster,  2   November,  1863.     Assistant  Paymaster,  2  July, 
1864.     Passed  Assistant  Paymaster,  4  May,  1806.     Paymaster,  11   December, 
1867. 
liitchfleld,  Harry. 

Acting  Third  Assistant  Engineer,  16  August,   1864.     Honorably  discharged  11 
December,  1868. 
I.,itohfieId,  Henry. 

Mate,  18  April,  1863.     Resigned  21  October,  1863. 
T.itherbnry,  John  W. 

Mate,  24  January,  1863.     Acting  Ensign,  23  June,  1864.     Resigned  17  November, 
1864. 
I.ittell,  Engene. 

Acting  Assistant  Paymaster,  3  July,  1863.     Resigned  21   March,   1864.     Acting 
Assistant  Paymaster,  16  March,  1865.     Mustered  out  17  October,  1865. 
liittig,  Jaines  G. 

Acting  'iliird  Assistant  Engineer,  4  February.   1803.     Resigned  16  July,  1803. 
Third  Assistant  Engineer,  3  August,  1803.     Second  Assistant  Engineer,  25  July, 
1866.     Retired  list,  14  July,  1S74. 
liittig,  Nicholas  R. 

Third  Assistant  Engineer,  31  May,  1857.  Second  Assistant  Engineer,  2  August, 
1859.  First  Assistant  Engineer,  1  July.  1861.  Lost  on  the  "  Oneida,^''  24  January, 
1870. 
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TAttig,  Philip. 

Acting   Tliiid    Assistiint   Engineer,   3    Februiiry,   18G5.      Honorably   discbarged 
21  August,  ISO").     Acting  Third  Assistant  Engineer,   14  December,  1800.     Ap- 
pointment revoked  8  Januarv,  1807.     Acting  Third  Assistant  Engineer,  5  July, 
1867.     Mustered  out  22  Aug"ust,  1869. 
Little,  Cliarlesii. 

Acting  Assistant  Surgeon,  24  December,  1803.     Honorably  discharged  9  October, 
1805. 

liittle,  <jieorge. 

Cajitain,  4  March,  1799.     Discharged  22  October,  1801,  under  Peace  Establish- 
ment Act. 
liiltle,  George  D- 

Acting   Ensign,   1    October,   1862.     Acting   Master,   11    June,   1864.     Resigned 
3  March,  1805. 
L.ittle,  Horatio  91. 

Acting  Third  Assistant  Engineer,  15  December,  1862.     Acting  Second  Assistant 
Engineer,  17  October,  1803.     Honorably  discharged  16  February,  1868. 
Little,  James  €. 

Acting  Master,  30  January,  1863.     Resigned  16  June,  1868. 
liittle,  Jeremiah  K. 

Assistant  Surgeon,  10  July,  1861.     Resigned  30  July,  1864. 
Little,  John  H. 

Midshipman,   1  January,  1818.     Lieutenant,  8  March,  1837.     Died   28   August. 
1852. 
Little,  John  W. 

Acting    Third    Assistant    Engineer,   30   August,    1864.      Honorably   discharged 
5  July,  1805. 
Little,  Leuinel. 

Master,  9  August,  1799.    Discharged  9  June,  1801,  under  Peace  Establishment  Act. 
Little,  William. 

Midshipman,  30  September,  1863.     Graduated  6  June,  1867.     Ensign,  18  Decem- 
ber, 1868.     Lieutenant,  21  March,  1871. 
Little,  William  A. 

Midshipman,  8  April,  1850.     Died  24  August,  1852. 
Little,  M  illiam  MeC. 

Midshipman,  11   March,  1863.     Graduated  June,  1806.     Ensign,  12   March,  1868. 
Master,  26  March,  1809.     Lieutenant,  21  March,  1870. 
Little,  William  91. 

Cadet  Engineer,  Naval  Academy,  1   October,   1873.     Graduated   21  June,   1875. 
Assistant  Engineer,  1  July,  1877. 
Littlefleld,  A.  D. 

Acting  Master,  24  March,  1802.     Honorably  discharged  30  September.  1S05. 
Littlefield,  Charles  If. 

Mate,  8  May,  1802.     Acting  Ensign,  0   February,  1864.     Honorably  discharged 
G  February,  1800. 
Littlefleld,  Charles  W. 

Assistant  Paymaster,  8  September,  1870. 
Littlefleld,  William  C. 

Mate,  8  May,  1802.     Appointment  revoked  (Sick,)  17  April,  1863. 
Littlejolin,  Elliott. 

Acting  Assistant  Paymaster,  3  August,  1863.     Resigned  7  June,  1865. 
Livermore,  Charles  W. 

Assistant  Engineer.  20  February,  1875. 
Livermore,  Henry  S. 

Acting  Ensign,  14  October,  1862.    Appointment  revoked  24  March,  1864.     Acting 
Ensign,  2  September,  1864.     Honorably  discharged  14  August,  1865. 
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liivernjore,  Samuel. 

Purser,  26  March,  1S]4.     Last  appearance  on  Records  of  Navy  Department,  181G. 
Furloughcd. 
liiTiiigstoii,  Cordt.  ' 

Midshipman,  15  November,  1809.     Killed  in  action  1  June,  1813. 
liiviiigston,  I>e  Cirasse. 

Midsliipman,  7  March,  1848.     Passed  Midshipman,  15  June,  1S54.     Master,  16 
September,  185.5.     Lieutenant,  18  November,  1855.     Resigned  28  October,  1858. 
Acting  Lieutenant,  30  September,  1861.     Appointment  revoked    18   October, 
1861.     Re-appointed  but  declined  6  November,  1861. 
liiYiiigston,  George  B. 

Acting  Master,   8   June,  1861.     Acting   Volunteer  Lieutenant,   30  August,  1864. 
Ensign,  13  March,  1868.     Master,  18  December,  1868.     Lieutenant,  3  March, 
1870. 
liiTingston,  John. 

Midshipman,  30  July,  1799.     Last  apicmanee  on  Records  of  Navy  Dejiartment. 
IiiTiiig!«ton,  John  W. 

Midshipman,  4  March,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
21  June,  1833.     Commander,  24  May,  1855.     Commodore,   16  July,  1862.     Re- 
tired list,  13  May,  1866.     Rear-Admiral,  Retired  list,  26  May,  1868. 
liivingston,  liindle.y  If. 

Mate,  23  October,  1861.     Resigned  3  July,  1863. 
LiiTiiigKton,  P.  F. 

Midsliipman,  1  September,  1811.     Resigned  18  May,  1815. 
liivingston,  R.  J. 

Midshipman,  15  April,  1824.     Resigned  80  April,  1838. 
LiiTingston,  R.  P. 

Midshipman,  29  March,  1815.     Last  appearance  on  Records  of  Navy  Department. 
r<ivingston,  Samuel  A. 

Acting  Third  Assistant  Engineer,  18  December,  1863.     Acting  Second  Assistant 
Engineer,  18  January,  1865.     Honorably  discharged  27  October,  1865. 
lilvingston,  W.  HH. 

Midshipman,  31  December,  1798.     Lieutenant,  6  Jlarch,  1803.    Resigned  15  April, 
1804. 
Xiivingston,  W.  P. 

Midshipman,  1  March,  1835.     Dismissed  8  July,  1839. 
Liloyd,  £dward,  Jr. 

Cadet  Midshipman,  17  June,  1874.     Graduated  4  June,  1880. 
Xiloyd,  John  G. 

Acting  Master,  18  December,  1861.     Resigned  7  July,  1863. 
liloyd,  John  O. 

Acting  Ensign,  15  November,  1864.     Honorably  discharged  1  December,  1865. 
I^loyd,  John  W. 

Mate,  9  June,  1864.     Appointment  revoked  9  September,  1864. 
Liloyd,  Thomas. 

Acting  Third  Assistant  Engineer,  4  May,  1863.     Resigned  20  March,  1865. 
liloyfS,  Thomas. 

Mate,  1  December,  1862.     Dismissed  18  August,  1864. 
liOau,  William  F. 

Mate,  1  October,  1862.     Acting  Ensign,  26  August,  1863.     Honorably  discharged 
13  January,  1869. 
ILoeke,  Frederick  J. 

Mate,   18  May,  1863.     Acting  Ensign,  27  August,  1804.     Honorably  discharged 
9  May,  1866.    Acting  Ensign,  6  February,  1867.    Mustered  out  28  August,  1868. 
liocke,  John. 

Assistant  Surgeon,  18  August,  1818.     Resigned  4  November,  1818. 
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I^ocke,  John  H. 

Mate,  9  January,  1864.     Resigneil  23  June,  1864. 

JIate,  13  December,  1861.     Appointment  revoked  19  January,  1863. 
liOckert,  James  M. 

Midshipman,  1  April,  1828.     Passed   Midshipman,  4   June,  1834.      Lieutenant, 
21  December,  1840.     Died  10  April,  1845. 
liockwood,  Cbarles  II. 

Acting  Assistant  Paymaster,  28  February,  1862.     Assistant  Paymaster,  21  Febru- 
ary, 1867.    Passed  Assistant  Pa)-master,  27  February,  1869.    Dismissed  25  March, 
1871. 
liockwood,  Dennisou  A. 

Acting  First  Assistant  Engineer,  11  December,  1862.     Dismissed  16  November, 
1864. 
Liockwood,  Henry  H. 

Professor,  4  November,  1841.     Retired  list,  18  August,  1876. 
Iiockwood,  James. 

Acting  Third  Assistant  Engineer,   3   September,   1863.     Honorably   discharged 
29  September,  1865. 
Liocktvood,  John  A. 

Assistant   Surgeon,  8  February,  1832.      Surgeon,   13   October,    1840.      Resigned 
13  March,  186.5. 
liOCkwood,  Joshua. 

Midshipman,  20  June,  1806.     Died  3  April,  1808. 
L.ockwood,  Samuel. 

Midshipman,  12  July,  1820.     Lieutenant,  17  May,  1828.     Commander,  18  October, 
1850.     Retired   list,   1    October,   1864.     Commodore  on   Retired  list,  4  April, 
1867. 
L.oekwoo<i,  W.   K. 

Midshipman,  18  May,  1809.     Resigned  18  December,  1810. 
liOden,  91.  J. 

Acting  Third  Assistant  Engineer,  18  April,  1863.     Honorably  discharged  1  Decem- 
ber, 1865. 
Iiodge,  Augustus. 

Midshipman,  22  August,  1846.     Resigned  30  December,  1850. 
liOeffler,  John  Li. 

Acting  Third  Assistant  Engineer,  26  September,   1864.     Honorably  discharged 
3  July,  1865. 
Logan,  George. 

Surgeon,  21  April,  1810.     Resigned  16  June,  1829. 
liOgan,  Oeorge  T.  W. 

Third  Assistant  Engineer,  31  October,  1848.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     Dropped  29  August,  1856. 
liOgan,  lieavitt  C. 

Midshipman,  28  February,  1803.     Graduated  6  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  12  June,  1871. 
L,ogne,  Daniel  C 

Acting  Assistant  Surgeon,  25  January,  1862.     Resigned  7  October,  1S62. 
I.iOgue,  William  O. 

Acting  Second  Assistant  Engineer,  10  December,   1862.     Acting  First  Assistant 
Engineer,  2  December,  1863.     Honorably  discharged  28  November,  1865. 
liOisons,  Augustus  F. 

Mate,  23  November,  1863.     Resigned  30  June,  1866. 
liOmax,  Francis  C 

Acting  Third  Assistant  Engineer,  11   July,  1863.     Honorably  discharged   1   Sep- 
tember, 1865. 
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liOinax,  Saninel  F. 

Actiug  Ensign  and  Pilot,  14  November,  1864.     Honorably  discharged  9  Novem- 
ber, 1868.     Mate,  5  January,  1870. 
Liouibsird,  Jobn  E. 

Acting  Master,  29  October,  1801.     Resigned  19  June,  1862. 
L.OIIS,  Andrew  K. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1827.     Commander,  12  Octo- 
ber, 1844.    Reserved  list,  13  September,  1855.     Captain,  Active  list,  14  Septem- 
ber, 1855.     Retired  list,  1  October,  1864.     Died  6  October,  1866. 
TiOn^,  Cliristoplier 

Gunner,  17  September,  1861.     Resigned  10  June,  1864. 
I^ong,  George  W. 

Assistant  Pavmaster,  22  October,  1868.     Passed  Assistant  Paymaster,  10  March, 
1870.     Retired  list,  30  June,  1875. 
Liong,  James. 

Third   Assistant  Engineer,   16   November,   1861.      Second   Assistant    Engineer, 
25  August,  1863.     Resigned  17  April,  1865. 
liong,  John  C* 

Midshipman,  18  June,  1812.     Lieutenant,  5  March,  1817.     Commander,  25  Febru- 
ary, 1838.     Captain,  2  March,  1849.     Commodore  on  Retired  list,  16  July,  1862. 
Died  2  September,  1865. 
liOng,  John  II. 

Third  Assistant  Engineer,  6  November,  1849.     Resigned  5  November,  1850.     First 
Assistant  Engineer,  15  June,  1861.     Chief  Engineer,  10  November,  1863. 
liong,  Robert. 

Master's  Mate,  16  November,  1816.     Resigned  9  January,  1819. 
I^ong,  Robert  H. 

Third  Assistant  Engineer,  11  January,  1849.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     First  Assistant  Engineer,  21  May,  1853.     Chief  Engineer,  26  June, 
1856.     Resigned  31  October,  1863. 
Jiong,  R.  91. 

Acting  Gunner,  3  December,  1862.     Dismissed  7  March,  1868. 
I>oug,  Samuel. 

Carpenter,  24  May,  1804.     Resigned  July,  1807. 
Iiong,  William. 

Boatswain,  8  May,  1861. 
LiOng,  William  A. 

Acting  Third  Assistant  Engineer,   8  September,  1864.      Ajjpointment  revoked 
(Siclc,)  9  November,  1864. 
liOngaere,  Orleans. 

Third  Assistant  Enjjineer,  1   July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     First  Assistant  Engineer,  1  January,  1865.     Resigned  6  June,  1866. 
liOngly,  John. 

Midshipman,  30  June,  1799.     Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 
Liongnia)'er,  Emanuel. 

Acting   Third  Assistant   Engineer,  4   September,   1863.      Appointment  revoked 
22  October,  1863. 
liOngnecker,  Edwin. 

Midshipman,  24  September,  1861.    Graduated  Septembsr,  1865.    Ensit^n,  1  Decem- 
ber, 1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 
liOngnecker,  Henry  C 

Midshipman,  30  July,  1-864.     Graduated  4  June,  1869.     Retired  list,  5  November, 
1872. 
Iiongshaw,  William,  Jr. 

Acting  Assistant  Surgeon,  25  June,  1862.     Assistant  Surgeon,  9  November,  1862. 
Killed  in  Battle  15  January,  1805. 
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liOiigstreet,  Cornoliut^  II. 

Acting  Assistant  Paymaster,  11  September,  18C3.     Mustered  out  3  October,  1865. 
liOugwell,  Cieorge, 

Acting  Second  Assistant  Ens^ineer,  20  July,  1864.     Ilonorablv  discliariied  18  Sep- 
tember, 18G5. 
liOoby,  Tliouias  A. 

Acting  Third  Assistant  Engineer,  3  May,  1863.     Acting  Second  Assistant  Engi- 
neer, 27  February,  1865.     Dismissed  5  September,  1865. 
1.00k.  George. 

Acting  Master  and  Pilot,  28  October,  1864.     Appointment  revoked  9  March,  1865. 
liOokens.  Exra  B. 

Mate,  22  October,  18G1.     Disrated  5  June,  1862. 
liooker,  Tlioiiin<«  H. 

jNIidshipniuii,  6  November,  1846.    Resigned  24  November,  1852.    Purser,  31  August,. 
I,s53.     Pay  Director,  3  March,  1871. 
liOoniis,  Edniund  U. 

Cadet  Engineer  Naval  Academy,  1   October,  1872.      Graduated  21  June,  1875. 
Lost  on  the  "  Huron,'^  24  November,  1877. 
liOrd.  Archibald  B. 

Midshipman,  9  July,  1799.     Dismissed  28  December,  1803. 
Lioouiis,  J.  Porter. 

Acting  Assistant  Paymaster,  27  October,  1863.    Assistant  Paymaster.  21  February, 
1867.     Passed  Assistant  Paymaster,  29  January,  1869. 
Liord,  Archibald  B. 

Master,  1  February,  1809.     Resigned  19  December,  1810. 
liord,  Archibald  B. 

Master,  18  July,  1812.     Discharged  5  August,  1815. 
Liord,  George  W. 

Acting  Ensign,  3  March,  1865.     Resigned  29  May,  1865. 
liOrd,  George  P. 

Acting  Volunteer  Lieutenant,  1  October,  1862.    Honorably  discharged  20  February, 
1866. 
L.ord,  Joiin. 

Gunner,  17  June,  1817.     Last  appearance  on  Records  of  Navy  Department,  till  7 
July,  1828.     Died  9  July,  1829. 
Liord,  John. 

Boatswain,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
liOril.  John  V. 

Acting  Ensign,  22  June,  1864.     Honorably  discharged  23  August,  1867. 
LiOrd.  John  M. 

Acting    Tbinl    Assistant    Engineer,   28   January,    1865.      Appointment   revoked 
5  September,  18()5. 
liord,  Licvi. 

Acting  Third  Assistant  Engineer,  20  January,  1864.     Honorably  discharged   14 
August,  1805. 
Liord,  'William  R. 

Midshipman,!  February,  1814.     Resigned  5  September,  1817. 
liOrdan,  William. 

Acting  Gunner,  10  December,  1803.     Appointment  revoked    30  December,  1863. 
Acting  Gunner,  6  January.  1864.     Dismissed  12  November,  1864. 
Liorigan,  John  1,. 

Mate,  12  June,  1866.     Resigned  13  August,  1866. 
lioring,  Benjamin  W. 

Acting  Master,  0   Fcl  ruaiy,  1802.     Acting  Voluntcei    Lieutenant,  29  June,    i8fi3. 
Honorably  discharged  7  February,  1860. 
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Iioring,  Charles  F. 

Mate.     Dismissed  18  January,  1863.     Mate,   2   January,  1SG3.     Appointment   re- 
voked (Sick,)  21  October,  180.3. 
E.oring,  Charles  G. 

Acting  Master,  3  October,  1861.     Honorably  discharged,  30  September,  186.5. 
liOring,  Charles  H. 

Third  Assistant  Engineer,  36  February,  1851.    Second  Assistant  Engineer,  21  May,. 
1858.     First  Assistant  Engineer,  9  May,  1857.     Chief  Engineer,  25  Marcli,  1861. 
liorlng,  David. 

Gunner,  8  May,  1803.     Last  appearance  on  Records  of  Navy  Department. 
liOring,  Eliphalet. 

Acting  Ensign,  1  October,  1862.     Resigned  5  February,  1868. 
liOrlng,  Henry  W. 

Mate.     Resigned   24   June,   1862.     Mate,    17   September,   1862.     Acting   Ensign. 
1    October,  1868.     Honorably  discharged  29  August,  1865. 
liOrlng,  Xiewis  W. 

Acting  Assistant  Surgeon,  11  April,  1865.     Honorably  discharged  9  October,  1865. 
liOring,  Stanton  1>. 

Acting  Third  Assistant  Engineer,  1   November,  1862.     Resigned   11   March,  1863. 
Lioring,  IVadsworth. 

Midshipman,  18  June,  1812.     Resigned  6  January,  1814. 
liOnch,  Abraham  J. 

Mate,  13  June,  1862.     Acting  Ensign,  6  August,  1862.     Acting  Master,  19  Octo- 
ber, 1864.     Honorably  discharged  20  October,  1865. 
liOiicks,  Charles. 

Acting  Assistant  Paymaster,  6  February,  1864.     Honorably  discharged  17  October, 
1865. 
liOngee,  William  T. 

Acting  Third  Assistant  Engineer,  8  August,  1864.     Honorably  discharged  27  Oc- 
tober, 1865.     Acting  Third  Assistant  Engineer,  22  August,  1866.     Mustered  out 
5  March,  1868. 
liOunsberry,  George  H. 

Mate,  1861.     Killed  in  action  at  Vicksburg,  Mississippi,  August,  1863. 
liOurle,  John. 

Acting  Ensign,  13  November,  1863.     Honorably  discharged  17  December,  1868. 
liOurls,  Jalriis. 

Master,  11  November,  1813.     Resigned  6  February,  1831. 
l/ove,  Augustus. 

Assistant  Surgeon,  13  March,  1805.     Resigned  23  January,  1806. 
Liove,  Augustus. 

Assistant  Surgeon,  27   September,  1807.     Last  appearance  on  Records  of  Navy 
Department. 
liove,  Charles  J. 

Midshipman,  18  November,  1838.     Resigned  11  March,  1839. 
!LoTe,  John. 

Lieutenant,  29  November,  1799.     Discharged  4  August,  1801,  under  Peace  Estab- 
lishment Act. 
liOTe,  liawson  C. 

Midshipman,  1  April,  1838.     Resigned  17  February,  1880. 
liove,  Richard  Li. 

Midshipman,   17  September,   1830.     Passed  Midshipman,   15  June,  1837.     Lieu- 
tenant, 8  September,  1841.     Reserved  list,  14  September,  1855.     Died  7  April, 
1856. 
LiOTcaire,  Henry  F. 

Acting  Third  Assistant  Engineer,  8  December,  1861.     Third  Assistant  Engineer, 
8  September,  1863.     Resigned  36  October,  1868. 
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liovedaj",  John. 

Midshipman,  1  January,  181'2.     Last  appearance  on  Records  of  Xavy  Department, 
INIS.     Dead. 
L-ovoJoy,  Josepb  H. 

Mate,  13  September,  1804.     Resigned  1  February,  1.SG.5. 
liovell,  Edward  D. 

Mate,  23  June,  18G3.     Honorably  discharged  1  Deccmlier,  1865. 
liorell.  Hale  H. 

Midshipman,  9  November,  1813.     Lost  in  the  "  ll'i/sy,"  1815. 
I.iOvell,  John  P. 

blaster,  17  August,  1803.     Died  15  March,  1808. 
Novell,  Robert  P. 

Midshipman,  11   May,  1833.     Passed  Midshipman.   10  Jidv,  1840.     Died  7  May, 
184.5. 
L,oveII,  S.  O. 

Mate,  19  March,  1803.     Acting  Ensign,  20  March,  18(i5.     Resigned  15  .June,  1805. 
L,OTeIl,  William  S. 

Midshipman,  8  November,  1847.     Passcil  Midshiinnan,   10  .1  inic,  1853.      Master, 
15  September,  1855.     Lieutenant,  16  September,  1855.     Resigned  3  May,  1859. 
liOvering,  Francis  J. 

Tliird  Assistant  Engineer,  20  May,  1857.     Second  Assistant  Engineer,  2  August, 
1859.     First  Assistant  Engineer,  1  July,  1861.     Resigned  20  June,  1805. 
liovering,  Pliillips  A. 

Assistant  Surgeon,  18  June,  1875. 
Xiovett,  Israel  E. 

Mate,  12  January,  1864.     Honorably  discharged  5  September,  1805. 
liOvett,  John  A. 

Gunner,  1  September,  1857.     Dismissed  8  June,  1861. 
liOW,  Benjamin  O. 

Mate,  23  January,  1862.     Acting  Ensign,   25   December,    1863.     Honorably  dis- 
charged  21   October,   1865.     Acting  Ensign,   19   April,   1866.     Mustered  out 
11  October,  1867. 
I.OW,  Philip  B. 

Acting  Ensign,  10  August,  1862.     Resigned  7  August,  1863. 

liOw,  Rnfus. 

Master,  6  December,  1799.     Last  appearance  on  Records  of  Navy  Department. 
liOW,  William  F. 

Midshipman,  21  July,  1865.     Graduated,  4  June,   1869.     Ensign,  20  December, 
1870.     Master,  2  April,  1873.     Lieutenant,  25  November,  1877. 
liOW,  William  R. 

Midshipman,  3  November,  1838.     Died  in  August,  1845. 
I.OW,  William  W. 

Midshipman,  3  March,  1841.     Passed   Midshipman,   10  August,   1847.      Master, 
1    March,   1855.      Lieutenant,   14   September,   1855.      Lieutenant-Commander, 
10  July,  1862.     Commander,  25  July,  1866.     Captain,  29  January,  1872.     Died 
24  June,  1877. 
liowber,  M'illiam. 

Assistant  Surgeon,  8  November,  1847.     Surgeon,  18  April,  1861.     Medical  Inspec- 
tor, 3  March,  1871.     Retired  list,  5  July,  1872. 
liowe,  Edward  S. 

Mate.     ApiJointment  revoked  (Sick,)  18  May,  1803.     Mate,  19  November,  1863. 
Acting  Ensign,  15  December,  1803.     Acting  Master,  8  April,  1865.     Appoint- 
ment revoked  7  July,  1865. 
liOwe,  Enoch. 

Midshipman,  1  September,  1811.     Died  15  August,  1817. 
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liOwe,  Frank. 

Mate,  1  October,  1863.     Dismissed  8  .July,  1863. 
I<owe,  John. 

Third  Assistant  Engineer,  12  August,  1861.     Second  Assistant  Engineer,  21  Ajiril, 
1863.     First  Assistant  Engineer,  11  October,  1866. 
liowe,  John  li. 

Acting   Second   Assistant    Engineer,    21     March,    1864.      Honorably    discharged 
22  December,  1865. 
liOwe,  Vincent. 

Master,  20  March,  1813.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Philadelphia. 
liOwe,  IVilliani. 

Master,  19  November,  1812.     Lieutenant,  9  December,  1814.     Died  2  May,  1826. 
liOwell,  Abiier  J. 

Acting  Ensign,  7  August,  1863.     Honorably  discharged  29  August,  1805. 
liOwell,  George  B. 

Acting  Ensign,  17  November,  1864.     Honorably  discharged  27  September,  1865. 
liOwell,  John  B, 

Acting  Second  Assistant  Engineer,  3  December,  1861.     Acting  First  Assistant 
Engineer,  12  November,  1863.     Honorably  discharged  24  August,  1865. 
JLowell,  Richard. 

Carpenter,  date  not  knovpn.     Died  in  November,  1824. 
Liowndes,  Christopher. 

Midshipman,  1  January,  1817.     Died  in  1823. 
liOwndes,  C.  G. 

Acting  Assistant  Paymaster,  6  August,  1862.     Mustered  out  21  November,   1865. 
liowndcj^,  Charles. 

Midshipman,    18   March,    1815.      Lieutenant,    13    January,    1825.      Commander, 
8  September,  1841.     Captain,  14  September,  1855.     Retired  list,  31   December, 
1861.     Commodore  on  Retired  list,  16  July,  1862. 
liOwndes,  Charles. 

Assistant  Surgeon,  5  December,  1857.     Dismissed  7  May,  1861. 
liOwndes,  Richard  II. 

Midshipman,   25   June,    1831.     Passed    Midshipman,    15   June,   1837.     Resigned 
18  June,  1841. 
liOwry,  Francis. 

Midshipman,  3  August,  1831.     Passed  Midshipman,  23  June,  1838.     Lieutenant, 
4  July,  1843.     Reserved  list,   13  Sejitember,  1855.     Captain  on  Retired  list, 
4  April,  1867. 
liOwry,  Henry  M. 

Carpenter,  26  March,  1847.     Died  17  May,  1868. 
LiOwry,  Morrow  M. 

Mate,  10  April,  1863.     Resigned  11  June,  1863. 
liOwry,  Morrow  P. 

Acting  Assistant  Paymaster,  25  June,  1864.     Mustered  out  8  October,  1865. 
liOwry,  Oswin  W. 

Midshipman,  25  June,  1868.     Graduated,   1   June,  1872.     Ensign,  15  Julv,  1873. 
Master,  26  April,  1878 
liOwry,  Philip  W. 

Acting  Midshipman,  22   September,   1859.     Ensign,   16  September    18G2.     Died 
13  February,  1806. 
l<owry,  Reigart  B. 

]\Iidshipman,  31  January,  1840.  Pa.ssed  Midshipman,  11  July,  1846.  Master, 
1  March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Cemmander, 
16  July,  1863.  Commander,  25  July,  1866.  Captain,  3  November,  1871.  Com- 
modore, 1  April,  1880.     Died  25  November,  1880. 
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liOj'all,  Itenjaniin  P. 

Midbliiimuiii,   5   Marcli,   1849.      Passed   M'dshipman,   13   June,   1855.      Master, 

16  September,   1855.      Lieutenant,   28   January,   1856.     Dismissed   5   October, 

18C1. 
liOyd,  John. 

Acting  Third  Assistant  Engineer,  24  September,  1801.     Acting  Second  Assistant 

Engineer,  30  March,  1803.     Acting  Fust  Assistant  Engineer,  20  October,  1863. 

Appointment    revoked  7  December,  1863.      Acting  First  Assistant  Engineer, 

8  March,  1864.     Honorably  discharged  27  September,  1867. 
liOzier,  £<lwar<l. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Honorably  discharged  3  No- 
vember, 1865. 
I^ozier.  Gforge  T. 

Sailmaker,  30  October,  1840.     Retired  list,  11  May,  1874.     Died  17  August,  1878. 
liiiblie,  Charles  Bethel. 

Cadet  Eiigiriccr,  Naval  Academy,  15  September,  1875.     Graduated   10  June.  1879 
Drowned  4  August,  1879. 
Liiioas,  James  B. 

Acting  Til ird  Assistant  Engineer,  15  September,  1804.     Honorably  discharged  19 
.lune,  1805. 

liUCas,  James  B. 

Acting  Third  Assistant  Engineer,  19  August,  1863.    Appointment  revoked  (Sick,) 
6  October,  1864.    Acting  Third  Assistant  Engineer,  8  October,  1864.    Honorably 
discharged  19  June,  1865. 
Liuoe,  Hiram  C. 

JIate,  12  December,  1863.     Appointment  revoked  19  January,  1863. 
liUce.  Presbiir.v  X. 

Acting  Ensign,  21  September,  1804.     Honorably  discharged  30  September,  1865. 
Liace,  Mhnbael  K. 

Mate  8  January,  1862.     Acting  Ensign,   17  September,   1863.     Acting  Master,  3 
November,   1864.      Honorably   discharged   22   August,    1865.     Acting   Master, 

9  April,  1866.     Discharged  14  May,  1867. 
liuce,  Stephen  B. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847     Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1862.     Commander,  35  July,  1866.     Captain,  28  December,  1872. 
IJnee,  ^Villiam. 

Second  Assistant  Engineer,  24  May,  1843.     Disrated  to  Third  Assistant  Engineer, 
28  July,  1845.     Resigned  29  May,  1847. 
liUCk,  John  T. 

Assistant  Surgeon,  24  January,  1863.     Resigned  23  June,  1868. 
I<nckett,  Alexis. 

Master,  15  December,  1812.     Died  27  August,  1831. 
I<nckett,  James  M. 

Midshipman,  17  December,  1810.     Resigned  15  June,  1819. 
liUdlow,  Abraham. 

Lieutenant,  1  October,  1799.     Discharged  8  July,   1801,   under  Peace  Establish- 
ment Act. 
I^ndiow.  Albert  S. 

Mate,  18  l-\-bruary,  1864.     Acting  Ensign,  31  July,  1865.     Honorably  discharged 
20  July,  1808. 

L.ndlow,  Angnstns  C. 

Jlidshipmun,  2  April,  1804.     Lieutenant,  3  .June,  1810.     Died  of  wounds  received 
in  acti<in,  1  June,  1813. 
l.udIow,  Charles. 

Midshipman,  29  November,  1798.     Lieutenant,  22  .Vpril,  1802.     Resigned   ,:4  Aa- 
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gust,  1811.     Re-appointed  Lieutenant,  10  September,  1811.     Commander,  24  De- 
cember, 1811.     Resigned  1  May,  ISKi. 
liiidlow,  Francis  Li. 

Midshipmun,  24  July,   1866.     Graduated   7  June,    1870.     Ensign,  13  July,  1872. 
Retired  list,  20  November,  1877. 
liUdlow,  James  II. 

Midshipman,  15  November,  1809.     Resigned  9  November,  1818. 
liiidlow,  James  H. 

Midsliipman,  19  May,  1819.     Resigned  23  May,  1819. 
I/iidlow,  Xicoll. 

Acting    Midsliipman,   28    October,    18.59.      Ensign,    1    October,   1863.      Master, 
10    May,    1866.      Lieutenant,    21    February,    1867.      Lieutenant-Commander, 
12  March,  1868. 
liUdlow,  Robert  C 

Purser,  25  April,  1813.     Died  15  May,  1826. 
I^ndlow,  W.  B. 

Midshipman,   1   May,    1837.     Passed    Midshipman,    10   June,    1838.     Lieutenant, 
8  December,  1838.     Died  29  November,  1839. 
rinf'boroiigh,  A.  W. 

Midshipman,  18  June,   1812.     Last  ajspearance  on  Records  of  Navy  Dejjartment, 
15  March,  1816. 
linke,  John  li. 

Midshipman,  4  March,  1819.     Cashiered  12  March,  1821. 
liUll,  Edward  P. 

Acting  Midshipman,  7  October,  1851.     Midshipman,  9  June,  1855.     Passed  Mid- 
shipman, 15  April,  1858.     Master,  4  November,  1858.     Lieutenant,  30  October, 
1860.     Lieutenant-Commander,  16  July,  1862.     Commander,  10  June,  1870. 
I.all,  J.  K. 

Mate,  10  March,  1863.     Resigned  25  November,  1864. 
I<ani,  Joseph. 

Gunner,  date  not  known.     Discharged  20  May,  1824. 
Liumpkins,  George  W. 

Acting   First   Assistant   Engineer,  9    May,  1864.     Appointment   revoked    (Sick,) 
14  March,  1865. 
liOmsden,  George  P. 

Assistant  Surgeon,  2  November,  1876. 
Liundt,  George. 

Acting  Master,  13  August,  1861.     Resigned  11  February,  1802. 
Lnndt,  Henry. 

Acting  Assistant  Paymaster,  31   August,  1864.     Mustered  out  2   September,  186.5. 
liundt,  W.  C. 

Acting  Master,  26  August,  1861.     Resigned  17  December,  1864. 
liaseonib,  Charles  P. 

Mate,  8  January,  1863.     Resigned  3  March,  1865. 
Liusconib,  John  W. 

Acting  Ensign,  19  August,  1863.     Honorably  discharged  14  January,  1866. 
XiHsk,  Andrew. 

Acting  Third  Assistant  Engineer,  7  January,  1863.     Honorably  discharged  31  Oc- 
tober, 1865. 
I^nther,  Charles. 

Acting  Tliiid  Assistant  Engineer,  9  March,  1865.     Plonorably  discharged  23  Sep- 
tember, 1865. 
liOther,  George  H. 

Acting  Third  Assistant  Engineer,  13  March,  1863.     Acting  Second  Assistant  En- 
gineer, 35  July,  1864.     Honorably  discharged  18  January,  1866. 
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liUttoii.  !>Iorgaii. 

Acting  Third  Assistant  Engineer,  20  July,  1864.     Honoral)ly  ilischarged  10  July, 
18G6. 
I^yddon,  M'illiaiii. 

Mate,  21  October,  1801.     Acting  Ensign,  0  September,  1803.    Appointment  revoked 
5  June,  180.5. 
lij'de,  Nndianiol. 

Purser,  2.")  April,  1812.     Died  7  July,  1828. 
L,yel]i,  Clinton  II. 

MiilsliiiiiiK.n,  20  Juno,   1808.     Graduated  1  June,   1872.     Ensign,  15  July,  1873. 
JIaster,  2  February,  1878. 
Iiynian,  Charles  II. 

Midshipman,  28  July,  1860.     Graduated  7  June,  1870.     Ensign,   13  July,  1871. 
Master,  24  October,  1874. 
liynian.  Gad. 

Acting  First  Assistant  Engineer,  2.5  August,  1804.    Honorably  discharged  30  June, 
1865. 
liyman,  James  R. 

Midsliiisnian,  10  July,  1814.     Last  ajipearance  on  Records  of  Navy  Dei)artnient, 
1819. 
I.iynian,  John. 

Acting  Third  Assistant  Engineer,  4  September,  1801.     Resigned  18  January,  1802. 
layman,  IVilliant  C. 

Assistant  Surgeon,  24  June,  1801.     Resigned  8  December,  1865. 
I^ynch,  A.  91. 

Assistant  Surgeon,  12  October,  1850.     Resigned  14  January,  1801. 
liyneh,  Bernard  S. 

Mate.     Dismissed  13  February,  1862. 
Ijynch,  Doniinick. 

Midshipman,  3  February,  1820.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
8  September,  1841.     Reserved  list,  13  September,  1855.     Commander  on  Retired 
list,  21  July,  1861.     Captain  on  Retired  list,  4  April,  1867.     Captain  on  Active 
list,  20  January,  1871.     Retired  list,  30  January,  1873. 
J>ynch,  Doniiniek  H. 

Midshipman,  6  November,  184G.     Dismissed  12  June,  1851. 
l^yneh.  Green. 

iilidshipman,  16  January,  1809.     Died  in  September,  1817. 
Xyneh,  John  P. 

Purser,  8  January,  1801.     Discharged  8  July,  1801,  under  Peace  Establishment 
Act. 
£.yneh,  John. 

Mate,  7  January,  1863.     Killed  13  October,  1862. 
liyneh,  ^Nicholas. 

Sailmaker,  3  June,  1861. 
liyneh,  Patriek. 

Gimner,  15  August,  1877. 
Liyneh,  Robert. 

Mate,  17  April,  1866.     Appointment  revoked  13  June,  1866. 
liyneh,  Thomas. 

Third  Assistant  Engineer,  13  August,  1801.     Second  Assistant  Engineer,  21  April, 
1803.     Resigned  21  June,  1809. 
liyneh,  Thomas  E. 

Acting  Third   Assistant  Engineer,  13  October,  1863.     Acting  Second   Assistant 
Engineer,  1  April,  1865.     Honorably  discharged  38  September,  1869. 
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Lynch,  William  F. 

Midshipman,  26  January,  1819.     Lieutenant,  17  May,  1828.     Commander,  5  Sep- 
tember, 1849.     Captain,  2  April,  1856.     Resigned  21  April,  1861. 
Lynch,  IVilliani  F.,  Jr, 

Tliird  Assistant  Engineer,  20  February,  1847.     Dismissed  5  February,  1852. 
Lyne,  Leonard  H. 

Midshijiman,  10  September,  1841.     Passed  Midshipman,  10  August,  1847.    Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Dismissed  7  October, 
1857. 
Lyne,  W.  B. 

Midshipman,  4  March,   1823.     Passed  Midshipman,  23  May,  1839.     Lieutenant, 
13  July,  1833.     Drowned  30  April,  1841. 
Lyne,  IVilliaui  H. 

Midshipman,  5  June,  1848.     Resigned  16  October,  1849. 
Lyng,  Dennis. 

Acting  Third  Assistant  Engineer,  80  May,  1863.     Resigned  5  April,  1865. 
Lynn,  John  HI. 

Assistant  Surgeon,  34  July,  1813.     Resigned  5  September,  1814. 
Lyon,  Amos  91. 

Mate,  22  October,  1861.     Resigned  27  Ajjril,  1865. 
Lyon,  Angnstus  J. 

Mate,  28  December,  1861.     Resigned  16  April,  1864. 
Lyon,  George  A. 

Assistant  Paymaster,  11  June,  1863.     Paymaster,  23  January,  1866. 
Lyon,  Henry  W. 

Midshipman,  7  October,  1862.     Graduated  June,  1866.     Ensign,  12  March,  1868. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Lyon,  James. 

Acting  Second  Assistant  Engineer,  24  August,  1862.     Dismissed  7  January,  1863. 
Lyon,  Joiin. 

Purser,  17  February,  1807.     Last  appearance  on  Records  of  Navy  Department. 
Lyon,  John  W. 

Acting  Third  Assistant  Engineer,  35  August,  1864.     Honorably  discharged  11 
December,  1865.     Acting  Third  Assistant  Engineer,  25  June,  1866.     Mustered 
out  3  October,  1868. 
Lyon,  Luther  91. 

Assistant  Surgeon,  19  October,  1861.      Surgeon,   6  August,  1870.     Retired  list, 
23  December,  1871.     Died  7  May,  1874. 
Lyon,  Southwell. 

Acting  Third  Assistant  Engineer,  23  April,  1863.     Honorably  discharged   1   No- 
vember, 1865. 
Lyons,  Charles  S. 

Mate,  26  September,  1863.     Resigned  30  June,  1865. 
Lyons,  Daniel. 

Acting  Thii-d  Assistant  Engineer,  0  July,  1863.     Appointment  revoked  (Sick.)  13 
August,  1863. 
Lyons,  David  F. 

Acting  Third  Assistant  Engineer,  3   November,  1869.     Ai^iJoiutment  revoked 
3  July,  1865. 
Lyons,  Fdirard. 

Boatswain,  13  February,  1843.     Resigned  30  August,  1843. 
Lyons,  Henry,  Jr. 

Acting  Third  Assistant  Engineer,  18  April,  18C4.     Honorably  discharged  9  No- 
vember, 1865. 
Lyons,  Lawrence  J. 

Acting  Third  Assistant  Engineer,  25  March,  1864.     Honorably  discharged  16  No- 
vember, 1869. 
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liyonsi,  Ric'liarci. 

Mate,  11  Jlay,  1S64.     Ai^pointment  revoked  13  December,  18C5. 
liyoiis,  Timothy  A. 

Acting  Jlidshipman,  2   January,  1862.     Graduated   September,  ISGH.     Ensign, 
1    December,  1801;.      Master,   12   March,  1808.      Lieutenant,  26   March,  1869. 
Lieutenant-Commander,  lU  December,  1879. 
l.yonM,  IVilliani  R. 

Mate,  30  June,  1863.     Resigned  30  May,  1865. 
liyttle,  Robert  £. 

Acting  JIastcr,  26  August,  1861.     Dismissed  10  October,  1861. 
liyttic,  Robert  S. 

Acting  Third  Assistant  Engineer,  19  Ajjril,  1804.     Honorably  discharged  22  March, 
1860. 

Mabee,  George  J.  W.,  Jr. 

Mate,  3   May,  1864.     Acting  Ensign,  25  August,  1804.     Honorably  discharged 
16  September,  1865. 
Maeabum,  Jobn. 

Acting   Third   Assistant    Engineer,   19   October,   1863.      Honorably   discharged 
21  September,  1865. 
Macay,  Jaiiies. 

Midshipman,  25  August,  1800.     Resigned  18  November,  1803. 
Maeearty,  George  91.  L.. 

Third  Assistant  Engineer,  8  July,  1861.     Second  Assistant  Engineer,  18  December, 
1862.     First  Assistant  Engineer,  30  January,  1805.     In  service. 
Maecoiiii,  Robert  T. 

Assistant  Surgeon,  27  November,  1844.     Passed  Assistant  Surgeon,  4  February, 
1851.      Surgeon,   21    September,    1858.      Medical    Inspector,   3    March,    1871. 
Medical  Director,  7  November,  1872.     Retired  list,  19  April,  1879. 
Macdaiiiel,  Albert. 

Midshipman,  27  August,  1823.     Resigned  9  May,  1831. 
Macdearniid,  John. 

Acting  Master,  24  May,  1801.     Acting  Volunteer  Lieutenant,  gallant  conduct, 
1    August,    1862.     Acting   Volunteer   Lieutenant-Commander,   3  March,   1865. 
Honorably  discharged  28  October,  1866. 
Macdonald,  James  P. 

Acting    Third    Assistant    Engineer,   6   January,   1865.      Honorably   discharged 
15  May,  1869. 
macdonongh,  Thomas. 

Midshipman,   5   February,    1800.     Lieutenant,    6    February,    1807.     Commander, 
24  July,  1813.     Captain,  11  September,  1814.     Died  10  November,  1825. 
Maefarlane,  Edward  O. 

Midshipman,  3    October,   1864.     Graduated  June,   1869.     Resigned   31   October, 
1871. 
Maefarlane,  John. 

Carpenter,  3  October,  1861. 
Machesney,  William. 

Midshipman,  1  September,  1811.     Dismissed  13  April,  1813. 
Machette,  Henry  C. 

Acting   Assistant    Paymaster,   16   April,   1864.      Mustered   out  4   March,   1866. 
Assistant  Paymaster,  27  February,  1867.     Passed  Assistant  Paymaster,  26  Feb- 
ruary, 1809.  " 
Maeintire,  Renjamin  F. 

Mate,  6  January,  1803.     Acting   Ensign,  31  August,  1803.     Appointment  revoked 
'Sick,)  19  January,  1865 
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Maeintyre,  t.  C. 

Acting  Master,  5  April,  1863.     Honorably  discharged  18  December,  1865 
Mack,  Alexander. 

Boatswain,  .5  June,  1872. 
Mack,  David. 

Assistant  Surgeon,  26  October,  1803.     Resigned  12  May,  1870. 
Mack,  Eugene. 

Acting  Third  Assistant  Engineer,  24  Novcmlicr,  lS;i3.     Acting   Second   Assistant 
Engineer,  28  October,  1864.     Appoiiitraent  jx-vokcd  22  .January,  1S06. 
Mack,  Engene. 

Gunner,  10  September,  1849. 
Mack,  Ilenrj  S. 

Acting    Third    Assistant   Engineer,   19    October,   1864.     Honorably   discharged 

7  July,  1865. 
Mack,  Jereiniab. 

Gunner,  30  December,  1841.     Died  17  December,  1842. 
Mack,  John. 

Mate,  30  November,  1864.     Appointment  revoked  9  June,  1868 
Mack,  William  J. 

Acting  Third  Assistant  Engineer,  22  March,  1804.      Honorably  discharged   1 1 
January,  1866. 
Mackal],  Richard. 

Midshipman,  1  January,  1812.     Resigned  12  May,  1823. 
Mackay,  I>.  H. 

Midshipman,  16  April,  1813.    Lieutenant,  13  January,  1825.    Lost  in  the  ^'■Hornet."'' 
10  September,  1829. 
Mackay,  Donald  S. 

Mate,  21  October,  1861.     Dismissed  1  September,  1862. 
Mackenzie,  Alexander. 

Acting  Assistant  Surgeon,  21  November,  1803.     Honorably  discharged  18  Decem- 
ber, 1866. 
Mackenzie,  Alexander  S. 

Midshipman,    1    January,    1815.      Lieutenant,    13    January,    1825.      Commander, 

8  September,  1841.     Died  13  September,  1848 
Mackenzie,  Alexander  S. 

Acting  Midshipman,  29  September,  1855.     Midshipman,  9  June,  1859.     Lieuten- 
ant,  31    August,    1861.      Lieutenant-Commander,   29   July,    1865.      Killed    in 
Battle,  13  June,  1867. 
Mackenzie,  Morris  R.  S. 

Midshipman,  29  September,  1862.     Graduated  June,   1866.     Ensign,   12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870 
Mackle,  Adam. 

Assistant  Surgeon,  18  October,  1870.     Died  1  July,  1873. 
Mackle,  Renjamin 

Assistant  Surgeon,  21  April,  1809.     Surgeon,  20  August,  1879. 
Mackie,  J.  II. 

Acting  Assistant  Surgeon,  17  May,  1801.     Resigned  28  February,  1862. 
Mackie,  John  P. 

Midshipman,   5   December,   1798.      Resigned    13   May,  1799.      Midshipman,   31 
May,  1799.     Warrant  returned  24  August,  1799. 
Mackie,  J.  Walter. 

Mate,  21  December,  1861.     Appointment  revoked  (Sick.)  11  March,  186* 
Maclay,  William  W. 

Acting  Midshipman,  4  October,  1860.     Ensign,  28  May,  1863.     Master,  10  Novem- 
ber, 1865.     Lieutenant,  10  November,  1806.     Lieutenant-Commander,  12  March, 
1868.     Resigned  13  October,  1871 
29 
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9Iaclean,  Arcbibald. 

Midsbipmun,  1  November,  1828.     Resigned  lO.Inmiary,  1830. 
Maclianrin,  B.  It. 

Acting  Ensign,  10  Sejitember,  1803.     Dismissed  1  October,  18G4. 
9Iac9Ialioii,  John. 

Acting  Assistant  Paymaster,  11   November,  1864.     Assistant  Paymaster,  23  July, 
1806.     Passed  Assistant  Paymaster,  11  December,  1867.     Paymaster,  17  Septem- 
ter,  1877. 
Macouib,  A.  W. 

Master,  2.5  July,  1818.     Resigned  19  May,  1826. 
Macomb,  David  B. 

Third  Assistant  Engineer,  11  January,  1849.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     First  Assistant  Engineer,  26  June,  1856.     Chief  Engineer,  21  Sej)- 
tember,  1800.     In  service. 
Macomb,  Edward. 

Acting  Assistant  Surgeon,  25  February,  1865.    Honorably  discharged  8  November, 
1805. 
Macomb,  F.  A.  N. 

Midshipman,  14  March,  1833.     Resigned  9  Apdl,  1833. 
Macomb,  S.  G. 

Carpenter,  25  January,  1838.     Resigned  18  January,  1839. 
Macomb,  William  H. 

Midshipman,  10  April,  1834.     Passed  Midshipman,  16  July,  1840.     Lieutenant, 
27  February,  1847.     Commander,  16  Jul  v.  1862.     Captain,  25  July,  1866.     Com- 
modore, 1  July,  1870.     Died  12  August,  1872. 
Macombe,  Webemiata. 

Master,  15  May,  1799.     Resigned  4  August,  1860. 
Macomber,  George. 

Midshipman,  1  May,  1828.     Died  8  October,  1834. 
Macomber,  R.  P. 

Assistant  Surgeon,  13  Julv,  1824.     Surgeon,  4  December,  1828.     Died   16  June, 
1831. 
Macom^ber,  S.  P. 

Midshipman,  20  June,  1806.     Lieutenant,  4   March,  1813.     Drowned  6  March, 
1820. 
Macrae,  John. 

Midshipman,  17  December,  1810.     Resigned  25  January,  1812. 
Macready,  C.  S.,  Jr. 

Mate,  18  November,  1861.     Resigned  3  April,  1862. 
Macy,  Gilbert  D. 

Sailmaker,  29  June,  1867. 
Macy,  Henry  G. 

Acting  Ensign,  17  December,  1862.     Acting  Master,  16  December,  1864.     Ensign, 
12  March,  1868.     Master,  18  December,  1868.     Lieutenant,  21   March,  1870. 
Died  1  December,  1872. 
Madden,  Tl'illiam. 

Acting  Third   Assistant  Engineer,   3   November,  1863.      Honorably   discharged 
30  May,  1867. 
Maddocks,  W.  D. 

Acting  Ensign,  18  July,  1863.     Acting  !Master,  2  October,  1865.     Honorably  dis- 
charged 6  June,  1868. 
Maddox,  Joshna. 

Master,  4  August,  1807.     Appointment  revoked  2  May,  1809. 
Madigan,  John. 

Midshipman,  19   February,  1840.     Passed  Midshipman,  11   July,  1840.     Master, 
1  March,  1855.     Dropped  13  September,  1855.     Lieutenant,  Active  list,  14  Sep- 
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tember,  1855.     Lieutenant-Commander,  10  July,  1862.     Commander,  22  Seiitem- 
ber,  1855.     Died  23  October,  1S70. 
Madison,  J.  H.  M. 

Midshipman,  23  December,  1837.     Resigned  4  November,  1842. 
Madison,  John  R. 

Midshipman,  28  June,  1804.     Lieutenant,  24  July,  1813.     Lost  in  the  "  Lynxy 
9Iadison,  William  F. 

Midshipman,  16  January,  1809.     Died  10  July,  1813. 
Mafflt,  John  IV. 

Midshipman,  25  February,  1833.     Passed  Midshipman,  23  June,  1838.     Lieuten- 
ant, 25  June,  1848.     Reserved  list,  14  September,  1855.     Lieutenant  on  Active 
list,  25  June,  1843.     Resigned  3  May,  1861. 
MafHt,  Samnel. 

Purser,  25  April,  1813.     Last  appearance  on  Records  of  Navy  Department.     Dead. 
Maflit,  William  H. 

Midshipman,  30  May,  1846.     Dismissed  12  June,  1851. 
Magar,  Benjamin  S. 

Acting  Master,  20  August,  1861.      Disrated  to  Acting   Ensign,  9  April,  1863. 
Acting  Master,  23  August,  1863.     Honorably  discharged  1  October,  1865. 
Magaw,  i^aninel. 

Midshipman,  23  November,  1841.     Passed  Midshipman,  10  August,  1847.    Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
16  July,  1863.     Commander,  10  October,  1806.     Retired  list,  29  October,  1868. 
Magaw,  W^illiam  P. 

Acting  Third  Assistant  Engineer,  2  December,  1801.     Acting  Second  Assistant 
Engineer,  24  October,  1863.     Dismissed  22  July,  1805. 
Magee,  Alexander. 

Acting  First  Assistant  Engineer,  1  October,  1803.     Honorably  discharged  16  Feb- 
ruary, 1867. 
Magee,  Edward  A. 

Third  Assistant  Engineer,  37  June,  1862.     Second  Assistant  Engineer,  21  Novem- 
ber, 1863.     First  Assistant  Engineer,  1  January,  1808.     In  service. 
Mage«,  George  W. 

Third  Assistant  Engineer,  4  April,  1861.     Resigned  30  March,   1803.     Restored 
1  June,  1803,  as  Third  Assistant  Engineerfrom  4  April,  1861.    Second  Assistant 
Engineer,  16  January,  1863.    First  Assistant  Engineer,  1  December,  1804.    Chief 
Engineer,  11  June,  1876.     In  Service. 
Magee,  James. 

Acting  Third  Assistant   Engineer,   18   December,  1863.      Appointment  revoked 
(Sick,)  6  October,  1864. 
Mager,  IVieliolas. 

Carpenter,  9  July,  1847.     Retired  list,  9  November,  1871. 
Stager,  Philip  T. 

Carpenter,  15  November,  1873. 
Magliu,  John. 

Mate.     Dismissed  28  November,  1802. 
Slagie,  Theodore  JB. 

Mate,  30  December,  1801.     Resigned  29  May,  1802. 
Magill,  Bernard. 

JIate,  13  October,  1803.     Acting  Ensign,  good  conduct,  7  April,  1864.    Honorably 
discharged  5  December,  1865. 
Magill,  B.  T. 

Assistant  Surgeon,  7  March,  1838.     Died  at  Sea  in  1841. 
Magill,  James. 

Carpenter,  2  April,  1842.     Died  14  April,  1848. 
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Magone,  K.  A. 

Acting  Ensisrn,   15  Aiisiist,  1Sfi2.     Acting  Afastcr,  12   August,   1SG4.     Ilonorably 
discharged  19  September,  ISfio. 
Slagratli,  llnuipliroy. 

MiilsJiipnian,   1   .lamiarv.   1800.     Master,  9  Mav,   180;!.     Lieutenant,  3  February, 
isfitl.     Purser,  25  April,  1813.     Resigned  4  June,  1814. 
Magnifier,  Alexander  F. 

Assist-iiit  Surgeon,  21  April,  1871. 
Magrn<ler.  Charles  It. 

Mate,  3  August,  1800.     Gunner.  20  August,  1870. 
Magriider,  George  A. 

Midshipman.  1  January,  1817.     Lieutenant,  28  April,  1826.     Commander,  14  Feb- 
ruary, 1843.     Captain,  14  September,  1855.     Dismissed  22  April,  1861. 
Magrnder.  T.  C. 

Midshipman,  2  April,  1804.     Resigned  22  January,  1812. 
Magrnder,  Thomas  W. 

Midshipman,  2  February,  1829.     Died  4  July,  1S3.5. 
Magrnder,  T,  W. 

Midshipman,  18  May,  1809.     Lieutenant.  9  December,  1814.     Last  appearance  on 
Records  of  Navy  Department,  1816.     Franklin,  74. 
Magnne,  James  H. 

Acting  Master,  14  August,  1861.     Acting  Volunteer  Lieutenant,  17  August,  1804. 
Honorably  discharged  29  November,  1805. 
Mahan.  Alfred  T. 

Acting  j\Iidshipman.  30  September,  1856.     Midshipman,  9  June,  1859.     Lieutenant, 
31   August,  1861.     Lieutenant-Commander,  7  June,  1805.     Commander,  20  No- 
vember, 1872. 
Mahan,  Dennis  H. 

Midshipman,  20  July,   1805.     Graduated  June,   1869.         Ensign,   12   July.  1870. 
Master,  14  February,  1873.     Lieutenant.  21  September,  1877. 
Mahan,  IVilliam. 

Acting  Third  Assistant  Engineer,  7  February,  1862.     Acting  Second  Assistant 
Engineer,  3  October,  1863.     Honorably  discharged  20  February,  1866. 
Mahon,  David. 

Assistant  Surgeon,  28  March,  1820.     Resigned  27  November,  1823. 
Mahon,  Thomas  D. 

Slidshipman,  10  September,  1841.     Dismissed  28  December,  1842. 
Mahoney,  Charles. 

Gunner,  6  September,  1839.     Discharged  7  November,  1840. 
Mahoney,  Keen  M.  A. 

Acting  Carpenter,  8  January,  1881. 
Mahoney,  Michael. 

Midshipman,  30  November,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1821.     Navy  Yard,  Portsmouth,  New  Hampshire. 
Mahoney,  Sauinel. 

Boatswain,  2  March,  1848.     Resigned  30  September,  1848. 
Mahony,  William  M. 

Sailmaker,  15  November,  1850.     Dismissed  8  June,  1861. 
Maies,  William  II. 

Mate,  6  August,  1861.     Acting,  Master,  26  May,  1862.     Acting  Volunteer  Lieuten- 
ant, 6   April,   1865.      Honorably  discharged    15   May,   1866.      Acting  Master, 
23  April,  1867.     Resigned  16  July,  1868. 
Main,  Herschel. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  Octoljcr, 
1866.  Third  Assistant  Engineer,  2  June,  1868.  Second  Assistant  Engineer, 
3  June,  1869.     Passed  Assistant  Engineer,  20  November,  1874. 
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Maine,  William  A. 

Acting  Master,  27  February,  1863.     Honorably  discharged  21  January,  18(!G. 
Mail's,  John. 

Assistant  Surgeon,  10  December,  1814.     Last  apjjearance  on  Records  of  Navy  De- 
partment, 1815.     New  York. 
Maitland,  Edward  .1. 

Acting  Ensign,  30  December,  18G4.     Honorably  discharged  22  October,  1868. 
Major,  Daniel  G. 

Acting  Master,  27  July,  18C1.     Resigned  17  April,  1803. 
Major,  Jauneii). 

Professor,  12  November,  1844.     Resigned  3  September,  18.59. 
Making,  George  B. 

Acting  Third  Assistant  Engineer,  20  May,  1864.     Honorably  discharged  16  August, 
1865. 
Malbon,  Thomas  J. 

Acting  Second  Assistant  Engineer,  22  June,  1863.     Acting  First  Assistant  Engi- 
neer 3  May.  1864.     Honorably  discharged  1  December,  1865. 
Malhone,  W.  F. 

Master,  4  April,  1814.     Died  G  October,  1826. 
Maleomh,  James  R. 

Acting  Master,  9  October,  1861.     Appointment  revoked  7  March,  1862. 
Maley,  Patrick  J. 

Acting  Assistant  Surgeon,  1  October,  1862     Resigned  24  November,  1862. 
Maley,  William. 

Lieutenant,  1  August,  1799.     Resigned  12  November,  1800. 
Mallaby,  Francis. 

Master,  not  in  line  of  promotion,  3  July,  1813.     Reserved  list,  13  September,  1855. 
Maliam,  John. 

Acting  Assistant  Surgeon,  8  March,  1865.     Honorablv  discharged  25  September, 
1865. 
Mallard,  William  H, 

Acting  Master,  21  January,  1862.     Honorably  discharged  27  May,  1867. 
Mallary,  Francis. 

Midshipman,  1  May,  1822.     Resigned  17  January,  1826. 
Mallett,  £.  B. 

Acting  Master,  29  October,  1861.     Honorably  discharged  14  September,  1865. 
Mallett,  George  F. 

Assistant  Naval  Constructor,  22  January,  1872. 
Mallon,  John  n. 

Mate,  2  January,  1863.     Appointment  revoked  26  December,  1865. 
Mallory,  John  S. 

Acting  Assistant  Paymaster,  9  March,  1863.     Resigned  1  April,  1864. 
Mallory,  Sterenson  B. 

Midshipman,  12  June,  1872.     Graduated  20  June,  1876.     Died  14  November,  1878. 
Malloy,  Charles  P. 

Acting  Third  Assistant  Engineer,  26  April,  1864.     Appointment  revoked  17  June, 
1865. 
Malone,  John  D. 

Acting  Assistant  Surgeon,  20  October,  1864.     Honorably  discharged  2  May,  1868. 
Malone,  S.  B. 

Assistant  Surgeon.  11  August,  1826.     Surgeon,  14  April,  1831.     Resigned  20  Sep- 
tember, 1831.     Surgeon,  17  May,  1832.     Resigned  16  April,  1834. 
Maloney,  Patrick. 

Acting  Third   Assistant    Engineer,   9    February,    1864.      Honorably    discharged 
27  October,  1865. 
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Maloon,  Solon  H. 

Carpenter,  16  November,  1875. 
Mancliester,  Albert  A. 

Acting  Third  Assistant  Engineer,  G  March,  1805.     Honorably  discharged  5  April. 
18CG. 
Maiidell,  Angnst  H. 

Mate,  1862.     Acting  Ensign,  4  March,  18G4.     Resigned  (Sick,)  18  March,  186."".. 
Mandell,  John  T. 

Acting  Ensign,   10   Seiitember,    1862.     Appointment  revoked  (Sick.)  7  Octobei-, 
1863. 
Manklns,  Jobn. 

Sailmaker,  17  February,  1809.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Furloughed. 
Manley,  Henry  DeH. 

Acting  Midshipman,  2.5  September,  IS.'iG.     Midshipman,  1.5  June,  IsiiO.     blaster. 
19   September,    1861.      Lieutenant,    16    July,    1862.      Lieutenant-ComnuuKler. 
2.5  July,  1860.     Commander,  5  April,  1874. 
ManlOTe,  David. 

Master,  24  May,  1814.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Philadelphia. 
Mann,  Allen  A. 

Mate,  3  September,  1863.    Honorably  discharged  23  August,  1865. 
Mann,  Albert  li. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Acting  First  Assistant  En- 
gineer, 13  May,  1863.     Resigned,  5  June,  1865. 
Mann,  George. 

Midshipman,  15  June,  1801.     Lieutenant,  26  March,  1809.     Resigned   1   October, 
1811. 
Mann,  Oeorge  R. 

Acting  Assistant  Surgeon,  21  September,  1861.     Died  20  August,  1864 
Mann,  lieri  S. 

Mate,  27  August,  1862.     Resigned  21  August,  1863. 
Mann,  W.  H. 

Midshipman,  15  November,  1809.     Resigned  19  August,  1811. 
Mann,  'William  A. 

Acting  Assistant  Paymaster,  20  August,  1862.     Mustered  out  1  January,  1866. 
Mann,  William  M. 

Mate,  25  July,  1863.     Resigned  12  April,  1864.     Acting  Ensign,  9   August,  1864. 
Appointment  revoked  30  August,  1864. 
Manney,  Henry  N. 

Midshipman,  24  September,   1861.     Graduated  June,   1866.     Ensign,  12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Manning,  Cbarles  E. 

Cadet  Engineer,  14  September,  1876.     Graduated  10  June,  1880. 
Manning,  Charles  II. 

Third  Assistant  Engineer,   19   February,  1863.     Second   Assistant  Engineer,  25 
July,  1866.     First  Assistant  Engineer,  26  October,  1872. 
Manning,  Edward. 

Mate,   16   February,   1864.     Acting   Ensign,    18   August,   1864.     Honorably  dis- 
charged 14  October,   1865.     Acting   Ensign,  4  August,  1806.     Mustered   out 
15  August,  1867. 
Manning,  Edward  S. 

Midshipman,  9  November,  1813.     Resigned  24  November,  1814. 
Manning,  Edward  W. 

Third  Assistant  Engineer,  21   May,  1853.     Second  Assistant  Engineer,  <J5  June, 
1855.     First  Assistant  Engineer,"21  July,  1858.     Dismissed  6  May,  1861. 
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Mauning,  James  D. 

Acting  Ensigu,  23  Maj',  1803.     Died  on  the  '■'Courier,''''  25  September,  1803. 

Manning,  John. 

Acting  Chief  Engineer,  1  December,  1803.     Resigned  9  February,  1803. 

Mannin;?,  John. 

Midshipman,  10  Mav,  1820.     Lieutenant,  17  May,  1828.     Commander,  3   October, 
1851.     Reserved  list,  13  September,  1855.     Resigned  23  May,  1801. 
Manning,  John  H. 

Mate,  17  June,  1803.     Resigned  21  April,  1804. 
Manning,  Thomas. 

Acting  Carpenter,  1  Octol)er,  1802.     Resigned  20  April,  1805. 

Manning,  Thomas  J. 

Midshipman,  1  .January,  1817.     Lieutenant,  38  April,  1820.     Commander,  24  July, 
1813.     Died  7  January,  1857. 
Manning,  William. 

Mate,  6  February,  1803.     Dismissed  4  November,  1802. 
Manning,  William. 

Boatswain,  3  January,  1873. 
Mannix,  I>.  Pratt. 

Mate,  18  April,  1803.     Acting  Ensign,  30  November,  1803.     Resigned  23  Febru- 
ary, 1805. 
Manser,  Edward. 

Acting  Ensign,  22  April,  1803.     Resigned  31  May,  1804. 
Mansfield,  C'harles  1>. 

Acting  Assistant  Paymaster,  19  August,  1804.     Assistant  Paymaster,  32  July,  1806. 
Passed  Assistant  Paymaster,  23  Dwember,  l866.     Paymaster,  25  September,  1875. 
Mansfield,  Henry  B. 

Midshipman,  27  February,  1803.     Graduated  June,  1867     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March  1871^ 
Mansfield,  Henry  T. 

Acting  Assistant  Paymaster,  14  August,  1863.     Resigned  30  January,  1865. 
Mansfield,  Robert  H. 

Acting   Third   Assistant    Engineer,   30   January,    1865.      Honorably   discharged 
11  September,  1865. 
Mansfield,  William  F. 

Acting  Third    Assistant    Engineer,   29    August,   1864.      Honorably   discharged 
21  May,  1860. 
Manson,  Charles  A. 

Acting  Assistant  Surgeon,  13  August,  1804.     Resigned  23  November,  1804. 
Manson,  Charles  H. 

Third  Assistant  Engineer,  36  February,  1851.     Resigned  35  November,  1853. 
Manson,  John  C. 

Master,  15  July,  1812.    Discharged  10  June,  1815. 
Manson,  linf.her. 

Carpenter,  9  May,  1842.     Died  20  September,  1867. 
Manter,  Everett  T. 

Mate,  23  December,  1801.     Acting  Ensign,  4  December,  1803.     Honorably  dis- 
charged 20  September,  1865. 
Manton,  Benjamin  D. 

Acting  Lieutenant,  21  October,  1861.     Resigned  10  September,  1863. 
Mantz,  Ezra. 

Midshipman,  29  July,  1800.     Discharged  36  November,  1801,  under  Peace  Estab- 
lishment Act. 
Mapes,  Charles  A. 

Third  Assistant  Engineer,  17  August,  1847.     Died  13  November,  1847. 
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Mapes,  Daniel  T. 

Tliird  Assistant  Engineer,  10  August,  18-17.     Second  Assistant  Engineer,  2(i  Feb- 
ruary, 1851.     Resigned  21  June,  18.55. 
Maples,  Charles  R. 

Acting  Tliird  Assistant  Engineer,  8   June,  1863.     Acting   Second  Assistant  En- 
gineer, 17  June,  1863.     Dismissed  3  May,  1864. 
Maples,  Edwartl  TV. 

Acting  Tliird  Assistant  Engineer,  28  May,  1864.     Resigned  11  January,  1865. 
Maples,  Isaac  B. 

Acting  Tliird  Assistant  Engineer,  18  December,  1861.     Resigned  14  August,  1862. 
Acting  Tliird  Assistant  Engineer,  13  November,  1862.     Acting  First  Assistant 
Engineer,  14  July,  1863.     Honorably  discharged  21  February,  1866. 
Maples,  Wslliaiu  li. 

Acting  Carpenter,  8  December,  1880. 
Mara,  William. 

Acting  Tliird  Assistant  Engineer,  18  November,  1861.     Acting  Second  Assistant 
Engineer,  7  October,  1862.     Acting   First  Assistant  Engineer,  29  September, 
1864.     Honorably  discharged  3  September,  1865. 
Maratta,  James  M. 

Acting  Second  Assistant  Engineer,  31   December,  1863.     Ilonoralily   discharged 
7  September,  186.5. 
Marble,  Charles  M. 

Mate,  18   December,  1862.     Dismissed   27   May,  1863.     Mate,    24   March,   18G4. 
Dismissed  29  June,  1864. 
Marble,  Thomas  D. 

Mate,  24  July,  1863.     Honorably  discharged  5  June,  1865. 
Mar  bury,  A.  H. 

Midshipman,  14  July,  1824.     Passed  Midshipman,  20  Februarv,  1830.     Lieuten- 
ant, 23  June,  1834.     Died  6  December,  1843. 
Marcellin,  George  A. 

Midshipman,  4  June,  1801.     Lieutenant,  3  March,  1807.     Died  10  September,  1810. 
Marcellin,  H.  F. 

Midshipman,  20  June,  1806.     Resigned  9  June,  1810. 
Marcellin,  H.  F. 

Midshipman,  4  June,  1812.     Dismissed  by  Court-Martial,  5  March,  1814. 
March.  Edward  D. 

Acting  Master,  26  February,  1862.     Resigned  11  April,  1866. 
March,  J.  Howard. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Dropped 
13  September,   1855.     Lieutenant  on  Active  list,   15  September,  1855.     Died 
21  December,  1858. 
Marehand,  John  B. 

Midshipman,   1    May,   1828.     Passed   Midshipman,   14  June,  1834.     Lieutenant, 
29  January,  1840.     Commander,  14  September,  1855.     Captain,   16  July,  1862. 
Commodore,  25  July,  1866.     Retired  list,  27   August,   1870.     Died  13   April, 
1875. 
Marehand,  Sficholas. 

Midshipman,  30  November,  1814.     Resigned  12  February,  1824. 
Marchant,  Flijah. 

Gunner,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
Marchant,  George  W. 

Mate,  6  April,  1864.     Honorably  discharged  2  September,  1866. 
Marchant,  William  B. 

Acting  Ensign,  8  April,  1864.     Appointment  rcvoktM;!  (Sick,)  17  December,  1864- 
Acting  Ensign,  8  February,  1865^     Honorably  discharged  1  December,  1865. 
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Marcy,  Samuel. 

Midshipman,    16   March,   1838.      Passed   Midshipman,   20   Jlay,    184-1.      Master, 
26  April,  1851.     Lieutenant,  3  April,  1853.     Died  28  January,  1863. 
Marcy,  William  G. 

Purser,  1  April,  1853.     Dismissed  25  March,  1871. 
Marden,  Frederick  A. 

Mate,  7  June,  1862.     Dismissed  20  November,  1803. 
Marfleld,  George  W. 

Acting  Third  Assistant  Engineer,  16  July,  1863.     Honorably  discharged  39  Octo- 
ber, 1865. 
Slargornm,  D.  B. 

Midshipman,  30  April,  1800.     Resigned  36  October,  1800. 
]|[arin,  Matthias  C. 

Midshipman,  3  January,  1833.     Lieutenant,  39  March,  1844.     Commander,  18  Oc- 
tober, 1861.     Retired  list,  15  August,  1864.     Captain,  Retired  list. 
Marix,  Adolpta. 

Midshipman,  36  September,  1864.     Graduated  June,  1868.     Master,  13  July,  1870. 
Lieutenant,  34  May,  1872. 
Markham,  Benjamin. 

Acting  Carpenter,  8  January,  1881 
Markham,  F.  P. 

Assistant  Surgeon,  10  December,  1814.     Last  appearance  on   Records  of  Navy 
Department,  1833.     Dead. 
Markley,  Arthur  D. 

Acting  Assistant  Surgeon,  14  September,  1861.     Resigned  13  April,  1863. 
Markoe,  P.  J. 

Mate,  8  May,  1863.     Acting  Ensign,  14'  January,  1864.     Resigned  31  April,  1865. 
Marks,  A.  J. 

Mate,  38  March,  1865.     Honorably  discharged  38  October,  1865. 
Marks,  George  H. 

Mate,  30  December,  1863.     Acting  Ensign,  14  April,  1864.     Honorably  discharged 
31  August,  1865.     Mate,  36  January,  1870.     Drowned  7  March,  1873. 
Marks,  James. 

Acting  Master,  1  August,  1861.     Appointment  revoked  10  December,  1861. 
Marks,  Thomas  H. 

Acting  Ensign,  33  August,  1864.     Resigned  (Sick,)  3  February,  1865. 
Marley,  Albert  W. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  18  December, 
1862.     First  Assistant  Engineer,  11  October,  1866. 
Marley,  John. 

Boatswain,  7  Januiv:;,,  1862.     Warranted  29  August,  1863.     Dismissed  31  Decem- 
ber, 1865. 
Marmion,  Robert  A. 

Assistant  Surgeon,  14  April,  1868.     Surgeon,  3  June,  1879. 
Marmion,  William  \. 

Acting  Assistant  Surgeon,  37  April,  1866.     Assistant  Surgeon,   18  June,   1860. 
Resigned  10  January,  1871. 
Marner,  Richard. 

Lieutenant,  1  March,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Marple,  Charles  R. 

Mate,   33   November,   1863.     Honorably   discharged  2   September,    1865.     Mate, 
14  August,  1867.     Mustered  out  27  August,   1868.     Mate,   12  November,  1869. 
Appointment  revoked  9  July,  1870. 
Marple,  David 

Carpenter,  13  October,  1840.     Resigned  3  October,  1848. 
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Marr,  Robert  A. 

Midshipman,  29  April,  1840.     Passed  Midsliii)maii.  1 1  .lulv,  l>^4(i.     Muster,  5  May, 
lsr,4.     Lost  in  "^ZJarij;,"  28  September,  1854. 
marraitit,  A.  B. 

Miclsliipman,  21  March,  1829.     Dismissed  10  December,  l.SoO. 
Marra!i«(,  Aiigiitiitii!!i. 

Midsliipman,  1  January,  1825.     Resigned  4  December,  isi'.o. 
MarraHt,  J.  F. 

Midshipman,  29  March.  1834.     Lieutenant,  10  July,   KiO.     Dismissed  bv  Court- 
Martial  15  October,  1841. 
Marrow,  Henry  C 

Acting  Third   Assistant   Engineer,   4   December,    1803.      Honorably   discharged 
15  May.  18C5. 
Mars,  Edward. 

First  Assistant  Engineer,  21  September,  1861.     Resigned  11  February,  1802. 
9IarH,  Philip  L,. 

First  Assistant  Engineer,  1  July,  1861.     Dismissed  2  November,  1861. 
Mars,  Robert  W. 

Acting  Third  Assistant  Engineer,  10  September,  1802.     Acting  Second   Assistant 
Engineer,  24  October,  1804.     Honorably  discharged  18  February,  1800. 
Marsden,  C'barles. 

Acting  Ensign,  15  July,  1863.     Honorably  discharged  5  November,  1805. 
Marsden,  Charles. 

Acting  Ensign,  5  August,  1803.     Honorably  discharged  5  November,  1805. 
Marsh,  Edward  T.  T. 

Acting  Assistant  Surgeon,  9  February,  1804.     Honorably   discharged  29  March, 
1868. 
Marsh,  Fraueis. 

Acting   First   Assistant   Engineer,   1    November,    1802.      Honorably   discharged 
15  September,  1805. 
Marsh,  Frank. 

Acting  Third  Assistant  Engineer,   10  July,  1803.     Acting   Second  Assistant  En- 
gineer, 30  November,  1804.     Honorably  discharged  25  January,  180U. 
Marsh,  Hazard. 

Mate,  13  December,  1861.     Acting  Ensign,  18  December,  1802.     Honorably  dis- 
charged 19  December,  1865. 
Marsh,  Henry,  C 

Mate,  25  February,  1864.     Honorably  discharged  5  November,  1805. 
Marsh,  Israel. 

Acting    First  Assistant   Engineer,    12    Deccmljer,    1803.     Honorably   discharged 
17  December,  1805. 
Marshall,  Benjamin. 

Acting  Assistant  Surgeon,  13  August,  1861.     Honorably  <lischargcd  28  July,  1806. 
Marshall,  Elbert  P. 

Mate,  21  November,  1863.     Honorably  discharged  20  October,  1805. 
Marshall,  E.  Y. 

Midshipman,  1  January,  1818.     Last  appearance  on  Records  of  Navy  Department, 
1822.     Washington,  74. 
Marshall,  Frank. 

Mate,  12  January,  1863.     Acting  Ensign,   24   November,   1803.     Honorably  dis- 
charged 19  September,  1805. 
Marshall,  George. 

Gunner,  15  July,  1809.     Master,  19  February,  1841.     Resigned  26  August,  1846. 
Gunner  from  15  July,  1809,  to  7  December,  1846.     Died  3  August,  1855. 
Marshall,  G.  J. 

Gunner,  19  March,  1841.     Died  11  November,  1847. 
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Marshall,  James. 

Midshipman,  9  May,  1803.     Resigned  18  May,  ISIO. 
Marshall,  James. 

Acting  Master,  29  June,  1863.     Resigned  14  Septemlicr,  1864. 
Marshall,  James  li. 

Acting  Third  Assistant  Engineer,  12  November,  1863.     Acting  Second  Assistant 
Engineer,  19  November,  1863.     Dismissed  .1  April,  1864. 
Marshall,  James  W. 

Jlidshipman,  1  March,  1825.     Resigned  19  May,  1826. 
Marshall,  John. 

Gunner,  6  July,  1798.     Last  apijearance  on  Records  of  Navy  Department, 
Marshall,  John. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1827.     Resigned  18  Septem- 
ber, 1838. 
Marshall,  John. 

Midshipman,  4  July,  1805.     Died  23  October,  1809. 
Marshall,  John  H. 

Acting  Ensign,  18  March,  1865.     Honorably  discharged  13  May,  1865. 
Marshall,  John  H. 

Midshipman,  10  Jlay,  1820.     Lieutenant,  17  May,  1828.     Died  1  June,  1850. 
Marshall,  Joshua  H. 

Acting  Assistant  Paymaster,  26  February,  1863.     Honorably  discharged  23   Octo- 
ber, 1865. 
Marshall,  I^onis  J. 

Mate,  8  August,  1864.     Honorably  discharged  28  August,  1865. 
Marshall,  Robert. 

Midshipman,  21  November,  1815.     Drowned  20  March,  1822. 
Marshall,  Samuel. 

Midshipman,  1  May,  1822.     Died  24  August,  1823. 
Marshall,  S.  R. 

Assistant  Surgeon,  14  May,  1799.     Surgeon,  16  January,  1800.     Died  20  May,  1838. 
Marshall,  Thomas. 

Assistant  Surgeon,  13  December,  1800.     Died  17  November,  1808. 
Marshall,  Thomas. 

Gunner,  date  not  known.     Died  in  August,  1832. 
Marshall,  Thomas  R. 

Mate,  20  June,  1863.     Resigned  8  May,  1865. 
Marshall,  William  A. 

Midshipman,  27  June,  1867.     Graduated  6  June,  1871.     Ensign,   14  July,   1873. 
Master,  22  April,  1875. 
Marshman,  C  P. 

Acting  Master,  1  June,  1861.     Resigned  18  August,  1863. 
Marsillot,  Malcolm  H. 

Acting  Third  Assistant  Engineer,  7  June,  1804.     Resigned  (Sick,)  21  March,  1865. 
Marsland,  Charles  F. 

Third  Assistant  Engineer,  8  December,  1802.     Resigned  0  Septemlier,  1805. 
Marsland,  Edward. 

First  Assistant  Engineer,  14  August,  1861.     Resigned  4  June,  1864. 
Marsteller,  X).  H. 

Assistant  Surgeon,  13  January,  1870. 
Marsters,  George  W. 

Acting  Assistant  Surgeon,  14  March,   1805.     Honorably  discharged   10  October, 
1865. 
Marston,  J.  J. 

Assistant  Surgeon,  15  August,  1831.     Last  appearance  on   Records  of  Navy  De- 
partment. 
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Marstou,  John. 

Midshipman,  15  April,  1813.     Lieutenant,  13  January,  1825.     Commander,  8  Sep- 
tember, 1841.  ,  Captain,  14  September,  1855.     Retired  list,  21    December,  18in. 
Commodore,  Retired  list,  16  July,  1862. 
Mardiou,  Joseph. 

Mate,  20  May,   1863.     Acting  Ensign,  26  October,  1863.     Acting  Master,  recom- 
mendation  of  Commanding   Otficer,   5   August,    1864.     Honorably   discharged 
31  December.  1865.     Acting  Master,  19   April,  1866.     Ensign,  13  March,  1868. 
Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 
Martin,  Bernard. 

Acting   Second  Assistant   Engineer,  19   February,   1864.     Honorably  discharged 
4  December,  1865. 
.^larlin,  Byartl. 

Acting  Carjienter,  15  December,  1862.     Honorably  discharged  1  November,  1865. 
Martin,  Chnrles. 

Assistant  Surgeon,  5  September,   1848.      Surgeon,   23  April,   1861.     Medical  In- 
spector, 8  March,  1871.     Medical  Director,  6  October,  1873. 
Martin,  Daniel  B. 

First  Assistant   Engineer,   17   January,    1842.      Chief  Engineer,    14   May,   1847. 
Engineer-in-Chief,  18  October,  1853.    Relieved  as  Engineer-in-Chief,  17  October, 
1857.     Resigned  November,  1859. 
Martin,  Cdward  D. 

Mate,  6  February,  1862.     Acting  Ensign,  17  July,  1863.     Honorably  dischargea 
29  November,  1865. 
Martin,  Edwin  M. 

Assistant  Surgeon,  13  April,  1875.     Died  20  August,  1878. 
Martin,  Elisis  G. 

Acting  Master,  26  February,  1862.     Honorably  discharged  3  December,  1865. 
Martin,  Erastnn  F. 

Acting  Third  Assistant  Engineer,  35  November,  1861.     Resigned  25  :May,  1863. 
Martin,  Ki'Die»«t  D. 

Acting  A     istant  Surgeon,  9  March,  1865.     Honorably  discharged  9  October,  1865. 
Actiii,'  .V:^slstant  Surgeon,  27  April,  1866.     Assistant  Surgeon,   18  June,  1866. 
Died  17  July,  1868. 
Martin,  £.  S. 

Mate,  39  March,  1870.     Appointment  revoked  7  November,  1870. 
Martin,  George  E. 

Acting  Assistant  Paymaster,  7  February,  1865.     Mustered  out  21   November,  1865. 
Martin,  George  M. 

Acting  Master,  28  January,  1862.     Dismissed  27  June,  1864. 
Martin,  George  R. 

Acting  Assistant  Paymaster,  30  June,  1863.     Assistant  Paymaster,  30  .lune,  1864. 
Paymaster,  4  May,  1866.     Dismissed  36  September,  1877 
Martin,  Henry  F. 

Acting  Ensign,  20  October,  1864.     Honorably  discharged  23  August,  1865. 
Martin,  Henry  M. 

Assistant  Surgeon,  21  March,  1870. 
Martin,  H.  li. 

Midshipman,  11  December,  1803.     Resigned  6  December,  1805. 
Martin.  James. 

Master,  date  not  known.     Discharged  15  April,  1815. 

Martin,  James. 

Acting  Ensign,  1  October,  1862.     Resigned  9  February,  1803.     Actmg  Ensign. 
29  June,  1863.     Honorably  discharged  9  April,  1866. 
Martin,  James. 

Mate,  5  July,  1863.     Resigned  28  September,  1864. 
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Martin,  James  C 

Acting  Carpenter,  1  October,  1862.     Resigned  ;')0  .January,  ISOS. 
Martin,  Jolin. 

Gunner,  3  March,   1832.     Resigned   24   December,  1832.     Gunner,  6  April,  1838. 
Died  5  November,  185C. 
Martin,  John. 

Sailmalcer,  30  October,  1872. 
Martin,  Jolin. 

Purser,  5  October,  1798.     Resigned  7  October,  1801. 
Martin,  John  K. 

Assistant  Surgeon,  9  May,  1815.     Resigned  18  December,  1815. 
Martin,  John  R. 

Assistant  Paymaster,  14  June,  1878. 
Martin,  Joseph. 

Boatswain,  3  December,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Martin,  Linther. 

Midshipman,  9  March,  1838.     Resigned  23  April,  1840. 
Martin,  Luther  li. 

Carpenter,  3  October,  1872. 
Martin,  Matthias  C 

Midshipman,  3  January,  1835.     Passed  Midshipman,  23  June,  1838.     Lieutenant, 
29  March,  1844.     Reserved  list,  13  September,  1855.     Lieutenant  on  Active  list, 
29  March,  1844.     Commander,  Active  list,  18  October,  1861.     Captain  on  Retii-ed 
list,  4  April,  1867. 
Martin,  Neill. 

Acting  Gunner,  37  August,  1868.     Honorably  discharged  9  July,  1865. 
Martin,  Robert  F. 

Midshipman,  1  May,  1814.     Died  3  July,  1825. 
Martin,  Saninel  O. 

Acting  Master,  5  September,  1861.     Resigned  11  February,  1863. 
Martin,  Simeon,  Jr. 

Midshipman,  1  March,  1799.     Resigned  19  August,  1800. 
Martin,  William. 

Master,  13  January,  1814.     Discharged  15  April,  1815. 
Martin,  William. 

Acting  Assistant  Surgeon,  10  January,   1874.     Honorably  discharged   30   June, 
1879. 
Martin,  William. 

Acting  Master,  12  May,  1863.     Honoralily  discharged  15  December,  1865. 
Martin,  William. 

Mate,  10  March,  1863.     Resigned  16  November,  1863. 
Martin,  William  J. 

Acting   First   Assistant  Engineer,    15   November,  1862.      Appointment  revoked 
(Sick,)  11  December,  1863. 
Martintlale,  Frank  £. 

Acting  Assistant  Surgeon,  27  IVtay,  1861.     Resigned  5  April,  1864. 
Marline,  Alfred  H. 

Acting  Ensign,  3  January,  1865.     Houoralily  discliarged  30  July,  1868. 
Martine,  Charles  A. 

Acting  Third  Assistant  Engineer,  37   May,  1863.     Acting  Second   Assistant  En- 
gineer, 30  July,  1863.     Honorably  discharged  21  November,  1865. 
Martine,  William  Li. 

Acting  Master,  9  October,  1861.     Acting  Volunteer  Lieutenant,  3  December,  1864. 
Honorably  discharged  14  December,  1865. 
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Marvel,  John  H. 

Mate,  5  March,  1863.     Resigned  I'J  August,  1SC2. 
Marvin,  George  H. 

Acting  Assistant  Surgeon,  20  SciJtcniber,  18C2.      Resigned  11  Slarcli,  1865. 
Marvin,  Jot^epli  D. 

Acting  Midshipman,  20  September,  1850.      Midshipman,  15  June,  1800.     Master, 

19  September,   1801.      Lieutenant,    IG    July,    1802.      Lieutenant-Ciimmander, 
13  April,  1800.     Commander,  12  December,  1873.     Died  10  April,  1877. 

Masons  Charles  H. 

Acting  Assistant  Surgeon,  30  November,  1801.     Died  October,  1864. 
Mason,  Charles  S. 

Acting  Third  Assistant  Engineer,  15  February,  1803.     Died  13  November.  1803. 
Mason,  David. 

Mate,  18  February,  1862.     Acting  Ensign,  17  November,  1802.     Deserted,  13  Sep- 
tember, 1804. 
Mason,  Frederick  , 

Acting  Ensign,  Admiral  Farragut's  Staff,  1  July,  1864.     Honorably  discharged 

20  January,  1866. 
Mason,  George. 

Acting  Third  Assistant  Engineer,  37  Sejitember,  1861.     Acting  Second  Assistant 
Engineer,  26  January,  1803.     Appointment  revoked  (Sick,)  0  August,  1864. 
Mason,  Henry. 

Third  Assistant  Engineer,  33  March,  1848.     Second   Assistant  Engineer,  13  Sep- 
tember, 1849.     First  Assistant  Engineer,  20  February,  1851.     Resigned  14   No- 
vember, 1853.    First  Assistant  Engineer,  31  May,  1801.    Chief  Engineer,  31  May, 
1863.     Retired  list,  16  October,  1808. 
Mason,  James. 

Midshipman,  18  June,  1812.     Resigned  28  December,  1810. 
Mason,  John. 

Sailmaker,  1  June,  1804.     Dismissed  by  Court-Martial,  12  July,  1805. 
Mason,  James  Li. 

Mate.     Appointment  revoked  20  August,  1862. 
Mason,  John  M. 

Midshipman,  31  March,  1831.      Passed  Midshipman,  15  June,  1837.     Drowned 
7  July,  1837. 
Mason,  John  T. 

Assistant  Surgeon,  6  September,  1837.     Surgeon,  15  July,  1849.     Resigned  U  May, 
1801. 
Mason,  John  W. 

Mate,  27  February,  1805.     Resigned  13  May,  1865. 
Mason,  John  V/. 

Mate,  17  February,  1804.     Resigned  12  May,  1805. 
Mason,  John  Y.,  Jr. 

Purser,  18  April,  1845.     Resigned  2  January,  1858. 
Mason,  lincius  M. 

Midshipman,  19  October,  1841.     Died  7  January,  1845. 
Mason,  Murray. 

Midshipman,  14  November,  1823.     Passed  Midshipman,  23  March,  1829.     Lieu- 
tenant, 3  March,  1831.     Commander,  25  February,  1854.     Reserved  list,  14  Sep- 
tember, 1805.     Commander  on  Active  list,  25   Februarj',  1854.     Resigned   10 
April,  1801. 
Mason,  W^ewton  E. 

Midshipman,  22  July,  1805.     Graduated  June,  1809.     Ensign,  12  July,  1870.     Mas 
ter,  12  July,  1871.     Lieuteaant,  8  November,  1874. 
Mason,  Randolph  T. 

Surgeon,  17  March,  1859.     Dismissed  10  May,  1801. 
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MasoH,  Richard  P. 

Midshipman,  15  June,  1839.     Died  10  ]\fay,  1847. 
Mason,  Rnfiis  O. 

Acting  Assistant  Surgeon,  21  October,  18C1.     Resigned  2  February,  1864. 
Mason,  Theodorns  It.  M. 

Midshipman,  20  September,  1864.     Graduated  .Tune,  18r.8.     Ensign,  19  April,  1869. 
Master,  13  July,  1870.     Lieutenant,  20  November,  liS72. 
Mason,  Thomas. 

Mate,  20  July,  1863.     Acting  Ensign,  18  August,  18C4.     Discharged  8  February 
1808. 
Mason,  Thomas. 

Mate,  13  December,  1861.     Resigned  19  September,  1802. 
Mason,  Weslwood  T. 

Midshipman,  4  January,  1800.     Resigned  21  August,  l'S82. 
Mason,  ^Villiam. 

Acting  Third  Assistant  Engineer,  20  April,  1863.     Acting  Second  Assistant  En- 
gineer, 20  May,  1864.     Honorably  discharged  19  August,  1865. 
Mason,  It'illiam  W. 

Acting  Master,  23  October,  1861.     Resigned  8  February,  1862. 
Masser,  IVilliani  H.  E. 

Midshipman,  1  October,  1806.     Graduated  6  Jime,  1871.     Ensign,  14  Jidy,  1872. 
Retired  list,  S  May,  1870. 
Massey,  Arthur  W. 

Carpenter,  19  August,  1874. 
Massey,  Eleazer. 

Midshipman,  17  December,  1810.     Resigned  30  April,  1814. 
Maslen,  Thomas  C. 

Assistant  Paymaster,  11   October,  1861.     Paymaster,   14  April,  1862.     Dismissed 
9  February,  1870. 
Masters,  Phineas. 

Midshipman,  16  February,  1809.     Resigned  14  October,  1809. 
Masury,  Samuel. 

Gunner,  3  December,  1799.     Dismissed  21  January,  1803. 
Mather,  Henry  W. 

Mate,  19  August,  1862.     Acting  Ensign,  27  May,  1863.     Acting  Master,   18  April, 
1865.     Honorably  discharged  1  April,  1866. 
Mather,  Mason  W. 

Third   Assistant   Engineer,   17    December,   1862.      Second   Assistant    Engineer, 
8  April,  1804.     Resigned  3  March,  1809. 
Mather,  S.  W. 

Acting  Master,  17  May,  1801.     Killed  in  action  22  March,  1802. 
Mathes,  George. 

Acting  Ensign,  20  September,  1802.     Deserted  28  January,  1863. 
Matlack,  John  9f. 

Acting  Third    Assistant    Engineer,   0    October,   1864.      Honorably    discharged 
30  October,  1865. 
Mattair,  James  O. 

Acting  Master,  4  January,  1802.     Apijointment  revoked  (Sick,)  22  April,  1803. 
Matthews,  A.  P. 

Mate,  23   January,   1863.     Accidentally   killed  on   "  Wi/anda/ik,''^  24  September, 
1803. 
Matthews,  Charles. 

Boatswain,  27  December,  1834.     Drowned  9  August,  1842. 
Matthews,  Benjamin. 

Midshipman,  2  April,  1804.     Resigned  31  December,  1805. 
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Matthews,  Edward  S. 

Assistant  Surgeon,  HU  .luly,  llSdl.     Surgeon,  8  Jiinuarv,  ISO". 
Matthews,  Kclinitud  O. 

Acting  Midshipman,  3  October,  1851.     Midshipman,  9  .Tune,  18.5.5.     Passed  Mid- 
shipman,  15   April,   1858.     Master,  4  November,   185S.     Lieutenant,  27  June, 
1860.     Lieutenant-Commander,  Ifi  July,  1862.     Commander,  22  April,  1870. 
Matthews,  John. 

Midshipman,  22  February,  1838.     Passed  Midshipman,  20  May,  1844.     Master, 
30  August,  1851.     Lieutenant,  13  July,  1852.     Drowned  25  October,  1853. 
Matthews,  John. 

Acting  Assistant  Surgeon',  12  August,  1861.     Resigned  1  April,  1863. 
Matthews,  John. 

Acting  Third  Assistant  Engineer,  13  August,  1863.      Acting  Second  Assistant 
Engineer,  16  February,  1865.     Honorably  discharged  24  November,  1867. 
Matthews,  Joseph  H. 

Acting  Third  Assistant  Engineer,  13  December,  1862.     Acting  Second  Assistant 
Engineer,  2  November,  1864.     Honorably  discharged  20  August,  1865. 
Matthews,  John  P. 

Acting    Third    Assistant    Engineer,   25    March,   1865.      Honorably    discharged 
16  June,  1866.     Acting  Third  Assistant  Engineer,  23  February,  1867.    Mustered 
outs  May,  1869. 
Matthews,  John  R. 

Second  Assistant  Engineer,  17  January,  1842.     First  Assistant  Engineer,  10  Julv, 
1847.     Resigned  17  May,  1849. 
Matthews,  J.  Rutherford. 
Chaplain,  24  September,  1869. 
Matthews,  Saninel. 

Third  Assistant  Engineer,  20  February,  1847.     Second  Assistant  Engineer,  24  Jan- 
uary,  1848.     First  Assistant  Engineer,   11  January,  1849.     Resigned   18  Julv, 
1849. 
Mattliews,  William. 

Acting   Third   Assistant   Engineer,    1    February,    1864.      Honorably    discharged 
4  December,  1865. 
Mattiiigley,  Thomas. 

Acting  Third  Assistant  Engineer,  8  June,  1864.     Honorably  discharged  6  Novem- 
ber, 1865. 
MaKlsftn,  Joseph. 

Midsliipman,  3U  November,   1814.     Lieutenant,   13  January,  1825.     Conmiander, 
8  September,  1841.     Resigned  20  November,  1851. 
Mattison,  Sylvester. 

Acting  Master,  13  November,  1861.     Resigned  0  July,  18G2. 
Man^hlin,  James. 

'I'liinl  Assistant  Engineer,  29  October,  1861.    Second  Assistant  Engineer,  3  August. 
1863.     Resigned  11  August.  1865. 
Maiill,  WiUiam  N. 

Suilmaker,  18  January,  1849.     Retired  list,  16  November,  1872. 

ManlKlty.  CSeorge. 

Assistant  Sur<,a-()n,  7  March,  1838.     Surgeon,   14   Ajiril,  18-52.     Medical  Director, 
3  March,  1871.     Retired  list,  27  December,  1872. 
Manlshy,  John  H. 

Midshipman,  21  April,  1824.     Resigned  6  April,  1829. 
Manlshy,  J.  H.  * 

Midshipman,  6  April,  1827.     Drowned  13  July,  1833. 
ManiKler,  Samuel  U. 

Mate,  30  November,  1863.     Acting  Ensign,  22  July,  1864.     Resigned   27  April, 
1865. 
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Maurice,  C  Stnart. 

Third  Assistant  Engineer,   18   November,   1802.       Second    Assistant  Engineer, 
23  March,  1SG4.     Resigned  21  December,  1S65 
Maury,  Alexander  C. 

Midshipman,  1  February,  1826.     Passed  Midshipman,  28  April,  1833.     Lieutenant, 
8  March,  1837.     Died  23  June,  1840. 
Maury,  Jefferson. 

Midshipman,  9  SeiDtember,   1841.     Passed  Midshipman,  10  August,   1847.     Dis- 
missed 10  May,  1855. 
Maury,  John  M. 

Third  Assistant  Engineer,  23  March,  1848.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     First  Assistant  Engineer,  26  February,  1851.     Resigned  17  Sep- 
tember, 1856. 
Maury,  John  M. 

Midshipman,   16   January,    1809.     Lieutenant,   28   June,    1811.      Died   25   June 
1823, 
Maury,  John  S. 

Midshipman,  10  February,  1838.     Passed  Midshipman,  20  May,  1844.     Master, 
2  November,  1852.     Lieutenant,  1  August,  1853.     Dismissed  18  April,  1861. 
Maury,  Matthew  F. 

Midshipman,!   February,  1825.     Passed   Midshipman,  4  June,  1831.     Lieutenant, 
10  June,  1836.     Reserved   list,  14  September,  1855.     Commander  on  Active  list, 
14  September,  1855.     Dismissed  26  April,  1861. 
Maury,  William  T.. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
26  February,  1841.     Resigned  20  April,  1861. 
Maxfield,  Edward  F. 

Acting  Third  Assistant  Engineer,  22  October,  1862.     Resigned  15  January,  1864. 
Maxwell,  Charles  D. 

Assistant  Surgeon,  6  September,  1837.     Surgeon,  18  October,  1849.     Retired  list, 
21  October,  1868.     Medical  Director,  3  March,  1871. 
Maxwell,  D. 

Acting  Master,  26  August,  1861.     Resigned  6  December,  1861. 
Maxwell,  George. 

Master,  18  June,  1812.     Dismissed  as  Supernumerary,  6  March,  1813. 
Maxwell,  H.  D. 

Midshipman,  29  February,  1829.     Resigned  13  May,  1830. 
Maxwell,  James. 

Mate,  1  May,  1863.    Resigned  19  August,  1862. 
Maxwell,  James  G. 

Midshipman,  15  December,  1847.     Passed  Midshipman,  13  June,  1855.     Master, 
16  September,  1855.     Lieutenant,  23  December,  1856.     Lieutenant-Commander, 
16  July,  1862.     Died  19  July,  1867. 
Maxwell,  Joseph. 

Midshipman,  1  March,  1799.     Lieutenant,  18  May,  1804.     Died  11  February,  1806. 
Maxwell,  Richard  T. 

Assistant  Surgeon,  8  September,  1841.     Resigned  16  April,  1851. 
Maxwell    W.  JB. 

Midshipman,  16  January,  1809.     Resigned  23  May,  1809. 
Maxwell,  William. 

Midshipman,  20  June,  1806.     Resigned  20  May,  1809. 
May,  Edward. 

Assistant  Paymaster,  fi  September,  1861.     Paymaster,  14  April,  1863.     Pav  Inspec- 
tor, 25  September,  1875. 
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May,  Jauies  R. 

Acting  Assistant  Surgeon,  25  Februarv,  KSi;4.     Ildnonibly  discbargcd   7  August. 

I8i;r). 
May,  John. 

Lieutenant,  23  April,  17fJ9.     Discharged  1   Jlav,  ISfll,  under  Peace  Establishment 
Act. 
May,  John. 

Gunner,  14  May,  1800.     Last  appearance  on  Records  of  Navy  Department. 
May,  John  B. 

Mate,  27  January,  18C2.     Dismissed  4  April,  lS(i2. 
May,  LiHther  <J. 

Acting  Midshipman,  20  September,  1854.     Midshipman.  11  Jime,  1858.    Resigned 
21  August,  1858. 
May,  Robert  L.. 

Midshipman,  7  November,  1849.      Passed  Midshipman,   12  June,  1855.     Master, 
Hi  September,  1855.     Lieutenant,  20  September,  1856.     Lieutenant- Commander, 
16  July,  1802.     Retired  from  the  service,  21  April,  1866. 
.^Jay,  Sidney  H. 

Midshipman,  28  July,  1804.     Graduated  4  June,  1869.     Ensign,  12  July,  1871. 
Master,  24  August,  1873.     Lieutenant,  9  May,  1878. 
May,  Tl'illiaui. 

Midshipman,  2  May,  1831.      Passed   Midshipman,  23   June,  1838.      Lieutenant, 
8  September,  1841.     Commander,  6  June,  1861.     Died  10  October,  1861. 
Maycot'k,  James. 

Actiuu;  Master  and  Pilot,  1   October,  1804.     Honorably  discharged  25  October, 
1865. 
Mayer,  Albert. 

Acting  Third  Assistant  Engineer,  19  April,  1804.     Honorably  discharged  29  Janu- 
ary, 1860. 
Mayer,  Alvarado. 

Acting  Third  Assistant  Engineer,  3  March,  1865.     Resigned  5  May,  1805. 
Mayer,  C.  F.,  Jr. 

Third  Assistant  Engineer,  20  August,  1859.     Second  Assistant  Engineer,  21  April, 
1803.     Wholly  retired  5  May,  1808. 
Mayer,  William  G. 

Midshipman,  23  July,  1800.     Graduated  7  June,  1870.     Ensign,   13  July,  1871. 
Resigned  0  March,  1874. 
Mayer,  Willian*  H.,  Jr. 

Acting  Ensign,  24  July,  1862.     Acting  Master,  11  April,  1865.     Ensign,  12  March, 
1868.     Master,  18  December,  1808.     Lieutenant,  21  March,  1870. 
Mayer,  William  H. 

Midshipman,  10  January,  1809.     Last  appearance  on  Records  of  Na\'y  Depart- 
ment, 10  February,  1809.     n.;id. 
Mayers,  Franklin  M. 

Acting  Second  Assistant  Engineer,  1  October,  1802.     Honorably  discharged  5  No- 
vember, 1805. 
Mayhngh,  John. 

Acting  Second  Assistant  Engineer,  1  June,  1804.     Honorably  discharged  Irl   Oc- 
tober, 1805. 
Mayloy,  E.  C. 

Acting  Third  Assistant  Engineer,  28  January,  1862.     Acting  Second  Assistant 
Engineer,  29  July,  1803.     Honorably  discharged  13  May,  1805. 
Maynard,  C  W. 

Mate.  20  April,  1805.     Honorably  discharged  23  November,  l805. 
Maynard,  I.iafayette. 

Midshipman,  4  February,  1832.     Passed  Midshipman,  20  June   1838.     Lieutenant, 
19  October,  1843.     Resigned  1  April,  1852. 
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Maynard,  Waslibnrn. 

Midshipman,  6  October,  18G3.     Graduated  Juno,  18CG.  '  Ensign,   12  March,   ISllS. 
Master,  2(5  March,  1869.     Lieutenant,  21  March,  1S70. 
Mayo,  Henry  A. 

Mate,  21  January,  1864.     Honorably  discharged  15  June,  18G0. 
Mayo,  Henry  O. 

Assistant  Surgeon,  24  February,  1846.     Passed  Assistant  Surgeon,  4  February, 
1851.     Surgeon,  24  January,  1859.     Medicallnspector,  3  March,  1871.     Medical 
Director,  28  December,  1872.     Retired  list,  2  February,  1875. 
Mayo,  Henry  T. 

Midshipman,  13  June,  1872.     Graduated   20  June,   187G.     Ensign,  26   February, 
1878. 
Mayo,  Isaac. 

Midshipman,   15  November,  1809.     Lieutenant,  4  February,  1815.     Commander, 
20  December,  1832.     Captain,  8  September,  1841.     Dismissed  18  May,  1861. 
Mayo,  WiHiaiu. 

Midshipman,  9  June,  1811.     Resigned  23  May,  1815. 
Mayo,  William  K. 

Midshipman,  18  October,  1841.     Passed  Midsbii^mau,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
IGJuly,  18G3.     Commander,  25  July,  1866.     Captain,  12  December,  1873. 
Mayrant,  Rufus. 

Midshipman,  1  January,  1808.     Resigned  11  June,  1813. 
Mayrant,  R.  P. 

Midshipman,  1  April,  1828.     Resigned  11  July,  1831. 
Mayson.  F.  G. 

Midshipman,  28  April  1838.     Resigned  12  September,  1840. 
Mazyek,  P.  R. 

Midshipman,  9  June,  1811.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Charleston. 
Mc4dani,  John. 

Assistant  Surgeon,  10  December,  1814.     Last  appearance  on  Records   of   Navy 
Department,  1818.     Furloughed. 
McAlister,  Adam  A. 

Chaplain,  10  November,  1873. 
McAlIistei,  Oates. 

Third  Assistant  Engineer,  23  June,  18G3.     Dropped  18  March,  1867. 
McAllister,  Guy. 

Acting  Third  Assistant  Engineer,  22  August,  1864.     Honorably  discharged  5  Au- 
gust, 1SG6. 
McAllister,  Isaac. 

Acting  Third  Assistant  Engineer,  25  August,  1863.     Acting  Second  Assistant  En- 
gineer, 12  January,  1865.     Honorably  discharged  21  January,  1868. 
McAllister,  .lohn. 

Midshipman,  1  September,  1811.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     '■'Brig  Nautilus.^'' 
McAllister,  John  G. 

Acting   Assistant   Surgeon,  1   May,   1865.      Honorably  discharged   12  February, 
18G6. 
Mc.411ister,  John. 

Mate,  4  November,  1862.     Honorably  discharged  2  November,  1865. 
McAllister,  Riy-hard,  Jr. 

Acting  Ensign,  24  November,  18G3.     Honorably  discharged  3  September,  1865. 
McAllister,  Thomas. 

Acting  Third  Assistant  Engineer,  5  January,  1865.     Honorably  discharged  24  Oc- 
tober, 1865. 
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McAllister,  T.  G. 

Assistant  Surgeon,  13  M;xrcli,  1^05.     Singeon,  IG  January,  1808.     Last  appearance 
on  Hecortis  o!'  Nuvy  Department.     Dead. 
McAIli>«tor,  W.  S. 

Acting  Ensign,  1  October,  1862.     Resigned  5  October,  18G3. 
McAlpine,  A.  W. 

Acting  Gunner,  27  September,  18G1.     Appointment  revoked  18  November,  1861. 
McAlpiiie,  Jauies. 

Assistant  Surgeon,  7  August,  1799.     Discharged  17  June,  1800. 
McArann,  Robert  91. 

Midshipman,  11  May,  1840.     Passed  Midshipman,  11  July,  1846.     Master,  20  Sep- 
tember, 1854.     Lieutenant,  1  May,  1855.     Dismissed  22  January,  1862. 
McArthiir,  UaTid. 

Acting  Third  Assistant  Engineer,  30  April,  1862.     Acting  Second  Assistant  Engi- 
neer, 8  July,  1803.     Acting  First  Assistant  Engineer,  16  July,  1864.     Dismissed 
27  June,  1865. 
McArtliur,  IVlIIiain  P. 

Midshipman,  11  February,  1832.    Passed  Midshijjman,  23  June,  1838.    Lieuten.  nt, 
8  September,  1841.     Died  23  December,  1850. 
McAuliffe,  John. 

Acting  Third  Assistant  Engineer,  11  July,  1864.     Honorably  discharged  20  Jan- 
uary, 1866. 
McAiislaii«l,  Alexander. 

First  Assistant  Engineer,  20  February,  1847.    Resigned  24  November,  1850.    Acting 
First  Assistant  Engineer,  2  November,  1861.     Acting  Chief  Engineer,  19  Jan- 
uary, 1863.     Honorably  discharged  1  December,  1866. 
McAToy,  Samuel. 

Acting  Third  Assistant  Engineer,  29  November,  1862.     Resigned  7  July,  1863. 
McAToy.  Thomas  F. 

Sailmaker,  15  August,  1873.     Dismissed  17  February,  1874. 
McBlair,  Charles  H. 

Midshipman,  4  March,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
12  July,  1831.     Commander,  18  April,  1855.     Resigned  22  April,  1861. 
McBlair,  Thomas  P. 

Purser,  11  November,  1839.     Died  17  February,  1857. 
McBlair,  TVilliani. 

Midshipman,  16  November,  1824.    Passed  Midshipman,  20  February,  1830.    Lieu- 
tenant,  31    December,    1833.      Commander,   14   September,   1855.      Dismissed 
20  April,  1861. 
McBride,  De  Witt  C. 

Acting  Third  Assistant  Engineer,  8  October,  1863.     Honorably  discharged  24  Oc- 
tober, 1865. 
McCaflery,  John. 

Boatswain,  18  July,  1866. 
McCallrey,  John. 

Acting  Gunner,  22  January,  1864.     Honorably  discharged  2  October,  1865. 
McCall,  Archibald. 

Midshipman,  8  March,  1800.     Resigned  13  February,  1802. 
McCall,  Edward  R. 

Midshipman,  1  January,  1 808.     Lieutenant,  1 1  March,  1813.     Commander,  3  March, 
1825.     Captain,  3  March,  1835.     Died  31  July,  1853. 
McCall,  James  P. 

Midshipman,  1  January,  1817.     Died  10  October,  1823. 
McCall,  Thomas. 

Midshipman,  4  June,  1812.     Dismissed  19  Starch,  1814. 
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BIcCall,  William  C. 

Assistant  Surgeon,  14  August,  1836.     Surgeon,  4  April,  1831.    Died  10  September, 
1831. 
McCalla,  Rowinan  H. 

Midshii^man,  30  November,  18Ct.    Graduated  November,  1804.    Ensign,!  Novem- 
ber, 1806.     Master,  1  December,  1868.     Lieutenant,  12  March,  1808.     Lieuten- 
ant-Commander, 26  March,  1809 
KIcCann,  Felix. 

Acting  Ensign,  9  April,  1803.     Dismissed  31  December,  180:». 
McCaiiii,  William  P. 

Midshipman,  1   November,  1848.     Passed  Midshipman,  10  .Time,  1854.     Master, 

15  September,  1855.     Lieutenant,  16  Septeml)er,  1805.     Lieutenant-Commander, 

16  July,  1862.     Commander,  25  July,  1806.     Captain,  21  September,  1876. 
McCarriolt,  Edward  C. 

Acting  Third  Assistant  Engineer,  4  January,  1802.     Acting  Second  Assistant  En- 
gineer, 4  August,  1803.     Dismissed  31  December,  1803. 
McCart,  Josepb. 

Acting  Ensign,  20  May,  1803.     Acting  Master,  21  November,  1864.     Honorably 
discharged  30  September,  1865. 
McCarthy,  Anthony. 

Mate,  3  December,  1862.     Honorably  discharged  7  December,  1S05. 
McCarthy,  Frank. 

Acting  Third  Assistant  Engineer,  15  September,  1804.     Resigned  4  January,  1865_ 
McCarthy,  J.  B. 

Midshipman,  9  January,  1841.     Died  11  August,  1842. 
McCarthy,  Bnfus  M. 

Assistant  Surgeon,  18  June,  1875. 
McCarthy,  Timothy. 

Acting  Second  Assistant  Engineei',  18  April,  1863.     Honorably  discharged  15  De- 
cember, 1865. 
McCartney,  Andrew  J. 

Midshipman,  3   October,  1850.     Passed  Midshipman,  20  June,  1856.     Master, 
22  January,  1858.     Lieutenant,  18  February,  1858.     Dismissed  14  August,  1861. 
McCartney,  Charles  M. 

Midshipman,  25  September,  1869.     Graduated  1    June,  1875.     Ensign,  IS  July, 
1870. 
McCarty,  Charles  H. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Acting  First  Assistant  En- 
gineer, 18  April,  1805.     Honorably  discharged  9  January,  1806. 
McCartney,  Daniel  P. 

Third  Assistant  Engineer,  19  July,  1801.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     First  Assistant  Engineer,  30  January,  1805. 
McCarty,  Charles  S. 

Mate,  6  February,  1862.     Resigned  30  December,  1864. 
McCarty,  Engene. 

Mate,  31  October,  1864.     Honorably  discharged  12  May,  1865. 
McCardy-  John. 

Chaplain,  3  March,  1825.     Resigned  21  April,  1826. 
McCarty,  Joseph. 

Mate,  29  May,  1863.     Deserted  1  February,  1864. 
McCarty,  Maurice. 

Acting  Third  Assistant  Engineer,  16  May,  1862.    Honorably  discharged  5  October, 
1805. 

McCarty,  Morris. 

Acting  Third    Assistant    Engineer,    14    August,   1863.      Honorably   discharged 
10  August,  1805. 
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MeCarty,  Stephen  A. 

Acting  Midshipman,  25  Septeml)er,  185G.     Resigned  17  October,  1859.     Midship- 
man, 9  September,  1861.     Lieutenant,  1  August,  18G2.     Lieutenant-Commander, 
25  July,  1866.     Resigned  7  November,  1874. 
McCarty,  W.  D. 

Midshipman,  18  July,  1812.     Resigned  9  November,  1813. 
McCarty,  IVilliam  W. 

Acting  Tliird  Assistant  Engineer,  5  June,  1803.     Died  15  September,  18G3. 
McCauIey,  Charles  S. 

Midshipman,  16  January,  1809.     Lieutenant,  9  December,  1814.     Commander,  3 
March,  1831.     Captain,  9  December,  1839.     Retired  list,  21  December,   1861. 
Commodore  on  Retired  list,  4  April,  1807.     Died  21  May,  1869. 
McCanley,  D.  S. 

Midshipman,  1  February,  1814.     Resigned  13  February,  1825. 
McCanley,  Edwaril  T. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
1   July,  1855.      Lieutenant,  14  September,  1855.     Resigned   19  August,  1859. 
Acting   Lieutenant,    11    May,   1861.      Lieutenant-Commander,   16   July,    1862. 
Commander,  27  September,  1866.     Captain,  3  September,  1872. 
McCauley,  Francis  G. 

Purser,  27  May,  1829.     Resigned  30  September,  1852. 
McCanley,  James. 

Acting  Second  Assistant  Engineer,  29  November,  1862.     Resigned '9  January, 
1865. 
McCanley,  James  B. 

Midshipman,   8   February,   1840.     Passed  Midshipman,  11  July,   1840.     Master, 
5  February,  1855.     Lieutenant,  22  August,  1855.     Died  30  May,  1800. 
McCansland,  Thomas. 

Acting  First  Assistant  Engineer,  10  November,  1868.     Mustered  out  24   October, 
1868. 
McCaw.  John  J. 

Midshipman,  1  September,  1811.     Resigned  23  February,  1818. 
McCawley,  G.  M. 

Midshipman,!  September,  1811.     Lieutenant,!  April,  1818.     Died  20  February, 
1827. 

McCliesney,  William. 

Midshipman,  1  September,  1811.     Dismissed  by  Court-Martial,  5  August,  1817. 
McClain.  Charles  S. 

Cadet  Jlidshipman,  3  November,  1874.     Graduated  4  June.  1880. 
McClanalian,  Reuben. 

Acting  Second  Assistant  Engineer,  5  May,  1862.     Honorably  discharged  16  April, 
1806. 
McCIanahan,  T. 

Midshipman,  9  June,  1811.     Resigned  23  August,  1811. 
McCleaiie.  John. 

Mate.  22  April,  1863.     Acting  Ensign,  19  September,  1863.     Honorably  discharged 
2!)  .luly,  1^^05. 

McCleary,  Andrew. 

Mate.  5   March,  1862.     Acting  Ensign,   28  April,   1803.     Honoiuljiv   di.si  htirged 
17  January,  1869. 
McClecry,  Kobert. 

Third  Assistant  Engineer,  2  August,  1855.     Second  Assistant  Engineer.  21   July, 
1858.     First  Assistant  Engineer,  2  August,  1859.     Chief  Engineer,   11    August. 
1862.     Died  15  September,  1863. 
McClellan,  Charles  H. 

Mate,  10  Ajiril,   1863.     Acting   Ensign,    25    May,    1864.     Honorably    discharged 
30  July,  1868. 
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mcClellan,  Edward  P. 

Midshipman,  25  September,  18G3.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  Marcli,  1870.     Lieutenant,  21  March,  1871. 
McCIellaii,  Joseph  W. 

Acting   Assistant  Paymaster,  5  November,  1862.     Mustered  out  25   September, 
1865. 
McClellan.  Reuben. 

Mate,  1  October,  1862.     Dismissed  28  November,  1862. 
AlcClelland,  James. 

Assistant  Surgeon,  20  June,  1838.     Surgeon,  6  March,  1853.     Medical  Dire:  or, 
3  March,  1871.     Retired  list,  16  March,  1876.     Died  4  August,  1877. 
mcClenahaii,  William  F. 

Assistant  Surgeon,  28  February,  1833.     Surgeon,  8   September,   1841.  Dismissed 
9  May,  1861. 
McClennaii,  Redman. 

Lieutenant,  23  August,  1800.     Last  appearance  on  Records  of  Navy  Department. 
McClintock,  H.  M. 

Midshipman,  18  June,  1812.     Died  28  July,  1817. 
llcC'lintoek,  J.  J. 

Midshipman,  9  November,  1813.     Lost  18  October,  1814. 
McClintock,  William. 

Mate,  21  March,  1862.     Acting  Master,  10  October,  1862.     Honorably  discharged 
5  November,  1865. 
McCloskey,  James  D. 

Gunner,  9  April,  1855.     Dismissed  '2S  January,  1858. 
MeCIond,  James. 

Boatswain,  1  August,  1809.     Died  16  November,  1822. 
MeCloud,  Colin. 

Boatswain,  17  March,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1816.     Furloughed. 
McCluney,  William  J. 

Midshipman,  1  Januarv,  1812.     Lieutenant,  1  April,  1818.     Commander,  9  Decem- 
ber, 1839.     Captain,"l 3  October,  1851.     Retired  list,  21  December,  1861.     Com- 
modore on  Retired  list,  16  July,  1862.     Died  11  February,  1864. 
McCInng,  Alex. 

Midshipman,  1  April,  1828.     Resigned  20  August,  1829.' 
McCliing,  James  T^. 

Mate,  29  December,  1863.     Acting   Ensign,  31    October,   1864.     Honorably  dis- 
charged 6  July,  1865. 
Mc€Iure,  David. 

Professor  of  Mathematics,  17  June,  1839.     Died  13  April,  1842. 
MeClure,  James  H. 

Mate,  23  May,  1863.     Dismissed  9  June,  1865. 
McClure,  George  M. 

Midshipman,  23  September,  1859.     Ensign,  1  October,  1863.     Master,  10  May, 
1866.     Lieutenant,  21  February,  1867.     Retired  list,  9  November,  1868. 
McClnrg,  W.  A. 

Assistant  Surgeon,  8  February,  1874. 
nicCInskey,  James. 

Acting  Third  Assistant  Engineer,  12  October,  1861.     Dismissed  27  May,  1802. 
McClymont,  Alexander. 

Acting  Third  Assistant  Engineer,  25  August,  1864.     Resigned  27  May,  1865. 
UttcColley,  Hi  ram  W. 

Acting  Assistant  Paymaster,  22  June,  1863.     Resigned  4  October,  1864. 
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McCoIlnm,  Jobn  V. 

Midsliipinan,  2G  February,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14    St'iJltmber,    1855.      Lieutenant,   15  September,   1855.      Resigned   22  July 
1S59. 
McConib,  Andrew. 

Lieutenant,  23  April,  1799.     Discharged  21  November,  1800. 
9IeCoiiib,  M'illiani. 

Acting  Tliird  Assistant  Engineer,  14  September,  18G3.     Honorably  discharged 
14  August,  1865. 
MoConiinick,  James. 

24  December,  1831.     Midshipman,  15  June,  1837.     Lieutenant.  8  September.  1S41. 
Resigned  l(j  September,  1850. 
McCone,  Alexander. 

Boatswain,  18  December,  1870. 
McConnell,  Arebibald  £. 

Acting  Third  Assistant  Engineer,  28  September,  1861.     Resigned  10  December, 
1861.     Acting  Third  Assistant  Engineer,  19  September,   1862.     Acting  Second 
Assistant  Engineer,  5  August,  1863.     Acting  First  Assistant  Engineer,  6  March, 
1865.     Honorably  discharged  23  September,  1865. 
McConnell,  Cbarles  J. 

Third  Assistant  Engineer,  29  October,  1861. .  Second  Assistant  Engineer,  3  August, 
1863.     Firet  Assistant  Engineer,  11  October,  1866.     In  service. 
McConnell,  George  £. 

Mate,  27  August,  1861.     Acting  Ensign,  30  August,  1862.    Acting  Master,  18  March, 

1865.  Honorably  discharged  5  June,  1868. 
McConnell,  Henry. 

Third  Assistant  Engineer,  5  November,  1861.     Resigned  6  February,  1868. 
McConnell.  James. 

Mate,  3  February,  1863.     Deserted  5  May,  1863. 
McConnell,  James  H. 

Acting  Third  Assistant  Engineer,  24  September,  1862.     Honorably  discharged 
19  August,  1865. 
McConnell,  Robert. 

Midshipman,  29  March,  1800.     Last  appearance  on  Records  of  Navy  Dejjartraent, 
22  May,  IsijO. 
McConnell.  Rnfns  S. 

Acting  Assistant  Paymaster,  27  December,  1864.     Assistant  Paymaster,  23  July, 

1866.  Passed  Assistant  Paymaster,  27  November,  1866.     Paymaster,  1     Janu- 
ary, 1875. 

McConnell.  IVilliam. 

Master,    2   Nnveiuber,   1812.     Last  appearance  on  Records  of  Navy  Department, 
1815.     St.  Mury"s,  Georgia, 
McCool,  Daniel  M. 

Mate,  IS  June,  1863.     Resigned  22  December,  1864. 
McCook,  J.  J. 

Midshipman,  27  January,  1841.     Died  30  March,  1842. 
McCook,  Roderick  S. 

Acting  Midshipman,  21  September,  1854.    Midshipman,  9  June,  1859.    Lieutenant, 
31   August,   1861.     Lieutenant-Commanner,  25  December,  1865.     Commander, 
25  September,  1873. 
McCord,  Clinton  F.  A. 

Mate,    11    June,    18C)3.      Acting  Ensign,  25  May,   1865.      I'lonorably   discharged 
30  November,  1865. 
McCord,  Frank  M. 

Mate,  24  November,  1863.     Honorably  discharged  16  December,  1865. 
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McCorkle,  David  P. 

Midshipman,  21  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 
14   September,    1855.      Lieutenant,  15   September,  1855.      Dismissed  17  May, 
1861. 
McCormack,  Emniett. 

Midshipman,  17  April,  1862.     Graduated,  June,  1866.     Ensign,  12  March,  1868. 
Master,  26  March,  1869.      Lieutenant.  21   March,  1870.      Died   12   September, 
1873. 
McCormick,  Alexander  H. 

Acting  Midshipman,  21    September,  1859.      Ensign,  22  December,   18G2.     Lieu 
tenant,  22  February,  1864.    Lieutenant-Commander,  25  July,  1866.    Commander, 
30  September,  1876. 
McCormiok,  Christopher. 

Acting  Third  Assistant  Engineer,  11  April,  1863.    Honorably  discharged  29  March, 
1866. 
McCormick,  Daniel,  Jr. 

Assistant    Surgeon,    1    August,   1800.      Resigned   10   January,   1802.      Surgeon, 
16  January,  1809.     Last  appearance  on  Records  of  Navy  Department,  26  March, 
1811.     Dead. 
McCormick,  Frederick. 

Midshipman,  25  September,  1860.     Graduated  June,  1866.     Ensign,  12  Jlarcli, 
1868.     Died  25  July,  1868. 
McCormick,  James  A. 

Acting  Second  Assistant  Engineer,  9  June,  1863.     Honorably  discharged  5  Sep- 
tember, 1865. 
McCormick^  John. 

Mate,  13  February,  1863.     Died  at  New  Orleans  31  August,  1867. 
McCormick,  John  R. 

Acting  Second  Assistant  Engineer,  17  November,  1862.     Appointment  revoked 
(Sick,)  16  February,  1863. 
McCormick,  Samuel. 

Acting  Ensign,  30  August,  1862.     Dismissed  27  May,  1863. 
McCormick,  1%'illiam  H. 

Acting  Ensign,  28  October,  1863.     Honorabty  discharged  16  November,  1865. 
McConrt,  John. 

Acting  Third  Assistant  Engineer,  18  October,  1861.     Acting  Second  Assistant 
Eng.ineer,  18  October,  1863.     Acting  First  Assistant  Engineer,  30  September, 
1864.     Honorably  discharged  8  October,  1865. 
McCoy,  Cornelius. 

Acting  Second  Assistant  Engineer,  13  August,  1860.    Appointment  revoked  (Sick,) 
5  December,  1863. 
McCoy,  James  S. 

Mate,  25  August,  1864.     Resigned  20  April,  1865. 
McCoy,  William  H. 

Acting  Third  Assistant  Engineer,  13  August,  1864.     Honorably  discharged  1  No- 
vem^bcr,  1865. 
McCrackin,  Alexander. 

Midshipman.  27  July,  1866.     Graduated  7  June,  1870.     Ensign,  13  July,  1871. 
Master,  25  September,  1873.     Lieutenant,  13  January,  1879. 
McCracken,  V. 

Midshipman,  1  May,  1827.     Resigned  16  June,  1833. 
McCracken,  William  W. 

Mate,  f  September,  1864.     Honorably  discharged  2  August,  1865. 
McCray,  Stuart  B. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Resigned  29  January,  1863. 
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McCrea,  Edward  P. 

Midshipman.     Passed  Midshipman,  12  June,  1855.     blaster,  16  September,  1855. 
Lieutenant,  24  January,  1857.     Lieutenant-Commander,   10  July,   1SC2.     Com- 
mander, 27  May,  1868.     Captain.  23  January,  1880. 
McCrea,  Henry. 

Midsliipm.in,  24  Julv,  18GG.     Graduated   0  June,  1871.     Ensign,  14  July,  1872. 
Master,  10  June,  1876. 
McCreary,  James  A. 

Mate,  21  December,  1803.     Acting  Ensign,  7  August,  1805.     Honorably  discharged 
4  November,  1805. 
McCreary,  Thomas. 

Act.ng  Third  Assistant  Engineer,  22  August,  1804.     Resigned  8  March,  18G5. 
McCreary,  William. 

Mate,  29  May,  1802.     Resigned  13  May,  1865. 
McCreery,  George  M. 

Midshipman,  1   November,  1827.     Passed  !Midshipman,  10  June,  1833.     Lieuten- 
ant, 3  ]\Iarch,  1839.     Lost  in  the  "Orampus,"  March,  1843. 
McCreery,  Stephen  A. 

Assistant  Surgeon,  20  June,  1838.    Surgeon,  22  November,  1852.    Lost  in  ^'Albany," 
28  September,  1854. 
McCreery,  James  M. 

Mate,  0  February,  1870.     Appointment  revoked  (Sick,)  13  May,  1870. 
McCrolian,  W.  A. 

Midshipman,  2  March,  1838.     Dismissed  5  December,  1840. 
McChHocIi,  G.  B. 

Master,  27  July,  1813.     Lieutenant,  9  December,  1814.     Died  31  December.  1827. 
McCnllongli,  Alexander. 

Master,  date  not  known.     Killed  in  action  24  August,  1814. 
McCurdy,  John  N. 

Acting  First  Assistant  Engineer,   1    November,    1802.      Honorably   discharged 
8  October,  1865. 
McCurley,  Felix. 

Acting  Master.  13  November,  1801.     Acting  Volunteer  Lieutenant,  9  November, 
1804.     Master,  12  March,  1808.     Lieutenant,  18  December,   1808.     Lieutenant- 
Commander,  2  March,  1870. 
McCntclien,  Samuel. 

Lieutenant,  14  November,  1799.     Discharged  15  April,  1801,  under  Peace  Estab- 
lishment Act. 
McCntohen,  S.  D. 

Midshipman,  10  October.  1831.     Resigned  25  June,  1832. 
McCntcheon,  John  F. 

Acting   Second   Assistant  Engineer,   30   October,    1801.     Appointment  revoked 
13  December,  1801.     Acting  First  Assistant  Engineer,  22  May,  1802.     Acting 
Chief  Engineer,  19  January,  1803.     Honorably  discharged  15  April,  1866. 
McDaniel,  Charles  A. 

Acting  Assistant  Paymaster,  19  January.  1805.     Mustered  out  10  August,  1865. 
Passed  Assistant  Paymaster,  23  July,  1866.     Paymaster,  3  September,  1871. 
McDearmifl,  Donald. 

Mate,  11  March,  1802.     Dismissed  5  June,  1862. 
McDermot,  David  A. 

Midshipman,  8  November,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
1    March,   1855.     Lieutenant,   14    September,    1855.      Lieutenant- Commander, 
10  July,  1802.     Killed  in  action  18  April,  1803. 
McDerniotC.  Dennis  A. 

Acting  Third  Assistant  Engineer,  5  October,  1864.    Honorably  discharged  4  April, 
1808. 
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BIcDermott,  George  B. 

Acting  Third  Assistant   Engineer,  31    Decembei-,   1802.     Honorably  dischartred 
28  October,  1867.  ° 

McDerniott,  Sainnel. 

Acting  Third  Assistant  Engineer,  1801.     Resigned  13  February,  18G3. 
McDerjiiojl,  IVilliani. 

Acting  Ensign,  14  November,  1802.     Dismissed  5  JIarch,  1803. 
McDei'inott,  IVilliani  C. 

Mate,  35  April,  1863.     Acting  Ensign,  27  June,   1803.     Dismissed  20  Fclnuarv 
1864.  / 

McDcTitt,  John. 

Carpenter,  5  June,  1848.     Died  15  April,  1849. 
McDonald,  Alexander. 

Acting   Second  Assistant  Engineer,  28  December,  1803.     Honorably  discliar"cd 
8  August,  1865. 
McDonald,  Charles  M. 

Assistant  Paymaster,  3  March,  1879. 
McDonald,  Colin. 

Midsliipman,  34  July,  1800.     Graduated,  7  June,  1870.     Ensign,  13  July.  1872. 
Dropped  31  January,  1877. 
McDonald,  Darid. 

Acting  Tliird   Assistant   Engineer,  33   February,    1804.     Honorably   discharged 
1  September,  1805. 
McDonald,  Edward  'S. 

Acting  Ensign,  4  October,  1864.     Honorably  discharged  13  July,  1865. 
McDonald,  Edward  S. 

Mate,  20  April,  1804.     Honorably  discharged  13  December,  1805. 
McDonald,  Edwin  A. 

Gunner,  39  July,  1861. 
McDonald,  James. 

Acting  Second  Assistant  Engineer,   19  December,  1802.     Resigned  8  December 
180iB. 
McDonald,  James. 

M-dte,   8   January,  1862.    Acting   Master,  23   May,    1863.     Honorably  discharged 
20  April,  1807. 
McDonald,  James. 

Mate,  14  April,  1863.     Resigned  30  May,  1863. 
McDonald,  James  P. 

Acting  Chief  Engineer,  1  October,  1863.     Died  9  January,  1803. 
McDonald,  J.  E. 

Master,  21  July,  1814.     Midshipman,  17  November,  1814.     Lieutenant,  5  March, 
1817.     Last  appearance  on  Records  of  Navy  Department,  14  July,  1818.     Dead. 
McDonald,  John  A. 

Gunner,  13  November,  1801. 
McDonald,  John  H. 

Acting  Tliird  Assistant  Engineer,  13  December,  1804.     Resigned  14  June,  1805. 
McDonald,  Joseph. 

Acting  Ensign,  14  July,   1803.      Honorably   discharged    13   Jmic,  1807.      Mate, 
2  ]\]arch,  1870.     Boatswain,  11  February,  1871. 
McDonald,  liCvi. 

ActingThird  Assistant  Engineer,  15  September,  1801.    Resigned  15  Feljruary,  1802. 
McDonald,  Robert. 

Boatswain,  25  July,   1857.     Wariant  cancelled,  24   Jlarch,   1805.     Boatswain.  23 
May,  1808.     Died  15  April,  1872. 
McDonald,  R.  D. 

Midshipman,  17  December,  1831.     Resigned  26  December,  1834 
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ncDonald,  Thomas  H. 

Mate,  23   December,  18G2.     Acting  Ensign,  2   February,  18G5.     Honorably  dis- 
charged 9  December,  18G5. 
McDonald,  William  II. 

Assistant  Surgeon,  23  Ajjril,  1871.     Resigned  22  Marcli.  1873. 
McDonnell,  James. 

Carpenter,  21  October,  1840.     Retired  list,  10  June,  187S. 
McDonnell,  Jobn  C 

Cadet  Midshipman,  30  September,  1874.     Graduated  4  June,  1880. 
McDonough,  Charles  S. 

Midshipman,  8  April,  1835.     Passed  Midshipman,  22  June,  1841.     Master,  12 
August,  1847.     Lieutenant,  16  May,  18-18.      Retired   14  April,  1862.     Captain 
on  Retired  list,  4  April,  18G7.     Died  30  November,  18T1. 
9IcDonongh,  James  T. 

MidshiiJinan,  1   April,  1826.     Passed  Midshipman,  28  April,  1S32.     Lieutenanf, 
8  March,  1837.     Dropped  13  September,  1855. 
McDonongh,  J.  M. 

Midshipman,  16  March,  1798.     Last  appearance  on  Records  of  Navy  Department. 
McDonough,  John. 

Mate,  6  January,  1863.     Honorably  discharged  2  December,  1865. 
McDonough,  Thomas. 

Third  Assistant  Engineer,  27  March,  1843.     Resigned  4  November,  1844. 
McDongal,  Charles  J. 

Acting  Midshipman.  26  May,  1852.     Midshipman,  1  October,  1856.     Passed  Mid- 
shipman, 29  April,  1859.     Master,  5  September,  1859.     Lieutenant,  2i>  January, 
1861.     Lieutenant-Commander,  16  November,  1862.     Commander,  19  Januarv, 
1871. 
McDongal,  David. 

Midshipman,  1   April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
25  February,  1841.     Commander,  24  January,  1857.     Captain,  2  March,  1864. 
Commodore,  12  June,  1869.     Retired  list,  27  December,  1871.     Rear-Admiral, 
Retired  list,  24  August,  1873. 
McDongal,  L.eon. 

Midshipman,  13  JIarch,  1889.     Resigned  27  July,  1846. 
McDongal,  P.  D. 

Mate,  1  October,  1861.     Acting  Master,  24  March,  1862.     Resigned   18  August. 
18G2.     Acting  Ensign,  9  October,  18G2.     Resigned  5  August,  1803. 
.  McDougall,  Angus. 

Acting   Third   Assistant  Engineer,   17   April,   1863.      Acting   Second   Assistant 
Engineer,  17  August,  1864.     Honorably  discharged  11  September,  1865. 
McDowell,  Charles  A. 

Acting  Third  Assistant  Engineer,  8  July,  1863.     Died  11  May,  18G4. 

McDuffie,  Jarvis. 

Professor,  6  December,  1838.     Dropped  4  September,  1848. 
McDnnn,  Ezra. 

Mate,  27  November,  1863.     Acting  Ensign,  13  April,  1865.     Honorably  discharged 
20  January,  1866. 
McEIhany,  J. 

Acting  Assistant  Surgeon,  4  December,  1862.     Resigned  31  May,  1865. 
McEllmell,  Thomas  A. 

Acting  Third  Assistant  Engineer,  19  April,  1864.     Acting  Second   Assistant  En 
ginecr  28  March,  1865.     Honorably  discharged  11  September,  1808 
McElmell.  Edward  F. 

Acting  Third  Assistant  Engineer,  29  September,  1863.  Honorably  discharged 
5  April,  ISGfl.  Second  Assistant  Engineer,  7  November.  1871.  Retired  list, 
1  November,  1878. 
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MeEIinell,  Jackson. 

Third  Assistant  Engineer,  2  August,  1855.     Second  Assistant  Engineer,  6  May, 
1859.     First  Assistant  Engineer,  25  March,  1861.     Chief  Engineer,  2  February, 
1862. 
McElinell,  Thomas. 

Mate,  6  December,  1861.     Acting  Ensign,  9  October,   18G2.     Resii;ned   I   .fnnc, 
1863. 
McElroy,  Arcblbald. 

Lieutenant,  11  May,  1798.     Out  of  service  10  May,  1801. 
McElroy,  Daniel  B. 

Acting  Third  Assistant  Engineer,   11    February,  1864.     Acting  Second  Assistant 
Engineer,  13  December,  1864.     Honorably  discharged  18  January,  1866. 
McElroy,  George  Wiglitinan. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  20  June,  1878. 
McElroy,  Horace. 

Midshipman,  25  September,  1863.      Graduated   June,  1868.      Ensign,  19  April, 
1869.     Resigned  28  February,  1870. 
McElroy,  Samnel. 

Third  Assistant  Engineer,  26  February,  1851.     Resigned  20  July,  1852. 
McElroy,  Thomas. 

Gunner,  13  November,  1861.     Warranted,  1  November,  1862.     Resigned  18  Janu 
ary,  1864.     Acting  Master,  19  January,  1864.     Mustered  out  5  March,  1868. 
McEntee,  Manriee  W. 

Mate,  21   October,   1861.     Acting  Ensign,  18  November,  1863.     Acting  Master, 
19  October,  1864.     Honorably  discharged  14  May,  1867. 
McEwan,  Campbell. 

Acting  Third  Assistant  Engineer,  21   September,  1863.     Acting  First  Assistant 
Engineer,  14  March,  1865.     Honorably  discharged  28  November,  1865. 
McEwan,  John. 

Acting  Third  Assistant  Engineer,  23  September,  1802.     Acting  Second  Assistant 
Engineer,  8  February,  1864.     Honorably  discharged  23  September,  1865. 
McEwen,  Henry  D. 

Third  Assistant  Engineer,  1  July,   1861.     Second  Assistant  Engineer,  21  April, 
1863.     First  Assistant  Engineer,  11  October,  1866. 
McEwen,  William  G. 

Acting  Thirtl  Assistant  Engineer,  24  December,  1863.     Third  Assistant  Engineer, 
8  March,  1865.     Second  Assistant  Engineer,   1   January,  1868.      Retired  list, 
24  May,  1875. 
McFadden,  W.  J. 

Mate,  23  November,  1864.     Honorably  discharged  2  June,  1865. 
McFarlan,  Alexander. 

Chaplain,  3  March,  1803.     Died  2  August,  1805. 
McFarland,  Abial. 

Actii.^  Master,  G  December,  1861.     Honorably  discharged  14  September,  1865. 
McFarland,  John. 

Acting  Midshipman, 21  September,  1857.    Midshipman,  1  June,  1801.    Lieutenant, 
1  August,  1662.     Lieutenant-Commander,  25  July,  1866.     Died  22  May,  1874. 
McFarland,  J.  P. 

Midshipman,  8  December,  1837.     Resigned  2  July,  1845. 
McFarland,  Walter. 

Mate.     Appointment  revoked  (Sick,)  21  Feljruary,  1863. 
McFarland,  Walter  Martin. 

Cadet  Engineer,  Naval  Academy,  15  September,  1875.     Graduated  10  June,  1879. 
McFarland,  William  D. 

Acting  Chief  Engineer,  1  October,  1862.     Honorably  discharged   18  November, 
1865. 
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McFate,  John. 

Boatswain,  15  July,  1813.     Died  in  October,  1820. 
McFaiil,  William. 

Acting  Tliird  Assistant   Engineer,  13  Februai?,  1804.     Honorably  discharged 
10  July,  1865.     Acting  Third  Assistant  Engineer,  29  January,  18(i7.     Mustered 
out  5  April,  18G9. 
McFairn,  Jolin. 

Acting  Third  Assistant  Engineer,  0  June,  18G4.     Honorably  discharged  29  Sep- 
tember, 1SG5. 
McGarrity,  Thomas. 

Acting  Third  Assistant  Engineer,  10  March,  18G4.     Honorably  discharged  16  De- 
cember, 1865. 
McGary,  Charles  P. 

Midshipman.  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     blaster, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Resigned  25  April,  ISOl. 
McGean,  J.  R. 

Acting  First  Assistant  Engineer.     Resigned  5  December,  18G2. 
9Ic(>iiiiii!!i,  Edward  F. 

Acting  Third   Assistant    Engineer,    1    February,    1802.      Appointment   revoked 
21  July,  1862. 
SIcGlanlion,  James. 

Midshipman,  28  June,  1804.     Died  19  July,  1813. 
McGIanbon,  Turner. 

Midshipman,  28  June,  1804.     Resigned  16  January,  1808. 
IWcGIatheny,  James. 

Mute,  8  January,  1802.     Appointment  revoked  17  November.  1802.     Mate,  17  Fcii- 
ruary,  1863.     Acting  Ensign,  19  September,  18G3.     Honorably  discharged  28  N'j- 
vemlier,  1SG5. 
SEcGIatheny,  James. 

Acting  Ensign,  19  September,  1803.     Honorably  discharged  28  November.  1805. 

McGlensey,  John  F. 

Acting  Midshipman,  28  September,  1857.     Midshipman,  1  June,  1861.     Lieuten- 
ant, 16  July,  1862.     Lieutenant-Commander,  25  July,  1806.     Commander,  8  Feb- 
ruary, 1875. 
McGlincey,  Francis. 

Mate,  16  May,  1864.     Honorably  discharged  8  February,  1868. 
McGluin,  'n'illiani. 

Acting  Master,  6  December,  1861.     Acting  Volunteer  Lieutenant,  23  December, 
18G4.     Honorably  discharged  21  December,  1S65. 

McGlone,  Thomas. 

Carpenter,  12  May,  1866.     Resigned  17  April,  1867.     Carpenter,  18  May,  1870. 

McGoiish.  Thomas. 

Acting  Third  Assistant  Engineer,  21  March,  1862.     Died  29  September,  1864. 

McGovern,  John. 

Mate,  27  :\Iay,  1803.     Dismissed  10  December,  1864. 
McGovern.  John   B. 

Acting  Second  Assistant  Engineer,  18  March,  1864.    Honorably  discharged  14  Sep- 
temlier,  1865. 
McGovern,  Peter. 

Acting  Gunner,  28  August,  1863.     Dismissed  16  July,  1864. 
McGoiran,  Itarfh. 

Professor  of  Mathematics,  20  June,  1836.     Dismissed  12  April,  1845. 

McGowan.  <»eorge  W. 

Acting  Third  Assistant  Engineer,  1  September,  1863.    Drowned  6  December,  1803. 

McGowan,  James. 

Midshipman,  1  September,  1811.     Lieutenant,  9  Deccmljur,  1814.     Died  19  Feb- 
ruary, 1826. 
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McGowan,  John,  Jr. 

Mate,  8  March,  18G2.     Acting  Master,  8  May,   1862.     Master,  13  March,   18G8. 
Lieutenaut,  18  December,  18G8.     Lieutenaut-Commander,  23  April,  1870. 
McOovraii,  W.  C. 

Assistant  Paymaster,  13  July,  1870.     Passed  Assistant  Paymaster,  16  February, 
1878. 
lIcGown,  G.  !Lonis. 

Mate,  18  June,  1864.     Honorably  discharged  30  March,  1866.     Mate,  3  May,  1867. 
Mustered  out  27  August,  1869. 
McGrath,  Fennel  J. 

Mate.     Resigned  30  May,  1863. 
McGialh,  William  W. 

Acting  Third  Assistant  Engineer,  15  April,  1863.     Acting  Second  Assistant  En- 
gineer, 27  July,  1864.     Resigned  13  May,  18C5. 
McGregor,  Charles. 

Acting  Midshipman,  31  September,  1860.     Ensign,  28  May,  1803.     Master,  10  No 
vember,   1865.     Lieutenant,  25  July,   1866.     Lieutenant-Commander,  13  March, 
1868.     Commander,  5  June,  1878. 
McGregor,  David. 

Midshipman,  11  June,  1799.     Resigned  27  January,  1800. 
McGregor,  James. 

Third  Assistant  Engineer,  33  June,  1863.     Died  32  September,  1863. 
McGnire,  Nicholas  H. 

Acting  Assistant  Surgeon,  10  March,  1865.     Honoraljly  discharged  1   April,  1866. 
McGunnegle,  Wilson. 

Midshipman,  10  December,  1845.     Passed  Midshipman,  10  June,  1853.     Muster. 

15  September,  1855.    Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1863.     Died  3  April,  1863. 
McGunnegle,  William  S. 

Midshipman,  26  September,  1863.     Graduated,  June,  1867.     Ensign,  IS  December, 
1868.    Master,  31  March,  1870.     Lieutenant,  21  March,  1871.     Resigned  8  Octo- 
ber, 1876. 
McGnrren,  B.  J. 

Third  Assistant  Engineer,  21  April,  1863.     Dismissed  26  October,  1863. 
McHatfon,  William. 

Midshipman,  10  July,  1799.     Discharged  14  July,  1801,  under  Peace  Establish- 
ment Act. 
McHenry,  Thomas. 

Assistant  Surgeon,  1  July,  1863.     Died  18  August,  1863. 
Mcllvaine,  Bloomfleld. 

Midshipman,  9  October,  1863.     Graduated  June,  1866.     Ensign,  13  March,  1868. 
Master,  36  March,  1869.     Lieutenant,  21  March,  1870. 
Mcllvaine,  Henry  C 

Third  Assistant  Engineer,  17  February,  1860.     Second  Assistant  Engineer,  0  Janu- 
ary, 1863.     First  Assistant  Engineer,  1  March,  1864.     Resigned  31   June,  1869. 
Mcllvaine,  W'illiam  I>. 

Third   Assistant   Engineer,    16    November,    1861.      Second   Assistant    Engineer, 
25  August,  1863.     Resigned  13  October,  1865. 
Mclnlire,  Charles. 

Master,  11  January,  1815.     Resigned  3  April,  1815. 
Mcintosh,  Alexander. 

Mate,  21  October,  1861.     Acting  Ensign,  29  August,  1863.     Acting  Master,  good 
conduct    on   Iron   Clad  '■' KeoJcaJc"  4  January,  1864.      Honorably  discharged 
22  June,  1808.     Slate,  25  January,  1870. 
Mcintosh,  Charles. 

Boatswain,  14  July,  1851.     Dismissed  30  July,  1851. 
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Mcintosh,  Charles  F. 

Midshipman,  1  November,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
25  February,  1841.     Commander,  2  March,  18j7.     Dismissed  20  April,  1801. 
Mcintosh,  Hampden. 

Midshipman,  26  April,  1708.     Last  appearance  on  Records  of  Navy  Department. 
iticlntosh,  Iloraoe  P. 

Midshipman,  28  ,)une,  18G7.     Graduated  G  June,   1871.     Ensign,  14  July,  1872. 
Master,  27  June,  1875. 
Mcintosh,  James  Mc. 

Midshipman,  1  September,  1811.     Lieutenant,  1  April,  1818.     Commander,  28  Feb- 
ruary, 1838.     Captain,  5  September,  1849.     Died  1  Septembe-.  18U0 
Mcintosh,  John  B. 

Midshipman,  27  April,  1848.     Resigned  24  May,  1850. 
Mcintosh,  John  I.. 

Acting   Third   Assistant    Engineer,    19   October,    18G4.      Honorablv  discharged 
19  October,  1865. 
Mcintosh,  Thomas  T. 

Acting  Third  Assistant  Engineer,  4  January,  18G2.     Acting  Second  Assistant  En- 
gineer, 3  June,  1863.     Honorably  discharged  7  October,  1868. 
Mcintosh,  W.  A. 

Midshipman,  30  November,  1814.     Resigned  29  November,  1817. 
Mcintosh,  William. 

Midshipman,  30  April,  1800.     Lieutenant,  3  May,  1808.     Resigned   9   December, 
1808. 
Mclntyre,  Alfred  F. 

Acting  Ensign,  27  December,  1864.     Appointment  revoked  23  November,  18G5. 
Mclntyre,  Frank  T. 

Acting  Assistant  Paymaster,  4  December,  1862.     Died  on  '' De  Soto,"   13  October, 
1803. 
Mclntyre,  John. 

Third  Assistant  Engineer,  22  July,  18G2.     Second  Assistant  Engineer,  15  February, 
1864.     Died  21  May,  1805. 
Mclntyre,  Sylvanns. 

Third  Assistant  Engineer,  24  August,  1861.     Resigned  19  June,  1865. 
McKay,  Charles  E. 

Acting  Midshipman,  29  September,  1857.     Midshipman,  1   June,  1861.    Acting 
Master,  4  September,  1861.     Lieutenant,  16  July,  1802.     Lieutenant-Commander, 
25  July,  1806.     Retired  list,  25  June,  1869. 
McKay,  Daniel. 

Acting  Ensign,  20  March,  1865.     Ilonorabiy  discharged  14  May,  1867. 
McKay,  Donald  S. 

Mate.     Appointment  revoked  1  Sejitember,  1862. 
McKay,  John. 

Acting  Master,  18  May,  1861.     Dismissed  6  February,  1803. 
McKay,  John  E. 

Third  Assistant  Enginner,  3  Jlay,  1859.     Resigned  7  July,  1860.     Acting  Third 
Assistant   Engineer,   14   August,    1862.      Acting   Second   Assistant   Engineer, 
13  December,  1862.    Acting  First  Assistant  Engineer,  17  May,  1864.    HoHorably 
discharged  13  October,  1808. 
3IcKay,  T.anchlan. 

Carpenter,  10  June,  1836.     Resigned  29  August,  1840. 
McKay,  William  H. 

Mate.     Resigned  24  November,  1862. 
McKay,  William  I.. 

Acting  Third  Assistant  Engineer,  11  October,  1802.    Resigned  23  November,  1864. 
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l^iclCeaii.  F.  B. 

Midshipman,  30  September,  1845.     Resigned  10  May,  1847. 
McKean,  Frederick  G. 

Third  Assistant    Engineer,   19   February,   18G1.       Second   Assistant    Engineer. 
21  April,  1863.     First  Assistant  Engineer,  1  December,  18C4.     Chief  Engineer, 
25  November,  1877. 
^IcKean,  William  D.,  Jr. 

Mate,  23  April,  1863.     Resigned  29  June,  1803.     Mate,  28  September,  1864.     Hon- 
orably discharged  16  September,  1865. 
McKeaii,  William  W. 

Midshipman,  30  November,  1814.     Lieutenant,  13  January,  1835.     Commander, 
8  September,  1841.     Captain,  14  September,  1855.     Retired  list,  27  December, 
1861.    Commodore  on  Retired  list,  16  July,  1862.     Died  23  April,  1865. 
McKee,  Hugh  W. 

Midshipman,  25  September,  1861.  Graduated  June,  1866.  Ensign,  13  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Killed  in  attack 
upon  "  Coi-ea,'"  Japan,  11  Juno,  1871.  , 

McKee,  Samuel. 

Mate,  17  December,  1863.     Honorably  discharged  1  November,  1865. 
McKeel,  John. 

Midshipman,  3  August,  1805.     Dismissed  17  September,  1805. 
McKeen,  James. 

Acting  Carpenter,  27  November,  1863.     Honorably  discharged  5  August,  1865. 
McKeever,  B.  W. 

Mate,  3  September,  1861.     Resigned  30  September,  1863. 
McKeever,  Edwin. 

Mate.     Acting  Ensign  25  May,  1863.     Resigned  18  March,  1865.     Acting  Ensign, 
14  August,  1866.     Resigned  27  June,  1868. 
McKeever,  Isaac. 

Midshipman,   1   December,   1809.     Lieutenant,  9  December,  1814.     Commandc*-, 
37  May,  1830.     Captain,  8  December,  1838.     Died  1  April,  1856. 
McKeige,  E. 

Acting  Master,  36  August,  1861.     Resigned  6  September,  1863. 
McKeithen,  W.  J 

Midshijjman,  3  March,  1841.     Dropped. 
McKell,  James. 

Acting  First  Assistant  Engineer,  17  March,  1863.     Resigned  8  December,  1863. 
SIcKendry,  William. 

Acting  Ensign,   11  Septemljer,  1862.     Acting  Master,  recommendation   of  Com- 
manding OiBcer,  13  June,  1864.     Honorably  discharged  19  August,  1865. 
McKennee,  Ifenry  €i. 

Acting  Ensign,  8  October,  1862.     Acting  Master,  recommendation  of  Commanding 
Officer,  39  April,  1804.     Honorably  discharged  17  November,  1865. 
McKenney,  John. 

Acting  Third  Assistant  Engineer,  5  January,  1864.     Resigned  15  June,  1865. 
McKenney,  William. 

Chaplain,  8  September,  1841.     Died  4  May,  1857. 
McKenny,  W.  E. 

Midshipman,  9  June,  1811.     Lieutenant,  5  March,  1817.     Commander,9  February! 
1837.     Died  24  Augnst,  1839. 
McKensie,  I^ewis. 

Acting  Second  Assistant  Engineer.     Resigned  7  June,  1864. 
IMEcKenzie,  Allen. 

Lieutenant,  2  April,  1799.  Last  appearance  on  Records  of  Navy  Department, 
13  April,  1799. 

31 
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McHenzie.  Dauiel. 

MidsliiiJiiian,  17  December,  1810.     Resigned  It)  October,  1813. 

MoKenzie.  I>avi«l  B.  ,,     ,.    .         . 

Mate.  4  Kovember,  1863.  Acting  Ensign,  11  June,  18G4.  Honorably  discharged 
7  June,  1805. 

McReiiidie,  James  B.  .,,r^. 

Acting  Third  Assistant  Engineer,  18  April,  1803.  Honorably  discharged  14  Octo- 
ber,°1865. 

McKenzie,  Kenneth.  r-  ^  u,-  i 

Midshipman,  3  March,  1799.  Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 

McKenzie,  Robert  C.  „         .     .      „    x     <.,  t.t 

Mate,  4  October,  1802.     Acting  Ensign,  11   March,  1803.     Acting  Master,  21  No- 
vember, 1804.     Resigned  20  May,  1805. 
MeKenzie,  William. 

Midshipman,  30  November,  1814.     Lost  at  Sea  in  1810. 

MeKenzie,  William.  .  .         ,    ^  „.-,,     , 

Acting  Third  Assistant  Engineer,  20  May,  1864.     Appointment  revoked  3  March, 
180.5. 
McKerrall,  William. 

Captain,  (to  command  a  Galley,)  11  September,  1798.  Discharged  4  September, 
1801,  under  Peace  Establishment  Act. 

McKewan.  Dayid  P.  ^.     .      ,  .„   t 

Mate  8  September,  1862.  Acting  Ensign,  29  April,  1803.  Dismissed  18  June, 
1863.     Acting  Ensign,  7  June,  1864.     Honorably  discharged  10  July,  1865. 

McKinley,  Edward. 

Assistant  Surgeon,  8  September,  1841.     Died  2  November,  1841. 

BIcKinley.  Franeis. 

Acting  Third  Assistant  Engineer,  11  July,  1803.     Resigned  28  March.  1865. 

MoKinley,  Isaac  J.  ,,     ,     ,         ,  ,.,  .         ,  lor^ 

Acting  Ensign,  5  September,  1862.     Honorably  discharged  13  August,  1865. 

MeKinley,  John. 

Boatswain,  5  April,  1855.     Died  20  May,  1806. 
Mc-Kinney,  Wilson  R. 

Midshipman,  20  March,  1834.     Passed  Midshipman,  16  July,  1840.     Lieutenant, 
3  March.  1847.     Died  18  August,  1851. 
nicKinsury,  James  1*. 

Midshipman,  1  February,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
9  February  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1863. 
Commodore,  25  July,  1800.  Retired  list,  9  February,  1 869.  Died  11  February, 
1873. 

*  ActTng  Third  Assistant  Engineer,  4  August,  1864.     Resigned  20  April,  1865. 

''*'As"iifa^tsJij-n!^r6'?iay,1829.    Surgeon,  20  Februai7,  1838.    Died  13  May, 

1857. 
BKcKnight,  Johii. 

Midshipman,  20  June,  1806.     Dismissed  3  June,  1808. 

'^^  \"i'mr  Third  Assistant  Engineer,  27  May,  1861.  Acting  Second  Assistant  En- 
gineer, 28  October,  1861.  Acting  First  Assistant  Engineer,  27  Januaiy,  1803. 
Honorably  discharged  25  October,  1865. 

McKnight,  Robert. 

Midshipman,  13  July,  1799.     Resigned  15  July,  ISOO. 

^reKnlsht,  S.  D. 

Midshipman,  21  February,  1809.  Lieutenant,  24  July,  1813.  Last  appearance  on 
Records  of  Navy  Department,  1815.     Lost  at  Sea. 
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]?lcl<aclilaii,  James. 

Midsbijjman,  9  June,  1811.     Last  appearauce  on  Records  of  Navy  Dcpai-tmcnt, 
1S14.     Resigned. 
Mcl/achliu,  P. 

Master,  28  July,  1814.     Last  appearance  on  Records  of  Navy  Department,  1S17. 
Furlouglied. 
McLiauahaii,  S.  Calrin. 

Third  Assistant  Engineer,  17  March,  1863.     Second  Assistant  Engineer,  2.T  July, 
1866.     Resigned  21  June,  18iJ9. 
Mclianaban,  Tenant. 

Midshipman,  12  December,   1839.     Passed  Midshipman,  2  July,  1845.     Killed 
11  February,  1848. 
91cliane,  Allen. 

Midshipman,  J5  April,  1831.     Resigned  26  November,  1838.     Midshipman,  34  May, 
1842.     Passed  Midshipman,  5  August,  1848.     Resigned  6  November,  1852. 
McLane,  Charles  S. 

Gunner,  26  December,  1845.     Killed  by  bursting  of  a  cannon  at  AVashington  Navy 
Yard,  13  November,  1849. 
RIcIiane,  liOnls. 

Midshipman,  5  March,  1835.     Passed  Midshipman,  23  June,  1841.     Lieutenant, 
26  September,  1847.     Resigned  21  January,  1850. 
91cliane,  Liouis. 

Midshipman,  3  May,  1799.     Resigned  10  February,  1802. 
Ulcliane,  William  G. 

Acting  Third  Assistant  Engineer,  3  December,  1861.     Acting  Second  Assistant 
Engineer,  19  December,  1862.     Honorably  discharged  9  April,  1868. 
Mcliaren,  Donald. 

Chaplain,  10  March,  1863. 
llcliarty,  IVilliam  A. 

Acting  Third  Assistant  Engineer,  1   September,  1864.      Honorably   clischaro-ed 
9  March,  1868. 
Ulelianghlin,  Augustus. 

Midshipman,  11  January,  1840.     Passed   Midshipman,   11   July,   1846.     Master, 
1  March,  1855.     Lieutenant,  14  September,  1855.     Resigned  26  April,  1861. 
McLiaughlin,  Daniel. 

Mate,  28  May,  1863.     Dismissed  1  December,  1863. 
Mcliaugtalin,  Edward. 

Chaplain,  19  April,  1836.     Dismissed  3  October,  1829. 
Mcliaughlin,  J.  T. 

Midshipman,  1  December,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant 
28  February,  1838.     Died  6  July,  1847. 
Mcliaugkliu,  Itticliael. 

Acting  Third  Assistant  Engineer,  16  June,  1862.     Acting  Second  Assistant  En- 
gineer, 31  May,  1864.     Honorably  discharged  12  December,  1805. 
Mcliaughlin,  Richard. 

Acting    Third   Assistant   Engineer,   4   February,    1863.      Honorably   discharged 
16  December,  1865. 
llcliaughlin,  R.  K. 

Acting  Third  Assistant  Engineer,  18  March,  1865.     Honorably  discharged  16  De- 
cember, 1865. 
Mclianghlin,  Thomas  J. 

Acting  Ensign,  1  October,  1862.     Resigned  30  May,  1864. 
McL.eau,  Arthur  E. 

Mate,  30  November,  1863.     Resigned  28  February,  1865. 
Mcliean,  Daniel. 

Acting  Assistant  Surgeon,  3  October,  1803.     Honorab.ly  discharged  28  December, 
1865. 
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9IoIiOaii,  David.  ,  ,„  »         .  ^orA 

Acting  Assistant  Surgeon,  31  March,  1864.     Resigned  12  August,  1804. 

lHcL,eaii,  George  W.  ,  „-  tvt      i    icr>- 

Acting  Assistant  Paymaster,  14  December,  1864.     Resigned  2.j  Marcli.  186.,. 

*^  Mtft"'s  Jlate,  27  April,  180.5.     Last  appearance  on  Records  of  Navy  Department. 

^'*  Act^."' First^AssfsL't  Engineer,  19  November,  1863.  Honorably  discharged 
14  October,  18G5. 

''*'' m!.1  "ipman**^""  J  ":  1808.  Graduated  1  June.  1872.  Ensign,  15  July,  1873. 
Master,  25  November,  1877. 

''''Sipma*'n""liept^mber,  1864.  Graduated  June,  1868.  Master.  12  July,  1870. 
Lieutenant,  12  December,  1872. 

''^^  M!d  "ipiI^"*"^J""e,  1872.     Graduated  20  June,  1876.     Ensign,  23  October,  1878. 

''*' AS'F?rs?Sant  Engineer,  14  July,  18C3.  Honorably  discharged  15  April. 
18(56. 

''^^  Art""' F^i^t*Sant  Engineer,  1  October,  1862.  Honorably  discharged  5  De- 
cember,  1865. 

*"  MWshi'pman,  1  January,  1812.     Resigned  13  October,  1824. 

''''M!fe"23^"S'^8GT  Acting  Master,  6  June,  1862.  ^^-^1^1^]/^^;  Hf. 
Ac  ing  Ensign,  5  December,  1SC3.  Appointment  revoked  (bick,)  14  May,  1864. 
ActinI  Ensign,  28  September,  18G4.     Resigned  3  February,  1805. 

''^^  Acting  Ensigu,"V*December,  1863.    Resigned  16  March,  1865. 

''*  ASlSge?n,?Vebruary,  1832.  Surgeon,  23  July,  1841.  Died  1  September, 
1852. 

''*'M!?e^8s';pt'enre"-1862.     Acting  Ensign,  17  December,  1862.     Honorably  dis- 

charged  21  December,  18G8. 

McLiOiid,  Francis.  T^    ,  r- Ar      larr 

Boatswain,  15  September,  18y7.     Died  6  May,  1866. 

^*  Ac'^Sg  ThiSfi'stant  Engineer,  1  October,  1862.     Resigned  24  November,  1862. 

^'^''SS.  ThiKrlSSnt  Engineer,  23  September,  1863.  Acting  Second  Assistant 
Enirinee,-  3  December,  l«i!4.  Acting  First  Assistant  Engineer,  29  June,  IbOo. 
Honorably  discharged  37  March,  1868. 

'**' M^t^T'jS,""  63.     Honorably  discharged  13  May,  1868.     Mate,  20  January, 

1870. 
'"*'SiS?u'?grn%  October,  1859.     Surgeon,  11   October,  1862.     Died  4  July. 

1873. 
"'"Shipman^24'*F!"i«;-  1863.     Graduated  June,  18C8.     Master,  12  July,  1870. 

Lieutenant,  6  January,  1874. 
'"*' M;S'u*NovYm""TG4"*Died  at  New  Orleans,  La.,  15  December,  1804. 
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HcjWillan,  Charles. 

Acting  Second  Assistant  Engineer,  13  August,  1SG3.     Resigned  5  June,  1865. 
McMillan,  James. 

Acting  Assistant  Surgeon,  23  July,  18C-1.     Resigned  24  June,  18C5. 
McMillan,  Roderick. 

Gunner,  1  March,  1800.     Dismissed  25  May,  18G0.     Acting  Ensign,  11   February, 
1865.     Honorably  discharged  19  September,  1865. 
McMulliu,  R.  R. 

Midshipman,   10  May,   1820.      Lieutenant,   17  May,   1828.     Killed   by  accident, 
27  January,  1833. 
McMnrray,  TVilliam  B. 

Mate,  24  January,  1863.     Deserted  19  May,  1863. 
McMnrtrie,  Daniel. 

Assistant  Surgeon,  22  August,  1862.     Surgeon,  29  June,  1873. 
McMnrtrie,  Horace. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  29  October, 
1861.     First  Assistant  Engineer,  20  May,  18B3.     Resigned  28  November,  1865. 
McMnrtrie,  William. 

Purser,  26  May,  1824.     Died  23  March,  1836. 
McXabb,  James. 

Acting    Third    Assistant    Engineer,   23   January,    1864.     Honorably   discharged 
27  September,  1867. 
MclVaboe,  C.  M. 

Mate,  27  May,  1865.     Appointment  revoked  21  February,  1866. 
McNair,  Antoine  R. 

Acting  Midshipman,  23  September,  1856.     Midshipman,  15  June,  1860.     Master, 
19    September,   1861.       Lieutenant,    16   July,   1863.       Lieutenant-Commander, 
25  July,  1866.     Retired  list,  26  October,  1873. 
McNair,  Frederick  V. 

Acting  Midshipman,  21  September,  1853.     Midshipman,  10  June,  1857.     Passed 
Midshipman,  25  June,  1860.     Master,  24  October,   1800.     Lieutenant,  18  April, 
1861.     Lieutenant-Commander,  20  April,  1804.     Commander,  39  January,  1873. 
McNair,  William  G. 

Mate,  7  August,  1863.     Appointment  revoked  (Sick,)  14  May,  1863. 
MclVally,  John. 

Acting  Ensign,  Staff  of  Admiral  Dahlgren,  1  May,  1865.     Honorably  discharged 
39  July,  1805. 
McNally,  William. 

Gunner,  23  December,  1835.     Dismissed  3  January,  1837. 
McNamara,  James  B. 

Third  Assistant  Engineer,  8  December,  1862.     Second  Assistant  Engineer,  8  April, 
1804.     Died  23  June,  1804. 
McNarry,  Isaac  R. 

Third  Assistant  Engineer,  13  May,  1861.     Second  Assistant  Engineer,  19  February, 
1803.     First  Assistant  Engineer,  1  January,  1865.     Chief  Engineer,  14  Decem- 
ber, 1878. 
MclVanglit,  Robert. 

Acting  Third  Assistant  Engineer,  14  March,  1865.     Honorably  discharged  3  De- 
cember, 1865. 
McIVeeley,  J.  S. 

Acting  Assistant  Surgeon.     Resigned  1  Sejjtember,  1863. 
McNeil,  Archibal*!. 

Midshipman,  1  January,  1812.     Lieutenant,  1  April,  1818.     Died  March,  1831. 
McXeil,  B.  P. 

Midshipman,  3  March,  1838.     Resigned  5  November,  1838. 
McNeil,  Daniel. 

Ca])tain,  17  July,  1798.     Discharged  27  October,  1803,  under  Peace  Establishment 
Act. 
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McNeil,  l,ewis  W. 

Acting  Third  Assistant  Engineer,  31  May,  18G4.     Honorably  discharged  14  August, 

lyoo. 
MolVeil,  D.,  Jr. 

Midshipman,  12  January,  1799.     Dismissed  9  May,  1807. 
McNoilly,  W.  T. 

Acting  Ensign,  31  October,  18G2.     Honorably  discharged  4  October,  1SG5. 
McXellis,  Thomas. 

Acting  Third  Assistant  Engineer,  10  June,  1863.     Acting  Second  Assistant  En- 
gineer, 18  October,  1864.     Honorably  discharged  7  August,  1865. 
McNelly,  John. 

Boatswain,  9  Ajjril,  1833.     Drowned  14  July,  1839 
McXier,  John. 

Boatswain,  15  January,  1800.     Warrant  returned. 
McIVier,  Thomas. 

Midshipujan,  9  June,  1811.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Furloughed. 
MclVitt,  James. 

Mate,  23  April,  1863.     Died  11  August,  1863. 
McNutf,  Il'illiam  F. 

Acting  Assistant  Surgeon,  24  December,  1862.     Resigned  23  July,  1864 
McPherson,  fteorge  E. 

Acting  Assistant  Surgeon.     Resigned  26  May,  1865. 
McPherson,  H. 

Master,  1  April,  1814.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Philadelphia. 
McPherson,  John  F. 

Acting  Assistant  Paymaster,  28  January,  1862.     Resigned  5  March,  1862. 
McPherson,  J.  S. 

Midshipman,  20  June,  1806.     Lieutenant,  26  May,  1812.     Commander.  28  March. 
1820.     Died  28  April,  1824. 
McQuatle,  James. 

Acting  Third  Assistant  Engineer,  27  June,  1864.     Appointment  revoked  15  Sep- 
tember, 1865. 
McQiiinn,  Charles  B. 

Acting  Ensign,  6  November,  1863.     Resigned  22  October,  1864. 
McRae,  Archibald. 

Midshipman,  26  January,  1887.     Passed  Midshipman,  29  June,  1843.     Lieutenant, 
25  June,  1850.     Died  17  November,  1855. 
McRea,  John. 

Lieutenant,  10  September,  1798.     Resigned  20  December,  1803. 
McReynolds,  J.  D. 

Assistant  Surgeon,  8  May,  1810.     Surgeon,  2  October,  1811.     Last  appearance  on 
Records  of  Navy  Department,  1822.     Philadeli^hia. 
McRitcbie,  David  G. 

Acting  Master,  29  October,  1861.     Ensign,  13  March,  1868.     Master,  IS  December, 
1868.     Lieutenant,  21  March,  1870. 
McRohcrts,  Jefferson. 

Midshipman,  3  March,  1841.     Dismissed  27  June,  1850. 
McRorie,  I>.  W. 

Midshipman,  1  February,  1814.     Died  20  August,  1822. 
McSeniple,  Alexander. 

Mate,  24  January,  1863.     Resigned  6  Octobei,  1864. 
McSherry,  Henry  F. 

Assistant  Surgeon,  23  June,  1860.     Surgeon,  22  September,  1S03.     Died  1  October, 
1867. 
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McSIierry,  Richard  F. 

Assistant  Surgeon,  22  November,  1843.     Resigned  17  Ajjril,  1856. 
McSweeney,  Edward  B. 

Mate,  14  May,  1804.     Honorably  discharged  5  August,  18G5. 
McTlioiic,  Henry. 

Midsliipman,  18  April,  1848.     Dismissed  15  November,  1853. 
McTurk,  Andrew. 

Acting  Third  Assistant  Engineer,  5  Ajn-il,  1803.     Acting  Second  Assistant  Engi- 
neer, 19  January,  1804.     Honorably  discharged  21  August,  1805. 
McVay,  James. 

Mate,   10  October,  1802.      Acting  Ensign,  25   November,  1803.      Honorably  dis- 
charged 14  June,  1807. 
McVey,  Archibald. 

Acting  Assistant  Paymaster,  6  Januaiy,  1864.     Mustered  out  20  January,  1800. 
McWilliams,  Alexander. 

Assistant  Surgeon,  8  February,  1802.     Resigned  1  April,  1805. 
McWillianis,  Alexander  S. 

Acting  Assistant  Paymaster,  24  August,  1863.     Honorably  discharged  15  October, 
1805. 
McTVilliams,  John. 

Acting  Third  Assistant  Engineer,  3  August,  1863.     Honorably  discharged  30  Sep- 
tember, 1865. 
Meacham,  Jnstin  W. 

Mate,  1  October,  1862.     Resigned  22  September,  1863. 
Meachani,  J.  W. 

Acting  Assistant  Paymaster,  30  March,  1865.     Mustered  out  15  September,  1865. 
Meacham,  Peter. 

Acting  Gunner,  23  April,  1864.     Bismissed  4  October,  1864. 
Slead,  George  li. 

Acting  Assistant  Paymaster,  11   September,  1862.     Passed  Assistant  Paymaster, 
23  July,  1866.     Paymaster,  25  January,  1870.     Died  26  November,  1872. 
Mead,  George  V. 

Mate,  17  January,  1863.     Acting  Ensign,  20  October,  1863.     Honorablv  discharged 
13  September,  1867. 
Mead,  James  W. 

Acting  Third  Assistant  Engineer,  21  July,  1864.     Resigned  18  April,  1865. 
Mead,  Samuel  H.,  Jr. 

Acting  Ensign,  2  September,  1862.     Acting  Master,   19  November,  1804.     Honor- 
ably discharged  23  January,  1800. 
Mead,  Tl'illiam  H. 

Mate,  31  October,  1861.     Resigned  30  March,  1864. 
Mead,  T)  illiam  W. 

Midshipman,  30  December,  1861.    Graduated  September,  1865.    Ensign,  1  Decem- 
ber, 1866.     Master,  12  March,  1808.     Lieutenant,  26  March,  1869. 
Meade,  Cyrns  G. 

Acting  Third  Assistant   Engineer,  15  September,   1864.     Honorably   discharged 
7  August,  1805. 
Meade,  Edward. 

Master,  10  July,  1812.     Dismissed  as  Supernumerary,  6  March,  1813. 
Meade,  Edward. 

Master,  8  July,  1798.     Lieutenant,  29  May,  1799.     Discharged  23  October,   ISOl, 
under  Peace  Establishment  Act. 
Meade,  Henry  M 

Acting   Assistant  Paj'master,   31   January,  1862.     Passed   Assistant   Paymaster, 
33  July,  1806.     Paymaster,  9  April,  1868.     Resigned  23  February,  1872. 
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Meade,  Riotaard  M. 

Midshipman,  2  April,  1804.     Resigned  11  March,  1815. 
Mea<le,  Ric-liard  W. 

Midshipman,  1   April,  1826.     Passed  Midshipman,   14  June,  1834.      Lieutenant 
on  Reserved  list,  20  December,  1H37.     Commander  on  Active  list,  14  September, 
ISof).     Captain  on  Active  list,  Iti  Julv,  1SU2.     Retired  list,  11  December,  ISli". 
Died  10  April,  INTO. 
Meade.  Rieliard  IV..  Jr. 

Midshipman,   2   October,    Is.'jO.     Passed    Midshipman,    20   June,    1856.      Master, 
22  January,  1858.      Lieutenant,   23    January,    1858.      Lieutenant  Commander, 
16  July,  1802.     Commander,  20  September,  18G8.     Captain,  13  March,  ISSO. 
Meader,  Samnel  B. 

Acting  Master,  13  November,  1801.     Honorably  discharged  4  February,  1860. 
Mea<is,  Jamen. 

Carpenter,  27  .January.  1840.     Dismissed  20  April,  1801. 
Mealins,  Stephen. 

Acting   Second   Assistant   Engineer,   26  November,     1861.     Died   20   February, 
1802. 
Meaney,  Charles  li. 

Acting  Ensign,  26  January,  1803.     Honorably  discharged  18  November,  1865. 
Means,  Edward  J. 

Midshipman,  12  October,  1848.     Resigned  19  June,  1854. 
Means,  John  R. 

Mate,  15  December,  1862.     Appointment  revoked  (Sick,)  29  May,  1863. 
Means,  Mark  R. 

Acting  Gunner.     Appointment  revoked  (Sick,)  24  April,  1865. 
Mears,  Henry  R. 

Acting  Assistant  Paymaster,  14  April,  1863.     Mustered  out  II  December,  1865. 
Meeham,  John  T. 

Acting  Third   Assistant  Engineer,  1    June,  1864.     Appointment  revoked   (Sick,) 
29  September,  1804. 
Meekley,  Thomas  W. 

Acting  Assistant  Surgeon,  22  October,  1862.     Resigned  13  May,  1865. 
Mecray,  James,  Jr. 

Acting  Assistant  Surgeon,  5  November,  1862.     Resigned  1  April,  1864. 
Medary.  Jacob. 

l^Iidshipnuui,  25  June,  1808.      Graduated   1   June,  1872.     Resigned  8  November, 
1:^70. 
Bledill,  R.  n. 

Acting  Master,  1  October,  1802.     Dismissed  17  April,  1803. 
Mee,  John. 

Acting 'I'liird  Assistant  Engineer,  28  November,  1862.     Discharged  27  December,. 
1804. 
Meeker,  Cornelius  R. 

Midshipman,  30  September,  1863.      Graduated  June,  1807.     Ensign,  18  December, 
1808.     Master,  21   March,  1870.     Lieutenant,  21  March,  1871'.     Dismissed  19 
October,  1S75. 
Meeker,  Joseph  R. 

Acting  Assistant   Paymaster,  4   November,   1862.      Mustered   out   9  December, 
1805. 
Meeter,  W.  W. 

Acting  Ensign,  24  March,  1804.     Honorably  discharged  21  October,  1805. 
Megathlin,  Anthony  S. 

Acting  Master,  4  November,  1861.     Honorably  discharged  4  November,  1865. 
Megler,  Joseph  Ci. 

Mate,  1   October,  1862.     Acting  Ensign,  7   July,    1803.     Honoralily   discharged 
24  October,  1865. 
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Meigs,  John  B. 

Midshipman,  2  February,  1829.     Dismissed  2-1  Sejitember,  1833. 
Meigs,  Joliii  F. 

Midshipman,  4  October,  1862.     Graduated   June,  1867.     Ensign,    18   Decemlicr, 
18(58.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Meire.  Julius. 

Piofessor,  9  November,  1840.     Dropped  4  September,  1848. 
Melehert,  Albert  J. 

Acting  Ensign,  2  August,  1864.     Honorably  discharged  20  June,  1865. 
Melclior,  L.ewis  M. 

Mate,  9  October,  1807. 
Meldrnni,  Alexander. 

Mate,  5  March,  1862.     Dismissed  22  November,  1802. 
Melisli,  John  G. 

Midshipman,  1  January,  1818.     Dismissed  30  August,  1819. 
Mellach,  Emanuel. 

Acting  Assistant  Paymaster,  18  December,  1801.     Resigned  4   November,  1865. 
Passed  Assistant  Paymaster,  23  July,  1866.     Paymaster,  4  March,  1875.     Died 
21  October,  1878. 
Mellen,  Thomas. 

Sailmaker,  16  February,  1861.     Resigned  28  January,  186.0. 
Mellen,  William. 

Acting  Ensign,  25  November,  1863.     Honorably  discharged  30  Septcnilitr,  1805. 
Mellor,  James  W. 

Acting   Second   Assistant  Engineer,  28   October,  1864.      Honorably   discharged 
27  February,  1866.     Acting  Second  Assistant  Engineer,  10  August,  1866.     Mus- 
tered out  20  January,  1868. 
Melson,  William  U. 

Mate,  1  April,  1862.     Resigned  22  January,  1863. 
MelTille,  Benjamin  8. 

Acting  Master,  18  July,  1861.     Honorably  discharged  1  August,  1868. 
MelTille,  George  W. 

Third  Assistant  Engineer,  29  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     First  Assistant  Engineer,  30  January,  1865. 
MelTille,  Thomas  W. 

Midshipman,  1  February,  1826.     Resigned  3  June,  1884. 
MelTin,  Josiah. 

Master,  17  October,  1812.     Resigned  11  April,  1814. 
Meneh,  Isaao  S. 

Actini,'  Second  Assistant  Engineer,  3  May,  1864.     Resigned  (Sick,)  19  October, 
1804. 
Mendell,  G.  C. 

Acting  Ensign  and  Pilot,  28  October,  1804.     Honorably  discharged  13  May,  1865. 
Mendenhall,  Samuel. 

Acting  Assistant  Surgeon,  20  February,  1864.     Honorably  discharged  25  October, 
1865. 
Menocal,  Anecito  G. 

Civil  Engineer,  15  July,  1874. 
Mentz,  George  M'. 

Midshipman,  26  September,  1806.     Graduated  7  June,  1870.     Ensign,  13  July. 
1872.     Master,  25  January,  1875. 
Menzies,  GnstaTUS  T. 

Midshi;^man,  21  September,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 25  January,  1870.     Resigned  28  December,  1871. 
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Mercer,  John  F. 

Midshipman,!  October,  1828.     Passed  ^Ii<Ishipiu  in,  14   .luue,  1834.     Lieutenant, 
25  February,  1841.     Died  10  February,  1844. 
>Iercer,  John  F. 

Midshipman,  4  June,  1799.     Resigned  18  Septemlier,  1800. 
Mercer,  John  C 

Assistant  Surgeon,  8  February,  1832.     Passed  Assistant  Surgeon,  8  November, 
1836.     Surgeon,  9  December,  18«9.     Resigned  2G  Se])tember,  1840. 
Mercer,  John  D. 

Third  Assistant  Engineer,  IG  February,  1852.     Resigned  8  July,  1856. 
Mercer,  Joseph. 

Third  Assistant  Engineer,  12  August,  1861.     Resigned  1  Jhiy,  1862. 
Mercer,  Liandon. 

Midsliipman,  1  January,  1808.     Killed  in  a  duel  22  December,  1811. 
Mercer,  Robert. 

Midsliipman,  14  November,  1799.     Resigned  30  December,  1800. 
Mercer,  Samuel. 

Midshipman,  4  March,  1815.     Lieutenant,  13  January,  1825.     Commander,  8  Sep- 
tember, 1841.     Captain,  14  September,  1855.     Died  6  March,  1862. 
Mercer,  IVilliani  R. 

Midshipman,  8  December,  1841.     Passed  Midshipman,  22  August,  1849.     Dropped 
13   September,   1855.      Lieutenant,    Active    list,    15    September,    1855.       Re- 
signed 24  January,  1859. 
Merchant,  Clarke. 

Acting  Midshipman,  29  May,  1852.     Midshipman,  10  June,  1857.     Passed  Mid- 
shipman, 25    June,  18G0.      Master,  24  October,  1800.      Lieutenant,  18   April, 
1861.     Commander,  20  December,  18G4.     Resigned  10  August,  18U5. 
Merchant,  Cornelius  M. 

Acting  Master,  25  January,  1862.     Honorably  discharged  19  August,  1865. 
Merchant.  Robert. 

Acting  Ensign,  25  June,  1863.     Resigned  3  May,  1865. 
Merchant,  Saninel. 

Acting  Ensign,  3  May,  1864.     Honorably  discharged  13  August,  1865. 
Mercier,  William  T. 

Third   Assistant   Engineer,  17  January,  1842.      Second  Assistant  Engineer,  10 
July,  1847.    Dismissed  14  August,  1849. 
Meredith,  O.  M. 

Midshipman,  1  October,  1827.     Died  in  1828. 
Meredith,  Henry  C. 

Acting  Assistant  Surgeon,  27  February,  1805.     Honorably  discharged  9  October, 
1865. 
Meredith,  John  R. 

Acting  Third  Assistant  Engineer,  11  August,  1864.     Honoraljlv  discliararcd  3  Octo- 
ber, 1865. 
Meredith,  William  H. 

Acting  Chief  Engineer,  1  October,  1862.     Honorably  discharged  27  May,  1806. 
Meredith,  William  T. 

Assistant  Paymaster,  24  August,   1861.      Paymaster,  20   Jlay,  1862.      Resigned 
13  June,  1806. 
Meriani,  Frank  B. 

Acting  Master,  31  October,  1861.     Resigned  11  October,  1864. 
Merian,  Henry  Walton. 

Third  Assistant  Engineer,  25  August,  1862.     Lost  on  the  "  Weehaickeii,"  6  Decem- 
ber, 1863. 
Merick,  F.  T. 

Midshipman,  9  June,  1811.     Resigned  25  February,  1813 
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Mero,  William. 

Acting  Ensign,  13  May,  1863.     Honorably  discharged  30  SeiJtember,  ISUo. 
Merrell,  Joha  P. 

Midshipman,  20  July,  1803.     Graduated  June,  1807.     Ensign,  IS  December,  18G8. 
Master,  21  March,  1870.     Lieutenant,  21  March,  1871 
Slerriani,  Greenlief  A. 

Midshipman,  24  July,  1806.     Graduated   7  June,   1870.     Ensign,   13  July,  1871. 
Master,  23  October,  1874. 
merrifield,  Charles  E. 

Acting  Assistant  Paymaster,  24  February,  1864.     Mustered  out  1  Marcli,  1800. 
Merrighew ,  James. 

Mate.     Died  at  Pensacola,  Florida,  15  September,  1803. 
Merrihew,  Stephen  E. 

Acting  Ensign,  19  March,  1804.     Dismissed  9  March,  1806. 
Merrill.,  Chester  R. 

Acting  Third  Assistant  Engineer,  11   May,  1804.     Appointment  revoked      May, 
1865. 
Merrill,  Daniel. 

Acting  Ensign,  24  June,  1864.     Honorably  discharged  10  July,  1865. 
Merrill,  George. 

Midshipman,  5  February,  1800.     Lieutenant,  SO  April,  1808.     Died  18  August, 
1822. 
Merrill,  H.  M. 

Acting  Master,  20  February,  1803.     Honorably  discharged  4  October,  1805. 
Merrill,  J.  Amos. 

Acting  Ensign,  29  November,  1862.     Dismissed  11  June,  1804.     Mate,  17  August, 
1864.     Deserted  30  January,  1865. 
Merrill,  John  M. 

ActingMaster,  13  August,  1861.     Dismissed  26  February,  1862. 
Merrill,  I<awson  C. 

Assistant  Paymaster,  29   August,  1861.     Paymaster,  5  September,  1862.      Died 
10  August,  1864. 
Merrill,  Lionville  H. 

Acting  Assistant  Paymaster,  4  June,  1804.     Honorably  discharged   10  August, 
1805. 
Merrill,  Richard. 

Gunner,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
Merrill,  Samuel. 

Mate,  23  September,  1802.    Acting  Ensign,  22  September,  1802.    Dismissed  12  Au- 
gust, 1803.    Acting  Ensign,  24  October,  1803.     Resigned  9  March,  1804. 
Merrill,  Stephen. 

Purser,  4  December,  1799.     Discharged  23  June,  1801,  under  Peace  Establishment 
Act. 
Merrill,  W.  F. 

Master,  19  July,  1812.     Discharged  7  May,  1813. 
Merrill,  William. 

Mate,  3  October,  1803.     Resigned  3  May,  1865. 
Merrinian,  Edgar  C. 

Acting  Midshipman,  21  September,  1857.     Resigned  7  November,  1860.     Acting 
Master,  3  December,  1861.    Acting  Lieutenant,  25  September,  1803.    Lieutenant 
from     0   July,    1802.      Lieutenant-Commander,   25   July,    1866.      Commander, 
12  March,  1875. 
Merriman,  Edward. 

Acting  Second  Assistant  Engineer,  1  October,  1863.  Acting  First  Assistant  Engi- 
neer, 1  December,  1863.  Acting  Chief  Engineer,  1  February,  1803.  Resigned 
1  December,  1804. 
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Merriman,  James  E.  ,  ., ,  t  ,     -.or- 

Mate,  31  March,  1804.     Drowned  from  '' SJiamroct,    1  July,  1800. 

Merriman,  J.  Walter.  ,o^,     ti         i,i     j- 

Mate,  12  December,  1861.     Acting  Ensign,  28  January,  1864.     Honorably  dis- 
charged 4  March,  18GG. 
Merrithew,  William  M. 

Resigned  24  June,  1802. 

Merritt,  Edward  D.  .   ..      c.         ,        ■  *    tir 

Acting  Third  Assistant  Engineer,  18  October,  1861.     Acting  Second  Assistant  En- 
gineer, 10  February,  1804.     Resigned  14  June,  1865. 

Merritt,  L,awsoii  C.  ^      ^  c    *     k     iofo     T>„t;„^ 

Assistant  Paymaster,  29  August,  1861.     Paymaster,  5  September,  1862.     Retired 
3  August,  1803.     Died  10  August,  1864. 

Merritt,  Tbeoron.  .     .  ^       _,  ,      .,n  t 

Acting  Assistant  Paymaoter,  11  September,  1802.     Assistant  Paymaster,  „0  June, 
1804.     Resigned  17  March,  1865. 

^a'cu'kt  En^gn,  15  October,  1862.     Acting  Master,  23  September,  1865.     Ensign, 
12  March,  1808.     Master,  18  December,  1868.     Lieutenant,  21  March,  18(0. 

Merry,  Thomas  H. 

Lieutenant,  21  June,  1799.     Resigned  18  October,  1 .99. 

Merslion,  John  S.  t^        i      ^  -nt       r. 

Assistant  Surgeon,  10  December,  1814.     Last  appearance  on  Records  of  Navy  De- 
partment, 1818.     Furloughed. 

Mertz,  Albert.  ^^^„     „    .        ,-  ,  ,     ic-. 

Midshipman,  27  June,  1867.     Graduated  1  June,  1872.     Ensign,  15  July,  18.3. 
Master,  26  November,  1877. 

MerTine,  William.  .„.„      ^  j      , 

Midshipman,  16   January,  1809.     Lieutenant,  4   February,   1815.      Commander, 
12  June  1834.     Captain,  8  September,  1841.     Retired  list,  21  December,  1861.  1 
Commodore,  Retired  list,  16  July,  1862.     Rear-Admiral,  Retired  list,  25  July. 
1806.     Died  15  September,  1868. 

*Tcthig'  Secoml*Assista'nt  Engineer,  1   September,  1864.     Honorably  discharged 

17  June,  1865. 

Messimcr,  J.  G.  , ,     ,.    ,         ,„  t        lofrr 

Acting  Ensign,  1  March,  1864.     Honorably  discharged  6  June,  1805. 

''^SmfAssSanJE^^in^r',  29  October,  1861.     First  Assistant  Engineer,  28  Sep- 
tember, 1864.     Resigned  16  June,  1865. 

''^Tcn^ng'^ThW   Assistant   Engineer,   6   September,    1864.     Honorably  discharged 
30  September,  1805. 

''^S:  iro"tobe\,T86li'*"Acting   Master,  29   April,  1862.     Dismissed   28  July.j 
1802.  I 

™'*rsrstaTt"urV''o?VVfbr„ary,  1837.     Surgeon,  13  July,  1853.     Medical  Director, 
3  March,  18^71.     Retired  list,  28  June,  1873.  | 

Messett,  James.  .     .     ^  ,,   .     •,  iob.  I 

Mate,  6  June,  1863.     Dismissed  14  April,  1864. 

Metoalf,  Paul.  ^    .       ,  ^  ^        ,  ir-oo 

Assistant  Surgeon,  23  April,  1799.     Resigned  4  August,  1 .  99. 

'^^MatO  Novcmb"'l861.     Acting  Ensign,  11  February,  1864.     Resigned  4  April. 
1865. 
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Metzger,  Charles. 

Acting  Second  Assistant  Engineer,  30  November,  1863.     Honorably  discharo-ed 
17  July,  1865. 
Meyer,  John. 

Acting  Third  Assistant  Engineer,  20  April,  1864.     Resigned  6  August,  1864. 
Meyer,  Stenhen  P. 

Master,  18  November,  1814.     Resigned  10  September,  1825. 
Meyer,  Thies  N. 

Mate,  15  November,   1861.     Acting  Master,  26   March,   1862.      Honorably  dis- 
charged 8  October,  1868. 
Meyers,  John  K. 

Acting  Third  Assistant  Engineer,  33  June,  1863.     Appointment  revoked  (Sick,) 
20  October,  1863. 
Michael,  William  H.  C. 

Mate,  11    June,   1863.     Acting  Ensign,    16   July,    1864.     Honorably   discharecd 
13  Juno,  1866. 
Michel,  lionis. 

Acting   Assistant   Surgeon,   17   May,  1861.     Resigned   24   August,  1861.     Re-ap- 
pointed 4  October,  1861.     Resigned  15  February,  1>565. 
MichelsoM,  Albert  A. 

Midshipman,  28  June,  1869.     Graduated  31   May,  1873.     Ensign,  16  July   1874 
Master,  5  February,  187». 
Michener,  Abram. 

Third    Assistant    Engineer,    28    October,    1863.       Second    Assistant    Engineer, 
15  March,  1864.     Resigned  25  September,  1865. 
Michler,  Ambrose  K. 

Assistant  Paymaster,  31  October,  1877. 
Mickle,  John  I^. 

Mate,   10   February,   1863.     Acting   Ensign,   15  October,  1863.     Honorably  dis- 
charged 13  September,  1867. 
Mickley^  Joseph  P. 

Acting  Third    Assistant    Engineer,    28   March,    1864.      Honorably   discharged 
11  January,  1869.     Second  Assistant  Engineer,  20  March,  1871.     Passed  Assist- 
ant Engineer,  24  February,  1878. 
Micks,  William  G. 

Assistant  Surgeon,  16  Jlay,  1839.     Resigned  18  October,  1833. 
Middleton,  Edward. 

Midshipman,   1   July,   1838.     Passed   Midshipman,  14  June,   1834.     Lieutenant, 
25  February,  1841.     Commander,  14  September,  1855.     Captain,  24  April,  1S63. 
Commodore,   26   November,   1868.     Retired   list,   11   December,   1872.      Rear- 
Admiral,  Retired  list,  15  August,  1876. 
Middleton,  Electus. 

Sailmaker,  15  July,  1841.     Died  3  February,  1857. 
Middleton,  Frank. 

Mate,  IG  March,  1863.     Acting  Ensign,  18  June,  1864.     Resigned  5  June,  1865. 
Middleton,  George  W. 

Acting  Carpenter,  23  May,  1863.     Honorably  discharged  10  November,  1865. 
Middleton,  John. 

Midshipman,  1  November,  1827.     Died  12  April,  1833. 
Middleton,  John  M. 

Second  Assistant  Engineer,  3  May,  1843.     Disrated  to  Third  Assistant  Esgineer, 
38  July,  1S45.     Second  Assistant  Engineer,  10  July,  1847.     Dismissed  5  Octo- 
ber, 1849. 
Middleton,  John  M. 

Acting   Second    Assistant    Engineer,   9   January,    1864.      Honorably   discharged 
1  December,  ISIjS. 
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]VIid<lloton,  JoHopli. 

31astL-r,  ;il  July,  1S12.     Disclmrgul  luukr  Act,  27  February,  1815. 
Sliddloton,  !9Io»4eH. 

Musttr,  18  June,  1812.     Discharged  :!  May,  1818. 
Middlolon,  O.  II. 

Midshipman,  1  January,  1817.     Resigned  30  June,  1823. 
lliddleton,  Robert  J. 

Acting  Second  Assistant  Engineer,  3  November,  1864.     Honorably  discharged 
2.5  September,  1S0.5. 
Middleton,  Thomas  K. 

Mate.     Appointment  revoked  (Sick,)  29  January,  1862. 
fidget,  B.  F. 

Acting  Ensign  and  Pilot,  13  April,  1865.     Resigned  29  March,  1866. 
]tlidlaiii,  8aninel  C 

Acting   First   Assistant   Engineer,   13  December,   1802.      Honoralily    discharged 
2.5  September,  1865. 
:ilidlani,  SylTester  W. 

Acting  Third  Assistant  Engineer,  20  January.  1803.      Acting  Second  Assistant 
Engineer,  9  September,  1804.     Honorably  discharged  15  October,  1805. 
Miesbang.  Xicholas. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Died  from  ■wounds  on  '•lied 
Jiorer."  31  January.  1863. 
llifilen,  Henry. 

Midshipman.  1  December,  1824.     Resigned  22  April,  1831. 
Mil  by,  Robert. 

Acting  Second  Assistant  Engineer,  5  August,  1804.    Honorably  discharged  21  Oc- 
tober, 1865. 
Miles,  Ashton. 

Assistant  Surgeon,  8  March,  1847.      Passed  Assistant  Surgeon,  22  April,  1854. 
Dismissed  1  December,  1858. 
Miles,  Charles,  Jr. 

Midshipman,  24  June,  1799.     Resigned  21  May,  1804. 
Miles,  Charles  R. 

Miclshipman,  27  June,  1868.     Graduated  1   June,  1872.     Ensign,   l5  July,   1873. 
Master,  2o  February,  1878. 
Miles,  John  li. 

Acting  Second  Assistant  Engineer,  !?2  April,  1863.     Discharged  29  May,  1864. 
Miles,  Orlando  W. 

Mate,  18  May,  1864.     Resigned  26  May,  1865. 
Miles,  Tt'illiam  B. 

Mate,  9  January,  1862.     Resigned  11  April,  1865. 
Milk.  liewis. 

Mute,  13  May,  1$63.     Resigned  8  May,  1865. 
Millaril,  Saninel  G. 

Mate,  10  February,  1870.     Appointment  revoked  3  October,  1871. 
Miller,  Archibald. 

Acting  Second  Assistant  Engineer,  5  June,  1863.     Resigned  9  October,  iSGS. 
Miller.  B.  W. 

Midshipman,  8  March,  1814.     Resigned  29  September,  1814. 
Miller,  Charles. 

Acting  Ensign,  15  October,  1864.     Honorably  discharged  25  Juh',  1805. 
Miller,  Charles. 

Boatswain,  13  June,  1861.     Resigned  23  May,  1868.     Re-appointed  from  13  June, 
1861. 
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Miller,  Charles. 

Boatswain,  21  September,  1860. 

''^"hi'te,  1  Octo bef,  1862.  Acting  Ensign,  1  August,  1863.  Acting  Master,  18  May, 
1804.     Honorably  discliarged  27  September,  1865. 

''^"tti'ng  s"cond  Assistant  Engineer,  6  August,  1864.  Honorably  discharged 
7  October,  1865. 

''*"fate  S'Vurch,  18*62.  Acting  Ensign,  12  February,  1864.  Master,  12  March, 
18(18.  Lieutenant,  18  December,  1868.  Lieutenant-Commander,  10  June,  1870. 
Died  7  November,  1874. 

'^'^Mate  Ti  Se^Dtember,  1861.  Acting  Ensign,  24  April,  1863.  Acting  Master, 
17  January,  1865.  Ensign,  12  Marcli,  1868.  Master,  18  December,  1868.  Lieu- 
tenant, 21  Marcli,  1870. 

"'"^thig  .rs'si'stant  Paymaster,  19  October,  1861.     Mustered  out  27  February,  1866. 
Miller,  Frederick. 
Mate,  22  May,  1865. 
Miller,  Frederick  C 

Acting  Master,  18  December,  1861.     Honorably  discharged  12  November,  1865. 

Miller,  Frederick  L>. 

Third  Assistant  Engineer,  21  October,  1861.  Second  Assistant  Engineer,  25 
August,  1865.     Resigned  28  May,  1868. 

Miller,  Cieorge. 

Acting  Ensign,  4  October,  1864.     Honorably  discharged  3  August,  1865. 

Miller,  George  C 

Acting  Ensign,  5  September,  1864.     Resigned  13  March,  1865. 

Miller,  GrifTen  F. 

Mate,  22  April,  1863.     Honorably  discharged  4  February,  1866. 

Miller,  Harrison. 

Mate,  23  May,  1863.     Resigned  16  September,  1864. 

Miller,  Henry. 

Acting  Second  Assistant  Engineer,  5  August,  1864.  Honorably  discharged  25 
September,  1865. 

Actin"  Midshipman,  29  May,  1852.  Midshipman,  10  June,  1857.  Passed  Mid- 
shiplnan,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  18  April,  1861. 
Commander,  3  March,  1865. 

Miller.  Henry  W. 

Acting  Second  Assistant  Engineer,  24  July,  1863.     Resigned  23  June,  1865. 

Miller,  Horace  B. 

Mate,  7  February,  1863.     Resigned  13  August,  1863. 

Miller,  Isaac. 

Mate,  5  March,  1863.  Acting  Ensign  and  Pilot,  10  November,  1863.  Honorably 
discharged  1  January,  1866. 

Miller,  Jacob. 

Sailmaker,  28  May,  1798.  Last  appearance  on  Records  of  Navy  Department. 
Suspended. 

Miller,  Jacob  W.  .  ^        , 

Midshipman,  30  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Miller,  James.  _    .  ^ 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Acting  First  Assistant  En- 
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ginccr,  5  March,  1803.     Acting  Chief  Engineer,  25  September,  1863.     Honorably 
discharged  15  Sei)ten)ber,  1S05. 
Miller,  James  A. 

jMidshipnian,  2  April,  1804.     Dismissed  10  February,  1808. 
Miller,  James  A. 

Acting  Second  Assistant  Engineer,   10  December,  1863.     Honorably  discharged 
:J0  October,  1865. 
Miller,  James  F. 

Midshipman,  1   November,  1826.     Passed    Midshipman,  28  April,   1832.     Lieu- 
tenant, 9  February,   1837.     Reserved  list,  13  September,    1855.     Commander, 
Retired  list,  1  July,  1861.     Commodore  on  Reserved  list,  4  April,  It^liT.     Died 
11  July,  ly68. 
Miller,  J.  Dickinson. 

Assistant  Surgeon,  6  December,  1836.     Surgeon,  20  April,  1847.     Medical  Direc- 
tor, 3  March,  1871.     Retired  list,  6  November,  1872. 
Miller,  John  F. 

Mate,  5  May,  1863.     Resigned  3  December,  1862. 
Miller,  James  M. 

Jlidshipman,  24  September,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Miller,  James  M. 

Boatswain,  21  September,  1857.     Dismissed  12  June,  1861. 
Miller,  J.  F. 

Acting  Assistant  Surgeon,  6  December,  1873.     Resigned  5  November,  1875. 
Miller,  John. 

Acting  Second  Assistant  Engineer,  21  November,  1863.     Acting  First  Assistant 
Engineer,  29  April,  1864.     Resigned  (Sick,)  8  February,  1865.     Acting  Second 
Assistant  Engineer,  1  December,  1866.     Mustered  out  9  November,  1869. 
Miller,  Joint. 

Acting   Second   Assistant   Engineer,    1    October,    1862.       Honorably   discharged 
16  September,  1865. 
Miller,  John. 

Boatswain,  16  August,  1838.     Died  26  March,  1851. 
Miller,  John 

Boatswain,  20  July,  1840.     Resigned  22  March,  1842. 
Miller,  John  D. 

Acting  Second  Assistant  Engineer,  10  June,  1864.    Honorably  discharged  12  May, 
1865. 
Miller,  John  M. 

Acting    Second    Assistant    Engineer,    5   August,   1864.     Honorably   discharged 
24  September,  1865. 
Miller,  John  T. 

Acting  Third  Assistant  Engineer,  21  June,  1802.     Resigned  1  March,  1865. 
Miller,  Joseph  B. 

Midshipman,  7  April,  1847.     Died  19  March,  1850. 
Miller,  Joseph  E. 

Carpenter,  10  December,  1853.     Resigned  20  April,  1872. 
Miller,  Joseph  F. 

Acting  Third  Assistant  Engineer,  10  May,  1804.     Honorably  discharged  24  July, 
1865. 
Miller,  Joseph  N. 

Midshipman,  10  June,  1854.     Passed  Midshipman,  23  November,  1856.     Jlaster, 
23  January,  1858.     Lieutenant,  19  February,  1800.     Lieutenant-Commander,  16 
July,  1862.     Commander,  25  January,  1870. 
Miller,  Lncas. 

Midshipman,  1  November,  1828.     Died  3  January,  1830. 
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Miller,  M.  A. 

Acting  Assistant  Surgeon,  11   Ajji-il,   1803.     Honorably  discharged  8  December, 
1865. 
Miller,  Merrill  A. 

Midshipman,  28  November,  1859.     Ensign,  13  October,  1863.     Lieutenant,  33  Feb- 
ruary, 1864.    Lieutenant-Commander  25  July,  1860.    Commander,  25  November, 
1877. 
Miller^  N.  W. 

Assistant  Surgeon,  6  January,  1815.     Resigned  18  May,  1819. 
Miller,  Peter. 

Mate,  8  September,  1863.     Appointment  revoked  (Sick,)  19  October,  1863. 
Miller,  Pliilip. 

Boatswain,  16  September,  1859.     Resigned  19  April,  1800. 
Miller,  Philip. 

Third  Assistant  Engineer,  30  May,  1863.     Second  Assistant  Engineer,  15  Febru- 
ary, 1864.     Dropped  11  January,  1873. 
Miller    Philip  J. 

Boatswain,  4  June,  1856.     Died  14  June,  1875. 
Miller,  Richard  D. 

Midshipman,  10  May,  1830.     Dismissed  6  April,  1829. 
Miller,  Robert. 

Surgeon,  34  May,  1813.     Last  appearance  on  Records  of  Navy  Department.    Dead. 
Miller,  Robert - 

Acting  Third  Assistant   Engineer,   3   November,   1862.      Honorably  discharged 
28  September,  1865.     Acting  Third  Assistant  Engineer,  29  January,  1867.     Re- 
signed 17  August,  1867. 
Miller,  Robert. 

Midshipman,  20  April,  1800.     Discharged  5  June,  1801,  under  Peace  Establish- 
ment Act. 
Miller,  Riitns  X. 

Mate,  28  December,  1863.    Acting  Ensign,  17  October,  1864.    Resigned  9  June,  1865. 
Miller,  Saninel  A. 

Midshipman,  3  January,  1840.     Dismissed  9  February,  1842. 
Miller,  Thomas  J. 

Midshipman,  9  September,  1841.     Resigned  2  February,  1847. 
Miller,  William. 

Master,  23  January,  1815.     Died  19  May,  1847. 
Miller,  William. 

Midshipman,  3  August,  1800.     Dismissed  26  November,  1807. 
Miller,  William  H. 

Acting  Third  Assistant  Engineer,  14  November,  1861.      Resigned  10  February, 
1863.     Acting  First  Assistant  Engineer,  10  July,  1863.     Honorably  discharged 
6  September,  1865. 
Miller,  William  O. 

Acting  Third  Assistant  Engineer,  26  June,  1868.     Dismissed  24  September,  1863. 
Miller,  William  W. 

Midshipman,  15  March,  1799.     Last  appearance  on  Records  of  Navy  Department, 
1  December,  1800. 
Miller,  William  W. 

Third  Assistant  Engineer,  26  August,  1859.     Resigned  5  August,  1861. 
Millett,  Charles. 

Acting  Ensign,  17  June,  1863.     Resigned  (Sick,)  29  April,  1805. 
Millett,  Frank. 

Mate,  31  July,  1863.     Acting  Ensign,  25  December,  1803.     Honorably  discharged 
20  October,  1865. 
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Millett,  William  II. 

Acting  Ensign,  2i  March,  1804.     Honoraljly  aischarged  12  August,  1865. 
Millholiaiid,  Thomas. 

Acting  Tbird  Assistant  Engineer,  21  March,  18G2.     Acting  Second  Assistant  En- 
gineer, 10  July,  18(i3.     Resigned  17  December,  1863. 
Milligan,  Charles  W. 

Acting  Third  Assistant   Engineer,  22   December.  1SG3.     Honorably  discharged 
24  Octolier,  180.5. 
91illi?an,  Frank  J. 

Midshipman,  30  June,  18G9.     Graduated  1  June,  1874.     Ensign,  17  July,  1876. 
Milligan,  James  F. 

Midshipman,  28  July,  1846.     Resigned  4  April,  1850. 
Millignii.  J.  li. 

Midshipman,  30  May,  1816.     Resigned  24  April,  1818. 
Milligan^  Robert. 

Midshipman,  13  March,  1839.     Resigned  8  July,  1846. 
9Iilligan,  Robert  W. 

Third  Assistant  Engineer,  3  August,  1863.     Second  Assistant  Engineer,  25  July, 
18G6.     Passed  Assistant  Engineer,  25  March,  1874. 
Milligan,  William  J. 

Acting  Tliird  Assistant  Engineer,  27  February,  1863.     Acting  Second  Assistant 
Engineer,  17  December,  1863.     Honorably  discharged  4  December,  1865. 
Millegen,  John. 

Midshipman,  21  July,  1863.     Graduated  June,  1869.     Deserted  16  October,  1  SCO. 
Milliken,  Benjamin  F. 

Acting  Master,  30  August,  1861.     Honorably  discharged  11  February,  1866. 
Slilliman,  Anson  B. 

Midshipman,  31  July,  1860.     Graduated  7  June,  1870.     Retired  list,  14  July,  1874. 
Died  26  December,  1874. 
Mills,  George  £. 

Acting  Ensign,  7  September,  1804.     Honorably  discharged  15  September,  1865. 
Mills,  Hiram  R. 

Mate,  0  July,  1804.     Honorably  discharged  27  June,  1865. 
Mills,  James  H. 

Acting  Assistant  Surgeon,  28  March,  1863.     Honorably  discharged  26  September, 
1865. 
Mills,  John. 

Carpenter,  20  July,  1861.     Wholly  retired  6  July,  1880. 
Mills,  John. 

Boatswain,  16  January,  lf>:iS.     Died  26  March,  1851. 
Mills,  John  K. 

Midshipman,  15  January,  1841.     Resigned  7  July,  1841. 
Mills,  Oscar  B. 

Acting  Third  Assistant  Engineer,  31   October,  1862.     Third  Assistant  Engineer. 
16  January,  1863.     Second  Assistant  Engineer,  28  May,  1864.     Retired  20  Octo- 
ber, 1872."  Died  10  August,  1873. 
Mills,  Thomas  B. 

Acting  Midshipman,  31   May,  1852.     Midshipman,  10  June,  1857.     Passed  Mki- 
shipman,  25  June,  1860.     Master,  24  October,  1800.     Resigned  16  January,  1861. 

Mills,  William, 

Actino-  Second  Assistant  Engineer,  1  October,  1862.     Acting  First  Assistant  En- 
gineer, li  February,  1863.     Acting  Chief  Engineer,  12  December,  1863.     Honor- 
ably discharged  2  December,  1865. 
Mills,  William  A. 

Acting  Master,  26  August,  1861.     Honorably  discharged  18  May,  1866. 
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Milne,  Andrew. 

Boatswain,  8  May,  1801. 

Milne,  James, 

Midshipman,  30  June,  1799.     Discharged  12  October,  1  SOI,  under  Peace  Establish- 
ment Act. 
Milnor,  William. 

Assistant  Surgeon,  3  January,  1838.     Died  19  April,  ISbo. 

Mil<«tea<l,  James  W. 

Actinn-  Third  Assistant  Engineer,  26  February,  1862.  Resigned  13  August,  1862. 
Actfno-  Third  Assistant  Engineer,  19  September,  1863.  Acting  Second  Assistant 
Enfj-in"er,  1  February,  1864.     Honorably  discharged  1  June,  1867. 

*  Acting  Assistant  Surgeon,  18  December,  1863.     Honorably  discharged  20  Novem- 
ber, 1865. 

^''"ndVhipma "  30  July,  1866.     Graduated  7  June,   1870.     Ensign,  13  July,  1871. 
Master,  19  November,  1874. 

Milton,  li.  Q,-  C 

Midshipman,  20  June,  1806.     Resigned  10  February,  1808. 

Milton,  Thomas  S. 

Midshipman,  14  May,  1800.     Resigned  12  October,  1800. 

^Icting  Third  Assistant  Engineer,  14  January,  1863.     Resigned  4  April,  1863. 

Minchall,  George. 

Midshipman,  30  July,  1843.     Lost  in  the  '"Ch-amfus"  March,  1843. 

Minehin,  C 

Midshipman,  1  January,  1812.     Resigned  18  June,  1823. 

Miner,  David  C 

Mate  3  December,  1861.     Honorably  discharged  30  November,  1865. 

^"'ctdet  ETigineer,  Navai  Academy,  14  September,  1876.     Graduated   10  June,  1880. 

''^Tcti'ng  Ensign,  7  o'ecember,  1868.     Acting  Master,   15    March,  1865.     Honorably 

discliarged  19  November,  1865. 
Miner,  William  H. 

Acting  Master,  1  October,  1863.     Resigned  26  June,  1863. 

Minett,  Henry.  . 

Midshipman,  8  June,  1872.  Graduated  30  June,  1876.  Ensign,  1  November, 
1879. 

Acting  Third 'Assistant  Engineer,  13  April,  1864.     Resigned  25  April,  1865. 

Minnerly,  Cliarles.  ^    .     ■  *    + 

Acting  Third  Assistant  Engineer,  20  January,  1863.  Acting  Second  Assistant 
Engineer,  19  November,  1863.     Honorably  discharged  8  December,  1865. 

Acting  Assistant  Surgeon,  16  December,  1864.  Honorably  discharged  26  October, 
1865. 

Minor,  George.  ^ .    .        . 

Midshipman,  1   April,   1827.    Passed  Midshipman,   10  June,    1833.     Lieutenant, 
38  February,  1838.      Commander,  14   September,   1855.     Resigned,   23  April, 
1861. 
Minor,  James  M. 

Assistant  Surgeon,  7  March,  1838.     Passed  Assistant  Surgeon,  33  November,  1843. 
Resigned  20  September,  1847. 
Minor,  Robert  D. 

Midsliipman,  25  February,  1841.  Passed  Midshipman,  10  August.  1847.  Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Dismissed  23  April,  1861. 
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9Iinor,  I<ewis  W. 

Assistant  Surgeon,  8   Fcbruarv,  1S32.     Surgeon,  8  September,  1841.     Dismissed 
7  -May,  ISIJI. 
Minton,  John. 

Acting    Third    Assistant    Engineer,   20  August,   1863.      Honorablv   discharged 
31  August,  18C5. 
Mintoyne,  ^'illiam  li. 

Assistant  Naval  Constructor,  5  August,  1809.     Naval  Constructor,  12  March,  187.5. 
Rlintzer,  Frederick  W. 

Acting  Ensign,  24  Way,  18(14.     Honorably  discharged  19  October,  18G8. 
9Iintzer,  ll'iUiam  Angiistiis. 

Third    Assistant    Engineer.    Ki    January,    18G3.       Second    Assistant    Engineer, 
2.5  .July,  1866.     Passed  Assistant  Engineer,  26  September,  1874. 
Minne,  Ciisebins. 

Acting  Third  Assistant  Engineer,  20   September,  1862.     Acting  Second  Assistant 
Engineer,  31  August,  18G4.     Honorably  discharged  14  November,  1865. 
Minzie^i,  James. 

Boatswain.  1  October,  1814.     Resigned  1  December,  1814. 
Itlinzies,  James. 

Boatswain,  0  December,  1819.     Resigned  24  October,  1825. 
Minzies,  James. 

Boatswain,  23  June,  1829.     Resigned  29  August,  1829. 
Mirow,  Henry. 

Mate,  11  July,  1862.     Resigned  20  July,  1864. 
SIlsli,  Simon  C 

Midshipman,  8  January,  1849.     Resigned   25  March,  1856.     Acting  Lieutenant, 
23  September,  1861.     Dismissed  24  December,  1861. 
Missener,  Hillery. 

Third  Assistant  Engineer.   19  February,   1861.     Second  Assistant  Engineer,   16 
January,  1863.     Resigned  7  August,  1868. 
MIsset,  Edward. 

Acting  Third  Assistant  Engineer,  19  March,  1864.     Dismissed  14  December,  1864. 
Missimer,  William  H. 

Acting  Third  Assistant  Engineer,  10  December,  1864.     Honorably  discharged  10 
December,  1867. 
Missroon,  John  61. 

Midshipman,  27  June,  1824.     Passed  Midshipman,  20  February,  1830.     Lieutenant, 
31  December,  1833.     Commander,  14  September,   1855.     Commodore,  16  July, 
1862.     Died  23  October,  1865. 
Mitehell,  Alexander  J. 

Purser,  20  January,  1^.")3.     Died  23  December,  1857. 
Mitchell,  Alexander  J. 

Midshipman,  9  September,  1841.     Resigned  8  December,  1845. 
Mitchell,  Archibald  M. 

Acting  ^Midshipman,  20  September,  1858.     Lieutenant,  1  August,  1862.     Lieu- 
tenant-Commander, 25  July,  1866.     Died  14  September,  1873. 
Mitchell,  A.  n. 

Midshipman,  4  Marsh,   1823.     Last  appearance  on  Records  of  Xavv  Department 
1826.     Dead. 
Mitchell,  AnKnstns. 

Third  Assistant  Engineer,  1  July,  1861.     Resigned  1  May,  1862.     Third  Assistant 
Engineer,  6  October,  1862.     Lost  on  the  "  Weehawken"  6  December,  1863. 
Mitchell,  Benjamin. 

Acting  Ensign,  9  September,  186.^.     Honorably  discharged  31  October,  1865. 
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Mitchell,  B.  Rush. 

Assistant  Surgeon,   2G  April,   1847.     Passed   Assistant  Surgeon,  18  April,  1854. 
Retired  list,  14  May,  1861.     Dead. 
Mitchell,  Charles  E. 

Acting  Master,  25  May,  18G1.     Honorably  discharged  12  Feln-uary,  1866. 
Mitchell,  Charles  E. 

Acting  Assistant  Paymaster,  14  May,  1863.     Mustered  out  14  January,  1868. 
Mitchell,  Charles  F. 

Acting  Master,  18  December,  1861.     Honorably  discharged  18  April,  1866. 
Mitchell,  Charles  M. 

Midshipman,  19  October,  1841.     Resigned  28  January,  1848. 
Mitchell,  Darid. 

Midshipman,  18  June,  1812.     Last  appearance  on  Records   of  Navy  Department, 
1818. 
Mitchell,  F.  J. 

Midshipman,  3  March,  1803.     Lieutenant,  18  February,  1809.     Resigned  27  Novem- 
ber, 1826. 
Mitchell,  George. 

Midshipman,  20  April,  1800.     Left  the  service  10  April,  1805. 
Mitchell,  George  B. 

Acting  Ensign,  10  March,  1804.     Appointment  revoked  19  December,  1864. 
Mitchell,  George  J. 

Midshipman,  29  September,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1808.       Master,   24    March,   1870.      Lieutenant,    21    March,    1871.     Resigned 
8  August,  1874. 
Mitchell,  Henry  A. 

Acting  Assistant  Paymaster,  6  November,  1863.     Honorably  discharged  28  Oc- 
tober, 1865. 
Mitchell,  Henry  W. 

Acting  Assistant  Surgeon,  27  October,  1862.     Honorably  discharged  26  January, 
1866. 
Mitchell,  James. 

Acting  Master,  3  September,  1861.     Appointment  revoked  31  January,  1862. 
MitcheH,  James. 

Acting  Second   Assistant  Engineer,  8  December,  1863.      Honorably  discharged 
10  December,  1865. 
Mitchell,  James. 

Mate,  24  June,  1865.     Resigned  13  July,  1867. 
Mitchell,  Jeremiah. 

Mate,  23  May,  1863.     Acting  Ensign,  27  January,  1864.     Honorably   discharged 
28  August,  1865. 
Mitchell,  John. 

Acting  Third  Assistant  Engineer,  1861.     Resigned  9  April,  1802. 
Mitchell,  John  C 

Third  Assistant  Engineer,  16  February,  1852.     Resigned  28  April,  1853.     Accept- 
ance of  Resignation  revoked  7  May,  1853.     Resigned  16  November,  1854. 
Mitchell,  John  G. 

Midshipman,  3  October,  1850.     Passed   Midshipman,  20   June,  1856.      Master, 
23   January,   1858.      Lieutenant,   23   January,   1858.      Lieutenant-Commander, 
16  July,  1862.     Killed  22  October,  1868. 
Mitchell.  John  K. 

Midshipman,  1  February,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 
23  December,  1835.     Commander,  14  September,  1855.     Dismissed  27  May,  1861. 
Mitchell,  John  R. 

Mate.  23  December,  1862.     Acting  Ensign,  10  July,  1865.     Honorably  discharged 
27  October,  1865 
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Mitchell,  liOsIie. 

Midsbipman,  4  July,  ISOo.     Resigned  20  Jlareli,  1S06. 
Slitcliell,  liiieo. 

Assistant  Surgeon,  24  July,  ISl:!.     Itcsigned  IT  July,  1823. 
Mitoliell,  ATathaniel. 

Midshipman,  1  September,  1811.     Resigned  in  1812. 
9Iitoliell,  Richard. 

Mate,  21  February,  1803.     Resigned  30  May,  1804. 
Mitchell,  Richard. 

Midsliipnian,  22   July,   1804.      Graduated  June,   18G9.      Ensign,  12   July,   1870. 
Master,  19  April,  ia73.     Lieutenant,  1  December,  1877. 
Mitchell,  R.  B. 

Midshipman,  18  May,  1809.     Resigned  27  February,  1811. 
Mitchell,  Robert. 

Midshipman,  1  September,  1811.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Frigate  "  Guerriere." 
Mitchell.  Thomas  B. 

SaiimakL-r,  3  April,  1^07.     Resigned  20  December,  1807. 
Mitchell,  T.  M. 

Acting  First  Assistant  Engineer.  18  July,   1SG4.     Appointment  revoked  (Sick,) 
17  January,  1805. 
Mitchell,  T.  Mason. 

Third  Assistant  Engineer,  10  October,  1801.     Resigned  0  December,  1802. 
Mitchell,  William. 

Sailmaker,  8  April,  1828.     Resigned  17  February,  1830. 
Mitchell.  William. 

Saihnaker,  10  June,  1830.     Dropped. 
Mitchell,  William. 

Midshipman,  19  October,  1841.     Passed  Midshipmiin,  10  August,  1847.     Master, 
4   August,    1855.      Lieutenant,   14   September,    Ib.jj.     Lieutenant-Commander, 
10  July,  1802.     Retired  list,  11  January,  1867.     Commander  on  Retired  list, 
4  April,  1807.     Died  10  July,  1871. 
Mitchell,  William. 

Acting  Master,  16  September,  1861.     Resigned  22  January,  1802. 
Mitchell,  William. 

Acting  Third    Assistant  Engineer,   29   September,   1863.     Died   on    "  .Iri'^ona," 
19  November,  1863. 
Mitchell,  Williann  G. 

Acting  blaster,  2  November,  1861.     Honorably  discharged   4   December,    1865. 
Acting  JIaster,  11  December,  1860.     Mustered  out  10  December,  1867. 
Mitchell,  William  H. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Acting  Second  Assistant  En- 
gineer, 26  February,  1863.     Honorably  discharged  12  December,  1865. 
Mitchell,  William  T. 

Actiug  Ensign,  17  November,  1863.     Honorably  discharged  27  March,  1866. 
Mix,  Elijah. 

Master,   13  June,  1813.     Last  appearance  on  Records  of  Navy  Department.     Fur- 
luughed. 
Mix,  C»eorge  W. 

Assistant  Surgeon,  10  May,  1829.     Resigned  18  October,  1833. 
Mix,  Mervine  P. 

JIastcr,   22   September,    1812.      Lieutenant,    9    December,    1814.      Commander, 
3  March,  1H31.     Died  8  February,  1839. 
Mix.  Thomas  M. 

JlidshiiMiian,  0  January,  1832.     Passed  Midshipman,  23  June,  1838.     Lieutenant, 
30  March,  1844.     Died  24  August,  1849. 
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Mix,  William  B. 

Mate,  16  September,  18G1.     Acting  Ensign,  3  September,  1863.     Honorably  dis- 
charged  16  January,    1866.     Acting   Ensign,   11    December,    1866.     Resigned 
31  December,  1866. 
Mix,  William  M. 

Acting  Third  Assistant  Engineer,  3  August,  1863.      Acting   Second  Assistant 
Engineer,  4  March,  1865.     Honorably  discharged  13  February,  1866. 
Mixer,  Henry  M. 

Acting  Assistant  Surgeon,  1  October,  1863.     Resigned  28  February,  1865. 

Moakler,  Peter. 

Mate,  15  November,  1862.     Discharged  3  August,  18C5. 
Moclcabee,  Joseph  C- 

Acting  Third  Assistant  Engineer,  1   February,  1862.     Acting  Second  Assistant 
Engineer,  13  March,  18G3.     Honorably  discharged  19  September,  1865. 
Moeller,  Bernard  J. 

Midshipman,  1   April,  1837.     Passed  Midshipman,  10  June,  1838.     Lieutenant, 
9  December,  1839.     Reserved  list,  13  September,  1855.     Commander,  Retired 
list,  19  June,  1861.     Captain,  Retired  list,  4  April,  1867.     Died  13  February, 
1873. 
Moflat,  Howard  F. 

Mate,  31  July,  1861.     Acting  Ensign,  21  July,  1863.     Acting  Master,  13  Novem- 
ber, 1864.     Honorably  discharged  1   January,  1869.     Mate,  9  November,  1869. 
Master  on  Retired  list,  24  March,  1873. 
Mofiatt,  £dgar  R. 

Acting  Assistant  Paymaster,  4  November,  1803.    Honorably  discharged  17  Novem- 
ber, 1865. 
MofTett,  Noah  W. 

Third  Assistant  Engineer,  17  December,  1863.     Appointment  revoked  16  Sei)tem- 
ber,  1863. 
Moffett,  William  R. 

Mate,  23  June,  1863.     Honorably  discharged  2G  July,  1865. 
Moffitt,  William  J. 

Acting  Third  Assistant  Engineer,  33    October,  1863.     Reduced   to    Fireman,  16 
July,  1864. 
Mognon,  John. 

Acting  Third  Assistant  Engineer,  30  August,  1863.  Honorably  discharged  20  Oc- 
tober, 1865. 

Moir,  John. 

Acting   Secon      Assistant    Engineer,  39  August,    1864.      Honorably   discharged 
9  July,  1867. 
Moliere,  Henry. 

Master,  1  August,  1813.     Cashiered  14  February,  1818. 

Moliere,  I.ncas. 

Master,  1  August,  1813.  Dismissed  6  March,  1813.  Master,  10  April,  1813.  Last 
appearance  on  Records  of  Navy  Department,  1815.     Philadelphia. 

Mollineanx,  James. 

Acting  Third  Assistant  Engineer,  9  September,  1863.     Resigned  36  May,  1865. 

Moloney,  Daniel. 

Mate,  11  January,  1864.     Honorably  discharged  4  November,  1865. 

Molony    Henry  H. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  16  Janu- 
ary, 1863.  First  Assistant  Engineer,  1  December,  1864.  Lost  at  Sea,  on  the 
merchant  Steamer  "  Atlanta,''^  October,  1865. 

Molony    John. 

Mate,  13  aitjust,  1863.  Acting  Ensign,  15  February,  1864.  Honorably  discharged 
21  September,  1865. 
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Molloy,  William  C. 

Mate.     Resigned  23  May,  18C3. 
MoiiaKlian,  P.  1). 

Acting  Tliird  Assistant  Engineer,  18C1.     Appointment  revoked  2  December,  1861. 
Monalion,  Henry  T. 

Midsliipuvui,  25   July,  18C.5.      Graduated   June,  1869.      Ensign,  12   July,  1870. 
Master,  18  April,  1873.     Lieutenant,  25  November,  1877. 
Slonklioiise,  Howard. 

Acting  Thiicl  Assistant  Engineer,  16  August,  1864.     Honorably  discharged  2  Oc- 
tober, 18G.J. 
Blouroe,  Andrew  F. 

Midsliipman,  3  Marcb,  18-11.     Passed  Midshipman,  10  August,  1847.     Resigned 
14  .July,  18o4. 
Monroe,  James. 

Acting  First  Assistant  Engiaecr,  10  March,  18C4.     Honorably  discharged  26  Feb- 
ruary, 1868. 
Monroe,  William  C. 

Third  Assistant  Engineer,  23  May,  1861.     Second  Assistant  Engineer,  29  October, 
1862.     Dismissed  26  April,  1809.     Dismissal  revoked  and  resignation  accepted 
1  March,  1871. 
Montague,  James  P. 

Mate,  12  January,  1803.     Acting  Ensign,  21   December,  1863.     Honorably  dis- 
charged 27  October,  1865. 
Montague,  William. 

Acting  Ensign  and  Pilot,  8  December,  1864.     Resigned  12  May,  1865. 
Monteith,  W.  li. 

Midshipman,  1  September,  1811.     Lieutenant,  9  December,  1814.     Died  10  Octo- 
ber, 1819. 
Montell,  F.  M. 

Acting   Ensign,  11   December,    1862.     Acting  Master,  recommendation  of  Com- 
manding Officer,  3  May,  1804.     Honorably  discharged  14  November,  1805. 
Montgomery,  A.  M. 

Assistant  Surgeon,  10  July,  1814.     Surgeon,  7  May,  1825.     Died  3  January,  1828. 
Montgomery,  John  B. 

Midshipman,  4  June,  1812.     Lieutenant,  1  April,  1818.     Commander,  9  December, 
1839.     Captain,!)  January,  1853.     Retired  list,  21  December,  1861.     Oonmio- 
dore  on  Retired  list,  10  jiily,  1802.     Rear-Admiral,  Retired  list,  25  July,  1866. 
Died  25  JIarch,  1873. 
Montgomery.  N.  L. 

Midshipman,  17  December,  1810.     Lieutenant.  9  December,  1814.     Died  at  Sea, 
30  July,  1824. 
Montgomery,  Saninel. 

Acting  Second  Assistant  Engineer,  22  October,  1862.     Dismissed  20  Decembei, 
1802. 
Montgomery,  W.  H. 

Midshipman,  21  December,  1837.     Passed  Midshipman,  29  June,  1843.     Drowned 
in  November,  1840. 
Montgomery,  William  J. 

Third  Assistant  Engineer,  23  ALay,  1861.     Second  Assistant  Engineer,  29  October, 
1802.     First  Assistant  Engineer,  25  July,  1860.     Resigned  25  October,  1809. 
Montgomery,  William  S. 

Acting  Second  Assistant  Engineer,  28  February,  1802.     Resigned  5  June,  1803. 
Moody,  William. 

Mate,  4  February,  1802.  Acting  Ensign,  for  cool  ana  gallant  conduct  under  tre 
of  enemy,  22  Juiy,  1804.  Honorably  discharged  ^8  October,  1805.  Acting 
Ensign,  23  June,  1808.    Mustered  out  12  March,  1808. 


GENEKAL   NAVY   REGISTER.  505 

Mooney,  John. 

Midsh'pman,  13  December,  1831.     Passed  Midsli'pman,  15  June,  1837.     Lieuten- 
ant, 8  September,  1841.     Drowned  3  June,  1855. 
Mooney,  John> 

Master,  23  January,  1809.     Last  appearance  on  Records  of  Navy  Department, 
1815.     "Wilmington,  N.  C. 
Mooney,  Thomas. 

Mate.  39  March,  1870.     Appointment  revolted  27  January,  1873. 
Moor,  Henry. 

Midshipman,  1  March,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant,  32 
December,  1835.     Killed  by  explosion  of  boiler  31  March,  1853. 
Moore,  Alfred  F. 

Acting  Second  Assistant  Engineer,  5  March,  18G4.     Appointment  revoked  (Sick,). 
16  July,  18G4. 
Moore,  Andrew  T,. 

Chaplain,  1  July,  1809.     Purser,  17  September,  1811.     Last  appearance  on  Records 
of  Navy  Department. 
Moore,  Andrew  M. 

Assistant  Surgeon,  13  April,  1869. 
Moore,  Austin, 

Acting  Third  Assistant  Engineer,  31  May,  1864.     Honorably  discharged  39  June, 
1865. 
Moore,  Benjamin  D. 

Midshipman,  3  February,  1839.     Resigned  3  January,  1843. 
Moore,  Charles. 

Acting  Ensign,  8  April,  1863.     Honorably  discharged  9  December,  1865. 
Moore,  Charles. 

Midshipman,  5  Februfiry,  1800.     Last  appearance  on  Records  of  Navy  Department, 
25  August,  1802.     Dead. 
Moore,  Charles  B.  T. 

Midshipman,  28  September,  1869.     Graduated  31   May,  1873.     Ensign,  14  July, 
1874. 
Moore,  Charles  D. 

Mate,  13  April,  1864.     Deserted  30  June,  1865. 
Moore,  Charles  F. 

Mate,  18  June,  1863     Acting  Ensign,  1  July,  1864.     Honorably  discharged  5  No- 
vember, 1865. 
Moore,  Charles  P. 

Mate,  2  May,  1862.     Appointment  revoked  24  November,  18C2.     Mate,  4  August, 
1863.     Lost  at  Sea,  "  Bainbridge,"  21  August,  1863. 
Moore,  Cornelins. 

Assistant  Surgeon,  26  May,  1834.     Dismissed  31  November,  1834. 
Moore,  I>elaney  S. 

Midshipman,  18  July,  1814.     Killed  at  Mahone  in  1816. 
Moore,  l<:dward  K. 

Midshipman,    1   October,  1864.     Graduated   June,  1868.     Master,   13   July,  1870. 
Lieutenant,  1  March,  1873. 
Moore,  Fdwin  W. 

Midshipman,  1   January,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 
3  March,  1835.     Resigned  16  July,  1836 
Moore.  Frank  K. 

Acting  Assistant  Paymaster,  24  May,  1802.     Honorably   discharged    15   January, 
1867. 
Moore,  tJeorge  H. 

Acting  Third  Assistant  Engineer,  11  March,  1804.     Acting   Second  Assistant  Ei: 
gineer,  13  June,  1865.     Honorably  discharged  30  November,  1867. 
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noore,  Gilbert  H. 

Mate,  7  .lauuary,  1804.     Killed  in  action,  "  Stockadale,"'  16  May,  1864. 
^loore,  G.  Washington. 

Acting  Assistant  Paymaster,  8  October,  1861.     Dismissed  11  September,  1862. 
Moore,  Henry  T. 

Acting  Volunteer  Lieutenant,  20  August,  1861.     Resigned  14  June,  1863. 
illoore,  Henry  IV. 

Mate,  19  January  1863.     Disnri-  ■  ■!  :U  March,  18C3. 
.Hoore,  Henry  W. 

Acting  Third  Assistant  Engineer,  20  October,  1803.     Acting  Seconfl  Assistant  En- 
gineer, 3  August,  1864.     Honorably  discharged  28  October,  1865. 
9Ioore,  Homer  J. 

Midshipman,  4  July,  1805.     Resigned  0  December,  1810. 
Moore,  James. 

Gunner,  30  June,  1799.    Last  appearance  on  Records  of  Navy  Department,  1  March, 
1808.     Gunner,  1  March,  1808.     Last  appearance  on  Records  of  Navy   Depart- 
ment, 9  Niivember,  1812. 
Moore,  James  D. 

Mate,  25  July,  1863.     Acting   Ensign,    14   August,  1805.     Honorably  discharged 
8  November,  1868. 
Moore,  James  G. 

Acting    Secimd    Assistant    Engineer,   5    August,  1804.      Honorably    discliargtd 
25  Septcmljer,  1865. 
Moore.  James  H. 

Midshipman,  10  February,  1838.     Passed  Midshipman,  20  May,   l.'<44.     Master, 
5  April,  1853.     Lieutenant,  7  January,  1853.     Died  18  October",  1800. 
Moore,  Jolin  H. 

Mate,  25  February,  1SC4.     Honorably  discharged  1  November,  1865. 

Moore,  John  H. 

Midshipman,   29   July,   1805.     Graduated   June,    1869.     Ensign,    12    July.    1870. 
Master,  15  February,  1873.     Lieutenant,  21  September,  1876. 
Moore.  John  M. 

Mate,  9   September,  1863.     Acting  Ensign,  3   November,   1864.     Honorably  dis- 
charged 11  May,  1865. 
Moore,  John  S. 

Acting  First  Assistant  Engineer,  3  September,  1863.     Honorably  discharged  3  Oc- 
tober, 1865. 
Moore,  John  White. 

Third  Assistant  Engineer,  21  May,  1853.     Second  Assistant  Engineer,  25  June, 
1855.    First  Assistant  Engineer,  21  July,  1858.     Chief  Engineer,  5  August,  1861. 

Moore,  J.  W. 

Acting  Assistant  Surgeon,  39  May,  1801.     Resigned  28  November.  1862. 

Moore,  Liemnel  H. 

Acting  Third  Assistant  Engineer,  24  April,  1865.     Honorably  discharged  15  Feb- 
ruary, 1806. 
Moore,  L.ewis  H. 

Acting  Ensign      March,  1805.     Resigned  8  November,  1805. 
Moore.  Nicholas  E. 

Mate,  11  August,  1804.     Resigned  25  April,  1865. 
Moore,  N.  T.   II. 

Assistant  Sutgeon,  13  October,  1840.     Died  25  April,  1843. 
Moore,  Wineiiester  E. 

Acting  Third  Assistant  Engineer,  15  August,  1864.    Honorably  discharced  10  July, 
1865. 
Moore,  Oliver  G. 

Mate,  14  October,  1863.     Dismissed  19  j^Iarcli,  1804. 
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Moore,  Robert.  ^.     .      ,  ,  „         ,       ,  ,., 

Acting  First  Assistant  Engineer,  27  October,  18G3.     Dismissed  1  November,  ].s(,:,. 

Moore    Robert  B. 

Mate,  11  October,  1864.     Resigned  35  May,  1865. 

Moore    Robert  S. 

Purser  13  September,  1841.     Died  3  April,  1845. 

Moore    Rydon  O. 

Midsbipiiuin,  3  February,  1829.     Dismissed  28  February,  1834. 

**  A^*ng 'r'hird   Assistant    Engineer,   24   January,    1865.      Honorably   discharged 
23  September,  1865. 

Moore    Thomas.  ^.    ,  „„  ,         ,  ion- 

Carpenter  4  March,  1806.     Died  27  August,  180*. 

**  AxTing  E^n^^gu,  3*1  December,  1863.     Acting  Master,  14  January,  1864.     IIonoraMy 
discharged  16  November.  1865. 
Moore,  Thomas  M. 

Master,  39  June,  1813.     Resigned  1  November,  1814. 

"**Acti'n<T  s'eco*^"Assistaut  Engineer,   18  October,    1861.     Acting   First   Assistant 
Engineer,  6  November,  1863.     Resigned  39  March,  1865. 

^**Midshb^m"**14  April.  1863.     Graduated  June,  1'866.     Ensign,   13  March,   1838. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

'***M'idshipman,19  August,  1833.     Resigned  8  March,  1833. 
Moore,  William  Stnrtevant. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October, 
1866.  Third  Assistant  Engineer,  2  June,  1868.  Second  Assistant  Engineer, 
2  June,  1869.     Passed  Assistant  Engineer,  11  June,  1876. 

Moore.  William  T. 

Acting  First  Assistant  Engineer,  5  August,  1864.     Dismissed  25  May,  1805. 

Mooreliead,  Joseph. 

Midshipman,  9  November,  1813.  Lieutenant,  13  January,  183o.  Commander, 
8  September,  1841.     Died  11  June,  1854. 

''""lidshtpuan,   ?\pril'    1838.     Passed  Midshipman,    14  June,    1834.     Dismissed 
1.5  February,  1840. 

"■^llritter    not  in  line  of  promotion,   19  May,  1837.     Reserved  list,  14  September, 
1855.'    Died  32  July,  1869. 

''**  AcUn'g  Third  Assistant  Engineer,  14  July,  1863.    Honorably  discharged  26  March, 
1867. 

'** Midshipman"  o'llay,  1820.     Lieutenant,  17  May,  1828.     Resigned  23  September, 

1841. 
""*  A^'thig  En*^ign^l8  June,  1863.     Honorably  discharged  16  August,  1865. 

'***  A^Un'g  Third  ^sista'nt  Engineer,  15  July,  1804.     Honorably  discharged  19  Feb- 
ruary, 1867. 
Morales,  Joseph.  ,       10,0 

Midshipman,  1  January,  1813.     Resigned  m  1818. 

Morales,  Mannel.  ,  ,,  t  ,     101^ 

Midshipman,  1  December   1809.     Dismissed  11  July,  1814. 
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Moran,  Charles. 

JIute,  7  October,  1864.     Honnnibly  discharged  2  October,  1865. 
Moraii,  <JIiarIes. 

Acting  Gunner,  9  December,  186-t.     Honorably  discharged  26  March,  1866. 
Moran,  Charles. 

Gunner,  7  February,  1870.     Died  7  February,  1873. 
Moran,  Charles. 

Gunner,  17  June,  1858.     Dismissed  22  May,  1861. 
Sloran,  £«lward. 

Acting  Tliird  Assistant  Engineer,  28  July,  1864.     Appointment  revoked  25  April, 
1S65. 
Moran,  Edwin, 

Acting  Third  Assistant  Engineer,  22  August,    1863.     Resigned    23    September, 
1863. 
Moran,  James. 

Mate,  23  January,  1865.     Honorably  discharged  1  March,  1868. 
Sloran,  John  91. 

Acting  Third  Assistant  Engineer,  3  March,  1864.     Honorably  discharged  17  Janu- 
ary, 1866. 
Moran,  William. 

Acting  Third  Assistant  Engineer,  20  November,   1862.     Honorably  discharged 
11  November,  1865. 
Morehead,  Joseph  W. 

Acting  Ensign,  24  January,  1863.     Acting  Master,  2  December,  1863.     Honorably 
discharged  12  September,  1865. 
Morelionse,  Alanson  J. 

Mate,  30  January,  1862.     Appointment  revoked  19  February,  1862.     Mate,  20  May, 
1862.     Died  9  April,  1864. 
Moreland,  Henry  G. 

Acting  Second  Assistant  Engineer,  19  September,  1864.     Honorably  discharged 
14  October,  1865. 
Morey,  Benjamin  F. 

Acting  First  Assistant  Engineer,  2  August,  1864.     Dismissed  12  November,  1864. 
Morey,  Frank  C. 

Acting  Third  Assistant  Engineer,  11   July,  1863.     Acting  Second  Assistant  En- 
gineer, 8  March,  1865.     Honorably  discharged  11  November,  1865. 
Hor(;an,  Albert  II. 

Mate,  25  February,  1864.     Appointment  revoked  17  October,  1804. 
Slorgan,  Benjamin. 

Midshipnjan,  2  November,  1835.     Resigned  1  September,  1837. 
Morgan,  Charles  J. 

Acting  Third  Assistant  Engineer,  17  August,  1863.     Appointment  revoked  (Sick.) 
25  November,  1864.     Acting  Third  Assistant  Engineer,  29  January,  1867.     Mus- 
tered out  2  February,  i869. 
Morgan,  Charles  O. 

Acting  Third   Assistant   Engineer,  19   March,    1862.     Acting   Second   Assistant 
Engineer,  17  June,  1863.     Acting  First  Assistant  Engineer,  i4  September,  lS'i4. 
Dismissed  26  January,  1865. 
Morgan,  Charles  W. 

Mate,  23  June,  1^64.     Resigned  27  August,   1864.     Mate,  21   March,  1866.     Dis 
charged  1  February,  1868. 
Morgan,  Charles  IV. 

Midshipman,  1  January,  1808.     Lieutenant,  3  March,  1813.    Commander,  15  April, 
1^*20.     Captain,  21  February,  1831.     Died  5  January,  1853. 
Morgan,  Cyrus  IS. 

Third  Assistant  Engineer,  17  December,  1861.     Resigned  2  Apr'l,  1864. 
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Morgan,  DaTid  B. 

Midshipman,  1  February,  1827.     Resigned  25  March,  1833. 
Morgan,  £dniund. 

Acting  Ensign,  1  October,  1862.     Acting  Master,  3  March,  1864.     Honorably  dis- 
charged 21  September,  1865. 
Morgan,  Edward. 

Acting  Master,  1  October,  1862.     Acting  Volunteer   Lieutenant,  5  xVugust,   1803. 
Honorably  discharged  4  November,  1865. 
Morgan,  George  E. 

Midshipman,  18  February,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
1  Marcli,  1855.     Lieutenant,  14  September,  1855.     Died  6  January,  185G. 
Morgan,  James. 

Gunner,  2  November,  1798.     Last  appearance  on  Records  of  Navy  Department,  11 
December,  1798. 
Morgan,  John  B. 

Acting  Second  Assistant  Engineer,  28  December,  1861.     Dismissed  16  April,  1863. 

Morgan,  Joseph. 

Third  Assistant  Engineer,   16  November,  1861.     Second  Assistant  Engineer,  25 
August,  1863.     Resigned  5  January,  1806. 
Morgan.  Mordecai. 

Assistant  Surgeon,  28  December,  1818.     Surgeon,  10  July,  1824.     Died  22  July, 
1841. 
Morgan,  IVathaniel  S. 

Mate,  16  November,  1861.      Acting  Master,  11  June,  1862.      Acting  Volunteer 
Lieutenant,  5  April,  1805.     Deserted  4  September,  1866. 

Morgan,  Paul. 

Mate,  1  October,  1862.     Acting  Ensign,  10  March,  1864.     Honorably  discharged 
5  August,  1866. 
Morgan,  Peleg  TV. 

Mate,  4  April,  1802.     Acting  Ensign,  1  September,  1863.     Died  14  July,  1805. 
Morgan,  Blcliard. 

Acting  Third  Assistant  Engineer,  10  May,  1864.     Resigned  1  July,  1805 
Morgan,  Thomas. 

Acting  Ensign,  2  May,  1864.     Honorably  discharged  15  July,  1865. 
Morgan,  Tan  B. 

Midshipman,  8  December,  1836.     Passed   Midshipman,  1    July,  1843.     Master, 
25  March,  1849.     Lieutenant,  26  October,  1849      Reserved  list,  13  September, 
1855.     Lieutenant  on  Active  list,  26  October,  1849.     Dismissed  38  June,  1861. 
Morgan,  IVilliani  A. 

Mate,  8  May,  1863.     Acting  Ensign,  2  June,  1803.     Acting  Master,  27  October, 
1864.     Honorably  discharged  4  January,  1806.     Acting  Master,  13  April,  1866. 
Ensign,  13  March,  1868.     Master,  18  December,*  1868.     Lieutenant,  31  March, 
1870. 
Mork,  James. 

Master,  14  July,  1813.     Lieutenant,  37  April,  1816.     Resigned  31  July,  1818. 

Morley,  B. 

Acting  Master,  17  May,  1861.     Resigned  17  October,  1861. 
Morley,  Gideon  M. 

Acting  Second  Assistan*,  Engineer,  6  June,  1864.     Appointment  revoked   (Sick.) 
24  August,  18(i4. 
Morong,  John  C 

Acting  Ensign,  1   April,  1863.     Acting  Master,  1  June,  1864.     Ensign,  12  March, 
1868.     Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 
Morrell,  Henry. 

Midshipman,  30  June,  1869.     Graduated  81  May,  1873.     Ensign,  16  July,  1874. 
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Morroll,  James. 

Sailmuker,  12  July,  1800.     Disciiarged  S  May,  1801. 
Morrell,  Joseph. 

Gunner,  28  March,  1814.     Resigned  31  May,  1815. 
Morrell,  Moses. 

Midsliijjman,  10  January,  1809.     Last  appearance  on  Records  of  Navy  Department, 
1810.     Vrigate,  ^^  President." 
Morrell,  Robert. 

Surgeon,  bl  May,  1810.     Last  appearance  on  Records  of  Navy  Department,  ISl."). 
New  Orleans. 
Morrell,  William. 

Mid.sliipinau,  11  May,  1798.     Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act. 
Morrill,  Ferdinand  O. 

Acting  Ensign,  1  October,  1864.     Honorably  discharged  16  September,  1806. 
Morrill,  Kiehard. 

Gunner,  1  September,  1802.     Killed  by  accident  iu  the  Mediterranean. 
Morrill,  S.  J. 

Master,  7  July,  1813.     Discharged  7  May,  1813. 
Morris,  Benjamin  F. 

Mate,  27  May,  1802.     Resigned  15  December,  1863.     Acting  Ensign,  28  January, 
1864.     Honorably  discharged  27  May,  1800. 
Morris,  Charles. 

Purser,  4  February,  1799.     Discharged  18  November,  1801,  under  '^cace  Establish- 
ment Act. 
Morris,  Charles. 

Mate,  18  September,  1803.     Died  25  September,  1863. 
Morris,  Charles. 

Midshipman,  1   July,  1799.     Lieutenant,  28  January,   1807.     Captain,       March. 
1813.     Died  27  January,  1850. 
Morris,  Charles  Maningault. 

Midshipman,  12  December,  1837.     Passed  Midshipman,  29  June,  1843.     Master, 
26  March,  1851.     Lieutenant,  13  October,  1851.     Resigned  29  January,  1861. 
Morris,  Charles  V. 

Master,  not  in  line  of  promotion,  19  July,  1842.     Reserved  list,  14  September,  1855. 
Morris,  Charles  V. 

Midshipman,  1  January,  1818.     Resigned  20  October,  1827. 
Morris,  Charles  W. 

Midshipman,  12  September,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
25  February,  1841.     Died  of  wounds  received  in  action  1  November,  1846. 
Morris,  David. 

Acting  Third  Assistant  Engineer,  8  September,  1863.     Acting  Second  Assistant 
Engineer,  28  September,  1804.     Honorably  discharged  14  December,  1865. 
Morris,  Francis. 

Acting  Midshipman,  27  September,  1860.      Ensign,  1   October,  1803.      Master, 
10    May,    1800.       Lieutenant,    21    February,   1807.       Lieutenant-Commander, 
12  March,  1808. 
Morris,  Frank  IS. 

Mate,  18  October,  1864.     Resigned  30  May,  1865. 
Morris,  George  1!. 

Midshipman,  14   August,   1846.      Passed  Midshipman,  8  June,   1852.      Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1802.     Commander,  25  July,  1866.     Died  15  August,  1875. 
Morris,  II.  A.  II. 

Midshipman,  1  January,  1817.     Cashiered  22  December,  1827. 
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Morris,  Henry  W. 

Midshipman,  31  August,  1819.     Lieutenant,  17  May,  1838.     Commander,  13  Octo- 
ber,  1849.     Captain,  37  December,  185C.     Commodore,  16   July,    1863.     Uk'd 
14  August,  1863. 
Morris,  Isaac  IV. 

Midshipman,  7  July,  1836.     Passed  Midshipman,  1  July,  1843.     Died  4  January, 
1848. 
Morris,  Isaac  T. 

Acting    Midshipman,    20     September,    1860.      Graduated    June,    1866.       Died 
25  December,  1866. 
Morris,  Jacob. 

Master,  date  not  known.     Resigned  10  December,  1834. 
Morris,  James. 

Acting  Third  Assistant  Engineer,  13  July,  18G4.     Appointment  revoked  5  Jinie, 
1865. 
Morris,  James. 

Carpenter,  28  May,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Morris,  James  Li. 

Midshipman,  9  June,  1811.     Lieutenant,  87  April,  1816.     Resigned  10  Septeml)er, 
1837. 
Morris,  John. 

Boatswain,  38  October,  1838.     Retired  list,  31  December,  1861.     Died  13  January, 
1875. 
Morris,  John. 

Acting  Second  Assistant  Engineer,  6  August,  1864.     Deserted  September,  1864. 
Morris,  Jnlius  R. 

Acting  Assistant  Paymaster,  31   December,  1863.      Resii,nied   (Sick,)  30  March, 
1865. 
Morris,  Miles  H. 

Purser,  3  January,  1858.     Dismissed  1  June,  1861. 
Morris,  Xoadiah. 

Chaplain,  5  July,  1803.     Purser,  10  December,  1803.     Last  appearance  on  Records 
of  Navy  Department,  4  October,  1806.     Dead. 
Morris,  Richard  II. 

Midshipman,   10   May,    1830.      Lieutenant,   17   May,  1838.      Died  5  November, 
1837. 
Morris,  Richard  T. 

Captain,  8  June,  1798.     Dismissed  14  May,  1804. 
Morris,  Robert. 

Acting  Ensign,  3  March,  1864.     Honorably  discharged  19  November,  1865. 
Morris,  Robert  S. 

Midshipman,  38  December,  1837.     Died  18  November,  1839. 
Morris,  Watson. 

Boatswain,  date  not  known.     Discharged  in  1818. 
Morris,  William. 

Mate,  3  November,  1863.     Honorably  discharged  31  June,  1864. 
Morris,  William  Ci. 

Mate,  20  January,  1863.     Acting  Ensign,  3  April,  1863.     Acting  Master,  13  May, 
1863.     Honorably  discharged  14  April,  1868. 
Morris,  William  H. 

Acting  Third  Assistant  Engineer,  37  May,   1861.     Acting  Second  Assistant  En- 
gineer, 17  February,  1863.     Acting  First  Assistant  Engineer,   18  April,  1864. 
Honorably  discharged  7  March,  1866. 
Morrisey,  John,  Jr. 

Acting  Ensign,  38  March,  1864.     Honorably  discharged  16  Seistember,  1865. 
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Moi'E-ison,  E.  D. 

Assistant  Surgeon,  24  July,  1813.     Dismissed  IG  February,  1818. 
Morrison,  George  F. 

Midshipman,  5  November,   1849.     Passed  Midshipman,  13  June,  1855.     Master, 
IG  Sc'])tember,  1855.     Lieutenant-Commander  on  Reserved  list.     Master,  on  Re- 
tired list  from  15  March,  1877. 
MorriHoii,  George  II. 

Acting  Third  Assistant  Engineer,  28  May,  18G4.     Honorably  discharged  27  Sep- 
tember, 1805. 
Morrison.  Ony. 

Mate,  1  June,  18G3.     Resigned  27  January,  1864. 
Morrison,  Ilenry. 

Midshi])man,  1  March,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Morrison,  James. 

Midshipman,  20  June,  180G.     Resigned  11  November,  1809. 
Morrison,  James  II. 

Third  Assistant  Engineer,  3  May,  1859.     Second   Assistant  Engineer  3  October, 
1801.     First  Assistant  Engineer,  20  May,  1863.     Dropped  7  December,  1872. 
Morrison.  Jesse  C 

Carpenter,  25  April,  1842.     Died  IG  April,  1846. 
Morrison,  J.  D. 

Midshipman,  8  JIarch,  1832.     Resigned  31  December,  1839. 
Morrison,  Robert  R. 

Acting  Third  Assistant  Engineer?  7  April,  1862.     Acting  Second  Assistant  Engi- 
neer, 17  October,  18G3.    Honorab?y  discharged  28  October,  1805.    Acting  Second 
Assistant  "Engineer,  21  August,  1866.     Mustered  out  14  May,  18G8. 
Morrison,  Sainnel. 

Gunner,  4  March,  1823.     Died  31  August,  1823. 
Morrow,  James. 

Acting  Third  Assistant  Engineer,  27  May,  1861.     Resigned  10  December,  1861. 
Morrow,  Li.  G. 

Acting  Assistant  Paymaster,  19  January,  18G5.     Honorably  discharged  7  October, 
18G5. 
Morrow,  Richard  P. 

Acting  First  Assistant  Engineer,  18  March,  1864.     Honorably  discharged   6  No- 
vemben,  1865. 
Morse,  Edmund  Li. 

Acting  Second  Assistant  Engineer,  16  March,  1864.    Appointment  revoked  (Sick,) 
3  December,  1864. 
Morse,  Edward  A. 

Mate,  4  January,  1864.     Honorably  discharged  14  October,  1865. 
Morse,  Esroni. 

Mate,  24  October,  18G2.     Resigned  2  March,  1863. 
Morse,  De  Witt  C. 

Mate,  25  January,  1864.     Died  at  Mound  City,  111.,  11  December,  1864. 
Morse,  Franklin  A. 

Acting  Third  Assistant   Engineer,   10   November,  1863.     Honorably  discharged 
7  November,  18G5. 
Morse,  George  F. 

Acting  Ensign,  11  October,  1862.     Honorably  discharged  16  September,  1865. 

Morse,  Jerome  E. 

Midshipman,  13  October,  1863.     Graduated  June,  1866.     Ensign,  12  March,  1868. 
Master,  21  March,  1870.     Lieutenant,  21  March,  1871.     Retired  22  July,  1874. 

Morse,  John. 

Acting  Third  Assistant  Engineer,  21  June,  1862.     Resigned  8  May,  1863. 
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Morse,  John  O. 

Acting  Ensign,  7  October,  1802.     Acting  JIastcr,  18  June,  18G4.     Dismissed  17  Oc- 
tober, 1SG4. 
Morse,  Joseph  T. 

Mate,  30  November,  1803.     Appointment  revolved  (Sick,)  11  February,  1804. 
Morse,  ta  Roy  F. 

Acting  Assistant  Surgeon,  14  November,  1803.     Honorably  discharged  7  Decem- 
ber, 1805. 
Morse,  li.  R.  M. 

Midshipman,  10  May,  1820.     Resigned  17  October,  1820. 
Morse,  Theodore  S. 

Mate,  g  May,  1804.     Plonorably  discharged  13  November,  1865. 
Morse,  William  H. 

Master's  Mate,  1  July,  1839.     Second  Master,  3  March,  1849.     Resigned  25  May, 
1859. 
Morse,  William  H. 

Mate,  6  June,  1862.     Honorably  discharged  8  December,  1805. 
Morson,  Hugh. 

Assistant  Surgeon,  4  April.  1831.     Passed  Assistant  Surgeon,  1  August,  1837. 
Resigned  6  September,  1837.     Assistant  Surgeon,  8  September,  1841.     Resigned 
8  December,  1843. 
Mortimer,  George. 

Actii.:,  Third  Assistant  Engineer,  18  July,  1864.     Honorably  discharged  9  August, 
1805. 
Mortimer,  George  Li. 

Acting  Second  Assistant  Engineer,  13  November,  1863.     Dismissed  13  June,  1864. 
Mortimer,  William. 

Acting  Gunner,  18  April,  1863.     Appointment  revoked  30  November,  1864. 
Morton,  Francis  P. 

Acting  Assistant  Paymaster,  11  April,  1863.     Mustered  out  14  December,  1865 
Morton,  Francis  T. 

Acting  Assistant  Paymaster,  4  June,  1802.     Resigned  29  September,  1862. 
Morton,  George  W. 

Acting  Assistant  Paymaster,  25  September,  1861.     Mustered  out  7  July,  1867. 
Morton,  Gilbert. 

Acting  Gunner,  1  October,   1862.     Promoted  Acting  Master,  6   October,   1863. 
Honorably  discharged  12  October,  1865.    Acting  Master,  30  May,  1807.    Ensio-n, 
12  March,  1868.     Retired  list,  14  February,  1874. 
Morton,  Henry  B. 

Acting  Ensign,  3  March,  18G5.     Honorably  discharged  13  June,  1865. 
Morton,  John  W. 

Acting  Third  Assistant  Engineer,  21  March,  1864.     Honorably  discharged  9  Janu- 
ary, 1866. 
Morton,  Joseph  B. 

Mate,  22  April,  1863.     Resigned  23  November,  1864. 
Morton,  Joseph  G. 

Acting  Assistant  Paymaster,  19  November,  1864.     Honorably  discharged  18  Oc- 
tober, 1865. 
Morton,  Pliny. 

Assistant  Surgeon,  10  December,   1814.     Last   appearance  on  Records  of  Navy 
Department,  1815.     Frigate  '^ITnited  States." 
Morton,  Thomas  H. 

Acting  Master,  26  December,  1861.     Resigned  29  May,  1862. 
Morton,  William  R. 

Mate,  15  October,  1861.     Dismissed  11  April,  1862.     Mate,  24  April,  1862.     Re- 
signed 15  July,  1862 
33 
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Morj',  Joseph. 

Carpenter,  1  August,  ISOO.     L;ist  appearance  (in  Recoras  of  Navy  Dejjartment 
Sloseley,  James  C 

Acting  ]Midsliii)man,  20  May,  1852.     Midshipman,  1  October,  185G.     Passed  Mid- 
shipman, 2'.J  April,   1859.     Master,  5  September,  1859.     Lost  in  the  "Levant" 
18  September,  1S(J0. 
Moseley,  Joseph. 

Acting  Master,  29  October,  ISGl.     Resigned  (Sick,)  21  May,  1802. 
Moseley,  Joseph. 

Acting  Ensign,  8   November,   1SG2.     Appointment  revoked   (Sick,)  G  December, 
1.SG2. 
Moseley,  Saninel. 

Assistant  Surgeon,  17  August,  182G.     Surgeon,  4  April,  1831.     Resigned  13  April, 
1852. 
Moser,  Henry. 

Mate,  24  March,  1863.     Aj^pointment  revoked  15  April,  1863. 
Moscr,  Jeflerson  F. 

Midshipman,  29  September,  1864.     Graduated  June,  1868.     blaster,  12  July,  1870. 
Lieutenant,  19  August,  1872. 
Moses,  Alexander. 

Mate,  20  July,  1863.     Resigned  7  August,  1865. 
Moses,  C.  Liee. 

Acting  Master,  22  January,  1862.     Resigned  18  August,  1863. 
Moses,  £dward. 

Acting  Master,  17  May,  1862.     Died  18  May,  1864. 
Moses,  Jabez  H. 

Acting  Assistant  Surgeon,  19  February,  1864.     Honorablj'  discharged  10  October, 
1865. 
Moses,  lieonard. 

Carpenter,  6  July,  1850.     Died  20  August,  1857. 
Moses,  Philip. 

Midshipman,  17  May,  1800.     Discharged  29  April,  1801,  under  Peace  Estalilisli- 
ment  Act. 
Mosher,  Charles  R. 

Third  Assistant  Engineer,  20  May,  1803.     Resigned  3  March,  1866. 
Mosher,  William. 

Mate,  15  July,  1864.     Resigned  31  October,  1868. 
Mosher,  William. 

Midshipman,  7  March,  1814.     Resigned  27  April,  1815. 
Moshier,  W'illiam. 

Boatswain,  3  April,  1803.     Discharged  8  August,  1803. 
Mosier,  Edward  T. 

Mate,  9  January,  1864.     Honorably  discharged  13  September,  18G7. 
Moslander,  William. 

Acting  Master,  27  December,  1861.     Honorably  discharged  31  October,  1865. 
Mosnian,  B.  Frank. 

Acting  Master,  3  July,  1861.     Resigned  7  November,  1862. 
Moss,  Charles  B. 

Chief  Engineer,  29  May,  1844.     Dropped  30  January,  1846. 
Moss,  Jasper  II. 

Mate,  15  September,  1864.     Honorably  discharged  15  July,  1865. 
Moss,  Joseph. 

Mate,  20  December,  1861.     Acting  Ensign,  15  September,  1863.     Dead. 
Moss,  Michael. 

Acting  Third   Assistant  Engineer,   9   October,   1861.     Resigned    21    November, 
1861. 
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Mossington,  Walter. 

Acting  Third  Assistant  Engineer,  16  July,  1863.     Honorably  discharged  1!)  Nowu 
ber,  1865. 
WEotley,  A. 

Midshipman,  16  January,  1809.    Last  appearance  on  Records  of  Navy  Department, 
1815      Portland,  Massachusetts. 
9Iott,  George  B. 

Acting  Ensign,  1  April,  1863.     Honorably  discharged  17  August,  1865. 
Mott,  John. 

Lieutenant,  9  February,  1805.     Resigned  6  February,  1806. 
Motl.  IVilliam  H. 

Acting  Third  Assistant  Engineer,  17  May,   1864.     Acting  Second   Assistant  En- 
gineer, 3  June,  1865.     Honorably  discharged  11  December,  1865. 
Mott,  William  H. 

Mate,  13  February,  1864.     Honorably  discharged  31  November,  1866. 
Mott,  William  H. 

Midshipman,  7  August,  1812.     Lieutenant,  1  April,  1818.     Died  4  July,  1834. 
Mott,  William  H. 

Midshipman,  1  January,  1813.     Dismissed  7  July,  1813. 
Mott,  William  H. 

Mate,  9  July,  1863.     Honorably  discharged  31  November,  1866. 
Motte,  William  S. 

Midshipman,  3  March,  1799.     Resigned  33  September,  1799. 
Monle,  John  J. 

Acting  Ensign,  28  January,  1864.     Honorably  discharged  22  October,  1865. 
Mount,  Edward. 

Master,  28  June,  1815.     Last  appearance  on  Records  of  Navy  Department. 
Mountain,  J.  M. 

Midshipman,  16  January,  1809.     Resigned  19  December,  1809. 
Mowatt,  James. 

Acting  First  Assistant  Engineer,  15  November,  1861.     Resigned  1  August,  1862. 
Mowbray,  William. 

Gunner,  17  September,  1861.     Resigned  19  July,  1865. 
Mower,  Henry  K. 

Midshipman,  1  March,  1835.     Died  in  April,  1838. 
Mowson,  Robert. 

Mate,  35  January,  1865.     Deserted  33  March,  1867. 
Moxley,  Caleb  H. 

Acting  Third  Assistant  Engineer,  38  March,  1864.     Honorably  discharged  28  Oc- 
tober, 1865. 
Moxley,  Henry. 

Acting  Third  Assistant  Engineer,  29  December,   1863.      Honorably   discharged 
9  December,  1865. 
Moxon,  Henry  C. 

Acting  Chief  Engineer,  4  February,  1863.     Died  3  August,  1863. 
Moyer,  Joseph. 

Acting  Ensign,  1  October,  1862.     Honorably  discharged  13  October,  1865. 
Moyle,  Samuel. 

Acting    Third    Assistant    Engineer,   38    March,   1865.       Honorably    discharged 
17  March,  1866. 
Moyles,  Henry. 

Acting  Second  Assistant  Engineer,  31  October,  1863.     Acting  First  Assistant  En- 
gineer, 33  March,  1865.     Honorably  discharged  26  November,  1865. 
Much,  Ceorge  W. 

Assistant  Naval  Constructor,  17  May,  1866.     Naval  Constructor,  15  April,  1871. 
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Mndge,  William  C. 

Mate,  2G  Miiy,  1SG4.     Honorably  discharged  25  October,  1SG5. 
Mnhatba,  Robert. 

Acting  Fiist  Assistant  Engineer,  1  October,  1802.     Honorably  discharged  28  No- 
vember, 18G5. 
Mnhlenbiirg,  P.,  Jr. 

Midshipnuin,  20  June,  180G.     Resigned  2  May,  1808. 
Mnir,  Robert. 

Acting    Third    Assistant    Engineer,   24   January,   18G5.     Honorably,  discharijed 
15  September,  1SG8. 
Mnir,  Walter. 

Acting  Ensign,  1  October,  18G2.     Resigned  10  April,  1865. 
Mnlcare,  Micbael. 

Acting  Third  Assistant   Engineer,   28   January,    1863.      Honorably   discharged 
12July,  18G5. 
SInldaiir,  Alonzo  W. 

Acting  JIaster,  18  October,  1861.     Acting  Volunteer  Lieutenant,  24  May,  18G-). 
Honoralily  discharged  19   November,   1866.     Acting  Master,   23  April,    1SG7. 
Lieutenant,    13    March,   18G8.      Lieutenant-Commander,   18    December,   1SG8. 
Lost  on  '•  Oneida,'''  Yokohama,  Japan,  24  January,  1870. 
Mnlfortl,  A.  B. 

Acting  Master,  20  August,  18G1.     Honorably  discharged  10  November,  1868. 
Mnlford,  Ezekiel. 

Midshipman,  1  February,  1826.     Resigned  7  June,  1830. 
Mnlford,  James  II.,  Jr. 

Passed  Assistant  Paymaster,  23  July,  1860.     Resigned  26  November,  1860. 
Mulford,  Joseph  W. 

Acting  Ensign,  12  July,  1804.     Honorably  discharged  6  December,  1865. 
Mnlford,  Riehard. 

Master's   Mate,   date  not  known.     Master,   3   July,   1813.     Last   appearance  on 
Records  of  Navy  Department,  1815.     New  York. 
IKnlbolland,  Jobn. 

Acting  Third  Assistant  Engineer,  13  September,  1862.     Dismissed  21  April,  1863. 
Mnll,  Alexander  M. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1827.     Died  19  July,    1830. 
SInll,  Jacob. 

Master,  13  February,  1809.     Struck  off  4  May,  1825.     Master,  5  August,  1825. 
Died  29  January,  1851. 
Mnll,  Tbomas  A. 

Midshipman,  1  December,  1824.     Passed  Midshipman,  28  April,  1832.     Dismissid 
12  March,  1838. 
Mnllaban,  Thomas. 

Acting  Second  Assistant  Engineer,  27  February,  1863.     Dead. 
Mnllan,  Dennis  W. 

Acting  Midshipman,  21   September,  1860.     Ensign,  1  October,  1863.     Master,  10 
May,  1800.     Lieutenant,  21  February,  1867.     Lieutenant-Commander,  13  March 
1868. 
Mnllan,  Horace  £. 

Acting  Midshipman,  25  September,  1857.     Midshipman,   1  June,  1861.     Acting 
Master,  23  September,  1801.      Lieutenant,  16   July,   1863.      Lieutenant-Com- 
mander, 25  July,  1800.     Dropped  18  August,  1870.     Restored  to  original  ])osi- 
tion  as  Lieutenant-Commander,  10  July,  1878.     Commander,  8  February,  1879. 
Mnllany,  J.  R.  Madison. 

Midsh'pman,  7  January,  1832.     Passed  Midshipman,  23  June,  1838.     Lieutenant, 
38  February,  1844.     Commander,   18  October,   1801.     Captain,  25  July,   1800. 
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Commodore,   15   August,    1870.      Rear-Admiial,  5   June,  1874.      Retired  list, 
26  October,  1879. 
Mnllen,  Anthony  T.  £. 

Third  Assistant  Encjineer,  12  August,  18G1.     Second  Assistant  Engineer,  21  April, 
1803.     First  Assistant  Engineer,  25  January,  1865.     Died  20  September,  1877. 
Mullen,  J.  W. 

Mate,  10  September,  1864.     Resigned  15  May,  1865. 
mnllon,  William. 

Acting  Ensign,  16  Marcli,  1865.     Honorably  discharged  27  August,  1805. 
Mullen,  William  M. 

Mate,  30  August,  1864.     Honorably  discharged  6  November,  1865. 
Mulligan,  Barry  I>. 

Acting  Third  Assistant  Engineer,  18  April,  1862.     Acting  Second  Assistant  Engi- 
neer, 18  October,  1863.     Resigned  17  September,  1863.     Acting  Third  Assistant 
Engineer,  8  August,  1864.     Honorably  discharged  1  December,  1865. 
Mulligan,  Riebard  T. 

Midshipman,  5  June,  1871.     Graduated  20  June,  1876.     Ensign,  2  January,  1880. 
Mullins,  John. 

Acting  Master  and  Pilot,  9  January,  1805.     Honorably  discharged   11  October, 
1865. 
Mnllowny,  Edward. 

Midshipman,  21   June,  1839.     Last  appearance  on  Records  of  Navy  Department, 
19  September,  1840. 
Mullowny,  John. 

Lieutenant,  9  March,  1798.     Discharged  26  September,  1801,  under  Peace  Estab- 
lishment Act. 
Mulready,  John. 

Acting  Third  Assistant  Engineer,  24  July,  1863.     Acting  Second  Assistant  En- 
ineer,  10  May,  1865.    Honorably  discharged  26  February,  1868 
Mulready,  Robert. 

Acting  Third  Assistant  Engineer,  12  November,  1862.     Acting  Second  Assistant 
Engineer,  22  February,  1864.     Acting  First  Assistant  Engineer,  30  November, 
1864.     Honorably  discharged  1  December,  1865. 
Muniford,  William. 

Purser,  13  November,  1799.     Discharged  10  September,  1801,  under  Peace  Estab- 
lishment Act. 
Mnn,  Hugh  J. 

Midshipman,  10  May,  1820.     Died  23  May,  1831. 
Mun<>e,  Thomas  Q. 

Acting  Midshipman,  23  September,  1857.     Resigned  10  March,  1860. 
Munoy,  Milton  B. 

Mate,    8    December,    1802.      Acting    Ensign,    11    June,    1803.      Acting    Master, 
25  March,  1865.     Honorably  discharged  12  December,  1865. 
Mundy,  George. 

Acting  Ensign,  1  October,  1863.     Resigned  24  April,  1803. 
Mundy,  George. 

Acting  Master,  14  August,  1801.     Acting   Volunteer  Lieutenant,  18  March,  1864. 
Honorably  discharged  16  December,  1865. 
Mnnger,  John  A. 

Acting  Third  Assistant  Engineer,  25  November,  1801.     Acting  Second  Assistant 
Engineer,  19  December,  1863.     Resigned  23  May,  1863. 
Munn,  JameH  P. 

Acting  Ensign,  Admiral  Stribling's  Staff,  23  September,  1864.     Honorably  dis- 
charged 13  January,  1806. 
Munn,  Samuel  E. 

Midshipman,  27  August,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
31  December',  1833.     Died  23  November,  1854. 
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Mnnro,  Richard  A. 

Boatswuiu,  25  July,  182G.     Died  i>7  March,  1832. 
Miinroe,  Ueiiiaiiiin  V. 

Acting  Assistant  Paymaster,  7  Sciitembcr,  1803.     Clustered  out  27   August,  ISiJo. 
Slunroe,  Frank  II. 

Mate,  27  July,  lciC3.     Honorably  discharged  IG  August,  18G.5. 
Muiiroe,  John. 

Boatswaiu,  14  January,  1840.     Resigned  9  August,  lSr)2. 
Miinroe,  John. 

Acting  Third  Assistant  Engineer,  1  February,  18G3.     Died  9  Scjitemljer,  18G3. 
Mnnroe,  Joseph  W. 

Acting  Ensign,  1  July,  1SG4.     Honorably  discharged  IG  November,  1SG.5. 
Mnnroo,  '^Villiani  II. 

Mate,  14  April,  1SG2.     Resigned  G  October,  18G3. 
Mnnroo,  Willis  F. 

Acting  Master,  17   Septemlier,   ISGl.     Died   from  wounds  received   iu  Battle  of 
Galveston,  1  February,  18G3. 
Mnnson,  Charles  A.,  Jr. 

Mate,  10  April,  18G3.     Resigned  23  June,  18G3. 
Munson,  James. 

Acting  Second  Assistant  Engineer,  9  June,  18G3.     Dismfssed  7  October,  18G3. 
Mardangh,  James. 

Assistant  Surgeon,  13  July,  1799.     Permitted  to  retire  27  May,  1801. 
Mnrdangh,  William  II. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14   September,  1855.     Lieutenant,   15   September,  1855.     Dismissed    21    April, 
18G1. 
Mnrdooh,  James. 

Lieutenant,  15  November,  1799.     Discharged  14  April,  1801,  under   i'cace  Estab- 
lishment Act. 
Mnrdoch,  James  W. 

Lieutenant,  9  August,  1804.     Out  of  service  25  June,  180G. 
Mnrdoch,  Joseph. 

Midshiijman,  14  November,  1798.     Last  ajapearance  on  Records  oi  Navy  Depart- 
ment, IG  July,  1801. 
Mnrdock,  Joseph  B. 

Midshipman,  26  July,  1866.     Graduated  7  June,  1870.     Ensign,   13   July,   1871. 
Master,  2  February,  1874.     Lieutenant,  10  March,  1880. 
Hnrphy,  Benjamin  R. 

Acting  Carpenter,  12  May,  18G9.     Appointment  revoked  7  June,  1873. 
Mnrphy,  Charles  J. 

Mate,  3  November,  1864.    In  service. 
Mnrphy,  Daniel. 

Second  Assistant  Engineer,  13  November,  1843.     Resigned  23  November,  1848. 
Mnrphy,  Daniel  S. 

Acting  Master,  18  December,  18G1.     Honorably  discharged  31  October,  18G5. 
Mnrphy,  Henry. 

Sailinaker,  1  August,  1809.     Last  appearance  on  Records  oj  Navy   Dcjiartment, 
1815.     Tirig  "■  Ar(!us." 
Mnrphy,  Jeremiah. 

JIate,  8  January,  18G3.     Appointment  revoked  (Sick,)  20  February,  1SG4. 
Mnrphy,  J.  C. 

Mate,  17  July,  1361.     Acting  Ensign,  20  April,   1803.      Honorablv   discharged 
4  October,  1865. 
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Mnrptay,  John  I>. 

Assistant  Surgeon,  3-1  January,  1863.     Died  36  October,  18G7. 

Murphy,  John  M. 

Jlidshipman,  18  February,  1841.     Resigned  17  December,  1846. 

Murphy,  John  M.  .     ,  .  ^„    ,         ^    .o,^     t. 

Midshipman,  18  February,  1841.  Passed  Midshipman,  10  August,  184,  Ke- 
signed  10  May,  1852.  Acting  Lieutenant,  4  December,  1863.  Resigned  30  July, 
181)4. 

Murphy,  Michael.  ,    „  ,         ,  ,opr 

Acting  Ensign,  30  April,  1864.     Honorably  discharged  30  August,  180o. 

Murphy,  Monroe.  ^         ,    .    •  .    ^    t-     • 

Third  Assistant  Engineer,  18    November,    1863.      Second    Assistant    Engineer, 
23  March,  1864.     Resigned  6  December,  1865. 
Mnrphy,  Patrick. 

Acting  Ensign,  13  December,  1863.     Resigned  33  April,  1863. 

Mnrphy,  Patrick  J.  ,„„,       „         u.      i-    i        .4 

Acting  Third  Assistant  Engineer,   11    January,   1864.      Honorably   discharged 
10  jiily,  1860. 
Mnrphy,  Peter  D. 

Midshipman,  13  May,  1834.  Passed  Midshipman,  8  July,  1830.  Lieutenant, 
29  May,  1846.     Dismissed  31  April,  1861. 

Murphy,  R.  B.  K. 

Acting  Master  and  Pilot,  15  June,  186.5.  Honorably  discharged  30  September, 
1865. 

Mnrphy,  Samnel  W.  „  , ,      t    ,         j 

Acting  Third   Assistant    Engineer,   8   February,   1865.      Honorably   discharged 
13  September,  1865. 
Mnrphy,  William  K. 

Midshipman,  8  February,  1847.     Appointment  revoked  3  May,  1848. 

Murray,  Albert  S.  ,  .     .  .    ^  t,     •         i  r  t 

Third  Assistant  Engineer,  19  February,  1861.     Second  Assistant  Engineer,  16  Jan- 
uary, 1863.     Killed  on  the  "  Chenango,''  15  April,  1864. 
Murray,  Alexander. 

Midshipman,  23  August,  1835.  Passed  Midshipman,  33  June,  1841.  Master, 
23  March  1847.  Lieutenant,  13  August,  1847.  Reserved  list,  13  September, 
1855  Lieutenant  on  Active  list,  13  August,  1847.  Commander,  16  July,  1863. 
Captain,  35  July,  1866.  Commodore,  19  June,  1871.  Rear-Admiral,  36  April, 
1876.  Retired  "list,  30  April,  1878. 
Murray,  Alexander. 

Captain,  1  July,  1798.     Died  6  October,  1831. 

Murray,  Alexander  M.  „        ,     ^  at       T^  ^ 

Midshipman,  1  January,  1817.  Last  appearance  on  Records  of  Navy  Depariment, 
6  March,  1833.     Dead. 

Murray,  Charles.  ^.  ^  ^-    j, 

Purser,  31  March,  1843.     Retired  list,  6  January,  1864.     Pay  Director.     Retired 
3  March,  1871.     Died  7  June,  1872. 
Murray,  Charles. 

Mate,  11  June,  1863.     Honorably  discharged  13  December,  1865. 

''"rndsMprnfu"*!  j'uly,  1799.  Lieutenant,  26  January,  1807.  Resigned  39  October, 
1811. 

'*"Md^lpman'^39%ril,  1836.  Passed  Midshipman,  1  July,  1843.  Master,  4  No- 
Umber  1«4S.  Lieutenant,  34  July,  1849.  Commander,  16  July,  1863.  Retired 
list  8  June,  1867.  Captain  on  Retired  list,  32  June,  1867.  Died  11  July, 
1868. 
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Murray,  George. 

Midshipman,  10  November,  1809.     Resigned  2C  llarcli,  1811. 
Murray,  George. 

Midsliipman,  6  January,  1809.     Resigned  18  December,  1809. 
Murray,  George  J. 

Acting  Master,  24  March,  1802.     Appointment  revoked  3  June,  1803. 
Murray,  Jaeob  M. 

Third  Assistant  Engineer,  23  June,  1803.     Resigned  13  May,  ISCj. 
Murray,  James  I>. 

Purser,  3  June,  1858.     Pay  Inspector,  3  March,  1871.     Pay  Director,  25  September, 
1875. 
Murray,  James  M. 

Assistant  Surgeon,  29  December,  1877. 
Murray,  John. 

Acting  Gunner,  19  March,  1804.     Honorably  discharged  21  January,  1800. 
Murray,  Robert  E. 

Acting  Third  Assistant  Engineer,  27  May,  1804.     Honorably  discharged  29  July, 
1860.     Acting  Third   Assistant   Engineer,   3   December,    1800.     Mustered   out 
9  December,  1867. 
Murray,  Thomas  X^. 

Acting  Assistant  Paymaster,  18  September,  1862.     Mustered  out  18  August,  1805. 
Murray,  "n'illiam  I>. 

Acting  Ensign,  13  September,  1864.     Honorably  discharged  31  July,  1805. 
Muse,  Joha. 

Purser,  16  April,  1799.     Discharged  IS  November,  1801,  under  Peace  Establish- 
ment Act. 
Muse,  John  H.  ' 

Midshipman,  1  April,  1828.     Resigned  3  June,  1828. 
Muse,  Liewis  S. 

Midshipman,  11  December,  1809.     Resigned  10  December,  1810. 
Muse,  Thomas  E. 

Midshipman,  30  September,  1809.     Graduated  31   May,  1873,     Ensign,  10  July, 
1874.     Died  9  December,  1877. 
Muse,  William  B. 

Midshipman,   1   July,   1836.     Passed  Midshipman,   1   July,   1842.      Lieutenant, 
3  June,  1850.     Resigned  9  June,  1852. 
Muse,  William  T. 

Midshipman,  1  June,   1828.     Passed   Midshipman,  14  June,   1834.     Lieutenant, 
29  December,  1840.    Commander,  14  September,  1855.    Dismissed  2  April,  1S61. 
Musgrave,  E«iwar«l  G. 

Acting  Assistant  Paymaster,  5  August,  1863.    Resigned  (Sick,)  6  September,  1864. 
MnsgraTe,  William. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  1  July,  1861. 
First  Assistant  Engineer,  20  May,  1803.     Resigned  12  September,  1865. 
Musliaway,  John 

Boatswain,  30  October,  1799.     Resigned  1  April,  1800. 
Musson,  tewis  F. 

Midshipman,  11  March,  1835.     Resigned  12  April,  1837. 
Myers,  A.  G. 

Acting  Assistant  Paymaster,  5  March,  1862.     Resigned  14  January,  1863. 
Myers,  A.  J. 

Acting  Assistant  Paymaster,  13  June,  1864.     Resigned  13  March,  1865. 
Myers,  Charles. 

Mate,  8  April,  1862.     Resigned  (Sick,)  14  June,  1864. 
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Myers,  E.  F. 

Mate,  19  July,  1867.     Resigned  23  March,  1870. 
Myers,  Henry. 

Purser,  21  June,  1854.     Resigned  1  February,  1861. 
Myers,  H.  G. 

Midshipman,   25   November,    1825.      Passed   Midshipman,   4  June,   1831.     Bied 
16  September,  1834. 
Myers,  H.  H. 

Midshipman,  1  April,  1819.     Died  9  August,  1820. 
Myers,  John. 

Acting  Ensign,  4  November,  1863.     Acting  Master,  8  July,  1804.     Honorably  dis 
charged  13  August,  1805. 
Myers,  John  C 

Mate,  13  November,  1862.     Dismissed  0  December,  1803. 
Myers,  J.  C. 

Acting  Boatswain,  9  December,  1861.     Dismissed  13  December,  1861. 
Myers,  John  P. 

Boatswain,  24  July,  1827.     Appointment  revoked  8  May,  1828. 
Myers,  Joseph. 

Midshipman,   6   December,  1814.      Lieutenant,   13  January,   1825.     Commander, 
8   September,  1841.     Reserved  list,  13  September,  1855.     Resigned  22  April, 
1861. 
Myers,  Joseph  G. 

Carpenter,  4  November,  1852.     Died  28  August,  1878. 
Myers,  Jnlian. 

Midshipman,  2  March,  1839.     Passed  Midshipman,  2  July,  1845.     Master,  21  Feb- 
ruary, 1854.     Lieutenant,  20  September,  1854.     Dismissed  6  December,  1861. 
Myers,  Meredith. 

Midshipman,  2  February,  1829.     Resigned  7  July,  1829. 
Myers,  Robert. 

Carpenter,  9  March,  1802.     Last   apjaoarance  on   Records   of  Navy  Department, 
19  March,  1802. 
Myers,  Ross  M. 

Mate,  13  August,  1863.     Resigned  25  September,  1803.     Acting  Third  Assistant 
Engineer,  18  August,  1864.     Resigned  (Sick,)  30  January,  1805. 
Myers,  T.  D. 

Assistant  Surgeon,  27  September,  1870. 
Myers,  Thomas  J. 

Acting  Third  Assistant  Engineer,  12  July,  1864.     Honorably  discharged  4  Novem- 
ber, 1865. 
Myers,  William. 

Midshipman,  16  January,  1802.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 19  March,  1809. 
Myers,  William  H. 

Gunner,  16  July,  1841.     Resigned  15  December,  1847. 
Myers,  William  W. 

Acting  Assistant  Surgeon,  27  September,  1862.     Appointment  revoked  7  August, 
1865.     Acting  Assistant  Surgeon,  12  December,  1873.     Appointment  revoked 
31  December,  1874. 
Mygatt,  Jared  P.  K. 

Midshipman,  24  September,  1847.     Passed  Midshipman,  10  June,  1853.     Master, 
15  September,  1855.     Lieutenant,  16  September,  1855.     Resigned  16  September, 
1855.     Acting  Lieutenant,  13  May,  1801.     Resigned  (Sick,)  12  December,  1861. 
Myrick,  John. 

Gunner,  8  August,  1811.     Last  appearance  on  Records  of  Navy  Department,  1815. 


523  GENERAL  NAVY   REGISTEK. 

Myrick,  John. 

Gunner,  13  June,  ISHG.     Died  IT  Scptombpi-.  1802. 
Mytinger,  John  Mi.. 

Mate,  28  October,  1803.     Died  23  September,  180-1. 

Nabor,  Frank  W. 

Midshipman,  21   September,   1807.     Graduated   0  June,   1871.     Ensign,   14   July, 
1872.     Master,  11  February,  187.'). 
Nagle,  Angn^tns  F. 

Tliird  Assistant  Engineer,  3  August,  1803.     Resigned  3  May,  ISO.'j. 
IVagle,  Charles  F. 

Third   Assistant  Engineer,  3  August,   1803.     Appointment  revoked  8  January, 
1800.     Restored  to  the  service,  12  January,  1806,  with  original  date.     Second 
Assistant  Engineer,  25  July,  1800.     Passed  Assistant  Engineer,  15  April,  1874. 
In  service. 
ITailc,  Frederick  J. 

Acting   Midshipman,   27   October,   1859.     Ensign,   24   February,   1863.     Muster, 
22  February,  1864.     Lieutenant,  22  February,   1864.     Lieutenant-Commauder, 
25  July,  1806.     Retired  list,  18  January,  1871. 
IVailer,  Jefferson. 

Midshipman,  1  January,  1825.     Resigned  8  July,  1830. 
Nalle,  Thomas  B. 

Purser,  17  October,  1839.     Resigned  31  July,  1801. 
IVapheys,  Benianiin  F. 

Acting  Third  Assistant  Engineer,  3  March,  1804.     Resigned  10  May.  1865. 
Napheys,  George  II. 

Acting  Assistant  Surgeon,  22  July,  1864.     Resigned  8  September,  1865. 
Napier,  Etiwartl. 

Mate,  1  October,  1862.     Resigned  21  August,  1863. 
Nash,  Daniel  91.  W. 

Carpenter,  30  October,  1860.     Resigned  15  February,  1862. 
Nash,  D.  M.  W. 

Acting  Carpenter,  8  January,  1880. 
Nash,  David  Ifl.  TV. 

Acting  Midshipman,  30  October,  1800.     Resigned  15  February,  1863. 
Nash,  Francis  S. 

Assistant  Surgeon,  22  December,  1877. 
Nash,  James. 

Mate,  3  July,  1862     Acting  Gunner,  4  February,  1863.     Resigned  25  January, 
1864.     Gunner,  22  April,"l804.     Dismissed  15  October,  1804.     Acting  Gunner, 

6  March,    1805.      Honorablv  discharged  10  April,   1866.     Acting   Boatswain, 

7  May,  1807. 
Nash,  James  II. 

Acting   Ensign,  20   January,    1803.      Honorably  discharged    6    February,    1866. 
Acting  Ensign,  10  Octobe'r,  1866.     Mustered  out  31  October,  1860. 
Nash>  lames  H. 

Acting  Third  Assistant  Engineer,  29  January,  1867.     Died  on   "  Tantic,"  23  No- 
vember, 1867. 
Nash,  James  II. 

Acting  Third   Assistant   Engineer,  1    September,  1863.      Ilonorably  discharged 
18  October,  1865. 
Nash,  Overfon  M. 

Acting  Ensign,  18  June,  1804.     Ilonorably  discharged  2  April,  1866. 
Nasli,  Ricliard. 

Acting  Third   Assistant  Engineer,  22   October,   1803.     Acting  Second   Assistant 
Engineer,  11  October,  1864.     Honorably  discharged  15  July.  1805, 
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STason,  John. 

Mate,  17  April,  1804.     Acting  Ensign  and   Pilot,  4  Julj',  18G4.     Apijointment 
revoked  9  June,  1805. 
Nassau,  £.  A. 

Jlatc.     Dismissed  23  A])ril,  1803. 
l^'iuinaii,  William  JI. 

Second  Assistant  Engineer,  34  April,  1872.     PassedAssistp.it  Engineer,  34   Feb- 
ruary, 1878. 
Nawnali,  Benjamin. 

Acting  Second  Assistant  Engineer,  37  October,  1802.    Dismissed  31  October,  1S0;3. 
Naylor,  B.  B. 

Acting  Master,  13  September,  1801.     Resigned  34  April,  1803. 
JVaylor,  Samuel. 

Lieutenant,  22  May,  1798.     Resigned  3  December,  1798. 
Nazro,  Arthur  P. 

Midshipman,  30  July,  1805.     Graduated  4  June,  1869.     Ensign,  12  July,  1870. 
Master,  36  July,  1871.     Lieutenant,  19  November,  1874 
Nazro,  James. 

Midshipman,  30  June,  1799.     Resigned  30  September,  1800. 
}K^eal,  Benedict. 

Midshipman,  3  April,  1804.     Lieutenant,  4  June,  1810.     Died  1  September,  1815. 
Neal,  Elias  C. 

Acting  Assistant  Surgeon,  37  February,  1864.     Honorably  discharged  35  Decem- 
ber, 1865. 
Neal,  William  Silver. 

Third  Assistant  Engineer,  25  August,  1863.     Second  Assistant  Engineer,  30  Feb- 
ruary, 1804.     First  Assistant  Engineer,  1  January,  1808.     Resigned  3  September, 
1873. 
Xeale,  Francis  D. 

Acting  Third  Assistant  Engineer,  33   February,  1865.      Honorably   discharged 
17  July,  1865. 
Neale,  Hamlet. 

Midshipman,  3  April,  1804.     Last  appearance  on  Records  of  Navy  Department, 
May,  1808.     Dead. 
Sfealis.  James. 

Mate,  20  July,  1862.     Honorably  discharged  24  October,  1805. 
?reall,  William  B. 

Acting  Second  Assistant  Engineer,  15  December,  1802.     Dismissed   13  Au"-ust, 
1863. 
Sfearns,  Hamilton  C 

Acting  First  Assistant  Engineer,  12  December,  1803.     Resigned  33  Aj^ril,  1863. 
Neeld,  John  R. 

Acting  Master,  1   October,  1863.      Acting  Volunteer  Lieutenant,  27  May,  1865. 
Honorably  discharged  26  November,  1865 
Neely,  James  H. 

Mate,  11  November,  1863.     Acting  Ensign,  14  February,  i864.     Plouorably  dis- 
charged 6  Oct()ber,  1805. 
Neely,  Thomas. 

Acting  Third  Assistant  Engineer,  13  May,  1863.     Acting  Second  Assistant  En- 
gineer, 14  January,  1864.     Honorably  discharged  8  December,  1805. 
Bfegley,  William  C 

Midshipman,  20  July,  1865.     Graduated  4  June,  1869.     Resigned  10  August,  1873. 
Neil,  Cecil  C. 

Mate,  5  March,   1863.     Acting  Ensign,  29  March,   1864.     Honorably  dischar"-ed 
10  July,  1865.     Gunner,  3  January,  1870.  ° 
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Neil,  Charles  H. 

Mate,  15  May,  ISOS.     Kesignecl  14  March,  18Go. 
Nell,  IVilliani. 

Acting  Ensign,  9   April,  18G3.     Acting  Master,  31   May,  180-1.     Honorably  ilis- 
cliarged  4  December,  ISOJ. 
IVeil,  Milliam  T. 

Acting  Tliircl  Assistant  Engineer,  3  August,  1SU3.     Resigned  0  Marcli.  ISO"). 
Neill,  Robert  C. 

Midsljii)nian,  7  June,  1799.     Died  in  August,  1799. 
STeill,  M  illiaiu  C. 

Midsbipnian,  IG  January,  1809.     Dismissed  11  January,  181 1 
Xeill,  John  E. 

Third  Assistant  Engineer,  26  August,  18.59.     Second  Assistant  Engineer.  21  Octo- 
ber, 18G1.     Resigned  23  November,  18G5. 
jVeilsoii,  £(lward  R. 

Midsliii^nian,  27  October,  1841.     Resigned  11  October,  1843 
Neiis^on,  George  Crawford. 

Tliird  Assistant  Engineer,  13  October,  18G3.     Second  Assistant  Engineer,  1  Janu- 
ary, 1808.     Resigned  5  July,  1S7G. 
IVeilson,  George  W. 

Mate,  24  October,  1861.     Acting  Ensign,  30  August,  1862.     Dismissed  19  June, 
1868. 
Neilson,  Harold. 

Mate,  29  March,  1870. 
N^eilsoii,  John  li. 

Assistant   Surgeon,   28   April,   1870.      Passed  Assistant   Surgeon,   20   February, 
1875. 
Neilson,  William. 

Midshipman,  20  June,  1799.     Last  appearance  on  Records  of  Navy   Department, 
6  June,  1800.     Furloughed. 
Neilson,  William. 

Acting  Assistant  Surgeon,  10  February,  1863.     Resigned  11  June,  1864. 
INellis,  Charles  F. 

Acting  Ensign,  22  September,  1863.     Resigned  3  June,  1864. 
Nellnian,  Charles 

Acting  Ensign,  8  July,  1864.     Honorably  discharged  10  August,  1805. 
Nelson,  Aaron  H. 

Acting  Assistant  Paymaster,  7  July,  18G3.     Resigned  28  March,  1865.     Assistant 
Pa\  master,   21    February,  1867.      Passed  Assistant  Paymaster,  30  June,  1869. 
Resigned  14  December,  1861 
Nelson,  Andrew. 

Acting  Ensign,  2  July,  1863.     Honorably  discharged  28  October,  1865 
Nelson,  Arniistead. 

Midshipman,  30  November,  1814.     Resigned  30  June,  1817. 
Nelson,  Itenjaniin. 

Mate,  13  September,  18G4.     Honorably  discharged  9  February,  18G6. 
Nelson,  Charles. 

Acting  Ensign,  24  February,  1SG3.     Honorably  discharged  27  September,  1865. 
Nelson,  Christian. 

Sailmakcr,  21  December,  1826.     Resigned  7  August,  1835. 
Nelson,  George. 

Acting  Second  Assistant   Engineer,  29   September.  1SG4.     Honorably  discharged 
30  October,  18G5. 
Nelson,  George  E. 

Acting  Master,  9  April,  1862.     Acting  Volunteer  Lieutenant,  22  December,  ISCI. 
Honorably  discharged  6  December,  1865. 
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]VeIson,  Henry  C. 

Assistant  Surgeon,  9  May,  1861.     Passed  Assistant  Surgeon,  26  October,  1863. 
Surgeon,  35  October,  18G4.     Medical  Inspector,  20  April,  1S79. 
]Velson,  Jolin  I>. 

Midshipman,  21  September,  1799.     Dismissed  30  December,  1799. 
Xelson,  Jolin  li. 

Midshipman,  10  March,  1838.     Dismissed  19  August,  1845. 
Xelson,  Joseph  S. 

Midshipman,  16  Januarj-,  1809.     Resigned  1  June,  1809. 
JVelson,  Robert  S. 

Midshipman,  1  January,  1812.     Discharged  16  June,  1812. 
Xelson,  P.  T. 

Midshipman,  20  June,  1806.     Last  api^earance  on  Records  of  Nav^y  Department, 

4  November,  1806.     Furloughed. 
Nelson,  Robert  P. 

Mate,  23  August,   1863.     Acting  Ensign,  16  July,  1864.     Honorably  discharged 
27  October,  1865. 
Nelson,  Thomas. 

Mate,   8   January,   1863.      Acting   Ensign,   7   November,    1863.     Acting   Master, 
27   March,  1865.     Btaster,   21   March,    1868.     Lieutenant,    13  December,    1S6S. 
Lieutenant-Commander,  25  January,  1870. 
Nelson,  Thomas  II. 

Acting  Second  Assistant  Engineer,  25  March,  1864.    Honorably  discharged  12  May, 
1865. 
Nelson,  Thomas  J. 

Assistant  Surgeon,  7  August,  1819.     Resigned  15  May,  1820. 
Nelson,  Thomas  N. 

Mate,  6  January,  1868.     Died  in  New  York,  23  April,  1875. 
Nelson,  Talentine  S. 

Cadet  Midshipman,  6  June,  1873.     Graduated  18  June,  1879. 
Nelson,  William. 

Mate,  19  November,  1861.     Acting  Ensign,  18  June,  1863.     Honorably  discharged 

5  November,  1865. 
Nelson,  William. 

Acting  Master  and  Pilot,   1   October,   1864.     Honorably  discharged  23  January 
1866. 
Nelson,  William. 

Midshipman,  28  January,   1840.     Passed  Midshipman,   11    July,   1846.     Master, 
19   September,   1854.     Lieutenant,    18    April,    1855.      Lieutenant-Commander, 
16  July,  1863.     Detailed  for  duty  in  United  States  Volunteer  Army,  and  died 
as  Major-General,  29  September,  1862. 
Nelson,  William. 

Boatswain,  5  June,  1872.     Died  8  January,  1874. 
Nelson,  William  A. 

Assistant  Surgeon,  9  December,  1839.     Surgeon,  21   November,  1854.     Resigned 
28  July,  1858.  ° 

Nesbit,  Thomas. 

Acting  Third  Assistant  Engineer,  14   November,    1861.     Honorably  discharged 
13  January,  1863. 
Nesbitt,  Andrew. 

Acting  Third  Assistant  Engineer,  13  February,  1862.     Died  9  March,  1862. 
Nesen,  Joseph  H. 

Acting  Third  Assistant  Engineer,  17  June,  1863.     Acting  Second  Assistant  En- 
gineer, 8  March,  1865.     Died  24  October,  1866. 
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Westell,  D.  D.  T. 

Acting  Assistant  Surgeon,  2.")  January,  18G2.     Appointment  revoked  G  June,  1865. 
Neville,  Frederick  A. 

Midshipman,  10  May,   1820.     Lieutenant,   17  May,  1828.     Commander,   1.5  .July. 
1S51.     Reserved  list,  13  September,  1855.     Dismissed  9  December,  1801. 
Keville,  Jobn  S. 

Midshiiiman,  2  May,  1823.  Passed  Midshipman,  18  July,  1839.  Mast^-r,  31  Octo- 
ber, 1S40.  Resigned  23  January,  1847.  Acting  Lieutenant,  13  May,  18G1. 
AppoLutment  revoked  13  November,  1861. 

TVevift,  John. 

Midshipman,  30  May,  1803.    Lieutenant,  23  February,  1809.    Resigned  5  January, 

1811. 

Kew,  Joseph  W. 

Assistant  Surgeon,  8  February,  1802.     Surgeon,  28  June,  1809.     Died  23  Septem- 
ber. 1815. 
JVew,  Philip. 

Gunner,  26  March,  1800.     Last  appearance  on  Records  of  Navy  Department. 

New,  Waiter  W. 

Assistant  Surgeon,  5  March,  1811.    Surgeon,  6  October,  1813.    Resigned  23  Decem- 
6er,  1824. 
Newbegin,  John  S. 

Slate,  5  September,  1863.     Honorably  discharged  16  August,  1865. 
Newoomb,  Frank  H. 

Mate,  4  November,  1863.     Resigned  6  May,  1865. 
Newcomb,  Henry  S. 

Midshipman,  21  July,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  4  Sep- 
tember, 1852.  Lieutenant,  28  June,  1853.  Lieutenant-Commander,  16  July, 
1803.     Commander,  21  September,  1862.     Died  24  October,  1863. 

Newoomb,  H.  S. 

Midshipman,  16  January,  1809.    Lieutenant,  24  July,  1813.    Drowned  1  November, 
1825. 
Nenoonib,  Simon. 

Professor,  21  September,  1861. 
Newoonib,  Walter. 

Midshipman,  11  January,  1812.     Lieutenant,  28  March,  1820.     Last  appearance  on 
Records  of  Navy  Department,  9  August,  1822.     Dead. 
XewcoMibe,  George  D. 

JIate,  17  November,  1863.     Acting  Ensign,  9  February,  1863.     Appointment  re- 
voked 4  March,  1863.     Re-appointed  19  March,  1863.     Acting  Master,  29  Octo- 
ber, 1864.     Honorably  discharged  30  October,  1865.    Acting  Master,  29  Septem- 
ber, 1866.    Resigned  5  February,  1867. 
Newcombe,  John  B. 

Mate,  31  August,  1863.     Resigned  6  May,  1865. 
Newcomer,  Joseph  W. 

Acting  Assistant  S\irgeon,  15  March,   1864.     Assistant   Surgeon,  1   April,  1864. 
Resigned  24  August,  1865. 
Newell,  Chester. 

Chaplain,  8  September,  1841.     Retired  list,  3  July,  1865. 
Newell,  David. 

Acting  Tliird  Assistant  Engineer,  29  July,  1863.     Acting  Second  Assistant  Engi- 
neer, 3  October,  1864.     Honorably  discharged  23  August,  1865. 
Newell.  Frederick. 

Acting  Ensign,  8  May,  1863.     Honorably  discharged  11  November,  1865. 
Newell,  Harinan. 

Third  A>sist;int  Engineer,  23  September,  1849.  Second  Assistant  Engineer,  26 
February,  1851.  First  Assistant  Engineer,  21  May,  1853.  Chief  Engineer,  23 
April,  1859.    Died  24  March,  1880. 
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Newell,  Jotan  S. 

Midshipman,  38   September,   1801.      Graduated   24   September,   1865.     Ensign, 
1    December,   18(50.     Master,    12   March,    1808.      Lieutenant,   20   March,    1SU9. 
Lieutenant-Commander,  22  .January,  1880. 
Newell,  Lloyd  B. 

Midshipman,  10   May,   1820.     Lieutenant,  17  May,   1828.     Commander,  0   Ajiril, 
1851.     Reserved  list,  13  September,  1855.     Died  20  April,  1801. 
Newell,  Tlionias  M. 

Master,  11  September,  1813.    Lieutenant,  9  December,  1814.    Commander,  3  March, 
1831.    Captain,  28  January,  1840.    Reserved  list,  13  September,  1855.    Resigned 
18  March,  1801. 
Newhall,  Richard  H. 

Acting  Third  Assistant  Engineer,  7  June,  1864.     Honorably  discharged   13  No- 
vember, 1805. 
Newliii,  George. 

Mate,  33  January,  1862.     Appointment  revoked  10  September,  1866. 
Newlin    John  I^. 

Mate,  4  April,  1802.     Dismissed  28  June,  1802. 
Newman,  Allen  91. 

Acting  Master,  9  October,  1801.     Honorably  discharged  26  October,  1865. 
Newman,  GnstaTns. 

Gunner,  6  September,  1836.     Died  3  May,  1852. 
Newman,  John. 

Midshipman,  31  October,  1799.     Died  2  August,  1800. 
Newman,  John  M. 

Acting  Third   Assistant   Engineer,  3   September,   1864.     Honorably   discharged 
4  December,  1805. 
Newman,  !L.  Howard. 

Midshipman,  24  September,  1847.     Passed  Midshipman,  10  June,  1853.     Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1862.     Died  31  May,  1806. 
Newman,  Montgomery. 

Midshipman,  21  November,  1800.     Discharged  13  May,  1801,  under  Peace  Estab- 
lishment Act. 
Newman,  IHorris. 

Master,  1  August,  1801.     Discharged  8  April,  1803. 
Newman,  Sewell  H. 

Acting  Ensign,  1  October,  1803.     Acting  Master,  13  June,  1865.     Honorably  dis- 
charged 20  March,  1800. 
Newman,  Thomas  H. 

Midshipman,  1  January,  1819.     Died  in  May,  1831. 
Newman,  Timothy. 

Commander,  1  July,  1799.     Died  15  August,  1800. 
Newman,  William. 

Midshipman,  3  July,  1801.     Resigned  14  June,  1803. 
Newman,  TVilliam  B. 

Mate,  13  October,  1801.     Acting  Master,  3  February,  1863.     Ensign,  12  March, 
1868.     Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 
Newman,  W.  D. 

Midshipman,  1  February,  1814.     Lieutenant,  13   January,   1825.      Commander, 
8  September,  1841.     Died  9  October,  1844. 
Newsham,  Peter. 

Boatswain,  10  August,  1805.     Last  appearance  on  Records  of  Navy  Department. 
Newton,  Edwin  B. 

Midshipman,  1  January,  1819.     Last  appearance  on  Records  of  Navy  Department, 
30  March,  1832.     Dead. 
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Newton,  G.  Bolton. 

Acting  Assistant  Paj'master,  4  June,  ISO;'.     Resigned  18  June,  1SC3. 
Sfcwton,  H.  C. 

Midshipman,  18  June,  1S12.     Lieutenant,  28  March,   1S'20.     Resigned  29  April, 
1828. 
IVewton,  Isaac. 

First  Assistant  Engineer,  l.j  June,  1801.     Resigned  8  February,  1SG5. 

Xewton,  James  J. 

Acting  Third  Assistant  Engineer,  19  September,  1862.     Dismissed  15  May,  1863. 

Newton,  Joel  TV. 

Chaplain,  BO  May,  1844.     Died  29  October,  1865. 
Newton,  John  T. 

Midshipman,  10  January,  1809.     Lieutenant,  24  July,  1813.     Commander,  3  March, 
1827.     Captain,  9  February,  1837.     Died  28  July,  1837. 
Newton,  John  T. 

Midshipman,  14  October,  1872.     Graduated  20  June,  1870.     Ensign,  9  May,  1878. 
Newton,  Joseph  D. 

Acting  Second  Assistant  Engineer,  10  August,  1S64.    Honorably  discharged  3  July, 
1805. 
Newton,  Joseph  T. 

Acting  Second  Assistant  Engineer,  24  October,  18G1.     Resigned   17  December, 
1803. 
Newton,  Thomas. 

Mate,  5  December,  18G1.     Deserted  27  November,  1866. 
Newton,  William  £. 

Midshipman,  24  September,  1832.     Struck  off  15  June,  1839. 
Newton,  Willis  H. 

Acting  Third  Assistant  Engineer,  7  March,  1803.     Deserted  30  August,  1863. 
Neylan,  Thomas  F. 

Mate,  26  June,  1862.     Resigned  11  August,  1803. 
Neyle,  Charles. 

Midshipman,  9  May,  1800.     Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 
Nichol,  William  li. 

Assistant  Surgeon,  28  June,  1852.     Resigned  21  November,  1855. 
Nicholas,  George  W. 

Midshipman,  20  June,  1807.     Died  15  September,  1809. 

Nicholas,  J.  N. 

Midshipman,  1  January,  1808.     Resigned  1  September,  1809. 

Nicholas,  John  S. 

Midshipman,  6  June,  1815.     Lieutenant,  28  April,  1826.     Commander,  29  July, 
1842.     Reserved  list,  14  September,  1855.     Cajatain  on  Active  list,  14  Septem- 
ber, 1855.     Died  18  July,  1805. 
Nicholls,  Benjamin  R. 

Midshipman,  b  July,  1833.     Passed  Midshipman,  8  July,  1839.     Resigned  5  Jlay, 
1841. 
Nicholls,  Joseph  B. 

Acting  Master,  4  November,  1801.     Resigned  4  March,  1862. 
Nicholls,  Robert  H. 

Master,  12  January,  1839.     Appointment  revoked  10  January,  1846. 
Nicholls,  Thomas. 

Master,  6  May,  1812.     Died  12  December,  1822. 
Nicholls,  W.  F. 

Midshipman,  17  January,  1800.     Resigned  18  September,  1804. 
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IVictaoIs,  Alpliens. 

Acting  Third  Assistant  Engineer,  13  January,  1864.     Honorably  discharged  4  No- 
vember, 1865. 
Nicbols,  Cbarles  B. 

Acting  Third  Assistant  Engineer,  1  October,  1S64.    Honorably  discharged  28  April, 
1869. 
Xichols,  Cliarles  H. 

Mate,  11  February,  1863.  Resigned  6  June,  1864. 
IVichols,  Clement. 

Acting  Ensign,  30  June,  1864.     Honorably  discharged  19  September,  1865. 
Nichols,  Cyrns  B. 

Acting  Ensign,  3  September,  1864.     Honorably  discharged  17  July,  1865. 
IViclioIs,  DiiTid  C. 

Midshipman,  1  December,  1811.     Resigned  16  January,  1814. 
Nicliol!^,  £dward  P. 

Midshipman,  14  December,  1836.     Passed   Midshipman,  1  July,  1843.     Master, 

3  August,  1849.  Lieutenant,  13  March,  1850.  Commander,  16  July,  1862. 
Captain,  25  July,  1866.  Commodore,  34  May,  1872.  Rear-Admiral,  26  Feb- 
ruary, 1878. 

Nichols,  Francis. 

Midshipman,  18  June,  1812.     Resigned  29  November,  1813. 
Nichols,  Frank  W. 

Midshipman,  34  September,  1862.     Graduated  6  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  31  March,  1873. 
Nichols,  George. 

Captain,  (to  command  a  Galley,)  30  November,  1798.    Last  appearance  on  Records 
of  Navy  Department. 
Nichols,  Henry  E. 

Midshipman,    38    September,   1861.      Graduated   24   September,   1865.     Ensign, 
1  December,  1866.     Master,  13  March,  1868.     Lieutenant,  26  March,  1869. 
Nichols,  liloyd. 

Midshipman,  3  January,  1801.     Discharged  31  August,  1801,  under  Peace  Estab- 
lishment Act. 
Nichols,  R.  n. 

Purser,  19  October,  1813.     Last  appearance  on  Records  of  Navy  Department. 
Nichols,  Robert   H. 

Midshipman,  1  September,  1811.     Resigned  1  Ajjril,  1838. 
Nichols,  Robert  H. 

Master,  13  January,  1839.     Appointment  revoked  10  January,  1846. 
Nichols,  Rodney. 

Acting  Second  Assistant  Engineer,  31  March,  1863.     Acting  First  Assistant  Engi- 
neer, 9  February,  1864.     Appointment  revoked  (Sick,)  39  June,  1864. 
Nichols,  Smith  W. 

Acting  Midshipman,  37  September,  1858.     Lieutenant,  1  August,  1863.     Lieuten- 
ant-Commander, 35  July,  1866.     Commander,  26  April,  1876. 
Nichlos,  Thomas  Li. 

Acting  Second  Assistant  Engineer,  23  December,  1864.     Honorably  discharn-ed 

4  November,  1865. 
Nicholson,  A.  A. 

Midshipman,  1  January,  1817.  {See  Marine  Coi-ps.) 
Nicholson,  I).  Carroll. 

Mate,  31  December,  1869.  Resigned  26  May,  1871. 
Nicholson,  Edward  T>. 

Midshipman,  29  May,  1805.     Died  15  July,  1807. 
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Nicliolson.  George. 

Boatswain,  8  August,  1803.     Died  20  July,  1809. 
IViohoIsoii.  Ileiiry  €'. 

Acting  Assistant  Surgeon,  11  May.  1SG3.     Resigned  21  March,  1864. 
TJTielioIsoii,  James. 

Midsliipnian,  1  .January,  1812.     Last  appearance  on  Records  of  Na\-y  Department,. 
181 C.     Frigate  "  United  States." 
JVicholsan,  James. 

Midshipman,  1  December,  1809.     Lieutenant,  5  March,  1817.     Last  appearance  on 
Records  of  Navy  Department,  25  June,  1819.     Dead. 
Kicliolson,  James. 

Midshipman,  29  July,  1800.     Resigned  21  April,  1804. 
iWicboIson,  James. 

Acting  Third  Assistant  Engineer,  12  July,  1864.     Resigned  10  May,  1865. 
STicliolson,  James. 

Master,  31  August,  1813.     Discharged  15  April,  1815. 
iNichoIson,  James  W.  A. 

Midshipman,  10  February,  1838.     Passed   Midshipman,  20  May,  1844.     Master. 
11  June,  1851.     Lieutenant,  24  April,  1852.     Commander,  16  July,  1862.     Cap- 
tain, 25  July,  1866.    Commodore,  8  November,  1873. 
Nicholson,  John. 

Acting  Master  and  Pilot,  1  October,  1864.     Appointment  revoked  5  June,  1865. 
li'lcholson,  John. 

Midshipman,  1  May,  1800.     Last  appearance  on  Records  of  Navv  Department, 
25  August,  1802.     Furloughed. 
nrictaolson,  John. 

Carpenter,  28  April,  1809.     Died  9  September,  1814. 
]¥ichoIson,  John  B. 

Midshipman,  1  May,  1800.     Lieutenant,  20  Februarv,  1807.     Cashiered  8  Decem- 
ber, 1809. 
Nicholson,  John  R. 

Surgeon,  22  October,  1799.     Died  28  April,  1800. 
Nicholson,  Jos. 

Midshipman,  15  July,  1803.     Lieutenant,  15  June,  1809.     Died  29  August,  1821, 
Nicholson,  Jos.  J. 

Midshipman,  2  April,  1804.     Lieutenant,  4  June,  1810,     Commander,  5  March, 
1817.     Captain,  3  March,  1827.     Died  12  December,  1838, 
Nicholson,  Jos.  91. 

Midshipman,  30  August,  1816.     Lieutenant,  28  April,  lS2(i.     Died  5  April,  1833. 
Nicholson,  Michael  J. 

Mate,  23  June,  1862.     Acting  Ensign,  22  March,  1865.     Honorably  discharged 
31  October,  1865. 
Nicholson,  N.  D. 

Midshipman,  1  January,  1808.     Lieutenant,  24  July,  1813.     Died   24  June,   1822. 
Nicholson,  Reginald  F. 

Midshipman,  30  September,  1869.     Graduated  31  May,  1873,     Ensign,   16  July, 
1874. 
Nicholson,  Samnel. 

Captain,  10  June,  1794,     Died  29  December,  1811. 
Nicholson,  8aninel,  Jr. 

Mid.xhipraan,  30  April,  1798.     Died  25  September,  1798. 
Nicholson,  Seth. 

Midsliipraan,  20  June,  1800.     Resigned  24  July,  1809. 
Nicholson,  8omerTille. 

Midshipman,  21  June,  1839.     Passed  Midshipman,  2  July,  1845.     Master,  9  Sep- 
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tember,  1853.     Lieutenant,  5  May,  1854.  •  Lieutenant-Commander,  16  July,  1862. 
Commander,  2  January,  1863.     Captain,  10  June,  1870.     Retired  list,  8  May, 
1878. 
ZVicboIson,  IFilliam. 

Master,  14  August,  1813.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Nicholson,  William  B. 

Midshipman,  17  March,  1817.     Lieutenant,  13  January,  1825.     Died  15  October, 
1827. 
?ficholson,  William  C. 

Midshipman,  18  June,  1812.     Lieutenant,  3  March,  1821.     Commander  8  Septem- 
ber,  1841.      Captain,    22    August,    1855.      Retired  list,   21   December,  1861. 
Commodore  on  Retired  list,  16  July,  1862.     Died  25  July,  1872. 
Nicholson,  William  D. 

Midshipman,  4  October,  1862.     Graduated  June,  1867.     Ensign,   18  December, 
1868.     Master,  21  March,  1870.     Resigned  12  June,  1871. 
Xictaolson,  W.  R. 

Midshipman,  2  March,  1803.     Last  appearance  on  Records  of  Navy  Department, 
4  June,  1803.     Killed  in  a  duel. 
Nickell,  Hugh. 

Master,  4  February,  1809.     Resigned  15  May,  1809. 
IVickels,  John  A.  H. 

Midshipman,  8  October,  1864.     Graduated  4  June,  1869.     Ensign,  12  July,  1870. 
Master,  20  November,  1872.     Lieutenant,  10  June,  1876. 
TVickels,  J. -Frederick. 

Acting  Volunteer  Lieutenant,  26  August,   1861.     Acting  Volunteer  Lieutenant- 
Commander,  6  May,  1865.     Honorably  discharged  26  August,  1865. 
Tfickerson,  Franklin. 

Acting  Assistant  Surgeon,  16  November,  1863.     Resigned  5  November,  1864. 
IVickerson,  Hiram  B. 

Mate,  16  October,  1862.     Appointment  revoked  (Sick,)  10  February,  1803. 
Nickerson,  Luther. 

Acting  Master,  30  August,  1861.     Died  on  the  "/.  8.  Ghambers,"  15  August,  1864. 
Sfickerson,  Marcus  A. 

Acting  Ensign,  31  March,  1864.     Honorably  discharged  21  October,  18G5. 
Sfickerson,  Sylvanus. 

Acting  Master,  31  March,  1862.     Acting  Volunteer  Lieutenant,  20*  February,  1865. 
Honorably  discharged  4  April,  1868. 
STickerson,  Theodore. 

Acting  Ensign,  25  April,  1864.     Honorably  discharged  23  November,  1865. 
Nickerson,  Thomas. 

Mate,    7  March,  1864.     Honorably  discharged  2   October,  1865.     Mate,  25  May, 
1866.     Resigned  8  October,  1808. 
Sfickerson,  William  M. 

Assistant  Surgeon,  2  March,  18G7.     Retired  list,  15  May,  1874. 
Tficoll,  William  li. 

Third    Assistant    Engineer,    21    October,    1861.       Second    Assistant    Engineer 
3  August,  1863.     First  Assistant  Engineer,  11  October,  1866. 
3ricolson,  John  B. 

Midshipman,  4  July,  1805.     Lieutenant,  20  May,  1812.     Commander,  5  March, 
1817.    Captain,  24  April,  1828.     Died  9  November,  1846. 
IVicolson,  John   O. 

Midshipman,   24  June,  1869.     Graduated   15  October,  1874.      Ensign,  17  Julv 
1875. 
Nicolson,  William. 

Master,  28  January,  1809.     Resigned  3  June,  1809. 
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Xiclds,  Henry  €'. 

Mate,  11  February,  18C3.     Acting  Ensign,  11  July,  18G1.     Acting  Master,  4  No- 
vember,  1804.      Muster,   12    March,   1868.      Lieutenant,   18   December,   1808. 
Lieutenant-Commander,  1  July,  1870.     Died  13  December,  1880. 
Niles,  Ilezokiab. 

Midshipman,  10  February,  1838.     Died  23  December,  1841. 
Xiles,  Kost^iith. 

Midshijjman,  23  September,  1865.     Graduated  4  June,  1809.     Ensign,  12  July, 
IbTO.     Master,  1  March,  1873.     Lieutenant,  80  September,  1870. 
Xiles,  Marston. 

Acting  Midshipman,  25  September,  1860.     Ensign,  28  May,  1803.     Master,  10  No- 
vember,   1805.      Lieutenant,    10    November,     1860.      Lieutenant-Commander, 
12  March,  1868.     Resigned  25  December,  1871. 
Xiles,  IVathan  £. 

Midsliipman,  28  July,  1864.     Graduated  3  June,  1868.     Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  7  July,  1874. 
Nilson,  Julius. 

Acting  Ensign,  30  November,  1863.     Acting  Master,  22  November,  1864.     Honora- 
bly discharged  16  July,  1866. 
Xisbet,  Richard. 

Acting  Carpenter,  13  October,  1863.     Resigned  17  February,  1865. 
Xixon.  John  W. 

Purser,  24  December,  1857.     Resigned  15  April,  1861. 
IVixon,  Z.  W. 

Midshipman,  18  June,  1812.     Lieutenant,  28  March,  1820.     Resigned  31   March. 
1826. 
Xoble,  Abijah  W. 

Purser,  10  January,  1799.     Resigned  26  February,  1800. 
:Woble,  James, 

Midshipman,  27  May,  1824.  Passed  Midshipman,  20  February,  1830.  Lieutenant, 
31  December,  1833.     Dropped  13  September,  1855. 

!K^obIe,  James  D. 

Acting  Assistant  Surgeon,  20  February,  1865.     Honorably  discharged  13  January, 
1866. 
Noble,  James  J. 

Third  Assistant  Engineer,  19  February,  1861.     Second  Assistant  Engineer,  20  May, 
1863.     Retired  5  January,  1866.     Resigned  3  March,  1866. 
Noble,  Mason. 

Chaplain,  30  March,  1853.     Retired  list,  18  March,  1871. 
Noe,  Henry. 

Mate.     Resigned  19  June,  1863. 
Noe,  James  W. 

Acting  Second  Assistant  Engineer,  1862.     Resigned  3  November,  1862. 
Noel  I,  Jacob  E. 

Midshipman,   3    December,   1861.      Graduated  24    September,    1865.       Ensign, 
1   December,   1866.      Master,   12   March,   1868.     Lieutenant,   26   March,   1869. 
Lieutenant-Commander,  2  August,  1879. 
Noell.  York. 

Midshipman,  24  September,  1870.    Graduated  1  June,  1874.    Ensign,  17  July,  1876. 
Nolan,  Joseph. 

Acting  Second  Assistant  Engineer.     Dismissed  19  July,  1864. 
Nolan,  Wiiiiani. 

Mute,  0  November,  1865.     Dismissed  30  October,  1865. 
Nolan,  'William  P. 

Acting  Third  Assistant  Engineer,  29  July,  1863.  Acting  Second  Assistant  En- 
gineer, 31  July,  180:!.  Acting  First  Assistant  Engineer,  23  November,  1864. 
Honorably  discharged  5  October,  1865. 
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Noland,  C.  St.  G. 

MidshiiDman,  16  June,  1834.     Passed  Midshipman,  1  (3  July,  1S40.     ]\Iiist(.'i-,  6   No- 
vember, 1846.     Lieutenant,  25  February,  1847.     Resigned  29  June,  1S54. 
Noland,  Martin  C. 

Acting  Third  Assistant  Engineer,  8  May,  1863.     Honorably  discharged  l.'j  Decem- 
ber, 1865. 
JVoland,  William  H. 

Midshipman,  13  December,  1823.     Passed  Midshipman,  23  March,  1829.     Lieu- 
tenant, 31  December,  1833.     Dropped  13  September,  1855. 
Nolton,  C.  O. 

Mate,  4  February,  1870.     Resigned  25  November,  1871. 
IVoneH,  Henry  B. 

Third   Assistant  Engineer,   23    September,   1853.      Resigned   19   August,   1856. 
Second  Assistant  Engineer,  28  May,  1861.     First  Assistant  Engineer,  1   July, 
1861.     Chief  Engineer,  14  December,  1864. 
^ones,  J.  B. 

Midshipman,  1  February,  1814.     Resigned  2  July,  1821. 
!\ono8,  Jotrorson  H. 

Midshipman,  19  December,  1840.     Appointment  revoked  3  February,  1840 
Xones,  Washington  H. 

Third  Assistant  Engineer,  8  March,  1850.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     Died  9  September,  1853. 
Noonan,  David  A. 

Acting    Third    Assistant    Engineer,   25   August,   1864.      Honorably   discharged 
23  February,  1869. 
BTooney,  Janies,  Jr. 

Professor  of  Mathematics,  24  May,  1838.     Resigned  13  May,  1840. 
IVorfleet,  Ernest. 

Assistant  Surgeon,  21  May,  1874. 
IVorie,  William. 

Acting  Third  Assistant   Engineer,  3  September,   1863.      Honorably  discharged 
18  October,  1865. 
Norman,  Benjamin  F. 

Acting  Second  Assistant  Engineer,  4  May,  1863.     Resigned  5  September,  1863. 
Xornian,  James  91. 

Acting  J'Insign  and  Pilot,  3  May,  1864.     Appointment  revoked  8  June,  1865. 
]Vorris,  Charles  A. 

Acting  Second  Assistant  Engineer.     Resigned  14  April,  1864. 
Worris,  Ciiarles  F. 

Mate,  30  March,  1870.     Resigned  2  September,  1870. 
Norris,  George  A. 

Midshipman,  27  September,  1862.     Graduated  12  June,  1866.     Ensign,  12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
STorris,  George  E. 

Acting  Third  Assistant  Engineer,  10  May,  1864.     Honorably  discharged  28  Octo- 
ber, 1865. 
Xorris,  James. 

Assistant  Surgeon,  10  December,  1814.     Resigned  20  June,  1826. 
3f orris,  John  A. 

Midshipman,  27  September,  1865.     Graduated  4  June,   1869.     Ensign,   12  July, 
1870.    Master,  10  October,  1872.     Lieutenant,  20  October,  1875. 
Xorris,  Otho. 

Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.    Commander,  3  March, 
1827.     Lost  in  the  ''Hornet,"  10  September,  1829. 
;Vorris,  Thomas  E. 

Purser,  30  June,  1840.     Resigned  39  August,   1845. 
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Norris,  Tl'illiam  II. 

Mate,  3  Nuvember,  18C2.     Dismissed  21  January,  186a. 
jVorfb,  George. 

Midsbipniau,  10  September,  1798.     Resigned  4  December,  ISOO. 
North,  Gonld. 

Carpenter,  lli  May,  1871. 
Nortb,  Henry  H. 

Actin<T  Muster  and   Pilot,  1   September,  18G4.     Honorablv  discharged  S  October, 
1SU8. 
JVorth,  James  H. 

Midsliipman,   29   May,  1829.     Passed   Midshipman,   .5  July,   1835.      Lieutenant, 
8  September,  1841.     Resigned  15  January,  1861. 
Xorth,  John  W. 

Sailmaker,  3  July,  1849.     Retired  list,  15  October,  1879. 
North,  Jo!i«eph. 

Purser,  24  July,  1813.     Last  appearance  on   Records  of  Navy  Department,  1816. 
Frigate  ^'Macedonian." 
North,  Joseph  W. 

Mate,  11  August,  1861.     Acting  Ensign,  28  September.  1863.      Honorably  dis- 
charged 22  September,  1865. 
North,  William  F. 

Acting  Master,  9  September,  1861.     Dismissed  19  June,  1865. 
Northrop,  Job. 

Midshipman,  32  January,  1815.     Resigned  7  October,  1816. 
Northrnp,  F.  IJ. 

Mate,  30  March,  1868.     Resigned  22  May,  1865. 
Nortlinp.  Gould. 

Carpenter,  16  May,  1871. 
Norton,  Charles. 

Mate,  4  April,  1862.     Acting  Ensign,  10  September,  1862.     Acting  Master,  11  Au- 
gust, 1863.     Acting  Volunteer  Lieutenant,  15   February.  1865.     Honorably  dis- 
charged 3  February,  1867. 
Norton,  C'harles. 

Actini;  Third  Assistant  Engineer,  24  August,  1864.     Honorablv  discharged  9  July, 
1865. 

Norton,  C'harles  F. 

Midshipman,  23  July,  1863.     Graduated  3  June,  1868.     Ensign,  19  April,  1869. 
blaster,  13  July,  1870.     Lieutenant,  6  January,  1875. 
Norton,  Cb.  M. 

Midshipman,  5  May,  1806.     Resigned  15  April,  1809. 
Norton,  Charles  S. 

Acting  Midshipman,  3  October,  1851.     Midshipman,  9  June,  1855.     Passed  Mid- 
shipman, 15  April,  1858.     blaster, 4  November,  1858.     Lieutenant,  24  November, 
1860.     Lieutenant-Commander,  16  July,  1863.     Commander,  1  July,  1870. 
Norton,  Frederic  H. 

Acting  Third  Assistant  Engineer,  15  February,  1865.     Resigned  31  October,  1867. 
Norton,  Harold  Percival. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  10  June.  1879. 
Norton,  Hiram  W. 

Acting  Ensign,  17  May,  1864.     Honorably  discharged  8  February,  1866. 
Norton,  Ichabod. 

Acting  Assistant  Paymaster,  3  October,  1863.     Resigned  39  June,  1865. 
Norton,  John  F. 

Acting  Assistant  Surgeon,  34  December,  1862.     Appointment  revoked  4  Septem- 
ber, 1863. 
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Norton,  !Lot. 

Mate,  5  June,  1864.  Honorably  discharged  14  June,  1867.  Mate,  20  December, 
1869.     Supposed  to  have  been  drowned  1873. 

;K^orton,  Micbael. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Resigned  23  November,  1SG4. 

Xorton,  Riohartl  C. 

Chaplain,  7  August,  1815.     Last  appearance  on  Records  of  Navy  Department. 

Xorton,  Sbnbal  C,  Jr. 

Acting  Ensign,  20  January,  1864.     Honorably  discharged  7  August,  1865. 

Norvell,  Hendriclt.  . 

Midshipman,  1  April,  1828.     Passed  Midshipman,  14  June,  1834.     Died  18  May, 
1837. 
BJorvell,  Joseph. 

Midshipman,  13  January,  1834.     Resigned  1  May,  1838. 

]Vorwood,  Jobn  G.  ,     x.         t^  ^  ,  ,.  . 

Midshipman,  3  July,  1799.  Discharged  13  October,  1801,  under  Peace  Establish- 
ment Act. 

No»trand,  Warner  H.  ,„„.     ^    .        ,„  t  , 

Midshipman,  24  September,  1870.  Graduated  1  June,  1874.  Ensign,  17  July, 
1875. 

Acting  Assistant  Paymaster,  17  February,  18G3.     Honorably  discharged  13  Decem- 
ber, 1865. 
IDfottingbani,  J.  H. 

Midshipman,  4  November,  1841.     (See  Upshur.) 

Nourse,  Cbarles  J. 

Assistant  Surgeon,  1  June,  1876.     Died  23  July,  1880. 
?fonrse,  Joseph  E. 

Professor,  21  May,  1864. 
Ilfowland,  J.  li. 

Midshipman,  1  January,  1818.  Last  appearance  on  Records  of  Navy  Department, 
1821.     Ship  "  John  Adams.'''' 

Jfoyes,  Allen  K.. 

Mate,  5  October,  1861.  Acting  Ensign,  1  September,  1864.  Honorably  discharged 
5  November,  1865.  Acting  Ensign,  14  December,  1866.  Mustered  out  21  De- 
cember, 1868. 

Jfoyes,  Boutelle.  „  ,     ., 

Midshipman,  26  September,  1864.  Graduated  3  June,  1868.  Ensign,  19  April, 
1869.     Master,  12  July,  1870.     Lieutenant,  14  February,  1873. 

Jtfoyes,  Cbarles  E.  P. 

"Acting  Ensign,  16  September,  1864.     Honorably  discharged  34  July,  1865. 

Noyes,  Cbarles  H. 

Acting  Assistant  Paymaster,  28  August,  1861.     Resigned  17  January,  1865. 

Noyes,  Henry  M. 

Acting  Third  Assistant  Engineer,  21  November,  1863.     Acting  Second  Assistant 
Engineer,  13  December,  1864.     Honorably  discharged  21  August,  1865. 
Noyes,  Joseph. 

Midshipman,  18  June,  1813.     Resigned  21  June,  1813. 
Noyes    William  H.  ». 

Acting  Assistant  Surgeon,  4  September,  1861.     Resigned  28  November,  1862. 

Nngent,  ©avid  E. 

Acting  Third  Assistant  Engineer,  36  September,  1863.    Resigned  (Sick,)  21  March, 
1865. 
Nugent,  Richard. 

Acting  Third  Assistant  Engineer,  13  September,  1864.  Dismissed  3  December, 
1864. 
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Nulton,  Christopher  H. 

Acting  Second  Assistant  Engineer,  6  December,   1806.      Honorably  dischar^eil 
24  September,  18C9. 
^Tnlton,  Christopher. 

Acting  Third  Assistant  Engineer,  16  June,  1S62.     Acting  Second  Assistant  En"i- 
neer,  26  July,  1801.     Honorably  discharged  24  Sejjtemben-,  lb09. 
lenity,  Thomas. 

Mate,  18  May,  1863.     Resigned  20  August,  1863. 
jVnntz,  John. 

Master,  7  July,  1812.     Died  2T  December,  1824. 
Natter,  Jacob. 

Gunner,  11  January,  1799.     Resigned  5  February,  ISOO. 
:Wntting,  Tt  illiani  G. 

Acting  Master,  26  August,  1861.     Appointment  revoked  24  March,  1805. 
Nntz,  IVilliam  R. 

Acting  Third  Assistant  Engineer,  24  December,  1862.     Acting  Second  Assistant 
Engineer,  14  January,  1864.     Honorably  discharged  15  October,  1865. 
Nyborg,  William. 

Acting  Ensign,  30  November,  1863.     Acting  Master,  22  November,  1864.     Honora- 
bly discharged  13  September,  1867. 
Nye,  Edward  C. 

Mate,  26  December,  1863.     Acting  Ensign,  12  November,  1864.     Honorably  dis- 
charged 4  November,  1865. 
Nye,  Franklin  M.  S. 

Mate,  27  July,  1863.     Resigned  10  June,  1864. 
Nye,  Haile  C. 

Midshipman,  28  July,  1866.     Graduated  7  June,   1870.     Ensign,   13  July,  1872. 
Master,  1  January,  1875. 
Nye,  Prince  M. 

Mate,  10  December,  1863.     Discharged  2  June,  1864. 
Nye,  William  C. 

Mate,  5  March,  1862.     Honorably  discharged  21  January,  18G6. 
Nynian,  Frank  W. 

Third  Assistant  Engineer,  19  February,  1863.     Resigned  21  April,  1864. 

Nyuian,  Jay. 

Mate,  9  April,  1864.     Honorably  discharged  13  November,  1865. 
Nystrom,  John  W. 

Acting  First  Assistant  Engineer,  29  July,  1864.     Acting  Chief  Engineer,  28  Feb- 
ruary, 1865.     Resigned  8  July,  1865. 

Oakes,  Frederick. 

Midshipman,  8  May,  1832.     Resigned  1  May,  1837. 
Oakl'ord,  Isaac  R. 

Third  Assistant  Engineer,  1  July,  1861.    Second  Assistant  Engineer,  18  December, 
1862.     Resigned  13  October,  1865. 
Oakley,  Charles  H. 

Midshipman,  30  March,  1842.     Dismissed  2  October,  1845. 
Oakley,  Charles  II. 

Assistant  Surgeon,  2  October,  1844.     Died  24  July,  1851. 
Oakley,  Engcne  II. 

Midshipman,  2   August,   1847.      Passed   Midshipman,    15   June,   1844.     Master, 
16  September,  1855.     Lieutenant,  17  September,  1855.     Resigned  9  May,  1856. 
Oakley,  Farnani  L,. 

Acting  Assistant  Paymaster,  24  February,  1864.    Mustered  out  10  September,  1805, 
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Oakley,  Henry. 

Mate,  9  July,  1862.    Acting  Ensign,  3  March,  18G3.    Acting  Master,  14  May,  1864. 
Resigned  21  November,  1804. 
Oaks,  Calriii. 

Carpenter,  12  June,  1826.     Resigned  26  August,  1833. 
Oates,  John  H. 

Mate,  7  January,  1862.     Dismissed  13  June,  1862. 
Oatley,  John  C 

Mate,  13  September,  1864.     Acting  Ensign,  27  November,  1864.     Honorably  dis- 
charged 15  January,  1868. 
Oberly,  Aaron  S. 

Assistant  Surgeon,  30  July,  1861.     Passed  Assistant  Surgeon,  22  June,  1864.     Sur- 
geon, 19  June,  1866. 
Oberly,  Hubert. 

Mate,  25  April,  1863.    Acting  Ensign,  7  July,  1863.    Appointment  revoked  22  Jan- 
uary, 1866. 
O'Brien,  Donglas  F. 

Mate,  19  December,  1861.     Acting  Ensign,  31  July,  18C3.     Honorably  discharged 
20  July,  1865. 
O'Brien,  Edward. 

Midshipman,  30  October,  1799.     Dismissed  11  May,  1804. 
O'Brien,  Gab.  A. 

Midshipman,  1  January,  1825.     Resigned  8  March,  1831. 
O'Brien,  Hugh. 

Acting  Second  Assistant  Engineer,  28  December,  18G1.     Dismissed  5  May,  1862. 
O'Brien,  James. 

Mate,  4  October,  1862.     Dismissed  10  March,  1862. 
O'Brien,  John  S. 

Mate,  27  July,  1863.     Honorably  discharged  30  December,  1807. 
O'Brien,  Oliver. 

Mate,  meritorious  conduct,  1  December,  1864.     Deserted  25  April,  1865. 
O'Brien,  Samuel  A. 

Mate,  19  December,  1861.     Resigned  5  August,  1863. 
O'Brien,  William  P. 

Acting  Ensign,  15  August,  1862.     Resigned  6  June,  1863. 
O'Bryan,  Arthur. 

Acting  Third  Assistant  Engineer,  21  May,  1864.     Honorably  discharged  16  Octo- 
ber, 1865. 
O'Bryon,  £dward  D. 

Mate,  11  June,  1863.     Appointment  revoked  1  December,  1804. 
O'Callaghan,  Edward  J. 

Acting  Assistant  Suigeon,  23  December,   1863.     Dismissed  6    September,  1865. 
O'Callahan,  INlchoias. 

Purser,  24  February,  1801.     Last  appearance  on  Records  of  Navy  Department. 
Ochiltree,  David. 

Midshipman,  21  June,  1839.    Passed  Midshipman,  11  July,  1846.    Master,  1  March, 
1855.    Dropped  13  September,  1855. 
O'Conner,  J.  C. 

Appointed  Sailmaker,  21  May,  1836.     Resigned  25  July,  1839. 
O'Connor,  John. 

Mate,  10  February,  1863.     Appointment  revoked  3  January,  1866. 
O'Connor,  Chris. 

Midshipman,  18  June,  1812.     Discharged  25  May,  1813. 
O'Connor,  Fretleriok  A. 

Mate,  12  January,  1803.     Acting  Ensign,  21  January,  1864.     Acting  Master,   28 
June,  1805.     Honorably  discharged  27  December,  1807. 
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O'Connor,  Nicholas. 

]\Iastor.  25  SeiJtember,  1813.     Last  appearance  on  Records  of  Xavy  Department. 
O'Connor,  Nieliolas. 

M:ister,  17  October,  1«12.     Dismissed  2.5  August,  1813. 
O'Connor,  Peter. 

Mate,  19  November,  1861.    Acting  Ensign,  15  March,  1864.    Honorably  discharged 
4  March,  1806.     Mate,  5  October,  1SG5.     Mustered  out  27  August,  1868. 
O'Connor,  Thomas  W. 

Acting  Second  Assistant  Engineer,  21   July,  1862.     Acting  First  Assistant  En- 
gineer, gallantry,  25  September,  1862.     Honorably  discharged  12  August,  1865. 
Acting  First  Assistant  Engineer,  21  May,  1866.     Mustered  out  23  July,  1867. 
O'Conway,  J.  M.  S. 

Surgeon,  27  June,  1814.     Resigned  5  November,  1821. 
Odbert,  Henry  S. 

Mate,  20  August,  1864.     Honorably  discharged  26  October,  1865. 

Odcll,  AlTin  A. 

Acting  Third  Assistant  Engineer,  21  April,  1862.     Honorably  discharged  16  Oc- 
tober, 1865. 
Odell,  George  S. 

Acting  Third  Assistant  Engineer,  8  July,  1863.     Acting  Second  Assistant  En- 
gineer, 29  July,  1865.    Honorably  discharged  1  October,  1867. 
Odend'hal,  John. 

Mate,  20  January,  1870.     In  service. 
Odenheinier,  W. 

Midshipmau,  17  December,  1810.     Lieutenant,  16  July,  1814.     Died  13  November, 
1815. 
Odeon,  William  J. 

Acting  Second  Assistant  Engineer,  1862.     Resigned  28  February,  1863. 
Odiorne,  lievi  li. 

Mate,  5  October,  1863.     Acting  Ensign,  29  November,  1864.     Resigned  29  June, 
186.5. 
Odiorne,  Walter  C. 

Mate,  26  August,  1861.     Acting  Ensign,  24  April,  1863. 
O'Donnell,  James. 

Mate,  23  October,  1863.     Resigned  22  May,  1866. 
O'Driseoll,  Cornelius. 

Lieutenant,  20  April,  1799.     Discharged  15  April,  1801. 
Oellers,  Janies  P. 

Lieutenant,  24  July,  1813.     Died  20  February,  1849. 

Ogden,  Henry  W. 

Midshipman,   1    September,   1811.      Lieutenant,   5    March,    1817.      Commander, 
31   Januarv,  1838.     Captain,  5  February,  1848.     Reserved  list,  13   September, 
1855.     Died  25  August,  1860. 
Ogden,  James. 

Acting  Third  Assistant  Engineer,  15  December,  1862.  Acting  Second  Assistant 
Engineer,  7  June,  1864.     Honorably  discharged  3  October,  1865. 

Ogden,  Jnlien  S. 

Acting  Third  Assistant  Engineer,  nnder  instruction  Naval  Academy,  10  October, 
1866.  Third  Assistant  Engineer,  2  June,  1868.  Second  Assistant  Engineer, 
2  June,  1869.     Passed  Assistant  Engineer,  20  October,  1875. 

Ogden,  Liewis, 

Midshipman,  1  March,  1825.     Dismissed  1  June,  1832. 
Ogden.  William  A. 

Midshipman,  1  September,  1811.     Resigned  7  May,  1812. 

Ogden,  William  B. 

Acting  First  Assistant  Engineer,  5  May,  1863.  Appointment  revoked  (Sick,) 
20  November,  1863. 
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Ogden,  William  H. 

Acting  Second  Assistant  Engineer,  9  October,  1861.     Apijointment  revoked  (Sick,) 
21  April,  1863. 
Ogden,  William  S. 

Midshipman,  26  July,   1820.     Lieutenant,   17  May,  1828.     Commander,  22  April, 
1851.     Retired  15  January,  1863.     Died  14  August,  1866. 
OglcTle,  Peter. 

Midshipman,  6  January,  1800.     Lieutenant,  18  May,  1804.     Lost  at  Sea  in  1805. 
OgilTie,  Janie!^. 

Acting  Master,  26  August,  1861.     Honorably  discharged  6  June,  1868. 
OgilTie,  James  O. 

Chaplain,  15  September,  1825.     Last  appearance  on  Records  of  Navy  Department. 
O'Grady,  Henry  S. 

Mate,  13  March,  1863.     Acting  Ensign,  2  November,  1863.     Dismissed  16  Novem- 
ber, 1864. 
O'Hara,  Henry  W. 

Mate,  20  February,  1863.     Acting  Ensign,   6  July,  1864.     Honorably  discharged 
3  May,  1868. 
O'Hara,  Michael. 

Assistant  Surgeon,  31  May,  1854.     Resigned  30  June,  1858. 
O'Kane,  James. 

Acting  Midshipman,  30  September,  1856.     Midshipman,  15  June,  1860.     Master, 
19    September,    1861.     Lieutenant,    16    July,    1862.     Lieutenant-Commander, 
23  April,  1866.     Commander,  6  January,  1874. 
O'Keefe,  Daniel  J. 

Acting  Third  Assistant  Engineer,  18  April,  1864.     Honorably  discharged  15  May, 
1865. 
O'Keefe,  John  F. 

Acting  Third  Assistant  Engineer,  10  June,  1864.    Honorably  discharged  19  August, 
1865. 
O'Kell,  Peter. 

Acting  Ensign,  5  October,  1862.     Acting  Master,  5  June,  1863.     Acting  Volunteer 
Lieutenant,  8  November, -1864.     Honorably  discharged  24  November,  1865. 
Olcott,  E.  R. 

Acting  Ensign,  special  duty,  6  December,  1863.     Appointment  revoked  1  Septem- 
ber, 1864. 
Olcott,  Eugene  1§. 

Assistant  Surgeon,  24  January,  1862.     Resigned  6  January,  1864. 
Olcott,  Henry, 

Midshipman,  5  November,  1809.     Resigned  29  April,  1812. 
O'liCary,  Arthur. 

Acting  Ensign,  5  June,  1863.     Honorably  discharged  9  December,  1868. 
Oler,  Henry  D. 

Mate,  12  May,  1866.     Resigned  15  May,  1867. 
Oliphant.  Joseph  B. 

Purser,  1  June,  1861.     Died  1  September,  1863. 
Oliver,  Charles  B. 

Master's  Mate,  3  May,  1843.     Gunner,  3  June,  1846.     Dismissed  21  April,  1861. 
Oliver,  Edwin  W. 

Midshipman,  9  November,  1841.     Resigned  1  June,  1842. 
Oliver,  Francis  A. 

Acting  Ensign,  15  July,  1863.     Acting  Master,  8  February,  1864.     Appointment 
revoked  31  May,  1864. 
Oliver,  Francis  A. 

Boatswain,  28  May,  1850.     Dismissed  3  November,  1856. 
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Oliver,  Henry  H. 

Acting   Third    Assistant    Engineer,   20   .luniiarv,    18G4.     Honorably    discharged 

29  August,  1866. 
Oliver,  Jnine«;. 

Mate,  5  September,  1866.     Acting   Ensign,   9   September,   1864.     Honorably  dis- 
charged 25  August,  1865.     Mustered  out  1  May,  1869. 
Oliver,  James  11. 

Cadet  Midshipman,  13  June,  1879.     Graduated  18  June,  1879. 
Oliver,  Paul  A. 

Master,  25  April,  1814.     Resigned  9  March,  1815. 
Olmsfead,  Edmund  F. 

Master's  Mate,  3  May,  1843.     Second  Master,  2  March,  1849.     Master,  1  September, 
1851.     Reserved  list,  10  October,  1855.    Died  7  February,  1857. 
Olmstead,  Edward. 

Midshipman,  17  December,  1810.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     New  York. 
Olmstead,  Oeorge  A. 

Mate,  20  November,  1862.     Honorably  discharged  24  August,  1867. 
Olmstead,  li.  E. 

Third  Assistant  Engineer,  4  April,  1861.     Resigned  23  September,  1863. 
Olsen,  Christian. 

Carpenter,  7  March,  1853.     Died  13  June,  1855. 
Olson,  Edmnnd. 

Second  Assistant  Engineer,  12  July,  1861.     First  Assistant  Engineer,  15  October, 
1863.     Chief  Engineer,  27  October,  1874.     Lost  on  the  "Huron,"  24  November, 
1877. 
Omensetter,  George  W. 

Gunner,  27  November,  1861. 
Omensetter,  Robert  E. 

Mate,   13  July,  1863.     Acting  Ensign,   15  June,   1864.      Honorably  discharged 

30  November,  1865. 
Oniey,  William  H. 

Mate,  18  January,  1864.     Honorably  discharged  18  January,  1868. 
O'Weal,  Robert  H. 

Boatswain,  13  June,  1831.     Died  4  August,  1847. 
O'Neale,  Jobn. 

Midshipman,  29  July,  1806.     Resigned  16  July,  1807. 
O'JVeale,  Richard. 

Midshipniuu,  1  January,  1812.     Resigned  9  August,  1817. 
O'^feale,  Robert  II. 

Boatswain,  13  June,  1831.     Died  4  August,  1847. 
O'Bfeil,  A.  F. 

Acting  Ensign,  1    October,   1862.     Acting  Master,   16   February,  1863.     Acting 
Volunteer  Lieutenant,  24  October,  1863.     Dismissed  30  June,  1864. 
O'Neil,  Charles. 

Mate.     Acting  Master,  1  May,  1863.     Acting  Volunteer  Lieutenant,  30  Jlny,  1865. 
Lieutenant,  13  March,  1868.     Lieutenant-Commander,  18  December,  1868. 
O'Neil,  James. 

Acting  Third  Assistant  Engineer,  22  April,  1863.    Acting  Second  Assistant  En- 
gineer, 30  April,  1864.    Honorably  discharged  26  February,  1868. 
0']Veil,  Jobn. 

Acting    Third   Assistant  Engineer,   21   October,   1862.      Honorably   discharged 
2  December,  1866. 

O'lVeill,  Charles  F. 

Mate,  26  May,  1863.     Honorably  discharged  13  June,  1867. 
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O'W^eill,  Charles  W. 

Acting  Tliircl  Assistant  Engineer,  16  April,  ISfiS.     Acting  Second  Assistant  En- 
gineer, 15  December,  1864.     Honorably  discharged  14  October,  1868. 
O'lVeill,  H.  B. 

Acting  Ensign,  7  August,  1863.     Resigned  3  March,  1865. 
O'BTeill,  William  J. 

Acting  Tbird  Assistant  Engineer  11  October,  1864.     Honorably  discharged  18  Sep- 
tember, 1865. 
Opie,  liCroy. 

Midshipman,  31  May,  1800.     Discharged  5  May,  1801,  under  Peace  Establishment 
Act. 
Opp,  Henry  K. 

Acting  Assistant  Paymaster,  5  February,  1864.     Honorably  discharged  9  October, 
1865. 
Orchard,  John  M. 

Cadet  Midshipman,  11  June,  1873.     Graduated  18  June,  1879.     Ensign,   11  July, 
1880. 
Orcntt,  Angnstiis  C. 

Mate,  19  May,  1864.     Resigned  34  May,  1865. 
Orcntt,  John  A. 

Mate,  7  December,  1863.     Honorably  discharged  3  May,  1866. 
Orcntt,  William  K. 

Mate,  5  August,  1863.     Resigned  (Sick,)  18  March,  1864. 
Or«l,  James. 

Midshipman,  9  June,  1811.     Resigned  13  April,  1813. 
Ordway,  William  A. 

Mate,  9  October,  1863.    Acting  Ensign,  33  December,  1863.    Honorably  discharged 
30  June,  1866. 
Organ,  David. 

Acting  Ensign,  9  November,  1863.    Acting  Master,  33  December,  1864.    Honorably 
discharged  1  November,  1865.     Acting  Master,  13  September,  1866.     Died  18 
August,  1808. 
Orme,  J.  George. 

Acting  Assistant  Paymaster,  11  May,  1864.     Mustered  out  31  November,  1865. 
Ormond,  John  O. 

Mate.     Resigned  19  February,  1863.     Acting  Master,  30  April,  1803.     Dismissed 
1  April,  1863. 
Ormsby,  Oeorge  F. 

Cadet  Midshipman,  34  September,  1873.     Graduated  4  June,  1880. 
Ormsby,  Robert. 

Purser,  35  April,  1813.     Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughed. 
Orne,  Joshna. 

Midshipman,  16  January,  1809.     Resigned  39  October,  1810. 
Orr,  Hector. 

Surgeon,  3  March,  1799.     Discharged  10  June,  1801,  under  Peace  Establishment 
Act. 
Orr,  William  JL. 

Acting   Second   Assistant  Engineer,  31   March,   1865.     Resigned   18  December 
1865. 
Orswell,  George  B. 

Acting   First  Assistant   Engineer,   21    February,   1803.      Honorably   discharged 
36  December,  1865.     Acting  First  Assistant  Engineer,  7  April,  1866.      Mus- 
tered out  37  August,  1867. 
Ortega,  John. 

Mate,  30  August,  1864.     Deserted  June,  1865. 
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Osborn,  Arthur  P. 

Midslii])m;in,  25   July,  1865.      Graduated   June,  1869.      Ensign,   12   Julv.   1^70. 
Master,  12  July,  1871.     Lieutenant, 23  October,  1874. 
Osborii,  Francis  G. 

Acting  Ensign,  20  August,  1803.     Acting  Master,  6  December,  1864.     lIonci:alilv 
discharged  IB  July,  1866. 
Osborn,  James. 

Acting  Second  Assistant  Engineer,  10  September,  1801.     Resigned   14   Fcbnuirv, 
1863. 
Osborn,  Marcns  B. 

Acting  Assistant  Paymaster,  11  October,  1861.     Resigned  10  September,  18ii:!. 
Osborii,  Victor  91. 

Acting  Third  Assistant  Engineer,  27  March,  1805.     Resigned  20  November,  1867. 
Osborn,  IVilllam  A. 

JIato,  14  May,  1803.     Resigned  17  May,  1805. 
Osborne,  Charles  A. 

Mate,  13  June,  1803.     Honorably  discharged  26  August,  1865. 
Osborne,  Lieonard. 

Assistant  Surgeon,  34  July,  1813.     Surgeon,  27  March,  1818.    Died  5  October,  1837.' 
Osgood,  George  C, 

Acting  Assistant  Surgeon,  26  February,  1863.     Honorably  discharged  19  January, 
1866. 
Osgood,  Joseph. 

Master,  3  July,  1813.     Died  8  August,  1813. 
O'Shannessy,  James. 

Midshipman,  9  July,  1833.     Resigned  27  February,  1839. 
Osterhans,  Hngo. 

Midshipman,  25  September,  1805.     Graduated  7  June,  1870.     Ensign,  13  Julv, 
1871.     Master,  12  February,  1874.     Lieutenant,  13  March,  1880. 
Osterhonit,  Davis  D. 

Acting  Third  Assistant  Engineer,  24  August,  1864.     Honorably  discharged  5  Oc- 
tober, 1865. 
Osterloh,  John  C 

Acting  Assistant  Paymaster,  22  January,  1804.     Honorably  discharged  6  October, 
1805. 
Ostermeyer,  TFilliam. 

Acting  Carpenter,  28  June,  1804.     Honorably  discharged  21  September,  1805. 
Ostranger,  A.  II. 

Acting  Ensign,  4  January,  1804.     Honorably  discharged  1  August,  1805. 
O'Snlliran,  IV.  R. 

Midshipman,  1  November,  1828.     Dismissed  10  December,  1830. 
Otis,  Arthur  H. 

Midshipman,  9  September,  1841.     Resigned  10  August,  1849. 
Otis,  James  F. 

Acting  Ensign,  39  October,  1803.     Acting  Master,  30  January,  1805.     Honorably 
discharged  19  August,  1865. 
Otis,  Jenks  II. 

Assistant  Surgeon,  19  April,  1851.     Passed  Assistant  Surgeon,   10  April,  185(;. 
Surgeon,  2  June,  1861.     Died  27  August,  1864. 
Otis,  William  n. 

Mate,   11   September,   1862.      Acting   Ensign,   30   September,  1863.      Honorably 
discharged  11  August,  1805. 
Otley,  William. 

Acting  Second  Assistant  Engineer,   9   February,   1804.     Honorably   discharged 
22  August,  1865. 
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Otter,  William, 

Acting  Carpenter,  6  July,  1864.     Honorably  discharged  19  February,  1866. 
Ottignon,  Charles  F. 

Acting  Master,  special  duty  as  Drill  Officer,  31   October,   18G3.      Ajapointment 
revoked  27  October,  1864. 
Ottlwell,  William. 

Acting  Master,  10  June,   1861.     Appointment  revoked    (Sick,)  14  April,   1863. 
Acting  Ensign,  1  October,  1863.     Honorably  discharged  3  December,  1865. 
Ovatt,  James. 

Mate,  1   October,  1862.    Promoted  Acting  Ensign,  9  October,  1863.     Honorably 
discharged  24  June,  1866. 
OTerman,  John. 

Carpenter,  23  October,  1841.     Died  19  March,  1845. 
Overn,  John. 

Acting  Third  Assistant  Engineer,  1  August,  1863.     Resigned  34  March,  1863. 
Overn,  John  J. 

Carpenter,  3  May,  1866.     Died  10  June,  1867. 
OTerton,  Daniel  B. 

Acting  First  Assistant  Engineer,  31  August,  1864.    Honorably  discharged  23  Sep- 
tember, 1865. 
Overton,  P.  H. 

Midshipman,  30  November,  1814.     Resigned  18  November,  1831. 
Owen,  Alfred  II. 

Assistant  Surgeon,  30  May,  1869.     Passed  Assistant  Surgeon,  18  March,  1874. 
Owen,  Charles  W. 

Acting  Ensign,  3  August,  1864.     Honorably  discharged  11  August,  1865. 
Owen,  Elias  K. 

Midshipman,  7  December,  1848.     Passed  Midshipman,  15  June,  1854.     Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1863.     Commander,  35  July,  1866.     Retired  list,  9  June,  1876.     Died 
8  April.  1877. 

Owen,  Iieander  Co 

Acting  EntigU;  13  September,  1864.     Honorably  discharged  35  July,  1865. 
Owen,  O.  SDarwin. 

Acting  Ensign,  16  February,  1865.     Honorably  discharged  17  September,  1867. 
Owen,  Silas. 

Mate,  8  September,  1863.     Dismissed  21   May,  1863.     Acting  Ensign,  25  Novem- 
ber, 1863.     Acting  Master,  25  July,  1865.     Honorably  discharged  4  November, 
1865. 
Owen,  William  H. 

Acting  Assistant  Paymaster,  30  September,  1862.     Resigned  8  October,  1863. 
Owen,  William  R. 

Mate,  18  April,  1863.    Acting  Ensign,  11  June,  1863.     Resigned  13  March,  1865. 
Owens,  A.  A. 

Acting  Master,  13  May,  1863.     Honorably  discharged  13  August,  1865. 
Owens,  Forrest  B. 

Acting  Ensign  and  Pilot,  13  December,  1863.     Acting  Master  and  Pilot,  1  Octo- 
ber, 1864.     Honorably  discharged  29  November,  1865. 
Owens,  James  H. 

Carpenter,  4  November,  1853.     Died  10  October,  1873. 
Owens,  John. 

Acting  Ensign,  3  August,  1864.     Honorably  discharged  13  July,  1865. 
Owens,  Thomas. 

Acting  Assistant  Surgeon,  16  August,  1864.  Honorably  discharged  28  December, 
1869.  Acting  Assistant  Surgeon,  8  February,  1870.  Honorably  discharged  80 
June,  1879. 
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Owiiisii>«  John  C. 

Master,  15  September,  1800.     Resigned  23  February,  1810. 
Owiiigs,  Saiiinel  J. 

Acting  Ensign,  3  September,  18(;3.     Died  at  St.  Louis,  Mo.,  October,  1863. 
Owins,  John. 

Gunner,  7  March,  1842.     Dropped  20  April,  1801. 

Pace,  DaTifl. 

Acting  Third  Assistant  Engineer,  13  August,  1863.     Acting  Second  Assistant  En 
gineer,  20  March,  1805.     Appointment  revoked  29  December,  1866. 
Packard,  Harrii^on  I>. 

Mate,  21  January,  1804.     Acting  Ensign,  1  December,  1864.     Honorably  discharged 
16  May,  1865. 
Packar«l,  Henry. 

Acting  Assistant  Paymaster,  25  September,  1801.     Died  29  January,  1802. 
Packard,  R.  G. 

Civil  Engineer,  28  November,  1866.     Commissioned  28  March.  1807.     Resigned 
28  April,  1869. 
Packer,  Charles  H. 

Mate,  1  November,  1861.     Acting  Ensign,  1  February,  1804.     Dismissed  10  August, 
1864. 
Packett,  John. 

Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     nic<l  29  March,  1820. 
Paddock,  Samuel  B. 

Acting  Midshipman,  26   September,  1856.     Midshipman,  1.")  June.  ISGO.     Acting 
Master,  26  June,  1861.     Appointment  revoked  24  July,  18G1. 
Page,  Benjamin. 

Midshipman,  26  March,  1800.     Resigned  7  July,  1803. 
Page,  Benjamin. 

Midshipman,   17   December,   1810.      Lieutenant,  27   April,   1816.      Commander, 
22  December,  1835      Captain,  8  September,  1841.     Reserved  list,  13  September, 
1855.     Died  16  April,  1858. 
Page,  Benjamin. 

Acting  Assistant  Paymaster,  12  June,  1862.     Resigned  30  December,  1865. 
Page,  Benjamin. 

Mate.     Appointment  revoked  (Sick,)  19  May,  1862. 
Page^  Charles  H. 

Acting  Assistant  Surgeon,  2  February,  1863.     Surgeon,  23  September,  1863.    Died 
24  December,  1867. 
Page,  David  P. 

Acting  Ensign,  2  December,  1863.     Acting  Master,  22  November,  1864.     Honor- 
ably discharged  28  October,  1865. 
Page,  Henry. 

Midshipman,  5  February,  1800.     Resigned  7  June,  1803. 
Page,  Henry  M. 

Mate,  11  January,  1865.     Resigned  30  June,  1865. 
Page,  Henry   T. 

Mate,  23  November,  1863.     Acting  Ensign,  4   September,  1804.     Honorably  dis- 
charged 3  June,  1865. 
Page,  Hugh  M. 

Midshipman,   1   September,  1811.     Lieutenant,  1    April,   1818.     Commander,  28 
February,  1838.     Captain,  29  May,  1850.     Reserved  list,  13  September,  1855. 
Resigned  19  April,  1801. 
Page,  James. 

Surgeon,  23  April,  1827.     Died  15  March,  1832. 
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Page,  James. 

Assistant  Surgeon,  7  September,   1807.     Surgeon,  5  March,   1811.     Resigned   14 
June,  1834. 
Page,  Jereniiali  J. 

Acting  Assistant  Surgeon,  14  February,  1874.     Assistant  Surgeon,  Retired  list,  30 
June,  1879. 
Page,  John   W. 

Mate,  19  Novem-ber,  1861.     Resigned  29  October,  1802. 
Page,  Liewis  It. 

Midshipman,  9  March,  1809.     Dismissed   8  March,  1813.     Master,  6  April,  1813. 
Died  16  September,  1826. 
Page,  OctaTius  A. 

Midshipman,  6  June,  1800.     Lieutenant,  9  February,  1807.     Died  in  June,  1813. 
Page,  Richard  L.. 

Midshipman,  1  March,  1824.    Passed  Midshipman,  30  Februai-y,  1830.    Lieutenant, 
26  March,  1834.     Commander,  14  September,  1855.     Dismissed   18  April,  1861. 
Page,  Robert  N. 

Midshipman,  3  May,  1800.     Discharged  34  September,  1801,  under  Peace  Estab- 
lishment Act. 
Page,  Thomas  J. 

Midshipman,  1  October,  1837.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 
30  December,  1839.     Commander,  14   September,  1855.     Dismissed  23  April, 
18G1. 
Page,  William. 

Midshipman,  1  January,  1817.     Resigned  3  January,  1830. 
Page,  William  M, 

Assistant  Surgeon,  31  October,  1855.     Passed   Assistant  Surgeon,  4  May,  1860. 
Surgeon,  1  August,  1861.     Dismissed  10  October,  1861. 
Paget,  John  H. 

Acting  Third  Assistant  Engineer,  9  May,  1861.     Acting   Second  Assistant  Engi- 
neer, 38  May,  1863.    Acting  First  Assistant  Engineer,  8  March,  1864.    Honorably 
discharged  28  March,  1867. 
Paine,  Aniasa. 

Midshipman,   1   May,   1822.      Passed  Midshipman,   24   May,   1828.      Lieutenant, 
3  March,  1831.    Commander,  12  April,  1853.    Reserved  list,  13  September,  1855. 
Captain  on  Reserved  list,  9  June,  1863.     Died  37  July,  1863. 
Paine,  A.  O. 

Acting  Ensign,  5  January,  1863.     Dismissed  37  May,  1863. 
Paine,  Francis  M. 

Acting  Ensign,  25  August,  1862.     Acting  Master,  9  November,  1864.     Honorably 
discharged  13  September,  1867. 
Paine,  Frederick  H. 

Midshipman,  27  July,  1868.     Graduated  June,  1867.     Ensign.  18  December,  iy(i8. 
Master,  21  March,  1870.     Lieutenant,  20  June,  1871. 
Paine,  James  O. 

Mate,  5  October,  1861.     Appointment  revoked  33  March,  1864.     Mate,  22  Se))tciii- 
ber,  1864.     Honorably  discharged  20  February,  1866. 
Paine,  John  S. 

Midshipman,  29  November,   1813.     Lieutenant,   13  January,   1835.     Commander, 
8  September,  1841.     Reserved  list,  13  September,  1855.     Died  3  May,  1859. 
Paine,  Orris  S. 

Midshipman,  3  July,  1814.     Resigned  27  February,  1815. 
Paine,  Samuel  T. 

Mate,  16  July,  1864.     Died  on  "  Kearsarge,"  28  March,  1866. 
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Paine,  Siiuiuei*  C 

Midshipuum,  21  September,  ISij").     Graduated  June,  1809.     Ensign,  13  July,  1870. 
Master,  ]2  July,  1S71.     Lieutenant,  7  October,  1874. 

Paine.  Theodore  II. 

Acting  Ensign,  17  April,  1SG3.     Acting  Master,  22  April,  18U0.     Honorably  dis- 
charged 10  November,  1SU5. 
Paine,  Thomas. 

Master,  10  October,  1812.     Lieutenant,  1  December,  1815.     Commander,  3  March, 
1835.     Captain,  8  September,  1841.     Reserved  list,  13  September,  1855.     Died 
9  November,  1859. 
Painter,  Francis  J. 

Acting  Assistant  Pavmaster,   17  February,   1803.     Passed  Assistant   Paymaster, 
23  July,  1800.     Retired  list,  13  May,  1809 

Painter,  George. 

Carpenter,  9  April,  1804.     Last  appearance   on   Records   of  Navy   Department, 
1  September,  1809. 
Painter,  Joseph  E. 

Acting  Assistant  Surgeon,  5  August,  1870.     Died  15  March,  1878. 
Palfrey,  Robert  B. 

Mate,  5  April,  18G4.     Appointment  revoked  13  May,  18C4. 
Pallett,  Robert. 

Acting  Third  Assistant  Engineer,  20  April,  1802.     Acting  Second  Assistant  Engi- 
neer, 3  March,  1863.     Honorably  discharged  4  September,  1805. 
Palmer,  Albert  S. 

Second  Assistant  Engineer,  14  January,  1839.     Previous  appointment  revoked, 
and  apjjointed  Second  Assistant  Engineer,  28  July,  1845.     Resigned  15  July, 
1848. 
Palmer,  Arehy  S. 

ActiBg  Ensign,  15  July,  1863.     Honorably  discharged  8  Dccenilicr,  1805. 
Palmer,  Charles  F. 

Mate,  25  January,  1862.     ActiBg  Ensign,  30  August,  1804.     llonuiably  dischargcil 
18  January,  1800. 

Mate,  9  June,  1862.     Resigned  21    October,  1802.     Mat.'.   7  July.   180U.     Acting 
Gunner,  9  April,  1804.     Honorably  discharged  31  December,  1800. 
Palmer,  George  li. 

Acting  Third  Assistant  Engineer,  21  .January,  1862.     Appointment  revoked   17 
Maich,  1862.     Acting  Second  Assistant  Engineer,  8  December,  1862.     Drowned 
15  January,  1865. 
Palmer,  George  W. 

Assistant  Surgeon,  18  August,  1820.     Passed  Assistant  Surgeon,  3   March.  1835. 
Died  6  November,  1836. 
Palmer,  George  W. 

Acting  Master,  23  August,  1861.     Dismissed  14  December,  1801. 
Palmer,  James  C 

Assistant  Surgeon,  20  March,  1834.     Surgeon,  27  October,  1841.     Medical  Direc- 
tor, 3  March,  1871.     Retired  list,  29  June,  1873. 
Palmer,  James  S. 

Midshipman,  1  January,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 
17  December,  1836.     Reserved  list,  13  September,  ISoo.     Commander,  Active 
list,  14  September,  1855.     Captain  on  Active  list,  10  July,  1802.     Commodore, 
7  February,  1863.     Rear-Admiral,  25  July,  1800.     Died  7  December,  1807. 
Palmer,  John  II. 

Mate,  15  November,  1861.     Resigned  21  March,  1802. 
Palmer,  John  W. 

Midshipman,  30  November,  1814.     Resigned  15  April,  1828. 
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Palmer,  John   liV. 

Master's  Mate,  1  July,  1840.     Died  2S  July,  1851. 
Palmer,  liambert  G. 

Midsbipmxn,  20  July,  1803.     Graduated   June,  1868.     Ensign,   19  April,  18G0. 
Master,  13  July,  1870.     Lieutenant,  10  November,  1873.     Lost  inthe"7/uTO«" 
24  November,  1877. 
Palmer,  Marshall  !E. 

Midshipman,  23  March,  1848.     Resigned  13  May,  1853. 
Palmer,  Robert. 

Lieutenant,  6  March,  1799.     Discharged  8  December,  1801,  under  Peace  Establish- 
ment Act. 
Palmer,   Robert. 

Master,  7  May,  1813.     Dismissed  3  April,  1814. 
Palmer,  William  H. 

Acting  Assistant  Paymaster,  35  October,  1804.    Honorably  discharged  15  Octooor, 
1805. 
Paneake,  William  D. 

Acting  Third  Assistant  Engineer,  30  October,  1803.     Honorably  discharged  3  Oc- 
tober, 1805. 
Pancoast,  Allen  A. 

Acting  Assistant  Paymaster,  5  August,  1861.     Resigned  30  January,  1804. 
Paueoast,  John  A. 

Acting  Third  Assistant   Engineer,  17  February,  1804.      Honorably  discharged 
30  August,  1865. 
Pangborn,  Henry  H. 

Paymaster,  1  June,  1861.     Died  31  July,  1860. 
Papanti,  Frank  L. 

Mate,  14  October,  1863.     Honorably  discharged  10  July,  1805. 
Pardee,  Joseph  W. 

Mate,  4  April,  1864.     Appointment  revoked  10  October,  1804.     Mate,  4  February, 
1865.     Honorably  discharged  15  August,  1805. 

Pardee,  S.  S. 

Mate,  30  December,  1861.     Dismissed  1  May,  1863. 
Paris,  Rnssel  C. 

Cadet  Midshipman,  23  September,  1873.     Graduated   18  June,  1879.     Resigned 
1  December,  1880. 
Park,  Charles  S. 

Acting  Assistant  Paymaster,  31  October,  1SG4.     Honorably  discharged  3  August, 
1865. 
Park,  David  B. 

Sailmaker,  3  August,  1844.     Died  5  August,  1848. 
Park,  Edward  G. 

Acting  Third  Assistant  Engineer,  27  December,   1864.     Honorably   discharged 
30  April,  1808. 
Park,  John. 

Surgeon,  14  October,  1799.     Discharged  6  July,  1801,  under  Peace  Establishment 
Act. 
Park,  Stephen  A. 

Mate,  23  January,  1864.     Honorably  discharged  6  August,  1805. 
Park,  William  D. 

Acting  Third  Assistant  Engineer,  33  May,  1803.     Died  11  July,  1803. 
Park,  W^illiam  Dnnlap. 

Third   Assistant   Engineer,   4   February,    1803.      Dismissed   17   February,    1862. 
Third  Assistant  Engineer,  17  December,  1803.     Died  11  July,  1803. 
Park,  W.  W. 

Acting  Assistant  Surgeon,  1  May,  1863.     Died  3  August,  1863. 
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Parke,  Cornelins  T. 

Third  Assistant  Engineer,  26  February,  ISol.     Resigned  SI  May,  1854. 
Parke,  John  Ci. 

Acting  Assistant  Surgeon,  19  February,  18C2.     Honorably  discliarged  G  November, 

is(;.-i. 
Parker,  Adams. 

Acting  Ensign,  4  March,  1863.     Dismissed  17  November,  1863. 
Parker,  Charles. 

Acting  Tliird  Assistant  Engineer,  29   December,   1864.     Honorably   discharged 
4  March,  1860. 
Parker.  K«lwiii  X. 

J[;itc,  0  Jlay,  IbOO.     Deserted  17  March,  1867. 
Parker,  Forbes. 

Acting  Assistant  Paymaster,  19  October,  1861.     Assistant  Paymaster,  19  JIarcli, 
1862.     Paymaster,  26  August,  1865.     Dropped  2  August,  1871 
Parker,  Foxhall  A.    . 

Jlidsliipuian,  1  January,  1808.     Lieutenant,  9  March,  1813.     Commander,  3  Marcli. 
1825.    Captain,   3   March,   1835.     Reserved  list,   13   September,    1855.      Diefl 

23  November,  1857. 
Parker,  Foxball  A. 

Midshipman,  11  March,  1837.     Passed  Midshipman,  29  June,  1843.     Acting  Master, 

17  November,  1847.  Lieutenant,  21  September,  1850.  Reserved  list,  14  Sej)- 
tember,  1855.  Commander,  16  July,  1802.  Captain,  25  July,  1866.  Commodore, 
25  November,  1872.     Died  10  June,  1879. 

Parker,  Franeis  H. 

Acting  Midshipman,  20  September,  1861.     Graduated  September,  1865.     Ensign, 
1  December,  1866.     Retired  list,  17  November,  1868. 
Parker,  George. 

Midshipman,   3    February,    1800.      Lieutenant,   30   March,    1807.      Commander, 

24  July,  1813.     Died  11  March,  1814. 
Parker,  George. 

Midshipman,  6  June,   1815.     Last  appearance  on  Records  of  Navy  Department, 
1815.     New  Orleans. 
Parker,  George. 

Sailmaker,  3  July,  1841.     Died  5  October,  1857. 
Parker,  George  A. 

Acting  Assistant  Surgeon,  19  April,  1864.     Died  18  June,  1864. 
Parker,  George  C. 

Master,  15  July,  1812.     Last  appearance  on  Records  of  Navy  Department. 
Parker.  George  O. 

Acting  Third  Assistant  Engineer,  25  March,  1864.     Resigned  23  June,  1865. 
Parker,  George  S. 

Acting  Assistant  Surgeon,  22  September,  1864.     Resigned  9  September,  1863 
Parker.  George  W. 

Acting  JIastcr,  12  August,  1861.     Honorably  discharged  24  September.  1865. 
Parker,  Hiram,  Jr. 

Third   Assistant   Engineer,    16   November,   1801.      Second    Assistant    Engineei', 

25  August,    1803.     First    Assistant   Engineer,    11    October,    1866.     Resigned 

18  February,  1875. 
Parker,  James,  Jr. 

Midshipman,   14  November,  1840.     Passed  Midshipman,   8  June,   1852.     Master, 
15  September.  ]8.'55.     Lieutenant,   16  September,   1855.     Resigned  2  October, 
1856.     Acting  Lieutenant,  8  May,  1861.     Lieutenant-Commander,  16  July,  1862. 
Resigned  31  May,  1866. 
Parker,  James  li. 

Midshipman,   6  June,  1831.     Passed  Midshipman,  15  June,   1837.      Lieutenant, 
8  September,  1841.     Died  12  July,  1847. 
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Parker,  James  P. 

Cadet  Midshipman,  5  June,  1S73.     Graduated  18  June,  1879. 

Parker,  J.  B. 

Acting  Assistant   Surgeon,  10   March,  ISO:!.     Honorably  discharged   13  October, 
1805. 
Parker,  John. 

Assistant  Surgeon,  11  May,  1798.     Last  ajipearance  on  Records  of  Navy  Depart- 
ment. 
Parker,  Jobn. 

Purser,  15  June,  1799.     Died  25  June,  1799. 
Parker,  Jolin  C, 

Mate,  4  November,  1804.     Deserted  12  June,  1865. 
Parker,  John  C 

Acting  Master,  1  October,  1862.     Acting  Volunteer  Lieutenant,  29  March,  1864. 
Resigned  31  May,  1865. 
Parker,  John  F. 

Midshipman,  29  September,  1870.     Graduated   1   June,  1874.     Ensign,   17  July, 
1875. 
Parker,  John  H. 

Midsliipman,  30  December,  1830.     Passed  Midshipman,  1  July,  1843.     Lieutenant, 
2  June,  1850.     Dismissed  18  January,  1802. 
Parker,  John  P. 

Midshipman,   1   April,  1828.     Passed  Midshipman,  14  June,   1834.     Lieutenant, 
35  February,  1841.     Reserved  list,  13  September,  1855.     Died  7  June,  1800. 
Parker,  Joseph  B. 

Acting  Assistant  Surgeon,  4  December,  1863.     Honorably  discharged  13  October, 
1865.      Assistant  Surgeon,  24   November,   1866.      Passed  Assistant   Surgeon, 
31  December,  1867.     Surgeon,  13  August,  1876. 
Parker,  liCwis- 

Gunner,  13  February,  1833.     Died  31  August,  1845. 
Parker,  Nathaniel  C. 

Acting  Assistant   Surgeon,  23  October,   1862.     Appointment  revoked  3  March, 
1863. 
Parker,  Nehemiah. 

Carpenter,  27  January,  1820.     Died  20  August,  1830. 
Parker,  B.  le  Boy. 

JIate,  24  February,  1863.     Dead. 
Parker,  Bobert  W. 

Acting  Ensign,  26  December,  1863.     Honorably  discharged  1 1  December,  1865. 
Parker,  Saninel. 

Lieutenant,  18  April,  1799.     Discharged  13  April,  1801,  under  Peace  Establish- 
ment Act. 
Parker,  Sauinel   F. 

Boatswain,  date  not  known.     Last  apjoearance  on  Records  of  Navy  Department. 
Parker,  Scollay. 

Acting  Assistant  Surgeon,  9  September,  1803.     Acting  Passed  Assistant  Surgeon, 

15  May,  1806.     Honorably  discharged  19  January,  1868. 
Parker,  Thomas  V. 

Mate,  1  Septemlter,  1861.     Acting  Ensign,  26  November,  1804.     Honorably  dis- 
charged 4  October,  1865. 
Parker,  William. 

Gunner,  21  January,  1862.     Died  November,  1864. 
Parker,  William  A. 

Midshipman,  3  July,  1833.      Passed   Midshipman,  23  June,  1838.     Lieutenant, 

16  May,  1843.     Commander,  28  June,  1801.     Retired  list,  23  December,  1865. 
Captain  on  Retired  list,  4  April,  1867. 
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Parker,  William  C. 

Mute,  2  Jiiue,  1S04.     Honorably  discharged  'JT  September,  1868. 
Parker,  William  I>. 

Actinia   Third   Assistant    Engineer,    i    February,    1805.      Honorably   discharged 
25  September,  1805. 
Parker,  William  II. 

MidsUipniau,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 

I  March,  1855.     Lieutenant,  14  September,  1855.     Dismissed  20  April,  18G1. 
Parker,  William  II. 

Midshipman,  17   April,  18G2.     Graduated  June,  IKGO.     Ensign.   12  March,  1868. 
Master,  20  March,  1809.     Lieutenant,  21  March,  1870. 
Parker,  William  S. 

Acting  Assistant  Surgeon,  18  March,  1804.     Resigned  8  March,  1805. 
Parkes,  John  W. 

Third  Assistant  Engineer,  10  July,  1847.     Second  Assistant  Engineer,  13  Septem- 
ber, 1849.     Resig^ued  21  May,  1853. 
Parkhiirst,  George  A. 

Gunner,  3  January,  1862.     Dismissed  3  March,  1803 
Parkinson,  William  Ii. 

^Midshipman,  29  September,  1832.     Dismissed  15  June,  1838. 
Parks,  Charles  P. 

Acting  Second  Assistant  Engineer,  26  January,  1803.     Died  from  wounds  20  April, 
1864. 
Parks,  Eilwartl  W. 

Acting  Third  Assistant  Engineer,  11  January,  1864.     Resigned  20  October,  1804. 
Parks,  George  H. 

Acting  Third  Assistant  Engineer,  0  July,  1803.     Killed  by  explosion  on  "  Tulip," 

II  November,  1864. 

Parks,  Rnfns. 

Assistant  Paymaster,   13   September,   1801.      Paymaster,    14   April,    1803.      Pay 
Inspector,  33  February,  1877. 
Parks,  Theodore  W. 

Mate,  20  February,  1803.     Appointment  revoked  (Sick,)  21  October,  1803 
Parks,  William. 

Mate,  9  March,  1866.     Resigned  5  April,  1867. 
Parks,  William. 

Mate,  7  February,  1865.     Resigned  5  April,  1867. 
Parks,  Wythe  M. 

Assistant  Engineer,  8  May,  1877. 
Parmelee,  Arthur  W. 

Mate,  23  January,  1863.     Appointment  revoked,  having  been  appointed  Captain's 
Clerk,  14  February,  1803. 
Parnell,  Edward. 

Midshipman,  20  June,  1800.     Resigned  29  December,  1806. 

Parris,  Elias. 

Acting  Third  Assistant  Engineer,  11  December,  1802.     Resigned  20  June,  1803. 
Parrisli,  Horatio  X. 

Acting  Master,  23  September,  1801.     Resigned  0  December,  1801. 
Parrisli,  Joseph. 

Midshipman,  19  October,  1841.     Dismissed  27  June,  1850. 
Parrott,  Enoch  G. 

Midshipman,  10  December,  1831.  Passed  Midshipman,  15  June,  1837.  Lieuten- 
ant, 8  September,  1841.  Commander,  24  April,  1861.  Caistain,  25  July,  1860. 
Commodore,  23  April,  1870.  Rear-Admiral,  8  November,  1873.  Retired  iist, 
4  April,  1874.     Died  10  May,  1879. 
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r*arry.  Cyrus. 

Midshipman,  18  May,  1809.     Dismissed  7  May,  1813. 
Parry,  John. 

Acting  Ensign,  2  July,  1863.     Honorably  discharged  19  October,  1865. 
Parry,  Joseph  Li. 

Acting  First  Assistant  Engineer,  3  October,  1862.     Resigned  15  July,. 1864. 
Parsein,  John. 
.  Carpenter,  13  July,  1800.     Last  appearance  on  Records  of  Navy  Department. 

Parsons,  Alono   D. 

Actiug  Third  Assistant  Engineer,  27  December,  1864.      Honorably  discharged 
12  February,  1809. 
Parsons,  Arthnr  F. 

Mate,  2  January,  1862.     Acting  Ensign,  30  July,  1863.     Honorably  discharged 
24  October,  1865. 
Parsons,  Arthnr  H. 

Midshipman,  27  July,  1864.      Gnulnated   June,  1868.      Ensign,  19  April,  1869. 
blaster,  12  July,  1870.     Resigned  7  December,  1871. 
Parsons,  E.  D.  W. 

Mate,  19  November,  1862.     Resigned  20  January,  1865 
Parsons.  Henry. 

Mate,  13  December,  1861.     Died  18  June,  1863. 
Parsons,  James  li. 

Acting  Third  Assistant  Engineer,  27  July,  1863.     Acting  Second  Assistant  En- 
gineer, 20  February,  1864.     Honorably  discharged  8  November,  1865. 
Parsons,  John  E. 

Acting  Assistant  Surgeon,  10  October,  1868.     Acting  Passed  Assistant  Surgeon, 
24  March,  1866.     Resigned  8  December,  186C. 
Parsons,  Richard. 

Gunner,  10  June,  1799.     Resigned  30  August,  1801. 
Parsons,  Scott  IS. 

Mate,  5  June,  1862.     Resigned  17  December,  1862. 
Parsons,  Thomas  A. 

Assistant  Surgeon,  4  November,  1834.     Resigned  20  September,  1837. 
Parsons,  Usher. 

Assistant  Surgeon,  6  July,   1812.    Surgeon,  15  April,  1814.     Resigned  23  April 
1823. 
Parsons,  'William. 

Assistant  Surgeon,  15  May,  1799.     Resigned  24  July,  1800. 
Partridge,  Edwin  W. 

JIate,  12  October,  1861.     Acting  Ensign,  19  July,  1863.     Appointment  revoked 
17  November,  1862. 
Partridge,  Frederick  IV. 

Acting  Master,  38  February,  1863.     Resigned  19  March,   1802.     Acting  Master, 
27  March,  1862.     Honorably  discharged  30  October,  1865. 
Partridge,  John  A. 

Acting  Ensign,  30  November,  1864.     Honorably  discharged  12  October,  1865. 
Partri«lge,  I^eander  H. 

Acting  Master,  18  December,  1861.     Acting  Volunteer  Lieutenant,  8  April,  1865. 
Honorably  discharged  20  November,  1865. 
Pary,  C.  B. 

Acting  Ensign,  and  Pilot,   18  July,  1804.     Appointment  revoked  12  December, 
1864. 
Parys,  Edninnd. 

Mate,  8  May,  1862.  Resigned  2  July,  1863.  Mate,  3  October,  1863.  Acting 
Ensign,  23  November,  1864.  Appointment  revoked  18  November,  1807.  Mate, 
5  November,  1809.     Resigned  23  February,  1870. 
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Pnsqiiell,  Richard. 

Acting  Master,  30  December,  18G1.     Dismissed  20  May,  1863. 
Pantiier,  Edward  W. 

Midshipman,  22  January,  1841.     Resigned  2  May,  1848. 
Patch,  IVathanicl  J.  K. 

Midshipman,  20  Scptcmljer,  ISC.S.     Graduated  .Tune,  1809.     Ensign,  12  July,  1870. 
Master,  27  October,  1872.     Lieutenant,  9  Marcl).  1876. 
Patchke,  Gnstarns  A. 

Mate,  27  August,  1803.  Acting  Ensign,  5  October,  1804.  Honorably  discharged 
17  January,  18G8.  Mate,  21  January,  1870.  Appointment  revoked  32  Septem- 
ber, 1871. 

Patersoii.  R.  H.  li. 

Midsliipniau,  1  October,  1827.     IJesigned  12  April,  1831. 
Patten,  Edward  C. 

Third  Assistant  Engineer,  3  May,  1859.     Dismissed  8  January,  1861. 
Patten,  .Iohu< 

Midshipman,  28  May,  1800.  Discharged  0  August,  1801,  under  Peace  Establish- 
ment Act. 

Patten,  S.  P. 

Acting  Master,  29  October,  18G1.     Dismissed  24  June,  1802. 

Patten,  Thomas. 

Jlidshipman,  9  November,  1813.     Resigned  20  October,  1820. 
Patten,  IVilliam  W. 

Mate,  13  December,  1801.     Resigned  16  May,  1803. 
Patterson,  Carlile  P. 

Midshipman,  2  September,  1830.     Passed  Midshipman,  4  June,  1830.     Lieutenant, 
8  September,  1841.     Resigned  2  September,  1S53. 
Patterson,  Daniel  T. 

Midshipman,  20  August,  1800.     Lieutenant,  24  January,  1807.     Commander,  24 
July,  1813.     Captain,  28  February,  1815.     Died  25  August,  1839. 
Patterson,  George  A. 

Acting  Ensign,  13  January,  1803.     Appointment  revoked  (Sick,)  20  July,  1SG3. 
Patterson,  GriflSth  W.  ». 

Acting  Master,  5  October,  18C1.   Acting  Volunteer  Lieutenant,  1  June,  1864.    Honor- 
ably discharged  14  December,  1865.    Acting  Master,  13  August,  1867.    Mustered 
out  1  July,  1868. 
Patterson,  James. 

Acting  Third  Assistant  Engineer,  30  August,  1801.     Acting  Second   Assistant 
Engineer,  23  May,  1802.     Honorably  discharged  3  April,  1808. 
Patterson,  James  W. 

Third  Assistant  Engineer,  21  April,  1863.    Second  Assistant  Engineer,  28  Septem- 
ber, 1804.     Retired  21  October,  1809. 
Patterson,  John. 

Boatswain,  2  April,  1832.     Died  13  December,  1830. 

Patterson,  John  A. 

Acting  Third  Assistant  Engineer,  3  November,  1803.     Acting  Second  Assistant 
Engineer,  0  October,  1804.     Honorably  discharged  11  February,  1S06. 
Patterson,  John  91. 

Midshipman,  1  January,  1818.     Resigned  17  September,  1821. 
Patterson,  John  O. 

Acting  Master,  29  May,  1861.     Resigned  10  April,  1S05. 
Patterson,  John  S. 

Midshipman,  18  April,  1833.     Passed  Midshipman.  8  July,  1839.     Killed  28  Octo- 
ber, 1842. 
Patterson,  Xathaniol  P. 

Third  Assistant  Engineer,  Lj   JIarch,  1847.     Second  Assistant  Engineer,  13  Sep- 
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tember,   1S40.     First  Assistant  Engineer,  26  February,  1851.     Chief  Engineer, 
15  October,  1859.     Name  sti-icken  from  tiro  Rolls  of  the  Navy,  10  June,  1801. 
Patterson,  Robert  E. 

Acting  Assistant  Paymaster,  8  March,  1863.     Honorably  discharged  12  December, 
1865. 
Patterson,  Samuel  d. 

Acting   Second  Assistant   Engineer,   9  December,  1803.     Honorably  discharged 
25  August,  1805. 
Patterson,  Silas  W. 

Mate,  30  December,  1861.     Dismissed  30  April,  1862. 
Patterson,  Thomas  H. 

Midshipman,  5  April,  1836.     Passed  Midshipman,  1  July,  1842,     Master,  31  Octo- 
ber, 1848.     Lieutenant,  23  June,  1849.     Commander,  10  July,  1862.     Captain, 
25  July,  1866.     Commodore,  2  November,  1871.    Rear-Admiral,  28  March,  1877. 
Patterson,  IVilliaui. 

Acting  Third  Assistant  Engineer,  3  June,  1861.     Appointment  revoked  (Sick,), 
24  December,  1861. 
Patterson,  William  A. 

Midshipman,  1  October,  1827.     Resigned  19  October,  1831. 
Patterson,  William  J. 

Acting  Third   Assistant   Engineer,   17   August,    1864.      Honorably    discharged 

19  April,  1866. 
Pattison,  Thomas. 

Midshipman,  2  March,  1839.     Passed  Midshipman,  2  July,  1845.     Master,  17  Feb- 
ruary, 1854.     Lieutenant,  19  September,  1854.     Lieutenant-Commander,  16  July^ 
1862.      Commander,    3    March,    1865.     Captain,  3   July,  1870.      Commodore,, 
11  December,  1877. 
Patton,  Francis. 

Midshipman,  27  November,  1799.     Resigned  5  May,  1800. 

Patton,  George. 

Midshipman,  15  November,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Charleston,  South  Carolina. 
Patton,  Robert. 

Midshipman,  9  September,  1841.     Resigned  1  October,  1846. 
Patton,  Robert. 

Midshipman,  2  February,  1829.     Dismissed  19  June,  1837. 
Patton,  William  F. 

Surgeon,  4  April,  1831.     Resigned  6  May,  1801. 

Panl,  Allen  G. 

Midshipman,  23  September,  1862.  Graduated  June,  1866.  Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  2  November,  1871. 

Paul,  George. 

Third  Assistant  Engineer,  16  January,  1863.     Resigned  9  September,  1865. 

Paul,  Henry  J. 

Midshipman,  1   April,  1828.     Passed  Midshipman,  14  June,  1834.     Lost  at  Sea 
10  March,  1839. 
Panl,  Mark  W. 

Carpenter,  26  July,  1861.     Resigned  13  November,  1865. 
Panl,  William,  Jr. 

Acting  First  xVssistant  Engineer,   28   November,   1863.     Honorably   discharged 

20  September,  1865. 
Paul,  William  91. 

Midshipman,  24  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  Resigned 
23  March,  1872. 
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Paulding,  Hiraiii. 

Midiihipmiin,    1    September,   1811.      Lieutenant,  37   April,    ISlfi.      Commander, 
9  Fchniary,  1837.     Captain,  29  February,  1844.     Retired  list,  21  December, 
18G1.     Rear-Admiral,  Retired  list,  IG  July,  lSii2.     Died  20  October,  1878. 
Paulding,  I^eonard. 

Jlidsliipman,  19  December,  1840.     Passed  Midshipman,  11  July,  1846.     Master, 
1    March,    1855.       Lieutenant,    14   September,    1855.      Lieutenant-Commander, 
16  July,  18G2.     Commander,  24  December,  18G5.     Died  29  April,  18G7. 
Paulding,  Robert  P. 

Assistant  Paymaster,  31   July,  18G9.     Passed  Assistant  Paymaster,  31    July,  1873. 
Resigned  3  December,  1879. 
Paull,  Joiiu  ^V. 

Acting  Third  Assistant  Engineer,  18  March,  18G3.     Acting  Second  Assistant  En- 
gineer, 13  August,  1863.     Honorably  discharged  19  Jauuary,  18GG. 
Pavy,  Eli  K. 

Acting   First  Assistant   Engineer,  4    December,    1863.      Ilonorablv    discharged 
19  February,  1866. 
Pavy,  IVilliam  L,. 

Mate,  23  January,  18G2.    Acting  Ensign,  20  November,  1862.    Resigned  7  October, 
18G3.     Acting' Ensign,  23  April,  1864.     Resigned  30  June,  ISGG. 
Paxson,  Isaiah. 

Third  Assistant  Engineer,  17  March,  1863.     Second  Assistant  Engineer,  1  Septem- 
ber, 1864.     Resigned  18  November,  1865. 
Payne,  Charles  W. 

Mate,  16  June,  1864.     Appointment  revoked  (Sick.)  7  November,  1804. 
Payne,  Edward  D. 

Assistant  Surgeon,  24  January,  1862.     Passed  Assistant  Surgeon,  28  June,  1865. 
Surgeon,  14  November,  1871.     Retired  list,  13  April,  187G. 
Payne,  James. 

Captain,   (to   command   a    Galley,)    16    September,  1798.       Last   appearance   on 
Records  of  Navy  Department,  9  October,  1798. 
Payson,  Thomas  K. 

Acting   Third   Assistant    Engineer,    15    October,    18G3.      Honorably    discharged 

18  August,  1865. 
Pay  ton,  George  V. 

Acting  Third  Assistant  Engineer,  9  March,  18G4.     Honorably  discharged  3  July, 
1805. 
Peabody,  John  91. 

Acting  Carpenter,  5  October,  1863.     Honorably  discharged  4  January,  18GC. 
Peabody,  Joseph  7i. 

Mate,  2  January,  1864.     Acting  Ensign,  1  March,  1865.     Honorably  discharged 

19  October,  18G5. 
Peabody,  William. 

Jlidshipman,  16  January,  1809.     Resigned  7  April,  1S14. 
Peabody,  Tt'illiam  H. 

Acting    Third  Assistant    Engineer,   27   October,    1863.      Appointment   revoked 
16  June,  1865. 
Peaehy,  Thomas  G. 

Assistant  Surgeon,  10  December,  1814.     Resigned  6  September.  1817. 

Peaeo,  John  W. 

Assistant  Surgeon,  23  June,  1814.     Surgeon,  10  July,  1824.     Died  23  May.  1827. 
Peaooclt,  Charles  A. 

Mate,  1  June,  18G3.     Appointment  revoked  13  May,  1868. 
Peaooek.  DaTid. 

Midshipman,  23  September,  1869.     Graduated  15  October,  1874.     Ensign,  17  July, 
1875. 
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Peacock,  John  R. 

Acting  Ensign,  3  March,  1SG3.     Appointment  revoked  21  Avigust,  1866. 
Peake,  Edward  T. 

Acting  Third   Assistant    Engineer,  2-1   February,   1864.      Honorably  discharged 
17  November,  1868. 
Peake,  Francis  M. 

Acting  Second  Assistant  Engineer,  8  December,  1863.     Honorably  discharged 
14  November,  1865. 
Peake,  John  li. 

Acting  Second  Assistant  Engineer,  10  September,  1861.     Acting  First  Assistant 
Engineer,  2  October,  1862.     Acting  Chief  Engineer,  1  March,  1864.     Honorably 
discharged  22  December,  1865. 
Peake,  Richard  Bf. 

Gunner,  25  August,  1852.     Died  31  January,  1860. 
Peakes,  Thomas  91. 

Acting  Ensign,  16  July,  1862.     Appointment  revoked  (Sick,)  24  August,  1864. 
Peale,  George. 

Carpenter,  9  May,  1828.     Dismissed  16  June,  1830. 
Pearce,  Charles  H. 

Mate,  4  April,  1862.     Resigned  5  August,  1863. 
Pearce,  George. 

Midshipman,  6  March,  1809.     Lieutenant,  24  July,  1813.     Died  7  August,  1827. 
Pearce,  George. 

Midshipman,  20  June,  1806.     Dismissed  10  May,  1808. 
Pearce,  John. 

Acting  Master,  1  October,  1862.     Acting   Volunteer  Lieutenant,  16  April,  1863. 
Honorably  discharged  19  December,  1865. 
Pearce.  John  S. 

Acting  Third  Assistant   Engineer,  18   February,  1863.     Acting   Second  Assistant 
Engineer,  26  July,  1864.     Honorably  discharged  18  August,  1866. 
Pearce,  Samuel. 

Midshipman,  30  March,  1833.     Passed  Midshipman,  8  July,  1839.     Reserved  list, 
13  September,  1855.      Ensign  on   Retired  list,  10  March,  1863.     Captain    on 
Retired  list,  4  April,  1867.     Died  29  March,  1874. 
Pearce,  Samuel. 

Midshipman,  30  March,  1833.      Passed  Midshipman,  8   July,  1839.      Resigned 
9  June,  1841. 
Pearce,  Samuel. 

Master,  16  January,  1809.     Appointment  revoked  8  May,  1809. 
Pearce,  Walter. 

Mate,  21  October,  1861.    Acting  Ensign,  6  March,  1863.    Acting  Master,  24  March, 
1865.     Resigned  27  April,  1865. 
Pearce,  William. 

Acting  Master,  23  November,  1861.     Appointment  revoked  14  June,  1862. 
Pearce,  William. 

Midshipman,  1  October,  1850.     Dismissed  12  June,  1851. 
Pearce,  William. 

Mate,  14  June,  1863.     Acting  Ensign,  24  September,  1863.     Honorably  discharged 
29  July,  1865. 
Pearce,  William  H. 

Acting  Gunner,  9  February,  1864.     Honorably  discharged  9  May,  1865. 
Pearson.  Albert. 

Assistant  Surgeon,  26  April,  1848.     Died  27  July,  1849. 
Pearson,  Alexander  W. 

Acting  Assistant  Paymaster,  22  July,  1862.     Mustered  out  24  February,  1866. 
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Pearson,  Fro«lerioI<. 

Acting  Jlidsbipman,  '21  Sfpteiiilicr,  18o!).     Ensii;n,  16  September,  1862.     Lieuten- 
aut,  23  Fe))iUiiry,  1804.     l.ieincuanl-Coniinauder,  25  July.  1«GG.     Commander, 
1  December,  1S77. 
Pearson,  George  F. 

Midshipman,  11  March,  iyi.5.     Lieutenant,  13  January,  1S2.J.     Commander,  8  Sep- 
tember, 1S41.     Captain,  1-t  Sc])tembcr,  18.55.     Retired  list,  21   December,  18G1. 
Commodore  on  Retired   list,  16  Julv,   ISU'2.      Rear-Admiral   on   Retired  list, 
25  July,  1860.     Died  30  June,  1807. 
Pearson,  George  T. 

Acting  Ensign,  13  August,  1804.     Resigned  26  January,  1800. 
Pearson,  J.  P. 

Acting  Ensign,  30  September,  1803.     Honorably  discharged   12   November,  1865. 
Pearson,  Jeremiali. 

Midshipman,  31  October,  1709.     Died  25  July,  1800. 
Pearson,  John. 

Master,  not  in  line  of  promotion,  7  June,  1844.     Reserved  list,  14  September.  1855. 
Resigned  23  January,  1801. 
Pearson,  William. 

Midshipman,  1  January,  1818.     Lieutenant,  28  April,  1820.     Commander.  10   De- 
cember, 1843.     Died  1  November,  1852. 
Pease,  Charles. 

Acting  Ensign,  1  October,  1862.     Resigned  16  February,  1863. 
Pease.  George  W. 

Acting  Ensign,  3  July,  1803.     Honorably  discharged  14  August.  1865. 
Pease,  Giles  M. 

Acting  Assistant  Surgeon,  18  December,  1801.     Appointment  revoked  19  Novem- 
ber, 1862. 
Pease,  Henry,  Jr. 

Acting  Ensign,  4   December,  1863.     Acting  Master,  9  January,  1865.     Honorably 
discharged  21   September,  1865.     Acting  Master,  18  May,  1866.     Mustered  out 

I  February,  1808. 
Pease,  Isaac  D. 

Acting  Ensign,  14  July,  1803.     Honorably  discharged  20  May,  1805. 
Pease,  John  P.   • 

Mate,  5  March,  1802.     Appointment  revoked  30  September,  1865. 
Pease,  Lievi. 

Carpenter,  1  October,  1841.     Died  12  May,  1842. 
Pease,  Peter. 

Acting  Ensign,  8  April,  1864.     Honorably  discharged  12  October,  1865. 
Pease,  William  B. 

Acting  Ensign,  32  October,  1864.     Honorably  discharged  16  September,  1805. 
Pease,  William  R. 

Mate,  23  December,  1862.     Dismissed  31  May,  1804. 
Pease,  William  S. 

Acting  Ensign,   1  October,   1802.     Acting  Master,  3   February,  1864.     Resigned 

II  January,  18G0. 
Peek,  Charles  F, 

Midshipman,  3   October,   1850.     Passed  Jlidshipman,  20  June,   1856.     Resigned 
21  July,  18.50. 
Peck,  Charles  W. 

Acting  Assistant  Surgeon,  22  Jlay,  18C3.     Died  4  September,  1863. 
Peck,  Edward  C. 

Acting  First  Assistant  Engineer,  12  June,  1863.     Honorably  discharged  4  Decem- 
ber, 1865. 
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Peck,  Elisha.  InVntpnant    28  April,   1826.     Commander,  8  Sep- 

'''S^'^sl'^^^^i^^^^^^  1«50-     captain  on  Reserved  Ust, 
U  September,  1855.     Died  11  June,  1860. 

^^^a'''-^^?? ^mwon  25  February  1851.     Passed  Assistant  Surgeon,  10  April,  1850. 

Assistant  burgeon,  <id  reuru<ii>,j.ou-'-.  i„„„    1071      Mprliral   Director 

Surgeon,  30  May,  1801.     Medical  Inspector,  1  June,  1871.     Memcal  uneciu, 

7  January,  1878. 

^^^^clinlTsJsTan^Paymaster,  11  June,  1803.     Honorably  discharged  10  December, 

1865. 

^"t'iS^^ssistant  Engineer,  un^er  ^^^^^^^^^^^Z  ""''"""' 
1860.     Thii-d  Assistant  Engineer,  3  June,  1868.     Resigned  7  J  une,  lau J. 

^^'^'Ac'tin'^^sfcond  Assistant  Engineer,  15  December,  1862.     Acting  First  Assistant 
En|ineer,  12  March,  1863.     Appointment  revoked  (Sick,)  11  August,  18fad. 

Peek,  Oscar  E.  ^        ,       ioer- 

Mute,  30  July,  1853.     Dismissed  7  December,  I860. 

Peclt.  Pascal  Paoli. 

Midshipman,  9  May,  1803.     Resigned  1  May,  1809. 

^**?cdJ|  Ens!gn!l'  November,  1864.     Resigned  29  April,  1865. 

^*tidsiprn"3?N^;ember,  1861.     Graduated  June,  I860.     Ensign,   12  March. 
1868.     Master,  36  March,  1809.     Lieutenant,  21  Maich,  18-0. 

^^?idsM;maT2?September,  1800.     Graduated  7  June^  1870^    Ensign,  13  July, 
1871.     Master,  11  September,  1873.     Lieutenant,  13  November,  18/8. 

^'^S^nt'su  JeoJ'l  November,  1834.     Resigned  13  November,  1838. 
Pecor.  William  K. 

Sailmaker,  12  April,  1852.     Died  30  January,  185^. 

''^Tcthig  TOiTAListant  Engineer,  22  October,  1802.    -Resigned  39  September. 
1803. 

^**slilm^e'"8  April,  1840.     Died  23  February,  1851. 
Peed,  ;Xathanicl  B. 

Sailmaker,  22  October,  1823.     Died  9  May,  1846. 

Peed,  William  C.  ,  „  ,^        ,       iorq 

Mate,  18  September,  1803.     Deserted  7  December,  1863. 

Peel,  Joseph  H.  ,    wo-  1  ^  or.  t„i„  lac.q 

Mate,  1  March,  1863.     Appointment  revoked  (Sick,)  2,  July,  1863. 

^*'*'AfsisS,?srgeon','2  May,  1834.     Passed  Assistant  Surgeon,  12  July,  1839.     Ra- 
signed  29  May,  1843. 

^*'^Vct'ng   SsWpman,  21   September,  1800.      Ensign,  28    May,   1803.      Resigned 
IS  May,  1866. 

'^*Mk"hipJ^in!3*Febm;ry,1829.     Passed  Midshipn.an,  3  July,  1835.     Lieutenant. 
8  September,  1841.     Dismissed  17  April,  1861. 

^**A^sts'taut*s'ui^™n,°4  j'anuary,  1803.     Drowned  9  March,  1864. 
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Peirce,  Charles  H. 

Acting  Ensign,  14  November,  18G3.     Resigned  9  February,  18G5. 
Peirce,  Granville  T. 

Third  Assistant  Engineer,  2G  June,  185G.     Resigned  8  August,  1857. 
Peirce,  Isaac  A. 

Mate,  8  January,  18G4.     Died  at  Newbern,  N.  C,  25  October,  ISCl. 
Peirce,  Robert  C 

Acting  Assistant  Paymaster,  12  August,  18C2.     Resigned  15  June,  1SG5. 
Peirce,  William  B. 

Acting  Ensign,  13  September,  18G4.     Honorably  discharged  25  July,  1865. 
Pclot.  John  F. 

Midshipman,  10  June,  1814.     Resigned  21  July.  1821. 
Pelot,  Thomas  P. 

Midshipman,  2  June,  1849.     Passed  Midshipman,  12  June,  1855.     Master,  IG  Sep- 
tember, 1S55.     Lieutenant,  1  January,  1857.     Resigned  11  January,  ISGl. 
Pelton,  Charles  E. 

Mate,  25  November,  18G4.     Honorably  discharged  30  September.  1SG5. 
PeKon,  Ellsworth  W. 

Mate,  31   December,   18G1.     Acting  Ensign,  11   December,  18G2.     Honorably  dis- 
charged 3  November,  18G5. 
Pelton,  James  H. 

Acting  Third  Assistant  Engineer,  15  December,  1862.     Acting  Second   .Vssistant 
Engineer,  21  May,  1864.     Honorably  discharged  26  November,  lS(i5. 
Pelt/,,  Philip  G. 

Third  Assistant  Engineer,  26  June,  1856.     Second  Assistant  Engineer.  21   July, 
1858.     First  Assistant  Engineer,  3  August,  1859.     Chief  Engineer,  5  November, 
1861.     Died  21  August,  1868. 
Peltz,  Samnel  H. 

Assistant  Surgeon,  22  August,  1862.     Drowned  15  January,  1865, 
Pemberton,  John,  Jr. 

Third  Assistant  Engineer,  8  December,  1S62.    Second  Assistant  Engineer,  8  April, 
1864.     First  Assistant  Engineer,  7  May,  1873. 
Pemberton,  John. 

Midshipman,  13  May,  1800.     Discharged   14  July,  1861,  under  Peace  Hstaljlish- 
ment  Act. 
Pemble,  Albert  G. 

Acting  First  Assistant  Engineer,  21  March,  1862.     Appointment  revoked  8  May, 
1862. 
Pen«lergrast,  Austin. 

Midshipman,  14  October,  1848.      Passed  Midshipman,  15  June,   1854.     ^NLjster, 
15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 
IGJuly,  18G2.     Commander,  25  July  1866.     Died  23  October,  1874. 
Pentlergrast,  Garrett  J. 

Midshipman,  1  January,  1812.     Lieutenant,  3  March,  1821.     Commander,  8  Sep- 
tember, 1841.     Captain,  24  Jlay,  1855.     Commodore,  Retired  lij-t,  l(i  July.  1!S(;2. 
Died  7  November,  180'J. 
Pen€lexter.  Edward. 

Acting  F.nsign,  4  December,  1862.     Honorably  discharged  31   October.  18G3. 
Pendleberry,  Kobcrt. 

Mate,  20  November,  1862.     Acting  Ensign,  23  December,   1803.     Appointment 
revoked  (Sick,)  10  October,  1864. 
Pendleton.  A.  G. 

Professor,  14  August,  1848.     Died  16  February,  1865. 
Pendleton,  Albert  I.. 

Male,  26  June,  1«:02.     Resigned  13  May,  1863. 
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Pendleton,  Charles  H. 

Acting  Midshipman,   37   September,    1860.     Ensign,   1   October,   18C3.     Master, 
10   May,   1866.     Lieutenant,   21    February,   1867.     Lieutenant-Commander,    12 
March,  1868. 
Pendleton,  Edwin  C. 

Midshipman,  13  October,  1863.     Graduated  June,   1807.     Ensign,   18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Pendleton,  Ephraini  £. 

Acting  Master,  22  November,  1861.     Honorably  discharged  18  December,  1865. 
Pendleton,  George  H. 

Acting  Master,  8  July,  1861.     Died  13  January,  1866. 
Pendleton,  Oliver. 

Captain,   (to  command  a  Galley,)  4  May,   1799.     Last  appearance  on  Records  of 
Navy  Department. 
Pendleton,  RalpU  C.  J. 

Mate,  11  September,  1862.     Acting  Ensign,  23  April,  1863.     Honorably  discharged 
17  May,  1867. 
Pendleton,  William  D. 

First  Assistant  Engineer,  29  October,  1861.     Resigned  4  January,  1866 
Pendleton,  W.  H. 

Midshipman,  1  September,  1827.     Resigned  7  July,  1835. 
Penfield,  Charles. 

Acting  Ensign,  26  February,  1863.     Honorably  discharged  16  November,  1865. 
Penfield,  George  O. 

Mate,  19  December,  1861.     Appointment  revoked  27  June,  1862. 
Penfield,  Joseph  li. 

Acting  Ensign,  15  June,  1864.     Dismissed  13  December,  1864. 
Penfield,  Xorman  H. 

Acting  Master,  17  December,  1801.     Resigned  3  February,  1865. 
Penfield,  William  II. 

Mate,  19  December,  1861.     Acting  Ensign,  17  November,  1862.     Appointment  re- 
voked 28  February,  1866. 
Penhallow,  Samuel. 

Midshipman,  1  November,  1826.     Resigned  6  September,  1828. 
Penn,  John  H. 

Acting  Third  Assistant  Engineer,  4  June,  1864.     Resigned   (Sick,)  14  November, 
1864. 
Pennell,  Isaac  A. 

Acting  Master,  26  August,  1861.     Acting  Volunteer  Lieutenant,  13  March,  1805. 
Dismissed  9  June,  1865. 
Pennell,  William  L>. 

Acting  First  Assistant  Engineer,  22  July,  1863.     Honorably  discharged  22   Sep- 
tember, 1865. 
Penney,  Edgar. 

Acting  Third   Assistant   Engineer,  13   February,   1805.     Honorably   discharged 
6  March,  1808. 
Pennick,  Solomon. 

Master,  21  January,  1809.     Appointment  revoked  2  May,  1809. 
Penninian,  Liuther  li. 

Acting  Assistant  Paymaster,  17  December,  1861.     Resigned  28  May,  1864. 
Pennington,  Charles  C. 

Acting   Second  Assistant  Engineer,  5  August,   1801.     Dismissed  28  December, 
1801. 
Pennington,  Charles  H. 

Acting  Third  Assistant  Engineer,  0  January,  ISO.j.     Honorably  discharged  31 
September,  1809. 
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Pennington,  Cliarles  W. 

Acting  F'irst  Assiitant  Engineer,  19   November,  18G2.     Ilonorablv   discharged   19 
.Ahu-ch,  18G8. 
Pennington,  Henry  R. 

Midsliipman,  1  October,  ISOG.     Graduated  7  June,  1870.     Resigned  ir>  June,  1S73. 
Pennington,  John  II. 

Acting  Gunner,  8  November,  1862.     Honorably  discharged  11  April,  18GG. 

Pennington,  Joseph  W. 

Gunner,  11  ilarcli,  1837.     Deserted  14  April,  1849. 
Pennington,  L.awreiiee. 

Midshipman,  22  November,   1822.      Passed  Midshipman,  24   May,  1828.     Lieu- 
tenant, 27  May,  ISoO.     Dropped  13  September,  1855. 
Pennington,  Liewis  W. 

Acting  Master,  22  November,  18G1.     Acting  Volunteer  Lieutenant,  25  September, 
1862.      Acting  Volunteer  Lieutenant-Commander,  3  March,  18G5.      Honorably 
discharged  12  November,  1865. 
Pennington,  Robert. 

Midshipman,  28  March,  1800.     Discharged  28  May,  1801,  under  Peace  Establish- 
ment Act. 
Pennoek,  Alexander  M. 

Midshipman,   1   April,  1828.     Passed  Midshipman,   14  .June,   1S34.     Lieutenant, 
25  February,  1841.     Commander,  15  December,  1855.    Captain,  2  .January,  1863. 
Commodore,  6  May,  1868.     Rear-Admiral-,  19  July,  1872.     Died  20  September, 
1876. 
Pennoek,  W.  H. 

Midshipman,  20  April,  1815.     Died  24  December,  1824. 

Pennoyer,  James. 

Acting  Assistant  Surgeon,  ISfSeptember,  18G2.     Resigned  8  May.  1865. 

Penny,  Thomas. 

Boatswain,  date  not  known.     Resigned  in  1820. 
Penrose,  Thomas  X. 

Assistant  Surgeon,  24  January,  1862.     Passed  Assistant  Surgeon.  28  June,  1865. 
Surgeon,  28  May,  1871. 
Pentengill,  Edward  D. 

Acting  Ensign,  26  February,  1863.     Honorably  discharged  26  November,  1865. 
Pentland,  Anedrew. 

Midshipman,  15  November,  1809.     Dismissed  21  June,  1813. 
Penton,  Ahner  C 

Acting  Ensign,  12  Jlay,  1864.     Honorably  discharged  13  October,  1865. 
Pentony,  Thomas. 

Acting  Third  Assistant  Engineer,  22  July,  1864.     Honorably  discharged   11  De- 
cember, 1865. 
Pepe,  Xieholas. 

Midshipman,  16  January,  1809.     Resigned  20  May,  1814. 
Pepin,  Ferdinand. 

Midshipman,  13  April,  1832.     Died  28  October,  1838. 
Perehard,  Clement  H. 

.Vcting  Ensign,  5  December,  1864.     Honorably  discharged  1  August,  1865. 

Pereival,  Gnstavns. 

Acting  Master,  30  August,  1861.  Appointment  revoked  (Sick,)  23  August,  1864. 
Acting  Master,  17  November,  18G4.     Honorably  discharged  8  December,   1865. 

Percivai,  John. 

Master,  6  March,  1809.  Lieutenant,  9  December,  1814.  Commander,  3  March, 
1831.  Captain,  8  September,  1841.  Reserved  list,  13  September,  1855.  Died 
17  September,  1862. 
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Percy,  Exeltiol  D. 

Acting  Master,  18  December,  18G1.     Honorably  discharged  1  December,  1805. 
Percy,  Henry  T. 

Acting  Assistant  Surgeon,  31  May,  18T3.     Assistant  Surgeon,  30  June,  1879. 

Perkins,  Amos  G. 

Acting  First  Assistant  Engineer,  23  April,  18G3.     Honorably  discharged  1  Decem- 
ber, 1865. 
Perkinsj  Charles  G. 

Acting  Volunteer  Lieutenant,  1  October,  18C3.     Resigned  25  March,  1805. 
Perkins,  Charles  P. 

Midshipman,   20   July,   18fi5.     Graduated    June,   1869.     Ensign,    13   July,    ISTO. 
Master,  13  July,  1871.     Lieutenant,  23  July,  1874. 
Perkins,  Cyrns. 

Acting  Third  Assistant  Engineer,  5  June,  18G3.     Resigned. 
Perkins,  David  K. 

Mate,  27  January,  18C3.     Acting  Ensign,  1   April,  1864,     Honorably  discharged 
15  November,  1865. 
Perkins,  Edward. 

•     Mate,  3  September,  1863.     Resigned  23  May,  1864. 
Perkins,  Edward  H. 

Midshipman,  1  September,  1828.     Resigned  2  January,  1833. 
Perkins,  E.  S. 

Acting  Assistant  Surgeon,  1  September,  1804.     Honorably  discharged  10  Novem- 
ber, 1808. 
Ferins,  Foster. 

Midshipman,  18   February,  1800.     Discharged   13   October,   1801,  under   Peace 
Establishment  Act. 
Perkins,  George  H. 

Acting  Midshipman,  1  October,  1851.     Midshipman,   1   October,  1856.     Passed 
Midshipman,  29  April,  1859.     Master,  5   Septemlaer,  1859.     Lieutenant,  3  Feb- 
ruary, 1861.     Lieutenant-Commandei',  30  December,  1803.     Commander,  19  Jan- 
uary, 1871. 
Perkins,  Gnstarns  S. 

Acting  Second  Assistant  Engineer,  20  September,  1863.     Acting  First  Assistant 
Engineer,  16  March,  1864.     Honorably  discharged  27  September,  1865. 
Perkins,  Hamilton. 

Midshipman,  24  September,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  14  October,  1871. 
Perkins,  Isaac  E. 

Midshipman,  1  January,  1817.     Drowned  August,  1819. 
Perkins,  James  F. 

Mate,  20  December,  1861.      Acting  Ensign,  28  October,  1863.     Honorably  dis- 
charged 20  September,  1865. 
Perkins,  John  H. 

Assistant  Surgeon,  13  December,  1800.     Discharged  30  April,   1801,  under  Peace 
Establishment  Act. 
Perkins,  John  J. 

Mate,  1  October,  1863.     Acting  Ensign,  13   November,  1863.     Apjiointment  re- 
voked 20  July,  1864. 
Perkins,  John  P. 

Acting  Ensign,  3  December,  1863.     Honorably  discharged  10  August,  1865. 
Perkins,  Peltiah. 

Acting  Ensign,  9  March,  1865.     Honorably  discharged  1  August,  1865. 
Perlee,  Thaddens  Kos. 

Midshipman,  13  February,  1834.     Dismissed  8  July,  1839. 

36 
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Perley,  Charles  S. 

Acting  Assistant  Paymaster,  18  February,  18G2.     Assistant  Paymaster,  1    October. 
1SG2.     Payniaster,"4  May,  ISGG.     Resigned  14  January,  1868. 
Pera,  John  S. 

Actin<;Tliird  Assistant  Engineer,  14  February,  1863.     Acting  Second  Assistant 
Engineer,  6  October,  1863.     Died  1  October,  1864. 
Perraiilt,  Michael. 

Midshipman,  16  Jmuiary,  1809.     Resigned  21  Jlarch,  1814. 
Perrigo,  tieorse  W. 

Mate,  23  August,  l^f'A.     Honorably  discharged  26  October,  1865. 
Perrimoiid,  Xavier. 

Boatswain,  18  April,  1879. 
Pcrrine,  II.  I>ansing. 

Acting  Third  Assistant  Engineer,  17  October,  1864.     Resigned  10  May,  1865. 
Perrot,  Angnstns. 

Acting  Assistant  Paymaster,  18  July,  1863.     Mustered  out  26  August,  1865. 
Perry,  Alexander  J. 

Midshipman,  9  June,  1811.     Lieutenant,  1  April,  1818.     Lost  overboard  20  March. 
1822. 
Perry,  Alfred  H. 

Acting  Third  Assistant  Engineer,  5  January,  1864.     Resigned  3  May,  1865. 
Perry,  Benjamin  F. 

Acting  Midshipman,  5  October,  1857.     Died  3  July,  1860. 
Perry,  Benjamin  G. 

Mate,  3  November,  1865. 
Perry,  Charles  B. 

Acting  Assistant  Paymaster,  20  May,  1863.     Honorably  discharged  14  Janua:;.. 
1866. 
Perr.y,  Charles  H. 

Assistant  Surgeon,  24  January,  1862.     Resigned  9  May,  1863. 
Perry,  Christopher  R. 

Captain,  7  January,  1798.     Discharged  3  April,  1801,  under  Peace  Establishmeut 
Act. 
Perry,  David  W. 

Carpenter,  23  June,  1869. 
Perry,  Edward  A. 

ActiniT  Assistant  Paymaster,  24  February,  1862.     Dismissed  5  September,  1862. 
Perry,  Edward  IV. 

Mate,  29  February,  1864.     Honorably  discharged  11  December,  1865. 

Perry,  James  H. 

Third  Assistant  Engineer,  17  January,  1863.  Second  Assistant  Engineer,  1  Octo- 
ber, 1803.  Resigned  12  April,  1S66.  Acting  Second  Assistant  Engineer, 
29  January,  1807.  Mustered  out  10  March,  1S69.  Second  Assistant  Engineer, 
1  September,  1870.     Passed  Assistant  Engineer,  25  April,  1877. 

Perry*  John  F. 

Mate,  23  August,  1863.     Acting  Ensign,  18  May,  1863.     Mustered  out  29  Septem- 
ber, 1868. 
Perry,  Joseph  E. 

Acting  First  Assistant  Engineer.     Resigned  15  July,  1864. 

Perry.  Marcns  H. 

Actincr   Third   Assistant  Engineer,  16  February,   1803.     Deserted   28  February, 
1806. 
Perr.y,  Matthew  C 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Commander,  21  Jlarch, 
1836.     Captain,  9  February,  1837.     Died  4  March,  1858. 
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Perry,  Matthew  C. 

Midshipman,  1  July,  1835.    Passed  Midshiiiman,  23  June,  1841.    Master,  5  August, 
1847.     Lieutenant,  3  April,  1848.     Reserved  list,  13  September,  1855.     Lieuten- 
ant on  Active  list,  3  April,  1848.     Retired  list,  14  April,  18G3.     Captain  ou  Re- 
tired list,  4  April,  1867.     Died  16  November,  1873. 
Perry,  ]VatIianiel  H. 

Purser,  28  March,  1820.     Died  8  May,  1832. 
Perry,  Oliver  H. 

Midshipman,  28  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
25  February,  1841.     Resigned  23  July,  1849. 
Perry,  Oliver  H. 

Midshipman,   7   April,   1799.      Lieutenant,   15   January,   1807.     Commander,   28 
August,  1813.     Captain,  10  September,  1813.     Died  23  August,  1820. 
Perry,  Raymond  H. 

Midshipman,  24  July,  1807.     Lieutenant,  5  March,  1813.     Died  13  March,  1826. 
Perry,  R.  J. 

Acting  Assistant  Surgeon,  28  September,  1870.     Honorably  discharged  30  June, 
1879. 
Perry,  Roger. 

Midshipman,  1  July,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  25 
February,  1841.     Commander,  14  September,  1855.     Retired  list,  24  June,  1865.. 
Captain  on  Retired  list,  4  April,  1867.     Died  5  November,  1880. 
Perry,  Thomas. 

Acting  Ensign,  14  July,  1864.     Honorably  discharged  37  October,  1865. 
Perry,  Thomas. 

Midsliipman,  25  September,   1801      Graduated   September,  1865.     Ensign,  1  De- 
cember, 1866.     Master,  13  March,  1S68.     Lieutenant,  36  March,  1869. 
Perry,  Thomas  H. 

Professor,  10  October,  1836.     Dropped  4  September,  1848. 
Perry,  Willis  G. 

Mate,   8   May,   1863.     Acting   Ensign,    19   April,    1864.     Honorably    discharged 
20  December,  1865. 
Persons,  Renins  C 

Assistant  Surgeon,  5  March,  1873.     Passed  Assistant  Surgeon,  13  January,  1876. 
Peter,  William  H. 

Midshipman,  13  April,  1835.     Died  8  August,  1830. 
Peterkin,  William. 

Lieutenant,  11  June,  1799.     Discharged   30  April,   1801,  under  Peace  Establish- 
ment Act. 
Peterkin,  William. 

Master,  1  March,  1814.     Resigned  3  July,  1814. 
Peterkin,  William. 

Acting  Gunner,  18  April,  1863.     Dismissed  13  August,   1863.     Acting  Gunner, 
11  May,  1864.     Dismissed  4  April,  1865. 
Peters,  George  IT. 

Midshipman,  24  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1875. 
Peters,  Herman. 

Gunner,  30  March,  1861.     Resigned  6  June,  1863.     Acting  Gunner,  5  January, 
1.S64.     Honorably  discharged  0  December,  1865.     Boatswain,  36  January,  1866. 
Died  36  July,  1877. 
Peters.  William. 

Midsliipman, 4  July,  1805.     Lieutenant,  23  May,  1812.     Last  appearance  on  Records 
of  Navy  Department.     Dead. 
Peters,  William  D. 

Acting  Second  Assistant  Engineer,  13   October,   1861.      Honorably  discham-ed 
9  October,  1865. 
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S'oterson,  Adrian  A. 

Gunner,  25  October,  l^OO.     Retired  list,  21  December,  IStil. 
E'etei'sou,  Arthur. 

Assistant  Paymaster,  23  February,  1877. 
Peterson,  Eric  P. 

Acting  Ensign,  19  May,  1864.     Honorably  discharged  28  October,  18G5. 
Peterson,  James. 

Acting  Third    Assistant    Engineer,   20    August,   1804.       Honorably   discharged 
22  July,  180.5. 
Peterson,  Jolin  F. 

Mate,  :U  Jlay,  1804.     Honorably  discharged  17  June,  18G(i. 
Peterson,  Josepb  R. 

Acting  Third  Assistant   Engineer,  5    November,  1803.      Honorably   discharged 
1  August,  1805.     Acting  Third  Assistant  Engineer,  12  April,  1800.     Deserted 
10  July,  18G7. 
Peterson,  Moses. 

Acting  Second  Assistant  Engineer,  26  November,  1861.     Died  0  October,  1864. 
Peterson,  Thomas  Li. 

Acting  Master,  8  April,  1862.     Killed  in  action,  28  March,  186D. 
Peterson,  William. 

Carpenter,  21  January,  1835.     Resigned  21  September,  1837. 
Peterson,  William. 

Midshipman,  1  February,  1814.     Last  appearance  on  Records  of  Navy  Department, 
1816.     Resigned. 
Peterson,  William  G. 

Acting  Second  Assistant   Engineer,  29  August,    1861.       Resigned    <',    December, 
1801. 
Petlierick,  Thomas,  Jr. 

Third  Assistant  Engineer,  21  September,  1801.     Appointment  revoked  20  Novem- 
ber, 1862. 
Petigru,  Thomas. 

Jlidshipman,  1  January,  1812.     Lieutenant,  13  January,  182.5.     Commander,  8  Sep- 
tember, 1841.     Dropped  14  September,  1855 
Petley,  liazarns. 

Midshipmau,  1  January,  1812.     Resigned  10  December,  1813. 

Petrie,  James  A. 

Acting  Assistant  Surgeon,  18  August,  1864.     Honorably  discharged   10  August, 
1805. 
Petterson,  James  C 

Mate,  1  October,  1802.     Mate,  31  March,  1863.     Acting  Ensign.  22  April,  1803. 
Resigned  23  June,  1864. 
Pettigren-,  John. 

Midshipman,   30   May,    1803.     Lieutenant,   22  April,  1810.     Drowned    0    JIarch, 
1820. 
Pettingell,  Samuel  S. 

Acting  Third  Assistant  Engineer,  9  January,  1804.     Honorably  diacharsed  12  Mav. 
1805. 
Pettingill,  B.  G. 

Acting  Master,  20  December,  1801.     Dismissed  15  March,  1803. 
Pettis,  David. 

Sailraaker,  12  October,  1798.     Last  appearance  on  Records  of  Navy  Department, 
29  November,  1798. 
Pettis,  James. 

Midshipman,  5  December,  1798.     Resigned  10  October,  1799. 
Pettit,  Charles  A. 

Mate,  24  April,  1801.     Acting  Ensign,  18  July,  1862.     Acting  Master,  8  Novem- 
ber, 1864.     Honorably  discharged  27  October,  1805. 
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Pettiit,  John  A. 

Assistant  Surgeon,  5  March,  1847.     Died  4  .Jaimary,  1851. 
Pettit,  Robert. 

Purser,  6  April,  1837.     Retired  list,   19  February,   18G6.     Pay  Director,  Retired 
list,  3  March,  1871.     Died  19  May,  1878. 
Petway,  Thomas  M. 

Midshipman,  1  April,  1838.     Resigned  3  December,  1830. 
Petty,  Charles  G. 

Acting  Ensign,  9  .January,  1863.     Dismissed  14  July,  1863. 
Petty,  Joseph  P. 

Acting  Ensign,  13  December,  1863.     Honorably  discharged  33  November,  1805. 
Petty,  William. 

Chaplain,  9  March,  1807.     Dismissed  18  February,  1808. 
Penrose,  James. 

Midshipman,  30  November,  1799.    Discharged  6  August,  1801,  under  Peace  Estab- 
lishment Act. 
Penrose,  William. 

Lieutenant,  19  October,  1799.     Discharged  10  May,  1801,  under  Peace  Establish- 
ment Act. 
Peyton,  Edward  J. 

Purser,  11  June,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Pfeltz,  Gnstams  A. 

Third  Assistant  Engineer,  3  August,  1803.     Resigned  35  June,  1866. 
Phelan,  John  R. 

Midshipman,  17  April,  1803.     Graduated  June,  1800.     Ensign,   13  March,  1868. 
Master,  36  March,  1869.     Lost  in  "  Oneida,'"  34  January,  1870. 
Plielon,  Henry  A. 

Acting  Master,  37  Februai7,  1863.     Resigned  4  April,  1865. 
Phelps,  Alfred.  Jr. 

Acting  Master,  18  April,  1863.     Resigned  33  February,  1864. 
Phelps,  Arthur  A. 

Mate,   6    December,   1869.      Discharged  39  May,  1873.      Gunner,  35  February, 
1875. 
Phelps,  Edwin  F. 

Acting  Ensign,  1   October,  1803.      Appointment  revoked  (Sick,)  31   December, 
1863. 
Phelps,  John. 

Acting  Third  Assistant  Engineer,  23  May,   1863.     Appointment  revoked  (Sick,) 
1  December,  1803. 
Phelps,  IVelson  S. 

Midshipman,  9  June,  1811.     Resigned  14  January,  1814. 
Phelps,  Samnel  B. 

Midshipman,  30  May,  1813.     Lieutenant,  13  January,  1835.     Resigned  3  February, 
1837. 
Phelps,  S.  liCdyard. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
30   June,   la05.      Lieutenant,    14    September,   1855.      Lieutenant-Commander, 
10  July,  18G3.     Resigned  39  October,  1804. 
Phelps,  Thomas  S. 

Midshipman,  7  January,  1840.     Passed   Midshipman,  11   July,  1840.      Master, 
1   March,  1855.      Lieutenant,   14    September,   1855.      Lieutenant-Commander, 
16  July,  1862.     Commander,  5  August,  1805.    Captain,  19  January,  1871.     Com- 
modore, 13  January,  1879. 
Phelps,  Thomas  S.,  Jr. 

Midshipman,   25  July,  1805.      Graduated  June,  1809.      Ensign,  13  July,   1870. 
Master,  39  October,  1873.     Lieutenant,  15  March,  1878. 
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Phciiix,  Dawson. 

Midsliipmaii,  30  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
Ki  July,  18G3.     Died  20  February,  18G4. 
Plieiiix,  Liloyil. 

Acting  Midsliipraan,  24  September,  1857.     Midshipman,  1   June,  ISGl.     Acting 
.Alaster,  IS  Scptenil)er,  1861.     Lieutenant,  16  July,  1862.     Resigned  27  June, 

I  si:;.j. 
PliilbrioU.  Ciieorge. 

3Iato.     ApiJointment  revoked  (Sick,)  3  May,  1862. 
Pliilbrick,  Ileiuj    R. 

Ciir])cntL'r,  8  Julv,   ISGl.     Resigned  14  March.  1866.     Carpenter,  13  November, 

INOO. 

Pliilbrick,  John  J. 

Acting  Assistant  Paymaster,  2S  January,   1802.     Assistant  Paymaster,  9  Marcli, 
ISO.i     Resigned  2S"  June,  1866. 
Philip,  J.  V.  y. 

Midshipman,  25  February,  1841.     blaster,  18  April,  1855.     Lieutenant,  14  Septem- 
ber, lS5o.     Resigned  26  June,  1857.     Acting  Lieutenant,  14  May,  1861.     Died 
3  September,  18G2. 
Philip,  John  W. 

Acting  Midslaipman,  20  September,  1856.     Midshipman,  1  June,  1801.     Acting 
]\Iastcr,   9   July,   1862.     Lieutenant,   16   July,   1862.     Lieutenant-Commander, 
25  July,  1866.     Commander,  18  December,  1874. 
Philips,  Abrau). 

^Udshipman.  8  June,  1812.     Drowned  15  April,  1813. 
Philips,  I>avi<l  S. 

Doatswain,  19  July,  1837.     Last  appearance  on  Records  of  Navy  Dejiartment. 
Philips,  Isaac. 

Captain,  3  July,  1798.     Dismissed  10  January,  1799. 
Philips,  Joseph  P. 

Acting  Third  Assistant  Engineer,  13  September,  1864.     Resigned  (Sick,)  3  Jan- 
uary, IsGo. 
Philips.  Saninel. 

Carpenter,  24  May,  1821      Died  9  October,  1839 
Philips,  Wesley,  J. 

Acting  Third  Assistant  Engineer,  7  October,  1863.     Honorably  discharged  8  Jan- 
uary, 1866. 
Philips,  IVilliani  A. 

Acting   First  Assistant   Engineer,  20  September,  1864.     Honorably   discharged 

II  May,  1868. 
Philliber,  James  C 

Mate,  11  June,  1863.    Dismissed  4  September,  1863. 
Phillips,  Adrian. 

Acting  Ensign,  Admiral  Farragut's  Staff,  29  JIarch,  1805.     Honorably  discharged 
16  July,  1866. 
Phillips,  V.  II. 

Mate,  30  December,  1801.     Appointment  revoked  4  June,  18G2. 
Phillips,  Charles  I^. 

Midshipman,   31    February,    1863.     Graduated  June,   180C.     Ensign,   12    March, 
1808.     Dismissed  3  September,  1868. 
Phillips,  Dinwiddie  IS. 

Assistant  Surgeon,  8  Xovembcr,  1847.     Resigned  6  May,  1801. 
Phillips,  Frederick  II.  R. 

Acting  Assistant  Surgeon,  10  March,    1805.     Honorably  discharged  27  August, 
1866. 
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Phillips,  Henry  Wriglit. 

Third  Assistant  Kn-jfiiu-er,  19  February,  1862.     Second  Assistant  Engineer,  15  Oc- 
tober, 18G3.     Resigned  28  July,  18G9. 
Pliillip^i,  James. 

Artiii;;  Assistant  Surgeon,  6  December,  1863.      Honorably  discliarged   30  June, 
ISTU. 
Pliillips,  James  D. 

Acting  Master,  without  pay,  C  September,  1861.     Appointment  revoked  23  Feb- 
ruary, 1803. 
Phillips,  John. 

Midbliipman,  16  Jantjary,  1809.     Resigned  27  April,  1812. 

Phillips,  John  A. 

Acting  jMaster,  6  April,  1863.     Appointment  revoked  (Sick,)  9  June,  1864.     Acting 
j\Ias"ter  and  Pilot,  15  June,  1804.     Appointment  revoked  7  November,  1864. 
Phillips,  Manuel. 

Assistant  Surgeon,  18  July,  1809.     Resigned  19  February,  1824. 

Phillips.  Samuel. 

Lieutenant,  4  March,  1799.     Discharged  1  May,  1801,  under  Peace  Establishment 
Act. 
Phillips.  Selden  J. 

JIate,  25  November,  1863.     Appointment  revoked  (Sick,)  23  June,  1864. 

Phillips,  William  E. 

Acting  Ensign,  6  October,  1862.     Appointment  revoked  (Sick,)  18  February,  1863. 
Phillips,  IVilliam  L,. 

Third  Assistant  Engineer,  3  May,  1859.     Resigned  6  July,  1860. 
Phillips,  William  W. 

Acting  Ensign,  30  May,  1864.     Resigned  22  May,  1865. 
Phillippi,  E«lwai  d  T. 

Third  Assistant  Engineer,  20  May,  1862.     Second  Assistant  Engmeer,  15  February, 
1864.     First  Assistant  Engineer,  1  January,  1808.     In  service. 

Phinnej',  Alvin. 

Acting  Master,  22  October,  1861.     Acting  Volunteer  Lieutenant,  20  July,  1864. 
Honorably  discharged  7  February,  1806.     Acting  Master,  5  April,  1867.     Mus- 
tered out  7  October,  1868. 
Phipps.  I>aTi(l. 

Lieutenant,  2  July,  1798.     Discharged  15  April,  1801,  under  Peace  Establishment 
Act. 
Phipps,  David. 

Master,  1  June,  1801.     Died  in  April,  1825. 
Phipps,  Franeis  II. 

Acting  Ensign,  10  January,  1863.     Honorably  discharged  12  May,  1806. 
Phipps,  Gardner  E. 

Mate,  21  December,  1802.     Resigned  24  November,  1863. 
Phipps,  John  A.,  Jr. 

Acting  Ensign,  6  July,  1804.     Honorably  discharged  18  September,  1865. 
Phylle,  William. 

Mate,  18  October,  1864.     Honorably  discharged  19  September,  1865. 
Phytbian,  Robert  li. 

"Acting  Midshipman,  23  January,  1853.      Midshipman,  20  June,  1850.     Passed 
Midshipman,  29  April,  1859.     Master,  5  September,  1859.     Lieutenant,  25  De- 
cember, 1800.     Lieutenaut-Commauder,  16  July,  1802.     Commander,  13  July, 
1870. 
Pick,  Augustus  T. 

Assistant  Surgeon,  25  February,  1807.     Died  29  August,  1867. 

Pick,  John. 

Acting   Second   Assistant   Engineer,  27    February,    1862.      Resigned    (Sick.)    9 
August,  1864. 
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Pickering,  Charles  W. 

Midshipman,    1    May,   1822.     Passed   Jlidsliipmaii,  10  June,  1833.     Lieutenant, 
8  December,   1838.     Commander,  14  September,  IS.'i.j.     Captain,  16  July,  l8fi2. 
Retired  list,  1  February,  1SU7.     Commodore  on  Retired  list,  8  December,  18G7. 
I'iokeriiiK-  Horace  F. 

Mate,  1  February,  ISGo.     Resigned  24  June,  ISC'}. 
Pickering.  ;:flarcelliis  C 

Mate,  11  .June,  1S(;3.     Resigned  2G  December,  18G3. 
Pickering.  T.,  Jr. 

Midsliipnum,  17  June,  1799.     Resigned  2  :May,  1801. 
Pickering.  Tliouias. 

Acting  ]M aster,  11    May,   18G1.     Acting  Volunteer  Lieutenant,  22  August,  1803. 
Dismissed  8  June,  1SG.5. 
Pickett,  James  C 

Midshipman,  4  June,  1812.     Entered  the  Army,  1813. 
Pickett,  Ricliard. 

Jlidshipman,  30  November,  1814.     Resigned  7  January,  1819. 
Picking,  Henry  F. 

Acting  Midshipman,  28  September,   1837.     Midshii)man,  1   June,  18G1.     Acting 
Master,3  June,  1S()1.    Lieutenant,  IG  July,  18G2.    Lieutenant-Commander, 25  July, 
18GG.     Commander,  '2~>  January.  187.'). 
Pickins,  Joseph. 

Boatswain,  21  April,  1810.     Last  appearance  on  I'.ccords  of  Navy  Department. 
Pickles,  Stanley  H. 

Mate,  10  May,  1804.     Honorably  diseliargeJ  17  September,  18G.). 
Pickrell,  Joseph  !>IeCall. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  10  June,  1879. 
Pidgson,  John. 

Mate,  11  October,  1861.     Appointment  revoked  (Sick.)  2G  February,  18G2. 
Piepnieyer,  liOuisi  W. 

Midshipman,  22  September,  1871.     Graduated  20  June,  187IJ.     Ensign,  3  March, 
1  S7'J. 
Pierce.  Allen  W. 

.Vcting  Ensign,  4  October,  1804.     Honorably  discharged  23  April,  1807. 
Pierce.  Charles. 

Midshipman,  1  August,  1827.     Resigned  30  May,  1834. 
Pierce,  Charles  J. 

:^Iate,  7  June,  1804.     Acting  Ensign,  8  May,  1805.     Resigned  23  June.  ISOO. 
Pierce.  George. 

Jlidshijiman,  1.5  June,  1799.     Last  appearance  on  Records  of  Navy  Dejiartment. 
Pierce,  Granville  T. 

Purser,  3  November,  1858.     Dismissed  4  September,  1802. 
Pierce,  Henry  Li. 

Acting  Ensign,  22  September,  1804.     Honorably  discharged  27  June,  18G5. 
Pierce,  Henry  M. 

Acting  Ensign,  19  August,  1802.     Acting  Master,  27  May,  1804.     Honorably  dis- 
cliarged  13  Sejitember,  1805. 
Pierce,  John,  Jr. 

Professor,  9  October,  1838.     Dropped  4  September,  1848. 
Pierce,  Joseph. 

Master,  22  May,  1813.     Resigned  21  February,  1814. 
Pierce.  Saninel. 

Sailmaker,  28  April,  1809.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Frigate  "  Unlled  Slates.'''' 
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Piercy,  William  M. 

Acting  Third  Assistant  Engineer,  17  May,  1864.     Honorably  discharged  20  Sep- 
tember, 1865. 
Piercy,  William  P. 

Midshipman,  15  March,  1815.    Lieutenant,  28  April,  182G.    Commander,  29  JIarcli,. 
181-1.     Died  U.July,  1847. 
Pieroy,  William  P. 

Midshipman,  10  January,  1809.     Resigned  5  May,  1813. 
Pierpont,  W.  C. 

Midshipman,  20  June,  ISOG.     Last  appearance  on  Records  of  Navy  Department, 
27  May,  1811.     Dead. 
Pierrueci,  Celso. 

Acting  Assistant  Surgeon,  10  September,  1861.     Resigned  5  June,  1863. 
Pierson,  Abraham  fi. 

Acting  Master,  28  December,  1861.     Resigned  3  May,  1864. 
Pierson,  Edward  A. 

Assistant  Surgeon,  24  January,  1802.     Killed  in  action  22  May,  1868. 
Pierson,  Robert  A. 

Acting  Third  Assistant   Engineer,  20  December,   1862.      Honorably  discharged 
18  September,  1805. 
Pierson,  William  H. 

Acting  Assistant  Surgeon,  18  August,  1802.     Acting  Passed  Assistant  Surgeon, 
18  May,  1865.     Honorably  discharged  12  January,  1869. 
Pigmaii,  George  W. 

Midshipman,  28  September,  1861.     Graduated  November,  1804.     Ensign,  1   No- 
vember, 1860.     Master,  1  December,  1866.     Lieutenant,  12  March,  1868.     Lieu- 
tenant-Commander, 28  October,  1869. 
Pike,  Boaz  £. 

Third  Assistant  Engineer,  8  December,  1862.     Resigned  6  April,  1864. 
Pike,  Charles  A. 

Acting  Ensign,  24  June,  1863.     Honorably  discharged  12  November,  1865. 
Pike,  E.  B. 

Acting  Master,  28  April,  1864.     Resigned  0  May,  1865. 
Pitcher,  liewis  S. 

Assistant  Surgeon,  14  May,   1807.     Passed   Assistant   Surgeon,   24   June,   1870. 
Resigned  5  January,  1872. 
Pile,  Charles  H. 

Assistant  Surgeon,  9  May,  1801.     Died  23  December,  1862. 
Pilkington,  Hugh  liOwell. 

Third  Assistant  Engineer,  27  June,  1802.     Second  Assistant  Engineer,  21  Novem- 
ber, 1868.     Resigned  27  June,  1872. 
Pillsbury,  John  E. 

Midsliipman,  22  September,  1862.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  1  January,  1872. 
Pilsbury,  Wiiigate. 

Midshijjman,  9  Sejjtember,  1841.     Drowned  July,  1840. 
Pimblett,  Thomas. 

Acting  Second  Assistant  Engineer,  4  November,  1861.     Deserted   February,   1863. 
Pinekney,  Edward  C. 

Midshipman,  21  November,  1815.     Resigned  9  October,  1824. 
Pint'kno.y,  Richard  S. 

Miilshipman.  3  August,  1814.     Lieutenant,  13  January,  1825.     Commander,  8  Sep- 
temlier,  1841.     Died  9  July,  1854. 

Pindar,  Thomas. 

Mate,  26  February,  1864.     Honorably  discharged  22  April,  1867. 
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Pindoll,  William  7f. 

Acting  Assistant  Surgeon,  19  February,  1802.     Honorably  discharged  IG  Decem- 
ber, 1SG5. 
PiiKler,  Itenjamin. 

Master,  2-t  April,  1812.     Dismissed  2  April,  1814. 
Piiider,  Tlionias. 

Midshi])m:in,  1  January,  1818.     Last  appearance  on  Records  of  Navy  Department, 
20  February,  1818. 
Pingreo,  John  A. 

Acting  Third  Assistant  Engineer,  17  June,  18C2.     Resigned  18  July,  18G3. 
Piiililiaiii.  A.  B. 

Midsliiiiiiian,  17  June,  1814.     Lieutenant,  13  June,  1825.     Commander,  8  Septem- 
ber, 1S41.     Died  23  July,  1843. 
Pinlihain,  R.  R. 

Miilsliipman,   1   January,   1818.     Lieutenant,  3  March,  1827.     Died  27  October, 
1839. 

Pinlcertoii,  James. 

Gunner,  G  June,  lb03.     Dismissed  17  April,  1807. 
Pinknoy,  Henry. 

Midshipman,   30   November,    1818.      Lieutenant,   3   March,    1827.      Commander, 
25  February,  1847.     Drowned  15  May,  1S18. 
Pinliney,  Niniau. 

Assistant  Surgeon,  20  Slarch,  1834.     Surgeon,  27  October,  1841.     Medical  Director, 
3  Slarch,  1S71.     Died  15  December,  1877. 
Pinltney,  Robert  F. 

Midshipman,  1  December,  1827.     Passed  Midshipman,  10  June,  18*o.-    Lieutenant, 
28  February,   1838.     Commander,   14   September,   1855.     Resigned   23   April, 
1861. 
Pinner,  Josiah  I>. 

Cai-penter,  11  December,  18G0.     Lost  in  the  "OneiAf,"  24  January,  1870. 
Pinney,  Martin. 

Mate,  14  May,  1864.     Honorably  discharged  2  December,  1865. 
Pinne.v,  Peter. 

Midshipman,  4  July,  1805.     Resigned  14  September,  1807. 
Piper,  Charles  H. 

Midshipman,  7  November,  1833.     Resigned  8  January,  1889. 
Piper.  Ferdinand. 

MidshiiJUKin,  1  Kovember,  1827.     Passed  Midshipman,  10  June,  1833.    Lieutenant, 
7  December,  1839.     Drowned  28  October,  1844. 
Pislion,  Henry  M. 

Mate,  13  October,  1803.     Acting  Ensign,  26  November,  1864.      Honoralily  dis- 
charged 10  November,  1865. 
Piteher,  M.  S. 

Midshipman,   13   March,    1829.      Passed   Midshipman,   3   July,    1835.     Resigned 
24  January,  1839. 
Pitkin,  Henry  S. 

Assistant  Suigenn,  18  July.  1802.     Passed  Assistant  Surgeon,  30  October,  1865. 
Surgeon,  28  December,  1872.     Died  23  June,  1874. 
Pitman,  Henry. 

Acting  j\Uister,  13  August,  1801.     Resigned  26  April,  1862. 
Pitman,  John  II. 

Mate,  4  October,  ISOl.     Resigned  23  August.  1864. 
Pitt,  John 

Midshipman,  18  May,  1809.     Resigned  17  June,  1810. 
Pitt»ln;;(a,  I..onis. 

Acting  Third  Assistant  Engineer,  28  February,  1865.     Resigned  7  June,  1865. 
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Pitts,  Samnel. 

Midshipman,  16  January,  1809.     Resigned  IS  November,  1811. 

Pitts,  William  G. 

Actinn-  Ensi<'n,  13  .July,  1801.     Honorably  discliarged  28  October,  1865. 

Place    C/lia)fi*lcs  ^V* 

Midsliipman,    10   February,   1838.     Passed  Midshipman,  20  May,  1844.     Master, 
7  April,  1853.     Lieutenant,  31  February,  1858.     Died  9  January,  1859. 

Place,  Edwavd  IV.  K. 

Mate  8  September,  1863.     Honorably  discharged  10  September,  1865. 

Place,  Joshua  B.  ,    .       o        ,    «    •       .^ 

Acting  Third  Assistant  Engineer,  13  November,  1863.     Acting  Second  Assistant 
Engineer,  8  September,  1864.     Honorably  discharged  31  August,  1865. 

Plaisted,  Charles  W.  „„„       „         ^,     ^     i. 

Acting    Third    Assistant    Engineer,  28   August,    1863.       Honorably  discharged 
7  August,  1865. 
Plaiirter,  G.  E. 

Mate,  22  Juno,  1866.     Resigned  1  March,  1867. 

PlaiKler,  John  E. 

Mate  4  January,  1864.     Honorably  discharged  8  January,  1866. 

Plant,  Joseph  F. 

Actin"-  Third  Assistant  Engineer,  19  October,  1863.     Resigned  6  January,  1864. 

Plant,  William  T. 

Assistant  Surgeon,  24  January,  1862.     Resigned  4  October,  18G5. 

Piatt,  Charles  T. 

Midshipman,  18  June,  1812.     Lieutenant,  28  March,  1820.     Commander,  8  Sep- 
tember, 1841.     Reserved  list,  13  September,  1855.    Died  12  December,  1860. 

Piatt,  George  W. 

Mate  23  June,  1863.     Acting  Ensign,  31  November,  1863.     Dismissed  15  Novem- 
ber, 1864. 

Piatt,  John  H- 

Acting  Master,  1  April,  1863.     Honorably  discharged  1  November,  1865. 

Piatt,  Richard  S. 

Midshipman,  22  March,  1819.     Died  9  July,  1832. 

Piatt,  Robert.  .    ,.       , 

Actinia  Master,  1  March,  1863.     Master,  not  in  line  of  promotion,  1.5  June,  1878. 

Piatt,  Thomas. 

Boatswain,  9  November,  1798.     Last  appearance  on  Records  of  Navy  Department. 

Piatt,  William  IV. 

Acting  Third  Assistant  Engineer,  24  March,  1865.     Honorably  discharged  3  June, 
1869.     Second  Assistant  Engineer,  7  June,  1870.     Retired  list,  3  November, 
1877. 
Plattenhnry,  Cyrus  IJ. 

Mate  3  October,  1803.    Acting  Ensign,  2  November,  1864.     Honorably  discharged 
5  August,  1865. 
Pleasonton,  John  H. 

Midshipman,  4  July,  1817.     Died  7  September,  1825. 

I»lotts,  Rezeau  B. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  18  December, 
1863.     Retired  16  January,  1866.     First  Assistant  Engineer  on  Retired  list,  25 
July,  1866. 
Plumer,  Thomas  H. 

Mate,  9  December,  1863.     Resigned  29  March,  1865. 

Plumley,  John  E. 

Third  Assistant  Engineer,  3  May,  1859.     Resigned  29  August,  1860. 
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Pliimmer,  Jones   *( . 

Assistant  Surgeon,  20  June,  1829.     Surgeon,  20  February,  1838.     Died  20  August, 
1859. 
Plamnier^  Saiiinol. 

Midshipman,  20  June,   1709.     Master,   18  August,  1800.      Discharged    IS  June, 
ISUl,  under  Peace  Establishment  Act. 
Pliiiiistead,  ll'illiani. 

Assistant  Surgeon,  13  May,  1825.     Surgeon.  4  December,   1S2S.     Died   17   April, 
1!J39. 
Pluiikeft,  Frank. 

Assistant  Paymaster,  25  September,  187.'j.  Passed  .Vssistant  Paymaster,  i  Decem- 
ber, 1879. 

Plnnkett,  George. 

Assistant  Paymaster,  10  October,  ISfil.  Paymaster,  (i  February,  1802.  Resigned 
25  August,  1868.     Re-instated  3  April,  1872.     Died  24  October,  1874. 

Plnnkett,  James. 

Third  Assistant  Engineer,  3  May,  18.59.     Resigned  0  February,  1801. 

Plnnkett,  James. 

Acting  Third  Assistant  Engineer,  21  July,  1863.     .\cting  Second   Assistant  Engi- 
neer, 4  April,  18G4. 
Plnnkett,  J.  li. 

Mate,  12  May,  1860.  Acting  blaster,  19  June,  1802.  Honorably  discharged 
17  Novemlier,  1865.  Mate,  26  January,  1867.  Mustered  out  8  September,  1868. 
Mate,  30  September,  1869.     Appointment  revoked  7  November,  1»70. 

Plnnkett,  M.  H. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  21  Septem- 
ber, 1861.     Resigned  9  May,  1865. 
Plnnkett,  Thomas  S. 

Midshipman,  21   June,   1867.     Graduated  7  June,  1871.     Ensign,  14  July.  1872. 
Master,  9  September,  1876. 
Plnriglit,  William. 

Master,  23  July,  1812.     Resigned  10  April,  1815. 
Plympton,  G.  M. 

Third  Assistant  Engineer,  14  September,  1853.     Resigned  19  December,  1854. 

Plympton,  Henry  L.. 

*  Acting  Assistant  Surgeon.  25  March,   1863.     .Assistant  Surgeon,   28  April,   1863. 
Died  25  September,  1863. 
Poindexter,  Carter  B. 

Midshipman,  16  November,  1831.  Passed  Midshipman,  15  June,  1837.  Lieuten- 
ant, 8  September,  1841.     Dismissed  18  April,  1861. 

Poinsett,  Asa. 

Carpenter,  11  December,  1847.     Died  14  September,  1859. 

Polen,  George  B. 

Acting  Second  Assistant  Engineer,  6  June,  1864.     Honorably  discharged  20  June, 
1865. 
Polk.  Daniel. 

Midshipman,  16  March,  1799.     Resigned  24  January,  1804. 

Polk,  G.  W.  M.  K. 

Assistant  Surgeon,  30  October,  1800.     Resigned  8  December,  1800. 

Polk.  John. 

IMidshipman,  5  December,  1799.     Lost  in  the  •'Insurgent.''' 

Polk.  Milliam  W. 

I\Iaster,  18  July,  1814.     Resigned  27  July,  1825. 
Pollard,  James. 

Acting  Third  Assistant  Engineer,  27  May,  1801.  Acting  Second  Assistant  Engi- 
neer, 20  July,  1863.     Honorably  discharged  30  October.  1865. 
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IPoIlard,  Robert. 

Midshipman,  15  November,  1809.     Resigned  20  November,  1811. 
Pollard,  M'illiain. 

Midshipman,  8  March,  1814.     Resigned  8  January,  1824. 
Pollard,  IVilliaiii. 

Third  Assistant  Engineer,  17  February,  1860.     Appointment  revoked  24  January, 
1863.     Re-appointed  in  original  position,  5  July,  1802.     Second  Assistant  Engi- 
neer, 25  August,  1862.     Dismissed  18  October,  1867. 
Pollard,  William  H. 

Acting  Third  Assistant  Engineer,  8  Sej^tember,  1864.     Resigned  5  June,  1805. 
Policy,  James  H. 

Master's  Mate,  3  May,  1843.     Boatswain,  27  February,  1846.     Deserted  September, 
1850. 
Polley,  James  H. 

Boatswain,  20  June,  1861.     Died  13  April,  1806. 
Polleys,  IVoodlmry  H. 

Acting  Master,  29  October,  1861.     Resigned  21  April,  1864. 
Pollock,  Alexander. 

Acting  Third  Assistant  Engineer,  27  May,  1861.     Resigned -9  August,  1862. 
Pollock,  David  J. 

Acting  Third  Assistant  Engineer,   10  September,  1861.     Resigned  9  September, 
1862. 
Pollock,  John. 

Acting   Third   Assistant   Engineer,    13  February,    1865.     Honorably    discharged 
1  August,  1865. 
Pollock,  ii^aniuel  H. 

Mate,   19  June,  1802.     Acting  Ensign,  22   August,  1863.     Honorably  discliarged 
18  September,  1865. 
Pollock,  Thomas. 

Master,  1  November,  1816.     Resigned  5  January,  1819. 
Pollock,  William  M. 

Midsliipman,   30   June,    1837.      Passed   Midsliipman,   29   June,    1843.     Dropped 
15  December,  1847. 
Pollock,  W.  Windor. 

Midshipnian,  30  June,  1837.     Passed  Midshipman,  29  June,  1843.     Master,  5  No- 
vember, 1850.     Lieutenant,  15  July,  ISol.     Dismissed  19  January,  1863. 
Pomeroy,  G.  P. 

Acting  Ensign,  26  September,  1862.     Acting  Master,  14  July,  1803.     Honorably 
discharged  10  November,  1865. 
Pomroy,  Armistead. 

Boatswain,  13  September,  1852.     Dismissed  17  January,  1857.     Boatswain,  27  Feb- 
ruary, 1858. 
Pomroy,  Joseph  R. 

Third  Assistant  Engineer,  14  August,  1851.     Dropped  20  December,  1852. 
Pond,  Charles  F. 

Midshipman,  12  June,  1872.     Graduated  20  June,  1876.     Ensign,  22  July,  1878. 
Pond,  Collis  T. 

Mate.     Resigned  11  March,  1862. 
Ponte,  John. 

Mate,  16  April,  1865.     Honorably  discharged  2  April,  1869. 
Pook,  Samuel  II. 

Assistant  Naval  Constructoi-,  17  May,  1806.     Naval  Constructor,  15  April,  1871. 
Pook,  Samuel  M. 

Naval  Constructor,  i   January,  1841.     Retired  list,  15  August,  1860.     Died  2  De- 
cember, 1878. 
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Pook,  Willinni. 

C'LirptutLT,  diite  not  known.     Discharged  in  1S20. 
Pool,  Addison. 

Acting  Assistant  Paymaster,  17  December,  18G1.     Appointment  revoked  (Sick,") 
8  January,  1862.     Acting  Assistant  Paymaster,  27  January,  1862.     Uonorablj 
discharged  1  May,  1805. 
Pool,  SylTOStor. 

Acting  Eubign,  1  October,  1862.     Died  26  April,  1864. 
Poole,  Francis  H. 

Mate,  21  September,  1863. 
Poolo,  Isaac. 

Acting  Assistant  Surgeon,  23  November,  1863.     Resigned  13  May,  1SC5. 
Poole,  Licninel  G. 

Acting  Third  Assistant  Engineer,  13  December,  1864.     Resigned  5  July,  1865. 
Poole,  li.  W. 

Mate,  30  November,  1867.     Mustered  out  2  October,  1868. 
Poole,  Samuel. 

Jlidshipmau,  30  June,  1799.     Resigned  3  September,  1800. 
Poor,  Albert  B. 

Acting  Assistant  Paymaster,  26  August,  1861.     Mustered  out  4   September,  1S65. 
Poor,  Charles  H. 

Midshipman,  1   March,   1825.      Passed  Midshipman,  4  June,   1831.     Lieutenant, 
22  December,  1835.     Commander,  14  September,  1855.     Captain,  16  July,  ]Hli2. 
Commodore,  2  January,  1863.      Rear-Admiral,  20   September,   ISGS.     Retired 
list,  9  June,  1870. 
Poor,  Charles  H. 

Mate,  10  August,  1863.     Resigned  29  June,  1865. 
Pope,  Ezra  P. 

Mate,  28  September,  1864.     Resigned  14  July,  1SG5. 
Pope,  John. 

Midshipman,  30  May,  1816.     Lieutenant,  28  April,   1826.     Commander,   15  Feb- 
ruary, 1843.     Captain,  14  September,  1855.     Retired  list,  21   December,   IbOl. 
Commodore  on  Retired  list,  16  July,  1862.     Died  14  January,  1876. 
Pope,  L.eninel. 

Mate,  26  June,  1862.     Acting  Ensign,  11  February,  1864.     Acting  Master,  18  July, 
1865.     Honorably  discharged  28  February,  1866. 
Pope,  Robert  G. 

.Voting  Second  Assistant  Engineer,  26  February,   1862.     Acting  First  Assistant 
Engineer,  9  June,  1804.     Honorably  discharged  20  November,  1805. 
Pope,  William. 

Midshijiman,  2  February,   1829.     Passed   Midshipman,  4  June,  1836.     Resigned 
19  June,  1839. 
Popejoy,  James  P. 

Mate,  4  September,  1864.     Honorably  discharged  26  October,  1865. 
Poplar,  Charles. 

Acting  Carpenter,  4  January,  1863.     Appointment  revoked  (Sick,)  21   June,  1804. 
Poppleston,  J.  II. 

Midshipman,  25  April,  1831.     Resigned  19  September,  1832. 
Porcher,  Philip. 

Midshipman,  9  June,  1855.     Passed  Midshipman,  15  April,  1858.     Master,  4   No- 
vember, 1858.     Lieutenant,  27  April,  1860.     Resigned  2  February,  ISOl. 
Porteons,  James. 

Slate,  27  March,  1«03.     Died  on  " Mpfum,'"  11  September,  1863. 
Porter,  Abel  K. 

Acting  Third  Assistant  Engineer,  15  June,  1864.     Honorably  discharged  4  No- 
vember, 1865. 
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Porter,  Alexander  F. 

Midshipman;  19  March,  1819.     Died  11  February,  1827. 
PorSt'r,  ISoia.giiiiiiil  H. 

AitiiiL;  Mi'lshii>maii,  1  December,  IS.'JO.     Ensign,  8  November,  1863.     Lieutenant, 
23  February,  1864.     Killed  in  attack  upon  Fort  Fisher,  15  January,  1865. 
Porter,  Carlisle  P. 

Acting  Midshipman,  27  September,  1861.     Resigned  18  January,  1864. 
Porter,  Charles. 

Mate,  28  November,  1863.     Discharged  39  August,  1864. 
Porter,  Cyrns  It- 
Acting  Ensign,  23  February,  1864.     Honorably  discharged  20  October,  1865. 
Porter,  Daniel  G. 

Mate,  31  May,  1864.     Honorably  discharged  12  October,  1865. 
Porter,  DaTid. 

Midshipman,   16   April,  1798.      Lieutenant,   8   October,    1799.      Commander,  22 
April,  1806.    Captain,  3  July,  1813.     Resigned  18  August,  1836. 
Porter,  David,  Jr. 

Master,  3  September,  1807.     Last  appearance  on  Records  of  Navy  Department, 
1  March,  1808. 
Porter    David  D. 

Midshipman,  3  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
27  February,  1841.     Commander,  23  April,  1861.     Rear-Admiral,  4  July,  I863! 
Vice-Admiral,  35  July,  1866.     Admiral,  15  August,  1870. 
Porter,  David  H. 

Midshipman,  4  August,  1814.     Lieutenant,  13  January,  1825.     Resigned  26  July 
1836. 
Porter,  David  W. 

Mate,  19  November,  1863.     Died  39  December,  1863. 
Porter,  Edward  E. 

Acting  Third  Assistant  Engineer,  31  November,  1863.     Honorably  discharged 
20  July,  1865.  ° 

Porter,  Frederiek  E. 

Acting  Second  Assistant  Engineer,  35  September,  1863.     Acting  First  Assistant 
Engineer,  38  October,  1864.     Honorably  discharged  30  July,  1865. 
Porter,  Hamilton  F. 

Midshipman,  13  April,  1836.     Passed  Midshipman,  1  July,  1843.     Died  10  Auo-ust 
1844. 
Porter,  Henry  O. 

Acting  Master,  34  April,  1802.     Resigned  30  September,  1863.     Acting  Master, 
5  August,  1864.     Honorably  discharged  15  August,  1865. 
Porter,  Henry  O. 

Midshipman,  3  November,  1840.     Resigned  16  August,  1847. 
Porter,  James. 

Gunner,  date  not  known.     Last  appearance  on  Records  of  Navy  Deisartment. 
Porter,  James  H. 

Mate,  23  January,   1862.      Acting   Ensign,   23   August,  1862.      Acting   Master, 
9  November,  18C4.     Honorably  discharged  28  February,  1869. 
Porter,  J.  Hampden. 

Acting  Assistant  Surgeon,  17  October,  1861.     Resigned  35  June,  18G2. 
Porter,  John. 

Midshipman,  20  June,  1806.     Lieutenant,  27  May,  1812.     Commander,  28  March 
1820.     Died  2  September,  1831.  ' 

Porter,  John  F. 

Mate,  7  March,  1864.     Honorably  discharged  21  December,  1865. 
Porter,  9faitland. 

Mate,  7  June,  1863.    Dismissed  26  November,  1862. 
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Porter,  Mortimer  S. 

Acting  Ensign,  1  March,  ISOl.     Ildnorably  discharged  21  October,  1865. 
Porter,  Piiikiiey  J. 

Midshipman,  6  March,  1848.     Resigned  4  June,  1849. 
Porter,  Sidney. 

Cariwnter,  29  August,  1837.     Resigned  29  December,  1837. 
Porter,  Tlieodorie. 

Midshipman,  20  Sci)tember,  1S0.5.     Graduated  7  .Tune,  1870.     Ensign,  12  July, 
ISTO.     Master,  11  February,  1873.     Lieutenant,  22  August,  1876. 
Porter,  Thomas  K. 

Acting  Midshipman,  20  May,  1852.     Midshipman,  20  June,  18.56.     Passed  Midship- 
man, 29  Api  il,  1.S.59.     Master,  5  September,  1859.     Lieutenant,  24  January,  ISOl. 
DismissedlS  July,  1861. 
Porter,  Warren. 

Acting  Ensii^'n,  22  October,  1863.     Acting  Master,  8  November,  1864.     Honorably 
discharged  23  August,  1865. 
Porter,  William  €.  B.  S. 

Midshipman,   29    July,   18o5.      Passed    Midshipman,   22    June,   1841.      blaster, 
17  June,  1848.     Lieutenant,  25  March,  1849.     Lost  in  •'  Lecant,''  IS  September, 
1860. 
Porter,  William  D. 

Midshipman,  1  January,  1823.     Passed  Midshipman,  29  March,  1S29.     Lie\itenant, 
31  December,  1833.     Reserved  list,  13  September,  1855.     Commander  on  Active 
list,  14  September,  1855.     Commodore,  16  July,  1862.     Died  1  May,  1864. 
Post,  A.  S. 

Mate,  1  October,  1862.     Resigned  24  February,  1864. 
Post,  Charles  H. 

Mate,  13  December,  1861.     Resigned  27  February,  1863. 
Post,  George  JV. 

Mate,  29  June,  1864.     Honorably  discharged  20  February,  1866. 
Post,  Joel  A. 

Midshipman,  23  July,  1866.     Graduated  7  June,  1870.     Resigned  22  November, 
1873. 
Post,  Jiiflson  S. 

Assistant  Paymaster,  9  September,  1861.     Assistant  Paymaster.  6  February,  1862. 
Paymaster,  16  October,  1864.     Dismissed  15  September,  1S6S. 
Post,  William  M. 

Acting  Master,  22  November,  1861.     Resigned  20  June,  1864. 
Postell,  William  R. 

Midshipman,  31  December,  1831.     Passed  Midshipman,  15  June,  1837.     Resigned 
14  June,  1839. 
Postell,  Edward. 

Midshipman,  30  November,  1814.     Resigned  30  June,  1817. 
Postlethwait,  George  W. 

Acting  Third  Assistant  Engineer,  22  November,  1864.     Resigned  15  June,  ISt:.";. 
Potter,  Cliarles. 

Acting  Master,  14  August,  1861.     Resigned  (Sick,)  30  March,  1865. 
Potter,  Charles  II. 

Mute,  23  DLCcnilier,  1862.     Dismissed  19  :March,  1863. 
Potter,  I>aTid  T. 

Mate,  17  February,  1803.     Dismissed  16  July,  1SG2. 
Potter,  Edward  E. 

Midshijiman,  5  Feliruary,  1850.  Passed  Midshipman,  20  June,  1856.  Master, 
22  January,  1858.  Lieutenant,  9  July,  1858.  Lieutenant-Commander,  16  July, 
1862.     Commander,  3  June,  1869.    Captain,  11  July,  1880. 
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Potter,  Frederick  E. 

Assktant  Surgeon,  30  July,  1861.     Surgeon,  25  March,  1866.     Resigned  1  April, 
1875. 
Potter,  George. 

Acting  Third  Assistant  Engineer,  30  May,  1865.     Honorably  discharged  29  Sep- 
tember, 1865. 
Potter,  Henry. 

Midshipman,  10  May,  1820.     Resigned  27  May,  1834. 
Potter,  Joseph. 

Mate,  8  November,  1809.     Resigned  1  June,  1873. 
Potter,  Joseph. 

Acting  Gunner,  31  October,  1862.     Dismissed  29  June,  1863. 
Potter,  Richard  91. 

Midshipman,  1  January,  1812.     Lieutenant,  1  April,  1818.     Died  11  August,  1833. 
Potter,  Robert. 

Midshipman,  3  March,  1815.     Resigned  26  March,  1831. 
Potter,  Seymonr. 

Lieutenant,  15  August,  1800.     Discharged  10  July,  1801,  under  Peace  Establish- 
ment Act. 
Potter,  Thomas  91. 

Assistant   Surgeon,  17  October,  1839.     Surgeon,   17  September,   1854.     Medical 
Director,  3  March,  1871.     Retired  list,  13  August,  1876. 
Potter,  William  H. 

Acting  Ensign,  30  December,  1863.     Honorably  discharged  2  August,  1805. 
Potter,  William  H. 

Midshipman,  6  December,  1814.     Resigned  8  June,  1819. 
Potter,  W  illiam  P. 

Midshipman,  26  September,  18G5.     Graduated  June,  1869.     Ensign,  13  July,  1870. 
Master,  12  July,  1871.     Lieutenant,  9  August,  1874. 
Pottenger,  Charles  B. 

Mate,  21  October,  1801.     Resigned  13  August,  1862. 
Pottinger,  Thomas. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department. 
Pottinger,  Robert. 

Purser,  16  July,  1835.     Lost  in  the  "-Jim-net,'"  10  September,  1829. 
Pottinger,  TVilliam. 

Midshipman,  1  September,  1811.     Lieutenant,  5  March,  1817.     Died   5  February, 
1833. 
Potts,  Howard  D. 

Third  Assistant  Engineer,  16  November,  1861.     Second  Assistant  Engineer,  25 
August,  1863.     Retired  26  October,  1874. 
Potts,  James. 

Boatswain,  3  July,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Potts,  James  R. 

Master,  24  July,  1813.     Died  8  May,  1839. 
Potts,  Jeremiah. 

Mate,  4  April,   1863.     Acting   Ensign,   38   May,   1863.      Honorably   discharged 
17  November,  18C7. 
Potts,  Joseph  H. 

Acting  Second  Assistant  Engineer,  6  April,  1864.     Ajspointment  revoked  (Sick,J 
20  March,  1865. 
Potts,  Richard  C. 

Third  Assistant  Engineer,  15  November,  1847.  Second  Assistant  Engineer,  2f> 
February,  1851.  First  Assistant  Engineer,  9  May,  1857.  Name  stricken  froni 
the  Rolls  15  June,  1861. 

37 
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Potts,  Robert. 

Third  Assistunv  Engineer,   17  Februury,   ISfiO.      Second  Assistant  Engineer,  2T 
June,  IMl.:.     First  Assistant  Engineer,  1  March,  1805.     Chief  Engineer,  23  Jan- 
uary, 1S73. 
Potts.  8tac.v> 

Cadet  Engineer,  Naval  Academy,   ]    October,   1ST2.     Graduated   :'jO   Jlay,  1S74. 
Assistant  Engineer,  26  Febrnary,  1875. 
Potts,  Teiiiplin  M. 

Midshipman,  (i  June,  1872.     Graduated  20  June,  187G.     Ensign,  25  November, 
1877. 
Potts,  William   P. 

MidshiiJman,  9  June,  ISll.     Resigned  2  March.  1814. 
Pongiiof,  Andrew. 

Master's  Mate,  date  not  known.     Resigned  in  1820. 
Ponlson,  Williaiu  H. 

Acting  Third  Assistant  Engineer,'23  July,  18G4.     Honorably  discharged  fi  August, 
1865. 
Powell,  Eli. 

Acting  Third  Assistant  Engineer,  22  June,   1863.     Honoralily  discharged  i  No- 
vember, 1865. 
Powell,  John, 

Mate,  1  October,  1862.     Acting  EnsiL'r,  22  April,  1863.     Acting  Master,  18  Janu- 
ary, 1804.     Honorably  discharged  15  NovenAer,  1865. 
Powell,  John  B. 

Acting  Gunner,  1  Seijtember,  1864.     Honorably  discharged  31  December,  1865. 
Powell.  I>eviii  M. 

Midshipman,  1   March,  1817.     Lieutenant,  28  April,  1S2G.     Commander,  24  June, 
1843.     Captain,   14  September,  1.855.     Retired  list,  21   December,  1861.     Com- 
modore on  Retired  list,  16  July,  1802.     Rear-Admiral,  Retired  list,   13  May, 
1869. 
Powell,  Tl'illiani  J. 

Assistant  Surgeon,  8  February,  1832.     Surgeon,  8  November,  1836.     Died  7  Feb- 
ruary, 1848. 
Powell,  Williant  T.. 

Midshipman,  20  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 
10  July,  1855.     Lieutenant,  14  September,  1855.     Dismissed  20  April,  1861. 
Power,  Alexander  W. 

Acting  Third  Assistant   Engineer,  29  December,  1864.      Honorably  discharged 
15  May,  ls66. 
Power,  David  T. 

Acting  Assistant  Paymaster,  5  November,  1863.     Mustered  out  8  December,  1865. 
Power,  Edward  R. 

Acting  Ensign,  22  June,  1864.     Honorably  discharged  20  July,  1865. 
Power,  James  T. 

Master's  Mate,  19  July,  1842.     Died  20  August,  1853. 
Power,  Thomas. 

Mate,  28  September,  1863.     Appointment  revoked  (Sick,)  7  October,  1864. 
Power,  William  T. 

Acting  Ensign,  1  October,  1862.     Acting  Master,  12  November,  1863.     Honorably 
discharged  8  December,  1805. 
Powers,  Frank  A. 

Mate,  18  October,  1864.     Resigned  22  May,  1865. 
Powers,  Henry  P. 

Acting   Second  Assistant   Engineer,   17   October,   1861.     Honorably   discharged 
15  November,  1865. 
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Powers,  Jauies  F. 

Acting  Third  Assistant  Engineer,  5  August,  1801.     Acting  Second  Assistant  En- 
gineer, 5  September,  1862.     Honorably  discharged  10  December,  1865. 
Powers,  Jobn. 

Acting   Second   Assistant   Engineer,   8   January,    1864.      Honorably   discharged 

24  July,  1866. 
Powers,  Mandevllle  P. 

Acting  Ensign,  14  December,  1864.     Honorably  discharged  3  December,  1867 
Powers,  Robert. 

Boatswain,  7  Jime,  1852.     Kesigued  16  December,  1852. 
Powers,  William  Augustus. 

Third  Assistant  Engineer,  3  May,  18G2.     Resigned  3  March,  1866. 
Powers,  William  JT. 

Acting  Master,  5  September,  1861.     Appointment  revoked  (Sick,)  28  Mav   1862. 

Powling,  H.  DeW. 

Assistant  Surgeon,  4  April,  1831.     Resigned  1  December,  1834 
Pratt.  Andrew. 

Mate,  18  January,  1870.     Deserted  28  January,  1871. 
Pratt.  Cbarles  W. 

Acting  Master,  31  March,  1862.     Honorably  discharged  5  November,  1865. 
Pratt,  £dwiu  B. 

Mate,  2  August,  1862.     Acting  Ensign,  27  May,   1863.      Honorably  discharged 
29  January,  1866. 
Pratt,  George  W- 

Mate,  22  October,  1863.     Mustered  out  1  May,  1869. 
Pratt,  Ilenrj'  C. 

Assistant  Surgeon,  9  August,  1826.     Died  10  JIurch,  1828. 
Pratt,  Jobn  B. 

Mate,  13   Februaiy,  1864.      Acting  Ensign,  31    October,  1864.     Honorably   dis- 
charged 31  October,  1865. 
Pratt,  Jobn  J. 

Acting  Assistant  Paymaster,  6  August,  1861.     Honorably  discharged  30  October, 
1865. 
Pratt,  liConard. 

Acting  Third  Assistant  Engineer,  4  January,  1864.     Honorably  discharged  28  Oc- 
tober, 1865. 
Pratt,  Maxwell. 

Acting  Third  Assistant  Engineer,  3  March,  1863.     Appointment  revoked  5  August, 
1864. 
Pratt,  BTicboIs. 

Mate,  23  August,  1863.      Acting  Ensign,  3   November,  1863.      Acting  Master, 

25  April,  1865.     Honorably  discharged  8  April,  1867. 
Pratt,  Oscar  H. 

Acting  Master,  1  October,  1863.     Died  13  December,  1863. 
Pratt,  Shnbael. 

Midshipman,  18  June,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Frigate  "  Constitution.^' 
Pratt,  Spencer. 

Acting  Master,  1  November,  1861.     Resigned  13  March,  1862. 
Pratt,  William  Fennell. 

Third  Assistant  Engineer,  35  August,  1862.     Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.     Resigned  29  July,  1865. 
Pratt,  William  F. 

Acting  Master,  36  May,  1862.     Honorably  discharged  31  March,  1869. 
Pratt,  William  S. 

Acting  Second  Assistant  Engineer,  20  July,  1864.    Resigned  36  June,  1865. 
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Pray,  Charles  B. 

Acting  KnsiLcn,  31  December.  18G2.     Honorably  d ischarged  16  December,  1865. 
I*raj',  Ezra. 

Acting  Assistant  Surgeon,  21   October,  1861.     Acting  Passed  Assistant  Surgeon, 
4  August,  1865.     Honorably  discharged  1  March,  1866. 
Pray,  John  II. 

Mate,  20  February,  18G4.     Resigned  24  June,  1865. 
Pray,  Kiiel  B. 

Mate,  3  JIarch,  1804.     Acting  Ensign,  21  March,  1804.     Resigned  7  June,  1865. 
I'ray,  Thomas  J. 

Mate,  IG  .Alay,  1862.     Resigned  29  June,  1804. 
Preble,  Edward. 

Lieutenant,  0  February,  1798.     Captain,  15  May,  1799.     Died  25  August,  1807. 
Preble,  Edward. 

Midshipman,  1  January,  1817.     Drowned  20  March,  1822. 
Preble,  Edward  E. 

Acting  Midsliipman,  29  November,  1859.     Ensign,  9  August,  1864.     Lieutenant, 
22  February,  1864.     Lieutenant-Commander,  25  July,  1866.     Resigned  21  Janu- 
ary, 1871. 
Preble,  George  H. 

Lieutenant,  5  February,  1848.  Commander,  16  July,  1802.  Dismissed  20  Septem- 
ber, 1802.  Commissioned  Commander,  11  April,  1803,  from  16  July,  1802. 
Captain,  29  January,  1807.     Commodore,  2   November,   1871.      Rear-Admiral. 

30  September,  187G.     Retired  list,  25  February,  1878. 
Preble,  Ciieorge  II. 

Midshipman,   10  October,  1835.     Passed   Midshipman,  22  June,  1841.     Master, 
15  July,  1847.    Lieutenant,  5  February,  1848.    Commander,  16  July,  18G2.    Cap- 
tain, 29  January,  1807.     Commodore,  2  November,  1871.     Rear-Admiral,  30  Sep- 
tember, 187G.     Retired  list,  25  February,  1878. 
Prentiss,  George  A. 

Midshipman,   1  March,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant. 

9  February,  1837.     Commander,  14  September,  1855.      Retired  list,  24  October, 
1804.     Commodore,  Retired  list.     Died  8  April,  1808. 

Prentiss,  Jabez. 

Master,  4  January,  1809.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Norfolk. 
Prentiss,  John,  Jr. 

Midshiimian,  11  June,  1799.     Resigned  27  January,  1800. 
Prentiss,  John  E. 

Midshipman,  9  November,  1813.     Lieutenant,  13  January,   1825.     Died  5  July, 
1840. 
Prentiss,  John  E. 

Midshipman,  19  October,  1841.     Died  31  December,  1843. 
Prentiss,  Aathaniel. 

Master,  22  January,  1823.     Died  20  April,  1852. 
Prentiss,  Nathaniel  .1. 

Midshipman,  18  June,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1812.     Brig  •' Prometheus.'" 
Prentiss,  Koderiek. 

Acting  Jlidshipman,  21  September,  1854.    Midshipman,  9  June,  1859.    Lieutenant, 

31  August,  ISGl.     Died  from  wounds,  6  August,  1864. 
Prentiss,  Milliaiit   M. 

Acting  Third  .Vssistaut   Engineer,  24   February,   18G3.      Honorably  discharged 

10  October,  1805. 
Preseott,  Charles  M. 

Acting  Third  Assistant  Engineer.     Resigned  (Sick,)  0  August,  1864 
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Prescott,  George. 

Acting  Chief  Eugineer,  10  Marcli,  ISG-t.     UesigQc-.l  20  OL'tober,  1S04. 
Prescott,  Oeorge  H. 

Mute,  9  August,  18Gi.     Honorably  discbarged  11  August,  1866. 
Prescott,  Sainael. 

Jlidshipman,  30  June,  1799.     Resigned  3  September,  1800. 
Prescott,  William  A. 

Mate,  36  September,  1863.     Iloncrably  discharged  7  November,  186.'j. 
Prest,  £benezer. 

Acting  Third   Assistant   Engineer,   5   November,   1803.     Honorably   discharged 
9  October,  1865. 
Preston,  Saimiel  W. 

Acting  Midsliipman,  4  October,  1858.     Acting  Master,  4  October,  1861.     Lieu- 
tenant, 1  August,  1862.     Killed  in  attack  on  Port  Fisher,  15  January,  1865. 
Preston,  William  M. 

Assistant  Paymaster,  4  November,  1869.     Passed  Assistant  Paymaster,   1   July, 
1875. 
Prevost,  Angustns  W. 

Midshipman,   1    November,    1838.     Passed   Midshipman,    14   June,    1834.     Died 
23  February,  1837. 
Prerost,  B.  B. 

Midshipman,  30  July,  1799.     Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 
Prevost,  James  F. 

Midshipman,  13  November,  1819.     Died  in  1839. 
Price,  Abel  F. 

Assistant  Surgeon,  10  November,  1868.     Passed   Assistant  Surgeon,  27  March, 
1873.     Surgeon,  14  August,  1878. 
Price,  Alexan«ler  H. 

Third  Assistant  Engineei',  8  October,  1861.     Second  Assistant  Engineer,  3  August, 
1863.     Retired  list,  26  October,  1873. 
Price,  Arthur. 

Third  Assistant  Engineer,  10  June,  1863.     Second  Assistant  Engineer,  21  Novem- 
ber, 1803.     First  Assistant  Engineer,  1  January,  1868. 
Price,  Benjamin  li. 

Midshipman,  4  July,  1805.     Dismissed  16  September,  1805. 
Price.  Benjamin  S. 

Acting  Assistant  Paymaster,  9  December,  1861.     Resigned  10  December,  1862. 
Price,  Charles  J. 

Acting   Third  Assistant   Engineer,  2   November,   1864.      Honorably   discharged 
16  July,  1866. 
Price,  Cicero. 

Midshipman,  1  February,  1836.     Passed  Midshipman,  28  April,  1833.     Lieutenant, 
6  September,  1837.     Commander,  14  September,  1855.     Ca2)tain,  16  July,  1862. 
Commodore,  29  December,  1866.     Retired  list,  3  December,  1867. 
Price,  Edward. 

Midshipman,  5  April,  1813.     Resigned  31  July,  1833. 
Price,  GeoB-ge. 

Lieutenant,  19  July,  1799.      Last  appearance  on   Records  of  Navy  Department, 
26  September,  1799.     Dead 
Price,  Oeorge. 

Acting  Guauer,  4  November,  1862.     Honorably  discharged  16  November,  1865. 
Price,  John. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  8  October,  1868. 
Price,  Jos.  P. 

Mids1ii]iman,  13  June,  1799.     Discharged  21  April,  1801,  under  Peace  Establish- 
ment Act. 
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I'rioe,  Jos.  P. 

Master,  M  January,  1800.     Resigned  2  July,  1S12. 
Price,  Richard  J.  D. 

Midsliipmun,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Died 
liO  June,  1853. 
Price,  Robert. 

Mate,  :il  December,  1863.     Acting  Ensign,  8  June,  18G4.     Appointment  revoked 
20  September,  1866. 
Price,  Rodman  91. 

Purser,  5  November,  1840.     Resigned  16  December,  1830. 
Price,  Tlioinas  D. 

Assistant  Surgeon,  1  April,  1800.     Discliarged  4  August,  1801. 
Price,  ^Villiaiu  C. 

Master,  31  April,  1809.     Dismissed  1  March,  1810. 
Price,  William  D. 

Acting  Ensign,  31  March,  1804.     Resigned  38  April,  1803. 
Price,  William  H. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Acting  First  Assistant  Engi- 
neer, 4  February,  1863.     Dismissed  23  April,  1803. 
Price,  William  X. 

Acting  Ensign,  27  January,  1863.     Acting  Master,  recommendation  of  Command- 
ing Officer,  3  May,  1864.     Died  7  Ai^ril,  1866. 
Prickett,  Xatliaiiiel  P. 

Midshipman,  10  June,  1848.     Died  S3  March,  1830. 
Priest,  Joshua. 

Acting  Third  Assistant  Engineer,   6   September,  1864.     Ilonorably   discharged 
4  September,  1865. 
Prime,  Ebenezer  S. 

Midshipman,  23  September,  1863.     Graduated  June,  1868.     Master,  12  July,  1870. 
Lieutenant,  5  J  une,  1874. 
Prime,  William. 

Gunner,  18  April,  1804.     Dismissed  31  January,  1806. 
Prince,  A.  B. 

Acting  Ensign,  27  July,  1863.     Honorably  discharged  26  October,  1867. 
Prince,  jBenjamin  C. 

Master,  1  July,  1805.     Resigned  15  September,  1807. 
Prindle,  Franklin  €. 

Third  Assistant  Engineer,  3  August,  1861.     Second  Assistant  Engineer,  21   April, 
1803.     Resigned  11  September,  1805. 
Prindle,  F.  €. 

Civil  Engineer,  17  April,  1869.     Resigned  1  .January,  1876. 
Prindle,  George  M. 

Acting  Ensign,  20  January,  1863.     Honorably  discharged  18  January,  1867. 
PrjSndle,  Gilbert  II. 

Mate,  27  January,  1865.     Honorably  discharged  S2  June,  1867. 
Pringle,  John  J. 

Midshipman,  23  September,  1840.     Passed  Midshipman,  11  July,  1810.     Picsigned 
8  June,  1849. 
Prior,  Francis  G. 

Mate,  23  January,  1863.     Acting  Master,  21  August,  1863.     Appointment  revoked 
(Sick,)  29  December,  1863, 
Prior,  Gilbert  S. 

Acting  Third  Assistant  Engineer,  13  October,  1863.     Resigned  26  January,  1865. 
Pritcliard,  Arthnr  .1. 

Assistant  Paymaster,  7  October,  1801.     Paymaster,  9  November,  1S64. 
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I'ritchett,  James  91. 

Acting  MidshiiJuiciii,  27  Jlay,  1852.     Midshipman,  10  June,  1857.     Passed  Mid- 
shipman, 5  September,  1859.     Master,  25  June,  1860.     Lieutenant, 3  April,  18G1. 
Lieutenant-Commander,  3  January,  18G3.     Died  24  October,  1871. 
Proctor,  Alexander. 

Mate,  5  June,  1803.     Honorably  discharged  1  December,  18C5. 
Proctor,  Henry  O. 

Mate,  15  September,  1862.     Acting  Ensign,  19  July,  1864.     Honorably  discharged 
4  January,  1866. 
Proctor,  Stephen. 

Midshipman,  9  May,  1800.     Resigned  27  April,  1803. 
Protbers,  John. 

Acting  Third  Assistant  Engineer,  20  September,  1862.     Appointment  revoked 
(Sick,)  21  May,  1803. 
Prondfit,  John  j^lcli. 

Midshipman,  24  September,  1873.     Graduated  20  June,  1876.    Ensign,  24  Septem- 
ber, 1872.     Died  15  December,  1879. 
Prondfit,  Ransom  S. 

Mate,  0   May,  1863.      Acting   Ensign,    3   March,  1865.      Honorably   discharged 
23  August,  1866. 
I'rovanx.  John. 

."\Iiilsliipmaii,  15  January,  1801.     Discharged  13  October,  1801,  under  Peace  Estab- 
lishment Act. 
ProTost,  Nelson. 

Acting  Master,  36  August,  1861.     Honorably  discharged  25  February,  1866. 
Prndy,  John,  Jr. 

Third  Assistant    Engineer,   21    November,   1857.       Second   Assistant  Engineer, 
2   August,   1859.      First   Assistant   Engineer,   19   February,   1863.      Resigned 
30  January,  1873. 
Pryor,  Cincinnatns. 

Jlidshipman,  1  January,  1838.     Dismissed  16  May,  1833. 
Pryor,  Edward. 

Mate,  18  March,  1865.     Appointment  revoked  13  December,  1865. 
Pryor,  M'illiam. 

Midshipman,  11  February,  1833.     Murdered  in  April,  1833. 
Pnckett,  John  II. 

Acting  Ensign  and  Pilot,  9  September,  1864.     Resigned  8  March,  1865. 
Pngh.  Robert  C. 

Midshipiimii,  24  May,  1798.     Left  the  service,  24  December,  1798. 
Pugsley,  Isaac  P. 

Acting  Assistant  Paymaster,  24  August,  1864.      Honorably  discharged  15  Sep- 
tember, 18U3. 
Pnlman.  Darid. 

Mate,  34  January,  1863.     Acting  Ensign,  22  June,  1864.     Honorably  discharged 
14  November,  1865. 
Pnlsipher,  G.  M. 

Acting  Ensign,  18  December,  1862.     Honorably  discharged  23  November,  1865. 
Pnltz.  Xorman  S, 

Mate,  16  November,  1863.     Resigned  13  May,  1865. 
Pnncb,  John  S. 

Purser,  33  May,  1833.     Dismissed  by  Court-Martial  3  July,  1834. 
Pnncb    Richard  J>. 

Mate,  33  November,  1863.     Honorably  discharged  3  October,  1865. 
Pnrcell,  Gregory. 

Midshipman,  4  March,  1823.     Died  in  June,  1834. 
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Pnrdio,  Charles  F. 

Acting  Thii'd  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October,. 
l«ii(i.     Third  Assistant  Engineer,  2  June,   ISOH.     Second  Assistant  Engineer,' 
2  .lune,  1SU9.     Resigned  23  January,  1875 
Pni'clie,  William  A. 

Mate,   26   December,  1862.     Acting  Ensign,  20  August,   1863.     Honorably   dis- 
charged 21  June,  1865. 
Pnrfly,  Henry  1$. 

Mate,  19  December,  1803.     Resigned  3  June,  1864. 
Piirdy,  H'illiani  B. 

Acting  Assistant  Paymaster,  5  November,   1862.     Mustered  out   15   November 
1865. 
Pnrket,  Jolin. 

Master,  23  January,  1799.     Resigned  25  July,  1799. 
Pnrnoll,  Henry. 

Midshipman,  1  January,  1808.     Resigned  18  August,  1809. 
Pnrrington.  Charles  F. 

JIate,  2'J  January,  1864.     Mustered  out  1867. 
Purse.  William  A. 

Acting  xVssistant  Paymaster,  28  August,  1863.     Resigned  9  November,  1864. 
Purse,  Wilson  K. 

Third  Assistant  Engineer,  13  August,  1858.     Second  Assistant   Engineer,  21  Sep- 
tember, 1801.     First  Assistant  Engineer,  11  March,  1863.     Retired  list,  16  June, 
1874. 
Pursell,  Francis. 

Beatswain,  27  May,  1857.     Resigned  31  August,  1807. 
Pursell,  P.  H. 

Acting  Assistant  Surgeon,  2  February,  1864.     Resigned  28  April,  1865. 
Purrianoe,  Hugh  Y. 

Midshipman,   3   November,   1818.      Lieutenant,   3    March,    1837.      Commander, 
7  March,  1849.     Captain,  28  January,  1856.     Retired  list,  21  December,  1801. 
Commodore  on  Retired  list,  16  July,  1862. 
Purvianee,  W.  C. 

Midshipman,  6  November,  1817.     Died  26  July,  1822. 
Purvis,  Andrew. 

Gunner,  25  November,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Purvis,  William. 

Sailmaker,  15  January,  1800.     Warrant  returned  26  January,  1800. 
Putnam,  Charles. 

Mate,  8  September,  1862.     Acting  Ensign,  3  December,   1863.     Honorably  dis- 
charged 21  October,  1865. 
Putnam.  Charles  F. 

,Mi.lsliipmnn,24  June,  1869.     Graduated  31  May,  1873.     Ensign,   16  July,  1874. 
Master,  12  March,  1880. 
Putnam,  Charles  O. 

Acting  Third  Assistant  Engineer,  18  June,  1864.     Honorably  discharged  28  No- 
vember, 1865. 
Putnam,  Fdwin. 

Assistant  Paymaster,  20  September,  1863.     Paymaster,  4  May,  1806. 
Putnam,  W.  O. 

Acting  Ensign,  12  August,  1862.     Acting  Master,  recommendation  of  Command- 
ing Officer,  23  April,  1864.     Honorably  discharged  20  September,  1865. 
Putnam.  William  »i. 

Mate,  19  November,  1863.     Resigned  31  October,  1862. 
Pybus,  John. 

Mate,  11  June,  1803.     Resigned  (Sick,)  7  March.  1865. 
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Pye,  James. 

Midshiijuian,  18  June,  \S\'2.     Discharged  6  July,  1813. 
Pynclion,  Joseph  II. 

Acting  Assistant  Paymaster,  14  November,  1862.     Honorably  discharged  30  De- 
cember, 1865. 
Pynclion,  W.  Li. 

Acting  Assistant  Paymaster,  28  January,  1862.     Mustered  out  20  December,  1865.. 
Pyke,  Darid. 

Acting  Second  Assistant  Engineer,  14  November,  1861.     Resigned   13  January,, 
1863. 
Pyle,  George  W. 

Acting  Third  Assistant  Engineer,  25  April,  1864.     Honorably  discharged  16  April,, 
1868. 
Pyne,  Charles  B. 

Acting  Ensign,  7  January,  1865.     Honorably  discharged  14  July,  1805. 
Pynne,  George  A. 

Mate,  2  April,  1864.     Appointment  revoked  27  December,  1805. 

Quackenbos,  Peter. 

Midshipman,  20  June,  1806.     Resigned  27  July,  1807. 
Quaekeiiboss,  G.  C 

Assistant  Surgeon,  10  September,  1805.     Last  appearance  on  Records   of  Navy- 
Department,  6  August,  1806.     Resigned. 
Qnaekenbush,  John  N. 

Midshipman,  24  September,  1847.    Dismissed  3  January,  1854.    Acting  Lieutenant,, 
16  July,  1862.     Lieutenant-Commander,  10  July,   1862.     Retired  list,  17  July,. 
1868.     Lieutenant-Commander  on  Active  list,  from  29  September,  1862.     Com- 
mander, 25  May,  1871. 
<|uackenbnsh,  Stephen  P. 

Midshipman,  15  February,  1840.     Passed  Midshipman,   11   July,    1846.     Master,. 
1  Mai'ch,  1855.     Lieutenant,  14  September,  1855.     Lieutenant-Commander,  16^ 
Julv,  1802.     Commander,  25  July,  1866.     Captain,  25  July,  1871.     Commodore, 
13  March,  1880. 
Qnadling,  Edward  H. 

Acting  Ensign,  6  June,  1803.     Honorably  discharged  17  September,  1865. 
<inaltrough,  Edward  F. 

Midshipman,  21   September,  1867.     C  aduated  6  June,  1871.     Ensign,  14  July» 
1872.     Master,  1  July,  1876. 
<lnayle,  Thomas  E. 

Mate,  20  November,  1861.     Resigned  27  April,  1865. 
<|ueen,  Walter  W. 

Midshipman,  7  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master,  15- 
September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  1^ 
July,  1862.     Commander,  25  duly,  1866.     Captain,  4  June,  1874. 
<|ueon,  William  C. 

Mate,  13  September,  1865.     Deserted  24  May,  1867. 
<lneTedo,  John. 

Mate,  *  December,  1861.     Resigned  19  November,  1863.     Acting  Gunner,  16  Feb- 
ruary, 1865.    Honorably  discliarged  24  January,  1866.     Mate,  13  February,  1806. 
Mustered  out  30  September,  1868. 
Qnig,  Henry  M. 

Third  Assistant  Engineer,  8  October,  1861.     Second  Assistant  Engineer,  3  August,. 
1863.     Resigned  26  November,  1869. 
Qnigley,  James  L.. 

Acting  Ensign,  27  May,  1863.     Honorably  discharged  9  November,  1868. 
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Qnillin,  John. 

Boatswain,  30  July,  1807.     Last  uppearaiRe  on   Keconls  of  .\;ivv   Department, 
31  July,  1807. 
<liiiniby,  Samuel  F. 

Acting  Assistant  Surgeon,  19  February,  18G2.     Dismissed  1.5  August.  1803. 
<luin,  James  N. 

Acting  Third  Assistant  Engineer.  10  March,  1804.     Honorably  discharged   12  Oc- 
tober, 1S05. 
<liiin,  John. 

Master,  1  November,  1810.     Reserved  list,  14  September.  18.'j."j.     Died  21   Septem- 
ber, \sr>s. 
<tu>>i«  Itichard  I). 

Third  Assistant  Engineer,  21   May,  18.13.      Second   Assistant   JOngincer.  27  July, 
1855.     Resigned  1  September,  IS.'JO. 
<lnin.  Thonia»>  A. 

Mate,  2r>   l\larch,   1803.      Acting  Ensign.  23  July,  18G3.     Ilonorablv   discharged 
27  September,  180.5. 
<luinby,  John  G. 

Cadet  Midshipman,  13  June,  1874.     Graduated  4  June,  1880. 

Quinn,  James. 

.Vcting  Third   Assistant    Engineer.   24   October.   1804.       Honorably   discharged 
23  May,  1809. 
<luinii.  John. 

Acting  Third  Assistant  Engineer,  14  .Inly,  1803.     UonGrably  discharged  14  August, 
is(i5. 
<lniiiii.  John. 

Boatswain,  15  September,  1873.     Dismissed  8  January,  1875. 

Uiiinn,  John. 

Midshipman,  30  May,  1803.     Resigned  28  November,  1803. 

<tninn.  John  Paul. 

Assistant  Surgeon,  9  May,   1801.     Passed   Assistant  Surgeon.  20   October,  1803. 
Surgeon,  30  December,  1804.     Died  6  June,  1809. 
Qninn,  j»Iichael. 

Second  Assistant  Engineer,  15  November,  1847.     First  Assistant  Engineer,  0  No- 
vember, 1849.     Chief  Engineer,  15  December,  1853.     Name  stricken  from  the 
Rolls  18  May,  1801. 
Qninn,  William  E. 

Acting  Third  Assistant  Engineer,  28  April,  1803.      Resigned  22  August,  1803. 
Acting  Third   Assistant   Engineer,  2   October,  1803.      Appointment   revoked 
(Sick,)  25  January,  1804.     Acting  Third  Assistant  Engineer,  7  March,  1805. 
Honorably  discharged  7  January,  1800. 
Quintard,  Ferris  J. 

Acting  Assistant  Paymaster,  4  November,  1863.     Resigned  22  June,  1863. 


Rabadan,  Raymond. 

Mate,   21    October,   1801.     Acting   Ensign,  8   December,  1802.     Honorably  dis- 
charged 5  September,  1865. 
Race,  Carlton  W. 

Mate,  4  February,  1864.     Honorably  discharged  28  June,  1800. 
RacU,  George. 

Acting  Assistant  Paymaster,  14  November,  1804.     Honorably  discharged  13  Sep- 
tember, 1805. 
Rack,  Thomas  W. 

Mate,  30  January,  1863.  .  Resigned  (Sick,)  20  April,  1805. 
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Racoe,  Frederiok  W. 

Acting  Tiiird  Assistant  Enpineer,  10  February,  1864.     Acting  Second  Assistant 
Engineer,  29  J  uly,  1 SG5.     Honorably  discharged  23  August,  1865. 
Radabangli,  Oeorge. 

Acting  First  Assistant   Engineer,   12   December,    1862.     Honorably  discharged 
29  October,  1865. 
Badcliffe,  Alexander  D. 

Acting  Third  Assistant  Engineer,  27  March,  1865.     Honorably  discharged  23  Sep- 
tember, 1869. 
Radclifie,  John  H. 

Acting  Third  Assistant  Engineer,  24  August,  18G4.     Honorably  discharged  5  July, 
1865. 
Radford,  Stephen  K. 

Assistant  Paymaster,  6  July,  1878.     Resigned  28  January,  1879. 
Radford,  William. 

Midshipman,  1   March,  1825.     Passed  Midshipman,  4  June,   1831.     Lieutenant, 
9  February,  1837.     Commander,  14  September,  1855.     Captain,  16  July,  1862. 
Commodore,  24  April,  1863.     Rear-Admiral,  25  July,  1866.     Retired  list,  1  March, 
1870. 
Rae,  Charles  TV. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October, 
18G6.     Third  Assistant  Engineer,  2  June,   1868.     Second  Assistant  Engineer, 
2  June,  1869.     Passed  Assistant  Engineer,  28  December,  1875. 
Rae,  Thomas  Whiteside. 

Third  Assistant  Engineer,  30  July,  1861.     Second  Assistant  Engineer,  21  April, 
1863.     First  Assistant  Engineer,  11   October,  1866.     Resigned   1  October,  1S77. 
Raebel,  Herman  C. 

Midshipman,  23  September,  1861.     Graduated  November,  1864.    Ensign,  1  No- 
vember, 1866.     Master,  1   December,  1866.     Lieutenant,  13  March,  1868.     Died 
25  June,  1869. 
Raefle,  Max  «. 

Acting  Assistant  Surgeon,  30  February,  1862.     Resigned  18  May,  1865. 
Rafferty,  Hngh. 

Acting   Second   Assistant   Engineer,   27   August,    1861.      Honorably   discharged 
9  August,  1865. 
Ragsdale,  James  K..  P. 

Acting  Midshiijman,  21  September,  1860.     Graduated  September,  1865.     Ensign, 
1  December,  1866.     Master,  12  March,  1868.     Lieutenant,  20  March,  1869.     Died 
20  May,  1874. 
Rainhow,  John. 

Carpenter,  10  June,  1837.     Died  18  September,  1868. 
Rainer,  Amos. 

Acting  Master  and  Pilot,  1  October,  18G4.     Honorably  discharged  1  August.  18(15. 
Rainer,  William  S. 

Acting  Third   Assistant   Engineer,  25  March,  1864.     Honorably  discharged  22 
August,  1865. 
Rainey,  John  I>. 

Midshipman,  19  March,  1846.     Passed  Midshipman,  10  June,  1853.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Resigned  29  July,  1857. 
Rainier,  Charles  E. 

Acting  Third  Assistant  Engineer,  11  December,  1861.     Acting  Second  Assistant 
Engineer,  19  September,  1864.     Honorably  discharged  30  November,  1865. 
Ralph,  Joseph  P. 

Mate,  28  September,  1863.     Deserted  January,  1864. 
Ramage,  James. 

Master,  1  June,  1813.     Lieutenant,  9  December,  1814.     Commander,  11   March, 
1829.     Cashiered  24  September,  1831. 
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Ramsay,  Francis  91. 

Acting  Alidshipman,  5  October,  1850.    Midshipman,  21  April.  18.').';.    Passed  Jlid- 
sliipmau,  20  June,  18.50.     Master,  22  January,  IS-JS.     Lieutenant,'  23  January, 
1S.'58.      Lieutenant-Commander,   10   July,   1802.      Commander,   25   July,  1800. 
Captain,  1  December,  1877. 
Ramsay,  Henry  A. 

Third  Assistant  Engineer,  21  May,  1853.     Second  Assistant  Engineer,  20  June, 
1856.     First  Assistant   Engineer,  2  August,    1859.      Name   stricken   from    the 
Rolls,  6  May,  1801. 
Ramsay,  John  S. 

Acting  Assistant  Surgeon,   15  March,  1864.     Assistant  Surgeon,   1    April.    ISOl. 
Resigned  31  December,  1807. 
Ramsay,  Sterrett. 

Purser,  18  Novemljcr,  1830.     Pay  Director,  Retired  list.     Died  23  July,  1872. 
Ramsay,  William. 

Midshipman,   1    Sepceraber,   1811.      Lieutenant,   5    March,   1817.      Commander, 
8  February,  1837.     Captain,  27  February,  1847.     Died  10  August,  1860. 
Ramsdell,  John. 

Mate,  22  December,  1803.     Died  22  October,  1800. 
Ramsden,  Frederick  Tlionias  Hull)'. 

Third  Assistant  Engineer,  25  August,  1802.     Second  Assistant  Engineer,  20  Fet>- 
ruary,  1S04.     Resigned  14  April,  1869. 
Ramsey,  Daniel  B. 

Midshipman,  6  July,  1803.     Resigned  12  December,  1808. 
Ramsey,  James. 

Acting  Second  Assistant  Engineer,  12  December,  1863.     Resigned  27  February, 
1804. 
Ramsey,  J.  R. 

Acting  First  Assistant  Engineer,  1  October,  1802.     Honorably  discharged  5   Sep 
tember,  1865. 
Rand,  George  R. 

Acting  Assistant  Paymaster,  4  December,  1862.     Assistant  Paymaster,  30  June, 
1804.     Resigned  22  December,  1805. 
Rand,  Homer  F. 

Acting  Assistant  Paymaster,  22  April,  1864.     Mustered  out  24  September,  1805. 
Rand,  Isaac  II. 

Midshipman,  23  January,  1815.    Last  appearance  on  Records  of  Navy  Department, 
1822.     Dead. 
Rand,  James. 

Purser,  12  March,   1800.     Discharged  8  July,  1801,   under  Peace  Establishment 
Act. 
Rand,  Stephen. 

Acting   Third   Assistant   Engineer,    17   December,    1804.     Honorably  discharirtd 
8  August,  1809.     Assistant  Paymaster,  12  August,  1869.     Passed  Assistant  I'uy- 
master,  30  April,  1874. 
Randall,  Andrew  A. 

Gunner,  29  August,  1843.     Resigned  27  November,  1854.     Mate.     Died   18  Janu- 
ary, 1805. 
Randall,  Benjamin  W. 

Acting  Third  Assistant   Engineer,  10   March,    1804.     Honorably  discharged   15 
July,  1805. 
Randall,  George  G. 

Acting  Ensign,  7  December,  1804.     Honorably  discharged  7  November,  1805. 
Randall.  Henry  K. 

Midshipman,  18  June,  1813.     Resigned  1815. 
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Randall,  .TosepU  P. 

Acting  Ensign,  6   May,   1863.      Acting   blaster,   IG   December,  18G3.      Resigned 
15  December,  1864. 
Randall,  Hilton  P. 

Acting  Third  Assistant  Engineer,  3  June,  1801.     Acting  Second  Assistant  Engi- 
neer, 10  July,  1863.     Honorably  discharged  24  Decemlier,  18G5. 
Randall.  Philip. 

Mate,  3  July,  1866.     Resigned  7  NovemV)er,  1868. 
Randall,  SanincI  A. 

Acting  First  Assistant  Engineer.  16  July,  1864.    Ilononiblv  discharged  11  Novem- 
ber, 1865. 
Randall,  Sanford. 

Mate,  19  December,  1861.     Resigned  25  October,  1862. 
Randall,  Thomas. 

Midshipman,  23  September,  1799.     Discharged  23  June,  1801,  under  Peace  Estab- 
lishment Act. 
Randall,  Wesley. 

Acting  Second  Assistant  Engineer,  18  June,  1864.     Honorably  discharged  27  Sep- 
tember, 1865. 
Randall,  William  P. 

Acting  Master,  24  July,  1861.    Acting  Volunteer  Lieutenant,  28  May,  1862.    Actinaf 
Volunteer    Lieutenant-Commander,    9    March,    1865.        Honorably   discharged 
19  December,  1865.     Acting  Master,  7  December,  1866.      Ensign,  13  March, 
1868.     Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 
Randolph,  Beverly. 

Midshipman,  23  July,  1839.     Passed  Midshipman,  2  July,  1845.     Acting  Master, 
17  December,  1847.     Resigned  18  May,  1850 
Randolph,  B.  ^. 

Midshipman,  2  February,  1815.     Resigned  5  September,  1817. 
Randolph,  I>.  I.. 

Midshipman,  1  May,  1822.     Resigned  6  February,  1830. 
Randolph,  Edward. 

Midshipman,  20  August,  1800.     Discharged  14  April,  1801. 
Randolph,  George  W. 

Midshipman,  31   March,  1831.     Passed  Midshipman,   15  June,   1837.     Resigned 
23  July,  1839. 
Randolph,  John  B. 

Midshipman,  11  June,  1833.     Passed  Midshipman,  8  July,  1839.     Lieutenant,  29 
May,  1846.     Died  20  July,  1854. 
Randolph,  J.  F. 

Captain  (to  command  Galley,)  13  September,  1798.     Last  appearance  on  Records 
of  Navy  Department,  23  March,  1799. 
Randolph,  P.  B. 

Midshipman,  1  January,  1817.     Last  appearance  on  Records  of  Navv  Department, 
1819.     Died  at  Sea. 
Randolph,  Peyton  II. 

Acting  Ensign,  11  November,  1863.     Honorably  discharged  21  October,  1865. 
Randolph,  R.  C. 

Assistant  Surgeon,  1   May,  1810.     Surgeon,  15  April,  1814.     Resigned  24  May, 
1824. 
Randolph,  Richard  B. 

Midshipman,  18  June,  1799.     Lost  in  the  '■^Insurgent.'" 
Randolph,  Robert  B. 

Midshipman,  15  August,  1810.     Lieutenant,  27  April,  1816.     Dismissed  19  April, 
1833. 
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Randolph.  T.  ^. 

JlidshiiJinan,  30  Jlay,  181IJ.     IJesigned  28  May,  1832. 
Ban«Iol|»li,  Victor  91. 

Miclsliipinan,  1 1   June,  1814.     Lieutenant,  13  January,  1825.     Commander,  8  Sep- 
tember, 1841.     Captain,  14  September,  IS.JO.     Resigned  14  January,  1861. 
Randolpli,  W.  B. 

Midshipman,  1  January,  1812.     Lost  in  the  "  Wa!>-p^'  in  181.5. 
Randriip.  €.  E. 

Acting  Ensign,  17  February,  1805.     Honorably  discharged  15  September,  1805. 
Rank,  Krastns  P. 

Third  Assistant  Engineer,  8  December,  1862.     Resigned  9  March,  1800. 
Rankin,  .Alexander  M. 

Acting  Third  Assistant  Engineer,  2  October,  1862.     Resigned  29  August,  18G3. 
Rankin,  DaTid. 

Gunner,  19  March,  1844.     Dismissed  30  May,  1851. 
Rankin,  William  B. 

Acting  Ensign,  81  July,  1863.     Honorably  discharged  3  November,  1805. 
Ransom,  George  B. 

Cadet  Engineer,  Naval  Academy,  1   October,  1871.     Graduated  30  May,  1874. 
Assistant  Engineer,  26  February,  1875.     In  service.     Passed  Assistant  Engineer, 
4  July,  1880. 
Ransom.  George  '91. 

Midshipman,  25  July,  1839.    Passed  Midshipman,  2  July,  1845.     Master,  23  June, 
1853.     Lieutenant,  21  Februaiy,  1854.     Lieutenant-Commander,  16  July,  1862. 
Commander,  a  January,  1863     Captain,  2  March,  1870.     Commodore,  28  March, 
1877. 
Ransom,  Harrey  li. 

JIate,  17  September,  1862.     Acting  Ensign,  14  September,  1863.     Died   14  Janu- 
ary, 1864. 
Ransom,  T.  B. 

Professor  of  Mathematics,  2  October,  1835.     Last  appearance  on  Kecords  of  Navy 
Department,  1837.     Frigate  "  Constellation." 
Ransom,  Theodore  S. 

Mate,  14  February,  1863.     Resigned  4  October,  1864.  , 

Ranien,  Henry  H. 

Midshipman,  2  April,  1804.     Resigned  26  August,  1811. 
Rapalje,  Stephen. 

Surgeon,  4  December,  1828.     Died  11  September,  1856. 
Rupp,  Henry  B. 

Midshipman,  15  November,  1809.     Lieutenant,  24  July.  1813.     Resigned  10  Febru- 
ary, 1817. 
Rappell,  George  W. 

Miite.     Resigned  15  October,  1863. 
Ratchford,  Richard. 

Acting  Carpenter,  18  April,  1863.     Honorably  discharged  17  September,  1865. 
RatcliflTe.  (Ininton. 

Midshipman,  1  February,  1823.     Died  1  October,  1828. 
Rathbone,  Clarence. 

Midshipman,   28  September,    1861.     Acting   Ensign,    10   June,    1844.     Resigned 
23  December.  1805. 
Rathbone,  J.  B. 

Jlidshipman,  3  JIarch,  1841.     Resigned  20  September,  1845. 
Rathborne,  Samuel  T. 

Acting  JIaster,  20  April,  1862.     Resigned  22  January,  1803. 
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Rathbiirne,  IV.  W. 

Acting  Ensign,  8  October,  1862.     Resigned  23  August,  1864. 
Rattigaii,  IVilliam  E. 

Mate,  21  November,  1867.     Resigned  3  December,  1872. 
Rawlings,  Joliii. 

Midshipman,  25  March,  1800.     Discharged  14  July,  1801,  under  Peace  Establish- 
ment Act. 
Rawlinson,  Francis. 

Acting  Second  Assistant  Engineer,  6  June,  1864.     Honorably  discharged  8  August 
18G5. 
RawHon,  Edward  K. 

Chaplain,  21  January,  1871. 
Ray,  Charles  91. 

Assistant  Paymaster,  3  March,  1879. 
Ray,  Hyde. 

Assistant  Surgeon,  20  July,  1809.     Surgeon,  24  July,  1813.     Died  7  September, 
1835. 
Ray,  J.  TV.  n. 

Midshipman,  1   September,  1811.     Lieutenant,  .5  March,  ISIT.     Died   10  Novem- 
ber, 1824. 
Ray,  Robert  C. 

Midshipman,  1  October,  1873.     Graduated  20  June,  187(i.     Ensign,  4  June,  1878. 
Ray,  Whitmul  P. 

Midshipman,  27  September,  1806.      Graduated   7  Juno,  1870.      Ensign    13  July 
1871.     Master,  4  August,  1874.  "' 

Ray,  William. 

Boatswain,  15  January,  1855.     Resigned  26  Octoljcr,  185."). 
Ray,  William. 

Acting  Boatswain,  16  May,  1863.     Appointment  revoked  25  March,  1804. 
Ray,  William. 

Acting  Second  Assistant   Engineer,  10  November,  1864.     Honorably  discharged 
28  October,  1865. 
Raymond,  H.  C. 

Acting  Ensign,  11  June,  1863.     Resigned  31  May,  1865. 
Raymond,  James  H. 

Mate,  15  October,  1881.     Resigned  19  July,  1862. 
Raynal,  I<eiris  F. 

Purser,  30  May,  1800.     Last  ai:)i5earance  on  Records  of  Navy  Department. 
Raynolds,  W.  F.,  Jr. 

Mate,  28  March,  1862.     Acting  .Ensign,  13  July,  1863.     Resigned  12  November 
1864. 
Ray  nor,  James  B. 

Mate,  22  November,  1864.     Honorably  discharged  4  October,  1868. 
Raynor,  William. 

Acting  Third  Assistant   Engineer,    5    January,    1804.      Honorably    discharo-ed 
7  September,  1865.  ° 

Read,  Abner. 

Midshipman,  2  March,  1839.     Passed  Midshipman,  2  July,  1845.    Master,  12  April, 
1853.     Lieutenant,  6  February,  1854.     Lieutenant-Commander,  16  July,  1862! 
Commander,   13  September,  1862.      Died    from   wounds   received   in  action 
13  July,  1863. 
Read,  Charles. 

Midshipman,  12  December,  1799.     Resigned  5  May,  1806. 
Read,  Charles  W. 

Acting  Midshipman,  20  September,  1856.     Midshipman,  15  June,  1860.     Resigned 
4  February,  1861. 


592  GENERAL   NAVY   REGISTER. 

Read,  Edinnnd  G. 

Acting  Midshi])inun,  25  September,  I800.     Midsliipman,  15  June,  1800.     Dismissed 

I  May,  ISGl. 
Read,  Frederick. 

Acting  JIaster,  5  March,  ISCJ.     Honorably  discharged  I(>  September,  18G5. 
Read,  George  C. 

Midshiijuian,  3  April,  1804.     Lieutenant,  25  April,  18.10.     Commander,  27  April, 
1816.     Captain,   3   March,    1825.     Reserved   list,   13   September,   1855.     Rear- 
Admiral  ou  Retired  list,  IG  .July,  1863.     Died  23  August,  1802. 
Read,  George  II. 

Acting  Assistant  Paymaster,  14  January,  1865.     Mustered  out  15  August,  1865. 
Assistant  Paymaster,  21  February,  18U7.     Passed  Assistant  Paymaster,  13  March, 
1869. 
Read,  James. 

Midshiiiman,   30   May,   1833.     Passed  Midshipman,   8   Julv,   1839.     Lieutenant, 
29  October,  1844.     Resigned  23  June,  1847. 
Read,  James. 

Acting  Gunner,  26  December,  1803.     Apijointment  revoked  29  April,  1865. 
Read.  John. 

Acting  Assistant  Paymaster,  6  November,  1862.     Resigned  20  JIarcli,  1865. 
Read,  John  D. 

Mate,  20  December,  1863.     Resigned  23  May,  1865. 
Read,  John  I>. 

Midshipman,   16   October,   1837.     Passed  Midshipman,  29  June,    ls4:j.     Master, 
17  September,  1850.     Lieutenant,  8  April,  1851.     Died  8  July,  1858. 
Read,  John  J. 

Acting  Midsliipman,  21  September,  1858.     Ensign,  25  Knvnmbpr,  1802.     Lieuten- 
ant, 23  February,  1804.     Lieutenant-Commander,  25  July,  1866.     Commander, 

II  December,  1877. 
Read,  John  W. 

Acting  Second  Assistant  Engineer,  4  June,   1864.     Appointment  revoked   (Sick,) 
19  January,  1805. 
Read,  Robert  R, 

Mate,  11  March,  1804.     Resigned  31  March,  1804. 
Read,  William,  Jr. 

Mate,  26  August,  1864.     Honorably  discharged  27  July,  1805. 
Read,  William  II. 

Acting  Ensign,  13  August,  1803.     Appointment  revoked  (Sick,)  6  June,  1804. 
Reagan,  John  J. 

Acting  Ensign,  23  February,  1863.     Honorably  discharged  G  November,  1805. 
Reamey,  L.azarns  Li. 

Midshipman,  25  Julv,  1866.     Graduated   7  June,  1870.     Ensign,   13  July,  1871. 
Master,  23  July,  18*74. 
Reaney,  Henry. 

Mate   18  June,  1861.     Acting  Ensign,  8  October,  1802.     Acting  Master,  17  Novem- 
ber, 1803.     Honorably  discharged  6  June,  1868. 
Reaney,  Thomas  J. 

Acting  Third  Assistant  Engineer,  23  August,  1804.     Honorably  discharged   20 
July,  1865. 
Reardon,  William  J. 

Mate,  24  February,  1870.     Appointment  revoked  31  August,  1871. 
Reariek,  Peter  A. 

bird  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  22 
July,  1862.  First  Assistant  Engineer,  1  March,  1864.  Chief  Engineer,  25 
March,  1874. 
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Keber,  IVilliam  M. 

Acting  Assistant  Surgeon,  6  April,  18G3.     Assistant  Surgeon,  33  September,  18G3. 
Ri'sigiifil  19  December,  ISliS. 
ISeddiog.  James. 

Acting  Master  and  Pilot,   1   October,   18C4.      Honorably  discharged  20  October. 
1SU5. 
ISe«ldin$r.  H'illiaiii  F. 

Acting  Ensign,  31  August,  1812.     Acting   Master,  8  February,  18C4.     Honorably 
discharged  10  November,  18(35. 
ISeddisIi,  Joiiiepla  S. 

Mate,  25  January,  1804.     Appointment  revoked  (Sick,)  1  September,  1864. 
Kedick.  Daiid. 

Midshipman,  20  June,  180G.     Dismissed  4  April,  1808. 
Redfield,  George  8. 

Acting  Assistant  Paymaster,  3  August,  ISGl.     Resigned  3  March,  1864. 
Redfield,  J.  Bayaid. 

Acting  Assistant  Paymaster,  16  January,  1865.     Honorably  discharged  33  Novem- 
ber,  18  i5.      Assistant  Paymaster,  21   February,  1867.     Passed  Assistant  Pay- 
niaster,  1 1  June,  1868. 
Redfield,  Jndd  F. 

Mate,  3  May,  1868.     Mustered  out  0  February,  18G9. 
Redingtoii,  Robert, 

Assistant  Surgeon,  29  May,  1866.     Resigned  20  October,  18C8. 
Redman,  Curtis. 

Acting  Master,  4  November,  1861.     Honorably  discharged  17  September,  1865. 
Redman,  Wallace  St.  C 

Acting  Third  Assistant  Engineer,  18  June,  1863.     Acting  Second  Assistant  Engi- 
neer, 33  November,  1863.      Acting  First  Assistant   Engineer,  17   May,  1864. 
Honorably  discharged  31  December,  1868. 
Redmond,  Andrew  J. 

Acting  Third  Assistant  Engineer,  21   May,  1863.     Honorably  discharged   12  No- 
vember, ISG'^. 
Redstone,  William. 

Sailmaker,  17  January,  1876. 
Reed,  Allen  V. 

Acting  Midshipman,  26  September,  1854.     Midshipman,  11  June,  1858.     Passed 
Midshipman,   28   January,    1861.      Master,    38    February,    1861.      Lieutenant, 
18  April,  1861.     Lieutenant-Commander,  3  March,  1865.     Commander,  1  April, 
1873. 
Reed,  Benjamin  S. 

Mate,  9  November,  1864.     Honorably  discharged  30  June,  1865. 
Reed,  Bradford  I>. 

Mate,  31  October,  1861.     Acting  Ensign,   0   Mav,   1863.     Honorably  discharged 
6  March,  1866. 
Reed.  Cbarles  H, 

Acting  Ensign,  18  April,  1863.     Honorably  discharged  5  December,  1865. 
Ree<l.  David. 

Actini;  Third  Assistant  Engineer,  28  May,  1863.     Honorably  discharged  10  Octo- 
ber,''l86o. 
Reed,  Edward  W. 

Mate,  26  June,  1863.     Dropped  13  October,  1863. 
Reed,  Ezra,  Jr. 

Midshipman,  1  April,  1838.     Resigned  28  June,  1830. 
Itoed,  Frederick- 
Acting  Ensign,  24  December,  1863.     Honorably  discharged  16  September,  1865. 

:;s 
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Reod,  George  S. 

Actiuf^  Third  Assistant  Engineer,  9  June,  1863.     Resigned  3  November,  1863. 
Reed,  George  W. 

Jlidshipiiiun,  13  January,  1709.     Lieutenant,   10  JIarcli,    1803.     Died  4  January, 
1«13. 
Reed,  Hetlicote  J. 

Midsliipaian,  31  December,  1798.     Lieutenant,  16  March,  1807.     Died  27  August,^ 
1813. 
Reed,  I^aae. 

Acting  Third  Assistant  Engineer,  9  August,  1864.     Appointment  revoked  (Sick,> 
19  September,  1864. 
Ree<I,  John,  Jr. 

Midsliipnuin.  30  November,  1814.     Died  29  August,  1823. 
Reed,  John. 

Acting  Second  Assistant  Engineer,  1  October,  1802.     Honorably  discharged  4  No- 
vember, 1805. 
Reed.  J.  Frank. 

Acting  Ensign,  5  September,  1862.     Acting  Master,   11  June,  1803.     llonorabiy 
dischargcdSO  November,  1865. 
Reed,  John  II. 

Acting  Midshipman,  28  September,  1850.     Ensign,  25  November,  1862.     Lieuten- 
ant, 22    B'tbruary,  18C4.      Lieutenant-Commander,  25   July,   1866.      Drowned 
11  January,  1868. 
Reed.  John  K.,  Jr. 

Surgeon,  5  February,  1799.     Died  28  February,  1805. 
Reed.  John  W. 

Acting   Third   Assistant  Engineer,   22   November,   1862.      Resigned   7   August, 
1803. 
Reed,  Robert  R. 

Mate,  14  August,  1802.     Resigned  11  March,  1804. 
Reed,  Sherwood  B. 

Mate,  20  April,  1804.     Honorably  discharged  13  October,  1865. 
Reed,  Thomas. 

Acting  Third  Assistant  Engineer,  23   November.  1803.     Honorably   discharged 
25  November,  1805. 
Reed,  Thomas  B. 

Acting  Assistant  Paymaster,  19  April,  1804.     Honorably  discharged  4  November, 
1805. 
Reed.  Thomas  J. 

Acting  Second  Assistant  Engineer,  13  June,  1803.     Resigned  31  May,  1804. 
Reefl,  Thomas  J. 

Acting  Assistant  Surgeon,  15  March,  1864.     Resigned  21  November,  1864. 
Reed,  Wallaee  W. 

Mate,  10  September,  1801.     Resigned  (Sick,)  9  November,  1804. 
Reed,  William. 

Surgeon,  9  Slarch,  1798.     Died  20  September,  1798. 
Reed,  William. 

Acting  Master  and  Pilot,  14  November,  1804.     Resigned  17  January,  1865.  • 
Reed,  William  II. 

Acting  Ensign,  11  February,  1805.     Honorably  discharged  18  September,  1805. 
Reede,  William,  Jr 

Midshipman,  28  June,  1804.     Last  appearance  on  Records  of  Na\-y  Department, 
10  April,  1805.     Broke  by  Court-Martial. 
Reeder,  Xathaniel. 

Midshipman,  1  November,  1828.     Dismissed  0  June,  1836. 
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IKeerter,  Robert  I>. 

Jlidsbipman,  a  April,  1804.     Resigned  1  April,  1805. 
Keeder,  S.  Andrews, 

Acting  Assistant  Surgeon,  17  December,  1863.     Resigned  7  October,  1864. 
Iteeder.  William  II. 

Aliclshipman,  20  September,  1862.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1871.     Lieutenant,  31  January,  1872. 
Reensljeriia,  L.ars  M. 

Acting  Third  Assistant  Engineer,  11  March,  1864.     Honorably  discharged  10  Oc- 
tober 1868. 
Rees,  Clayton  T. 

Mate,  19  September,  1864.     Resigned  6  June,  1865. 
Rees,  Corwin  P. 

Midshipman,  31  July,  1866.      Graduated  7  June,  1870.      Ensign,  13   July,  1871. 
Master,  21  May,  1874.     Lieutenant,  11  October,  1880. 
Reese,  C.  M. 

Surgeon,  27  April,  1816.     Resigned  29  March,  1824. 
Reese,  Elias. 

Acting  Master,  1  October,  1863.     Resigned  17  October,  1864. 
Reese,  li.  M. 

Acting  Assistant  Surgeon,  1  October,  1862.     Died  1  September,  1864. 
Reese,  Thomas. 

Acting  Gunner,  27  July,  1863.     Honorably  discharged  15  November,  1865. 
Reeves,  Charles  P. 

Acting  Assistant  Paymaster,  17  September,  1864.     Mustered  out  1    October,  18C5. 
Reeves,  Isaac  S.  K. 

Assistant  Engineer,  30  June,  1875. 
Reeves,  James  F. 

Acting  Assistant  Paymaster,  3  January,  1865.     Mustered  out  9  October,  1865. 
Reeves,  Samnel  T. 

Acting  Second  Assistant  Engineer,  31  August,  1863.     Honorably  discharged  9  Oc- 
tober, 1865. 
Regan,  Jeremiah. 

Mate,  25  October,  1863.     Deserted  8  November,  1862. 
Rehder,  Henry. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  25  October,  1865. 
Reich,  Henry  F. 

Jlidshipman,  38  September,  1870.     Graduated  1   June,  1874.     Ensign,   17  July, 
1875. 
Reichenbach,  W.  C.  F. 

Third  Assistant  Engineer,  8  September,  1863.     Resigned  27  November,  18G6. 
Reid,  Benjamin  F. 

Midshipman,  13  July,  1799.    Lieutenant,  23  January,  1807.    Died  6  January,  1813. 
Reid,  James. 

Mate,  31  May,  1864.     Honorably  discharged  25  October,  1865. 
Reid,  James  li. 

Acting  Ensign,  23  June,  1863.     Honorably  discharged  1  December,  1865. 
Reid,  John  M. 

Acting  Ensign,  16  April,  1863.     Honorably  discharged  13  September,  1865. 
Reid,  Joseph. 

JIate,  27  February,  1863.     Acting  Ensign,  10  July,  1865.     Dismissed  32  Septem- 
l)er,  1866.     Mate,  24  January,  1870. 
Reid,  J.  W.  E. 

Midshipman,  26  September,  1831.     Passed  Midshipman,  15  June,  1837.     Lost  on 
the  Exploring  Expedition  in  May,  1839. 


596  GKNEUAL  NAVY    JtKGISTEH. 

Keid,  Potor. 

Jlate,  29  Suijtember.  18G2.     Dismissed  28  November,  1862. 
Reid,  Robert  I. 

C'udet  Eiit^ineor,  Navul  Academy,  1   October,   1S73.     Graduated  21   June,   187."). 
Assistant  Kngineer,  1  .Tuly,  1878. 
Rei<I,  Sauiiiel  C. 

blaster,  not  in  line  of  promotion,  3  July,  1843.     Reserved  list,  14  September,  18."..". 
Died  23  Januai7,  18<il. 
Roid,  IVnsliington. 

Midshijjman,  22  December,  1831.     Passed  Midshipman,  23  June,  1838.     Lieuttn- 
ant,  10  December,  1843.     Died  19  February,  18.50. 
ICeid,  IVilliam. 

Acting  Carpenter,  22  September,  1863.     Honorably  discharged  1  March,  1860. 
Reid,  William  Irving. 

Third  Assistant  Engineer,  2  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     Resigned  29  January,  1867. 
Reiley,  Peter  C. 

Third  Assistant  Engineer,  17  March,  1863.     Resigned  20  October,  1803. 
Reill,  Robert  B. 

Midshipman,  2  September,  183.5.     Passed  Midshipman,  22  June,  1841.     Master, 
17  July,  1847.     Reserved  list,  13  September,  1855.     Lieutenant  on  Active  list 
from  14  March,  1848.     Retired  list,  29  September,  1804.    Captain  on  Retired  list, 
4  April,  1867.     Died  5  February,  1809. 
Reilly,  Cdward  A. 

Acting  Third  Assistant  Engineer,  8  August,  1863.     Honorably  discharged   9  No- 
vember, 1868. 
Reilly,  James. 

Midshipman,   1   January,  1808.     Lieutenant,  24  July,  1813.     Lost  in  the  "  IFas/.,"' 
1815. 
Reilly,  John. 

Acting  Third  Assistant  Engineer,  9   October,  1800.      Mustered  out  27  August, 
1868. 
Reilly,  John. 

Acting  Third   Assistant   Engineer,   19   February,  1804.     Honorably   discharged 
20  October,  1865. 
Reilly,  Robert. 

Acting  Third  Assistant  Engineer,  5  January,  1864.     Honorably  discharged  13  Jan- 
uary, 1866. 
Reily,  James. 

Acting  Third  Assistant  Engineer,  13  August,  1864.     Appointment  revoked  4  Janu- 
ary, 1865. 
Reily,  William. 

Midshipman,  9  February,  1841.     Passed  Midshipman,  10  August,  1847.     Acting 
Master,  11  December,  1852.     Lost  in  '-Porpoise,'^  21  September,  1854. 
Reinbnrg,  !Lonis. 

l\late,  28  November,  1863.     Honorably  discharged  8  February,  1866. 
Reinhardt,  Augnstns. 

Acting  Third  Assistant  Engineer,  20  August,  1864.     Honorably  discharged  2  Jum-, 
186.5. 
Reisinger,  W^illiam  W. 

Midshipman,  21  April.  1862.     Graduated  12  June,  1866.     Ensign,  12  March,  1  SOS 
Jlastcr,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Reiter,  George  C". 

Midshipman,  20  September,  1861.     Graduated   September,   1805.     Ensign,  1   De 
cember,  1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 
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Kemey,  Edward  IT. 

Midshipman,  37  September,  1SG3.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  31  March,  1870.     Lieutenant,  9  December,  1871. 
Beniej',  George  C. 

Acting  jMidsbipman,  30  September,  1855.    Midshipman,  9  June,  1859.    Lieutenant, 
31  August,  1861.     Lieutenant-Commander,  35  June,  1805.     Commander,  25  No- 
vember, 1873. 
Kemiek,  William  C. 

Acting  Third  Assistant  Engineer,  14  Ajiril,  1864.     Honorably  discharged   11   No- 
vember, 1865. 
Reuiiiigton.  Edward  C. 

Acting  Ensign,  1  February,  1865.     Honorably  discharged  4  September,  1865. 
Reuiiiioiids,  Charles  T. 

Mate,  39  October,  1863.     Honorably  discharged  13  July,  1867. 
Renisen,  William. 

Midshipman,  36  July,  1866.     Graduated  7  June,  1870.     Resigned  5  September, 
1873. 
Reniiell,  Xiigenl  T. 

Acting  Ensign,  1  October,  1863.     Honorably  discharged  28  November,  1865. 
Rennell!^,  Fariiiiiu  J. 

Acting  Ensign,  37  May,  1864.     Honorably  discharged  8  August,  1865. 
Renner,  William  F. 

Mate,  34  January,  1863.     Honorably  discharged  36  November,  1865. 
Renney,  William  £. 

Acting  Third  Assistant  Engineer,  19  August,  1864.     Honorably  discharged  5  Sep- 
tember, 1865. 
Rennolds,  Henry  8. 

Surgeon,  8  September,  1841.     Retired  list,  39  May,  1861.     Died  37  September, 
1809. 
Reno,  George  E. 

Acting  Third  Assistant  Engineer,   13  September,   1864.     Honorably  discharged 
9  August,  1865. 
Rensford,  Charles  C 

Acting  Third  Assistant  Engineer,  1  October,  1863.     Resigned  28  February,  1863. 
Acting  Third  Assistant  Engineer,  6  June,  1864.     Honoral)ly  discharged  31  Oc- 
tober, 1865. 
Renshaw,  Alexander  D. 

Acting  Third  Assistant  Engineer,  14  January,  1863.     Honorably  discharged  8  No- 
vember, 1866. 
Renshaw,  C.  8. 

Midshipman,  1   January,  1835.      Passed  Midshipman,  4  June,   1831.      Resigneil 
11  February,  1833. 
Rensliaw,  Edward. 

Midshipman,  4   November,  1841.    Passed  Midshipman,  10  August,  1847.    Muster, 
14  September,  1855.      Lieutenant,  15   September,  '855.      Died  33  Noveniljer. 
1857. 
Renshfl'T.  Francis  15. 

Midsliiimiiiii,  1  November,  1828.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
8  September,  1841.     Resigned  33  January,  1801. 
Rensliaw,  James. 

Third  Assistant  Engineer,  17  February,  1860.     Second  Assistant  Engineer,  8  De- 
cember, 1863.     First  Assistant   Engineer,  1   March,  1864.     Resigned  14  May, 
1867. 
Renshaw,  .Tames. 

Midshipman,  7  July,  1800.     Lieutenant,  35  Februarv,  1807.     Commander,  10  De- 
cember, 1814.     CaiJtain,  3  March,  1825.     Died  39  May,  1846. 
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Renslian',  Richard  T. 

Midsbipmun,  2U  J;iiiuary,  1838.      Passed    Midshipman,  20  May,  1S44.      Acting 
Muster,   10  September,  1851.      Resigned  29  June,   18.52.      Acting  Lieutenant, 
13  May,  1861.     Commander,  22  Sejjtember,  1802.     Captain,  20  September,  18tJ8. 
Retired  list,  10  December,  1874.     Died  22  March,  1879. 
Rennliaw,  Samnel. 

Midshipman,  4  July,  1805.     Died  11  October,  1826. 
Rensbaw,  William  B. 

Midshipman,  17  November,  1831.     Passed  Midshipman,  15  June,  1837.     Lieuten- 
ant, 8  September,  1841.     Commander,  26  Ai)ril,  1801.     Killed  in  liattle  1  Janu- 
ary, 1803. 
Rensch,  John. 

Acting    Tuird   Assistant    Engineer,   18   February,   1805.      Died    13   September, 
1867. 
Revell,  John. 

Mate,  1   October,   1862.     Promoted  Acting  Ensign,  8  May,  1863.     Resigned  17 
February,  1805. 
Revere,  Joseph  W. 

Midshipman,  1   April,  1828.     Passed  Midshipman,  4  June,  1834.     Lieutenant,  25 
February,  1841.     Resigned  20  Sei^tember,  1850. 
Reville.  John  M.  C. 

Mate,  28  JIarch,  1862.     Acting  Ensign,  5  March,  1863.     Resigned  29  May,  1865. 
Rex,  George  A. 

Acting  Third  Assistant  Engineer,  16  February,  1805.     Honorably  discharged  17 
July,  1805. 
RexTortl,  George  H. 

]\Iatc,  7   November,  1803.     Acting  Ensign,   11   Noveml^er,  1804.     Honorably  dis- 
charged 27  August,  1865. 
Reyiier.  Ehenezer. 

Midshipman,  1  May,  1822.     Died  28  June,  1824. 
Reynold^^,  A.  H. 

Mate,  2  December,  1861.     Acting  Ensign,  30  July,  1862.     Died  27  February, 
1805. 
Reynolds,  Albert  W. 

Acting  First  Assistant  Engineer,  17  May,  1861.     Resigned  1  July,  1861.     Acting 
First  Assistant  Engineer,  8  Sejitember,  1804.     Honorably  discharged  16  August, 
1865. 
Reynolds,  Alfred. 

Midshipman,  22  September,  1869.     Graduated  31  May,  1873.     Ensign,  16  July, 
1874. 
Reynolds,  Charles  W. 

Acting  Second  Assistant  Engineer,  21  June,  1802.     Honorably  discharged  2  Sep- 
tember, 1805. 
Reynolds,  Charles  W. 

Acting  First  Assistant  Engineer,  1  July,  1864.    Honorably  discharged  2  Novem- 
ber, 1805. 
Reynolds,  Kdwaril. 

Carpeuter,  15  January,  1800.     Warrant  Returned  11  September,  1800. 
Reynolds,  Edtvard  I>. 

Purser,  17  October,  1840.     Resigned  7  July,  1857. 
Reynolds.  Kdtvin  li. 

"Midshipman,  22  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1875. 
Reynolds,  Ezekiel  F. 

Acting  Secimd  Assistant  Engineer,  1  October,  1802.  Acting  Second  A'^sistant 
Engineer,  24  December,  1862.  Acting  First  Assistant  Engineer,  15  October, 
1803.     Honorably  discharged  19  November,  1865. 
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Reynolds,  George  C 

Acting  Assistant  Surgeon,   19  April,  18G4.     Honorably  discharged  7  December, 
1865. 
Reynolds,  Henry  C. 

Acting  Third  Assistant  Engineer,   38  September,   1864.     Honorably  discharged 
21  August,  1865. 
Reynolds,  John. 

Assistant  Surgeon,  2  May,  1809.     Resigned  15  November,  1811. 
Reynolds,  Julien  S. 

Mate,  4  September,  1802.     Resigned  20  June,  1860. 
Reynolds,  LiOTell  K. 

Midshipman,  5  June,  1871.     Graduated  20  June,  1876.     Ensign,  28  December, 
1878. 
Reynolds,  Matthew  O. 

Midshipman,  23  September,  1870.     Graduated  1  June,  1874.     Ensign,  17  July, 
1875.     Resigned  30  November,  1877. 
Reynolds,  Richard. 

Sailmaker,  23  November,  1836.     Resigned  8  June,  1827. 
Reynolds,  Silas. 

Acting  Master,  23  May,  1861.     Honorably  discharged  31  October,  1865.     Acting 
Master,  9  October,  1866.     Mustered  out  8  October,  1868. 
Reynolds,  Theodore  O. 

Acting  Third  Assistant  Engineer,  24  September,  1863.     Acting  Second  Assistant 
Engineer,  6  October,  1863.     Appointment  revoked  (Sick,)  3  December,  1S64. 
Reynolds,  Thomas. 

Surgeon,  10  September,  1798.     Died  11  July,  1800. 
Reynolds,  William. 

Midshipman,  17  November,  1831.  Passed  Midshipman,  15  June,  1837.  Lieuten- 
ant, 8  September,  1841.  Reserved  list,  (Sick,)  24  September,  1855.  Naval 
Store-keeper  at  Honolulu,  23  February,  1857.  Active  list,  25  April,  1801.  Com- 
mander, 9  June,  1863.  Captain,  25  July,  1866.  Commodore,  10  June,  1870. 
Rear- Admiral,  13  December,  1873.  Retired  list,  10  December,  1877.  Died 
5  November,  1879. 
Reynolds,  W.  1.. 

Boatswain,  14  June,  1823.     Died  21  May,  1823. 
Rhind,  Alexander  C. 

Midshipman,  3   September,  1838.     Passed  Midshipman,  3  July,  1845.     Master, 
30   April,    1853.       Lieutenant,    17    February,   1854.       Lieutenant-Commander, 
16  July,  1863.     Commander,  3  January,  1863.     Captain,  3  March,  1870.     Com- 
modore, 30  September,  1876. 
Rhoades,  Archibald  C. 

Assistant  Sur!Tc<in,  30  July,  1861.     Passed  Assistant  Surgeon,  23  June,  1804.     Sur- 
geon, 19  March,  1865. 
Rhoades,  Henry  E. 

Acting  First  Assistant  Engineer,  10  June,  1863.  Dismissed  35  July,  1803.  Act- 
ing Third  Assistant  Engineer,  11  February,  1865.  Honorab  y  discharged  3  Oc- 
tober, 1865.  Acting  Third  Assistant  Engineer,  19  December,  1866.  Mustered 
out  23  April,  1869.    Second  Assistant  Engineer,  8  March,  1871.     Retired  list, 

30  December,  1874. 
Rhoades,  Joseph  Li. 

Acting  Third  Assistant  Engineer,   16   February,  1864.     Honorably   discharged 

31  August,  1865. 
Rhoailes,  Samuel. 

Sailmaker,  2  August,  1845.     Resigned  19  February,  1847. 
Rhoades,  Stephen  W. 

Actinsj  Eiisii^n,  21  Auccust,  1803.  Acting  Master,  19  June,  1863.  Honoralily 
discharged  18  March,"lS68. 


000  GEXKKAL  NAVV  KKGISTKK. 

Rhondos,  H'illiaiii  IV. 

Actinia  Ensign,  ly  Aii-^ust,  lf<r,l.     Actintr^Master.  2  AprilJSOO.     Ensign,  12Maicli. 
ISOa.     Master,  13  Deceinbc-r,  ISG.s.     J.ic-iUeii;iiit,  21  Murcli,  1S70. 
Rlioilofii,  Ifonry  K. 

Acting  Tliiid  Assistant  Engineer,   19  December,   186G.     Mustered  out  'JH  April, 

isoy. 
Rhodes,  Hillary  II. 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,  1828.     Dropped   13  September. 
1S55. 
Rhodes,  Robert. 

Mate,  11    October,  ISfil.     Acting  Master,  27  January,  18G2.     Killed  in  action  on 
"  Clifton,'"  8  September,  115()3. 
Rhotles,  William,  Jr. 

Midshipman,  28  February,  1799.     Discharged  10  July,  1801,  under  Peace  Estab- 
lishment Act. 
Rhodes,  Zachariah. 

Lieutenant,  3  Octol)er,  1798.     Discharged  13  May,   1801,  under  Peace  Establisli- 
ment  Act. 
Riber,  Charles  L,. 

Acting  Third  Assistant  Engineer,  20  March,  18G3.     Resigned  7  November,  1803. 
Riblelf,  John. 

Acting  Gunner,  22  September,  1802.     Resigned  18  February,  1865. 
Riblett,  John  F. 

Acting  Gunner,  1  October,  1862.     Resigned  18  February,  1868. 
Ricand,  Richard. 

Master,  date  not  known.     Chesapeake  Flotilla.     Discharged  l.j  April,  1815. 
Ricard,  James. 

Sailmaker,  11  September,  1799.    Last  appearance  on  Records  of  Navy  Department. 
Rice,  Albert  R. 

Acting  Assistant  Surgeon,  27  January,  18G4.    Honorably  discharged  20  Septeml)er. 
ISOo. 
Rice,  .41exaiider  J. 

Assistant  Surgeon,  5  JIarch,  1847.     Died  20  April,  1851. 

Rice,  Kernard. 

Acting    Tliiid   Assistant    Engineer,    11    October,    18G4.      Honorably   discliarge.l 
8  August,  1805. 
Rice,  C.  C. 

Purser,  17  October,  1839.     Died  5  March,  1846. 
Rice,  Charles  II. 

Acting  Ensign,  23  December,  1862.     Resigned  4  April,  1863.     Acting  Ensign, 
26  September,  1SG3.     Appointment  revoked  (Sick,)  29  February,  18G4. 
Rice,  George  II. 

Mate,   11   June,  1801.      Acting   Ensign,   30   May,  1SG.5.      Honorably  discharged 
12  February,  ISOa. 
Rice,  George  R. 

Midshipman,  4  July,  1805.     Dismissed  21  April,  1807. 
Rice,  James. 

i\Iate,  12  August,  1864.     Deserted  17  October,  1865. 
Rice,  James  R. 

Acting  Third  Assistant  Engineer,  22  June,  1863.     Honorably  discharged  29  July, 
18G5. 
Rice,  J.  I>. 

Acting  First  Assistant  Engineer.     Resigned  27  December,  1SG2. 
Rice,  John  IT. 

Acting  Ensign,  30  Dfcemlier,  1862.     Acting  blaster,  20  .Inly,  1864.     Honorably 
discharged  26  Octolicr,  1SG5. 
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Rice,  John  91. 

Assistant  Surgeon,  28  April,  1863.     Died  13  July,  1868. 
Rice,  John  M. 

Professor,  20  March,  1873. 
Rice,  LiSiwson  £. 

Acting  Assistant  Paymaster,  9  October,  1863.     Resigned  1  August,  1866. 
Rice,  M. 

Assistant  Surgeon,  13  May,  1800.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 
Rice,  Thomas. 

Acting  Assistant  Surgeon,  1  October,  1863.     Drowned  7  November,  iyG4. 
Rice,  Wsirren  E. 

Acting  Assistant  Paymaster,   3  December,   1804.      Mustered  out   29   September, 
1867. 
Rice,  William. 

Midshipman,  9  November,  1813.     Lost  at  Sea,  1  February,  1824. 
Rich,  Abraham. 

Acting  Ensign,  38  September,  1863.     Acting  Master,  16  .January,  1865.     Honoia- 
bly  discharged  26  September,  1865. 
Rich,  Albeit  F. 

Mate,  19  January,  1863.     Resigned  30  March,  1865. 
Rich,  Andrew  J. 

Acting  Ensign,  6  March,  1863.     Died  at  Chelsea,  Mass.,  29  September,  1863. 
Rich,  Charles  E. 

Mate,  7  January,  1862.     Acting  Ensign,  23  April,  1863.     Honorably  discharged 
23  October,  1866.     Boatswain,  11  August,  1873.     Died  3  Jlay,  ISSU. 
Rich,  Elias  B. 

^Mate,  19  January,  1865.     Honorably  discharged  16  November,  1865 
Rich,  .llkanah,  Jr. 

Acting  Ensign,  2  July,  1863.     Resigned  30  April,  1864. 
Rich,  George  W. 

Mate,  7  May,  1863.     Resigned  18  October,  1864. 
Rich,  John  A. 

,Alate,  1  April,  1865.     Resigned  17  Jlay,  1865. 
Rich,  John   C. 

Midshipman,  33  September,   1862.     Graduated  June,  1866.     Ensign,   13  Maroli, 
1868.     Master,  26  March,  1809.     Lieutenant,  21  March,  1870 
Rich,  Reuben. 

Mate,  34  April,  1863.     Acting  Ensign,  19  March,  1866.     Honorably  discharged 
1  May,  1868. 
Rich,  William  A. 

Acting  Ensign,  1  June,  1864.     Honorably  discharged  35  September,  1866. 
Richards,  Renjainin  1^. 

Midshipman,  33  October,  1861.     Graduated  June,  1866.     Ensign,  12  March,  1808. 
Master,  36  March,  1869.     Retired  as  Ensign,  17  June,  1869.     Master  on  Active 
list,  30  March,  1809.     Lieutenant,  31  March,  1871. 
Richards,  Henry  M.  >I. 

Midshipman,  30  July,  186.5.     Graduated  June,  1869.     Ensign,  13  July,  1870.     Mas- 
ter, 13  July,  1871.     Resigned  31  December,  1874. 
Richards,  James  W. 

Mate,  39  Jnne,  1803.     Acting  Ensign,  1   January,  1804.     Honorably  discharged 
15  November,  1865. 
Richards.  John  R. 

Acting  Assistant   Surgeon,  19  April,  1864.      Honorably  discharged   9   October, 
1865. 


003  GENERAL   NAVY    liKGISTEIi. 

Richards,  John  M. 

Mute,  20  December,  1861.     Acting  Ensign,  14  November,  1803.     Resigned  31  De- 
cember, 1864. 
ISiohardH,  liOnis. 

Mate,  30  July,  1862.     Resigned  15  June,  186.3. 
ISichards,  Robert  G. 

Mate,  11  April,  1802.     Resigned  30  September,  1803. 
Richards,  Robert  J. 

Acting  Assistant  Surgeon,  8   February,  186.").     Honorably   discharged  9  January, 
1866. 

Richards,  Walter. 

Midshipman,  1.5  November,  1809.     Resigned  23  May,  1811. 
Richardson,  Charles. 

Midshipman,  19  May,  1832.     Resigned  10  February,  1838. 
Richar«Ison,  Charles  W. 

Acting  Ensign,  12  January,  1865.     Honorably  discharged  37  February,  1866. 
Richardson,  £flwin  H. 

Mate,  25  November,  1864.     Honorably  discharged  28  November,  1866. 
Richariison,  Edwin  P. 

Acting  Third  Assistant  Engineer,  13  January,  1863.     Resigned  (Sick,)  13  April, 
1863. 
Richardson,  H.  A. 

Acting  Assistant  Surgeon,  6  August,  1861.     Resigned  5  June,  1862. 
Richardson,  Henry. 

Acting  Assistant  Surgeon,  3  March,  1865.     Honorably  discharged  10  October,  1865. 
Ricliardson.  James  F. 

Acting  Master,  1  October,  1863.     Acting   Volunteer  Lieutenant,  10  October,  1862. 
Resigued  31  May,  1864. 
Richardson,  J.  C. 

Assistant  Surgeon,  17  May,  1814.     Resigned  16  July,  1819. 
Ricliardson,  J.  C. 

Midshipman,  25  June,  1838.     Died  39  September,  1841. 
Richardson,  Jos. 

Midshipman,  16  May,  1799.     Dismissed  17  May,  1803. 
Richardson,  Jos. 

Boatswain,   8   June,   1833.     Last  appearance  on   Records  of  Navy   Department. 
Discharged. 
Richardson,  Jos. 

Purser,  3  Avigust,  1793.     {See  Midshipmen.) 
Richardson,  Joseph. 

Mate,  23  December,  1863.     Acting  Ensign,  19  July,  1864.     Honorably  discharged 
9  March,  1S68. 
Riohardson.  John  II. 

Acting  Master,  24  May,  1862.     Honorably  discharged  3  June,  1866. 
Richardson,  John   R. 

Acting  Assistant  Surgeon,  22  July,  1864.     Resigned  30  March,  1865. 
Richardson,  R.  Jnlins. 

Assistant  Paymaster,  6  September,  1861.    Paymaster,  3  September,  1802.    Resigned 
17  October,  1864. 
Richardson,  IV.  R. 

Midshipman,  14  May,  1819.     Died  26  July,  1822. 
Richardson,  P.  W. 

Gunner,  14  May,  1842.     Resigned  26  August,  1843. 
Richardson.  Wentwortli  R. 

Assistant  Surgeon,  30  July,  1861.     Died  30  July,  1864. 
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Ricliardson,  William. 

Acting   Third   Assistant   Engineer,  15   November,   1861.     Resigned  24  Januiiry, 
1863. 
Richardson,  William. 

Aeting  Master,  23  May,  1862.     Acting  Master   and  Pilot,  1  October,  1864.     Died 
17  April,  1865. 
Ricliartlson,  W^illiain  W. 

Carpenter,  31  Marcli,  1873. 
Richardson,  W.  IV. 

Assistant  Surgeon,  10  December,  1814.     Resigned  3  May,  1815. 
Richardt,  S.,  Jr. 

Master,  27  February,  1809.     Last  appearance  on   Records  of  Navy  Department, 
26  July,  1814.     Dead. 
Riclidalc,  Henry  W. 

Mate,  27  May,  1861.     Acting. Ensign,  17  December,  1804.     Honorably  discharged 
19  November,  1865. 
Ricliey,  Oliver  O. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Acting  Second  Assistant  En- 
gineer, 1   December,  1863.     Acting  First  Assistant  Engineer,  23  June,   1803. 
Honorably  discharged  19  November,  1865. 
Richey,  William  B. 

Acting  Third  Assistant  Engineer,  22  April,  1863.     Honorably  discharged  20  Feb- 
ruary, 1866. 
Richnian,  Clayton  S. 

Midshipman,  21  July,  1865.     Graduated  7  June,  1870.     Ensign,   12  July,  1871. 
Master,  2  August,  1873.     Lieutenant,  36  February,  1878. 
Richmond,  Oilbert. 

Acting  Master,  29  October,  1861.     Ajjpointment  revoked  1  April,  1865. 
Richmond,  Jonathan. 

Mate.     Dismissed  30  December,  1862. 
Richmond,  William  H. 

Mate,  15  September,  1863.     Resigned  22  January,  1866. 
Richards,  William  II. 

Carpenter,  7  May,  1869.     Died  14  December,  1874. 
Richer,  Charles  C 

Acting  Ensign,  9  September,  1862.     Acting  Master,  35  November,   1863.     Acting 
Volunteer    Lieutenant,   25    May,    1865.      Honorablv    discharged    30    August, 
1868. 
Richer,  George  P. 

Midshipman,  1  September,  1838.     Resigned  17  February,  1829. 
Ricketson,  A. 

Acting  Assistant  Surgeon,  13  July,  1861.     Resigned  9  December,  1863. 
Ricketts,  David  F. 

Assistant  Surgeon,  34  January,  1802.     Died  8  January,  1866. 
Riddell,  John  W. 

Midshipman,  12  October,  1848.     Resigned  10  September,  1849. 
Riddle,  Daniel  W. 

Acting  Assistant  Paymaster,  3  July,  1863.     Mustered  out  S  December,  1865. 
Riddle,  Girard  E. 

Acting  Third  Assistant  Engineer,  29  Septeri-ber,  1863.     Acting  Second  Assistant 
Engineer,  15  June,  1863.     Honorably  disch  rged  7  September,  1865. 
Riddle,  James,  Jr. 

Midshipman,  31  May,  1833.     Dismissed  25  July,  1840. 

Riddle,  Robert  R. 

Second  Lieutenant,  24  April,  1810.    Died  in  September,  1811. 
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Rc(l4iIo,  Thomas. 

Midshipman,  IS  June,  1812.     Dismi^-sr.l  1  :Marcli.  1813. 
ICidgate,  Thomas. 

Mate,  3  August,  18G6.     Resigned  7  Feljniary,  1807. 
Ki<lseley,  C  G. 

-Midshipman,  19   October,   179'J.      Lieutenant,  3  Pebruarv,  1807.      Commander, 
24  July,  1813.     Captain,  28  February,  181.").     Died  8  February,  1848. 
IJidRoley,  G.  W. 

Miilshipman,  5  December,  1799.     Lost  in  the  " Ingurfient." 
ICidgely,  Daniel   B. 

Midshipman,  1   April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
10  September,  1840.     Commander,  14  8ei)tember,  18.J.5.     Captain,  16  November, 
18C2.     Commodore,  25  July,  18liO.     Died  5  May,  18U8. 
Ridgely,  G.  W. 

Chaplain,  24  April,  1838.     Resigned  2  September,  1830. 
Ridgely,  James  S. 

Midshipman,  11  September,  1835.     Passed  Midshij^man,  23  June,  1841.     Lieuten- 
ant, 31  October,  1848.     Died  8  April,  1851. 
Ridgely,  John. 

Surgeon,  3  July,  1803.     Resigned  2G  August,  1808. 
Rldgely,  Thoman  G. 

Acting  Second  Assistant  Engineer,  20  July,  1864.     Honorably  discharged  17  Sep- 
tember, 1SG5. 
Ridgeway,  Charles  M. 

Acting  Third  Assistant  Engineer,  20  March,  18G3.     Resigned  5  August,  1863. 
Ridgley,  Charles  IV. 

Acting  Third   Assistant   Engineer,   1    October,    1862.     Discharged   24   January, 
1863. 
Ridgly,  Charles  S. 

Midshi])nian,  1  November,  1826.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 

22  December,  1838.     Died  14  October,  1839. 
Ridgway,  Eben. 

Midshipman,  1  January,  1812.     Lieutenant,  5  March,  1817.     Commander.  28  Feb- 
ruary, 1838.     Died  31  October,  1841. 
Ridgway,  Joseph  T. 

Mate,  25  June,  18G2.      Acting  Ensign,  23  August,   1801.      Resigned  21    March, 
1865. 
Ridoiix,  liCon. 

Acting  Carpenter,  11  February,  1870.     Resigned  1  July,  1877.     Acting  Carpenlir, 

23  October,  1878.     Appointment  revoked  3  September,  1879. 
Rigby,  Henry. 

Carpenter,  7  December,  1878. 
Rigg,  John. 

Mate,  3  February,  1863.     Appointment  revoked  (Sick.)  7  November,  1864. 
Riggs,  Richard. 

Acting  Master  and  Pilot,  1   October,  1864.     Honorably   discharged   12   August, 
1866. 
Riggs,  William  J. 

Assistant  Surgeon,  19  December,  1873.     Resigned  24  July,  1870. 
Rile.v,  Rennet  J. 

-Vcting  Miclshijmian,  27  Deceml>or,  1850.     Midshiiimaii.   11   July,   1852.     I.,ost  in 
the  "Alhai,!/,''  28  September,  1854. 
Riley,  George. 

Mate,    27    January,    1863.      Acting    Ensign,    25    November,     1803.      Dismissed 
5  August,  18G4. 
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Riley,  George  H. 

Third  Assistant  Engineer,  21  Jul}',  1858.     Second  Assistant  Engineer,  1  July,  1861. 
Resigned  17  October,  1865. 
Kiley,  Jobu  F. 

Acting  First  Assistant  Engineer,  19  September,  1863.     Resigned  17  September, 
1803.     Acting  First  Assistant  Engineer,  24  December,  1863.     Acting  Chief  En- 
gineer, 16  June,  1864.     Honorably  discharged  16  October,  1805. 
Riley^  John. 

Acting  Gunner,  20  November,  1873.     Resigned  29  June,  1874. 
Riley,  Ren  ben. 

Acting  Third  Assistant  Engineer,  29  August,  1863.     Actii;^,  Second  Assistant  En- 
gineer, 18  November,  1864.     Honorably  discharged  20  August,  1865. 
Riley,  Robert  K. 

Acting  Volunteer  Lieutenant,  1  October,  1802.     Resigned  10  February,  1863. 
Rind,  S.  Z.  K. 

Third  Assistant  Engineer,  7  September,  1855.     Resigned  10  November,  1858. 
Rinebai't,  Renjainin  F. 

Midshipman,  26  September,  1808.     Graduated  1  June,   1872.     Ensign,  15  July, 
1873.     Master,  1  December,  1877. 
Ring,  James  A. 

Assistant  Paymaster,  24  January,  1870.     Passed  Assistant  "Paymaster,  23  February, 
1877. 
Ring,  John  L.. 

Midshipman,  1  April,  1828.     Passed  Midshipman,  14   June,  1834.     Lieutenant, 
10  September,  1840.     Dropped  13  September,  1855. 
Ring,  Thomas. 

Boatswain,  1  July,  1825.     Died  25  September,  1835. 
Ringgold,  Cadwalader. 

Midshipman,  4  March,  1819.     Lieutenant,  17  Mav,  1838.     Commander,  16  July, 
1849.     Reserved  list,  13  September,  1855.     Captain  on  Active  list,  3  April,  1856, 
Commodore,  16  July,  1862.     Rear-Admiral,  Retired  list,  25  July,  1860.     Died  29 
April,  1807. 
Ringold,  W.  S. 

Passed  Midshipman,  9  December,  1841.    Resigned  35  April,  1843. 
Ringold,  W.  S. 

Jlidshipman,  1  November,  1828.     Passed  Midshipman,  14  June,  1834.     Cashiered 
4  August,  1840. 
Ringot,  Charles. 

Acting  Ensign,  14  October,  1862.     Killed  in  action  on  '"ShawsTteen,"  7  May,  1864. 
Rinker,  John  91. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1837.    Died  30  May,  1833. 
Rinker,  Samnel. 

Master,  3  September,  1813.     Died  10  July,  1823. 
Rion,  Pierre  C. 

Midshipman,  1  January,  1817.     Last  appearance  on  Records  of  Navy  Department 
1821.     New  Orleans. 
Ripley,  Henry  E. 

Mate,  13  April,  1802.     Discharged  15  February,  1805. 
Ripley,  James  W. 

Midshipman,  5  October,  1830.     Passed  Midshipman,!  July,  1843.     Dismissed  I'.i 
November,  1844. 
Risbell,  Thomas  T. 

Acting    Third  Assistant    Engineer,    12    April,    1804.      Honorably    dischareed 
28  August,  1865. 
Ritchie,  Charles  O. 

Midshipman,  18  January,  1837.     Dismissed  9  May,  1839. 
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Ritchie,  George  II. 

Purser,  1  April,  1853.     Dismissed  2'J  April,  18G1. 
Ritchie,  Jehu  T. 

Midshipman,  17  December,  1810.     Lieutenant,  27  April,  1816.     Died  2G  June, 
1831. 
Ritchie,  Robert. 

Midshipman,   1    February,   1814.     Lieutenant,   13    January,   1825.     Commander, 
8  September,  1841.     Reserved  list,  13  September,  1855.     Captain  on  Active  list, 
14  September,  1855.     Retired  list,  21  December,  1861.     Commodore  on  Retired 
list,  4  April,  1867.     Died  G  July,  1870. 
Riter,  D.  Clinton. 

Acting  First  Assistfint  Engineer,  27  July,  18G3.     Acting  Chief  Engineer,  9  M:iy, 
18(54.     Honorably  discharged  5  April,  18G6. 
Rittenhonse,  B.  F. 

Midshipman,  2  January,  1804.     Died  2  September.  1804. 
Rittenhonse,  Hawley  O. 

Mi.Nhipman,  27  July,   ISfiO.     Graduated  7  June,  1870.     Ensign,  13  July,   1871. 
Jlastc-r,  10  September,  1873.     Lieutenant,  5  June,  1878. 
Rittenhonse,  John  R. 

Purser,  21  July,  1840.     Pay  Director,  3  March,  1871.     Retired  list,   13  October, 
1871.    Died  23  .January,  1874. 
Rittenhonse,  William  M. 

Midshipman,  30  November,  1814.     Died  in  1823: 
Ritter,  Benjamin  F. 

Mate,  13  May,  18G2.     Acting  Gunner,  20  December,  1862.     Dismissed  28  Novem- 
ber, 1863.     Mate,  20  May,  1SG4.     Dismissed  24  May,  1866. 

Ritter,  John  C. 

Gunner,  18  September,  1845.     Retired  list,  9  ilarch,  1877. 

Rivers,  .41onzo  M. 

Mate,  18  January,  1864.     Discharged  13  September,  1867. 

Kivcrs,  Charles  IV. 

Midshipman,  2  April,  1804.     Left  the  service  April,  1805. 
Rivers,  Frank. 

Acting  Third  Assistant  Engineer,   1    November,  1864.      Honorably  discharged 
8  July,  18G5. 
Rivers,  James  H. 

JIate,   1   October,  1863.     Acting  Ensign,  25  June,  1863.     Honorably  discharged 
28  October,  18G5. 
Rives,  Oran  A. 

Acting  Assistant  Surgeon,  12  July,  1864.     Honorably  discharged  18  May,  1867. 

Rixey,  Presley  M. 

As"sistant  Surgeon,  28  January,  1874.     Passed  Assistant  Surgeon,  18  April,  1877. 

Roach,  James. 

Midshipman,  26  April,  1802.     Last  appearance  on  Records  of  Navy  Department, 
November,  1805.     Dead. 
Roach,  John. 

Actinc  Third  Assistant  Engineer,  13  June,  1864.     Honorably  discharged  24  June, 
1866. 

Roach,  John  B. 

Actincr  Second  Assistant  Engineer,  4  March,  1864.     Honorably  discharged  10  De- 
cember, 1SG5. 
Roach,  Thomas. 

Mate,  26  September,  1863.     Honorably  discharged  18  November,  1865. 

Roachc^  James. 

Midshipman,  5  December,  1798.     Discharged   12  October,  1801,  under  Peace  Es- 
tablishment Act. 
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Roake,  John  li. 

Acting  Third  Assistant  Engineer,  29  August,  1863.    Appointment  revoked  (Sick,) 
31  July,  1864. 
Roane,  Alexander  H. 

Third  Assistant  Engineer,  27  January,  1848.     Resigned  11  February,  1850. 

Roane,  Samuel  B. 

Acting  Third  Assistant  Engineer,  30  May,  1864.     Honorably  discharged  4  Feb- 
ruary, 1-868. 
Roane,  William. 

:Midshipmuu,  30  November,  1814.     Resigned  25  June,  ISIS. 
Roatli,  Warrington  P. 

Acting  Master,  20  September,  1861.    Acting  Volunteer  Lieutenant,  7  July,  18()3. 
Resigned  7  March,  1865. 
Robb,  Robert  «. 

i\Iidsliii)iuan,  0  September,  1821.    Passed  Midshipman,  24  May,  1828.    LieutLu.iiil, 
27  iMay,  iS30.     Commander,  2  November,  1852.     Dismissed  18  April,  1861. 
Robbini^,  C.  A. 

Acting  Assistant  Paymaster,  25  June,  1864.   Honorably  discharged  31  October,  1865. 
Robbing,  Eugene  P. 

Acting  Assistant  Surgeon,  6  February,  1863.     Resigned  23  July,  1863. 
Robbing,  £zra  li. 

Mate,  24  October,   1861.      Resigned  4  March,    1862.      Mate,    13  January,    1863, 
Acting  Ensign,  29  October,  1863.     Acting  Master,  21   November,  1SG4.     Hon- 
orably discharged  19  February,  1866. 
Robbins,  I^eri. 

Acting  Third  Assistant  Engineer,  5  August,  1864.     Honorably  discharged  1    No- 
vember, 1865. 
Robbins,  OotaTius  If. 

Mate,  22  December,  1863.     Resigned  9  August,  1864. 
Robbing,  William  91. 

Master,  18  June,  1812.     Lieutenant,  27  April,  1816.     Died  18  May,  1828. 
Roben,  Douglas. 

Midshipman,  23  September,  1862.     Graduated  June,  18C6.     Ensign,   12  March, 
186S.      Master,   26   March,  1869.      Lieutenant,  21    March,  1870.     Retired  list, 
26  October,  1872. 
Roberts,  Arthur  O. 

Mate,  4  November,  1861.     Resigned  5  May,  18<52. 
Roberts,  Renjaniin. 

Gunner,  25  July,  1861.     Resigned  18  June,  1868. 
Roberts,  David. 

Boatswain,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
Ship  "  General  Greene.'''' 
Roberts,  David  S. 

Acting    First    Assistant    Engineer,   3    October,    1863.       Honorably    discharged 
11  August,  1806. 
Roberts,  Edward. 

Acting  First  Assistant  Engineer,  13  August,  1863.     Died  on  "  Rattler,'"  22  Septem- 
ber, 1864. 
Roberts,  Edward  E. 

Third   Assistant  Engineer,   21    September,   1861.       Second   Assistant   Engineer, 
30  July,  1863.     Resigned  19  June,  1865. 
Roberts,  Edward  II. 

Acting  Assistant  Paymaster,  1  August,  1861.     Mustered  out  22  March,  18G6. 
Roberts,  James. 

Midshipman,  1  September,  1811.     Last  appearance  on  Records   of  Navy  Depart- 
ment, 1818.     Furloughed. 
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ICoboris,  Jnmes  S. 

Acting  Ensign,  IG  April,  180:3.     Ilonoiably  <lisch:irged  15  November.  1S6S. 
Roberts,  J.  G. 

Assistant  Surgeon,  4  March,  1811.     Surgeon,  15  April,  1814.     Resigned  :!0  May, 
1815. 
Roberts,  John. 

Mate,  11  December,  18G2.     Acting  Gunner,  27  November.  1863.     ITonorably  dis- 
eliarged  12  October,  18GG. 
Roberts,  John. 

Acting  Gunner,  27  November,  18G3.     Honorably  discharged  12  October,  1860. 
Roberts,  John  II. 

ilidshipmau,  1  March,  1827.     Resigned  21  June,  1834. 
Roberts,  Jos. 

Purser,  date  not  known.     Discharged  10  September,  1801,  under  Peace  Establish- 
ment Act. 
Roberts.  L,.  H.  C. 

Midsliipinan,  ]G  January,  1809.     Last  appearance  on   Records  of  Navy  Depart- 
ment, 1815.     Charleston,  South  Carolina. 
Roberts,  Michael. 

Boatswain,  15  November,  1810.     Dismissed  24  April,  1813. 
Roberts,  Milton  F. 

Acting  Carpenter,  12  December,  1870. 
Roberts,  II.  M. 

Boatswain,  18  November,  1814.     Dismissed  16  August.  1819. 
Roberts,  Orlando  S. 

Mate,    15   October,    1801.      Acting   Ensign,   23   August,    18G2.     Acting    Ensign. 
27  April,  1800.     Resigned  23  September,  1867. 
Roberts,  Thomas  F. 

Mate,  19  April,  1804.     Honorably  discharged  2  August,  1865. 
Roberts,  Thomas  W 

Acting  Ensign,  25  June,  1864.     Died  on  "  Chark,"  17  August,  1864. 
Roberts,  W.  H. 

Mate,  24  November,  1864.     Honorably  discharged  12  August,  1805. 
Roberts,  >1illiani. 

Third  Assistant  Engineer,  2  August,  1855.     Second   Assistant  Engineer,  21  Ji'ly. 
1858.     First  Assistant  Engineer,  3  August,  1859.     Resigned  24  August,   ]s5!i. 
First  Assistant  Engineer,  24   April,   1801.      Chief  Engineer,  21   April,    IMl.'l 
Resigned  18  March,  1809. 
Roberts,  William. 

Mate,  28  July,  1803.     Died  15  April,  1864. 
Roberts,  William  II. 

Mate,   8   May,   1802.      Acting  Ensign,   20   April,   1863.      Appointment   revoked 
23  February,  1804. 
Roberts,  IVilliam  J. 

Mate,  20  January,  1863.     Resigned  22  June,  1863. 
Roberts,  William  W. 

Midshipman,    8    March,    1839.      Passed    Midshipman,    2    Julv,  1845.      Mastei 
1  August,  1853.     Lieutenant,  1  March,  1854.     Resigned  19  May,  1860. 
Robertson,  George  W. 

Acting  Assistant  Paymaster, 9  May,  1864.    Honoralily  discharged  7  February,  isor,. 
Robertson,  Gilbert  A. 

Acting   Assistant   Paymaster,   14   October,    1861.      Passed    Assistant  Paymaster, 
23  July,  1800.     Resigned  6  November,  1866. 
Robertson,  Henry  P. 

Midshipman,  28  June,   1832.      Passed  Midshipman,  8   July,    1839.     Lieutenant, 
14  August,  1840.     Died  4  November,  1850. 
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Robertson,  James  P. 

Acting  Midsliipmaiij  28  Septornber,  1857.     Gi-adiiated  1861.     Lieutenant,  1  August, 
ISU^J.     Lieutenant-Comiuaiider,  25  July,  1800.     Died  19  July,  1875. 
Robertson,  John. 

Master,  24  February,  1809.     Dismissed  2  April,  1814. 
Robertson,  Jobn  D. 

Acting  Master,  27  August,  18G1.     Resigned  1  June,  1864. 
Robertson,  Samuel. 

Purser,  25  April,  1812.     Died  11  August,  1820. 
Robertson,  Thomas. 

Midsiiipman,  11  September,  1799.     Last  appearance  ou  Records  of  Navy  Depart- 
ment, 24  October,  1799.    Resigned. 
Robertson,  W.  J.  H. 

Midshipman,  1  November,  1 827.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 

24  May,  1838.     Died  18  December,  1843. 
Robeson,  Henry  B. 

Acting  Midshipman,  25  September,  1850.     Midshipman,  15  June,  1860.     Master, 
19   September,   18G1.      Lieutenant,    16    July,    1802.      Lieutenant-Commander, 

25  July,  1806.     Commander,  13  February,  1874. 
Robeson,  John. 

Boatswain,  1  January,  1817.     Died  in  October,  1820. 
Robie,  Edward  I>. 

Third  Assistant  Engineer,   16    February,    1852.      Second    Assistant    Engineer, 
27  July,   1855.     First   Assistant   Engineer,   21    July,    1858.     Chief   Engineer, 
30  July,  1861. 
Robie,  Henry  TV. 

Third  Assistant  Engineer,  3  May,  1859.     Second   Assistant  Engineer,  9  April, 
1862.     First  Assistant  Engineer,  20  May,  1803.     Resigned  25  May,  1868 
Robinett,  David. 

Carpenter,  28  October,  1858.     Died  15  November,  1880. 
Robinett,  Richard. 

Midshipman,  20  August,  1814.     Resigned  7  June,  1815. 
Robins,  D.  W. 

Mate,  12  November,  1864.     Appointment  revoked  16  January,  1866. 
Robins,  John  li. 

Mate,  9  May,  1862.     Resigned  27  April,  1865. 
Robins,  Robert  W. 

Mate,  24  September,  1863.     Resigned  13  April,  1864.     Mate,  12  November,  1864. 
Appointment  revoked  16  January,  1866. 
Robins,  Thomas. 

Midshipman,  9  August,  1798.     Died  8  September,  1798. 
Robins,  William  C 

Acting  Assistant  Paymaster,  3  February,  1864.     Mustered  out  5  March,  1866. 
Robinson,  Alexander. 

Assistant  Surgeon,  26  April,  1847.     Died  11  March,  1849. 
Robinson,  Alexander  A. 

Acting  Ensign,  IS  October,  1864.     Dismissed  23  December,  1S04. 
SSobinson,  .Alexander  B. 

Acting  Assistant  Paymaster,  11  April,  1863.    Honorably  discharged  21  Novembeij 
1865. 
Robinson,  Andrew  J. 

Boatswain,  27  NoviMiiber,  1800.     Deserted  22  July,  1861. 
Robinson,  ISenjiinaiu  F. 

Mate,  21  January,  1S04.     Honorably  discharged  10  August,  1865. 

SO 
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Robinson,  Charles. 

JIii|slii|iin;ui,    1    May,    lb'3'Z.      I'usscd    JliJsbipmun,   23   June,    1838.     Dismisspcl 
11  February,  1840. 

Robinson,  Charles. 

Actint;  Thii'd  Assistant  Engineer,  13  August,  18G2.     Honorably  discharged.  11  Oc- 
tober, 1805. 
Robinson,  Charles. 

Midshipman,  31  .July,  1800.     Resigned  23  April,  1807. 
Robinson,  Edward  A. 

Acting  Third  Assistant  Engineer,  18  June,  18U4.     Honorably  discharged  30  April, 
1SU8. 
Robinson,  Edward  W. 

Mate,  23  July,  1803.     Honorably  discharged  27  November,  1865. 
Robinson,  Frederick  W. 

Midshipman,  14  August,  1846.     Appointment  revoked  12  June,  1849. 
Robinson,  G.  II. 

Mate,  4  December,  1867.     Appointment  revoked  29  February,  1872. 
Robinson,  George  91. 

Acting  Third  Assistant  Engineer,  4  March,  ^864.    Honorably  discharged  8  August, 
1805.  , 

Robinson,  H.  B. 

Midshipman,  1  January,  1828.     Resigned  4  June,  1828. 
Robinson,  Henry  C. 

Mate,  15  September,  1863.    Acting  Ensign,  5  August,  1864.    Honorably  discharged 
29  July,  1865. 
Robinson,  H.  E.  V. 

Midshipman,  4  March,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
3  March,  1831.     Lost  in  the  "Sylph,'''  August,  1831. 
Robinson,  Horatio  G. 

Mate,  13  November,  1863.     Honorably  discharged  31  June,  1868. 
Robinson,  Horace. 

Gunner,  11  November,  1850.     Resigned  IS  July,  1851. 
Robinson,  H.  S. 

Acting  Third  Assistant  Engineer,   17  September,  1801.      Appointment  revoked 
22  May,  1862. 
Robinson,  James  B. 

Acting  Ensign,  1  September,  1864.     Honorably  discharged  10  August,  1865. 
Robinson,  James  W. 

Mate,  11  June,  1863.     Appointment  revoked  (Sick,)  29  July,  1864. 
Robinson,  J.  91arsliall. 

Midshipman,  25  June,  1809.     Graduated  31  May,  1873.     Ensign,  16  July,  1874. 
Robinson,  John. 

Master,  27  November,  1815.     Reserved  list,  13  September,  18.j.j.     Died  17  March, 
1868. 
Robinson,  John. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  19  December, 
1S05. 
Robinson,  John. 

Mate,  13  December,  1862.     Dismissed  23  April,  1863. 
Robinson,  John  B. 

Midshipman,  30  July,  1864.      Graduated   June,  18C8.      Ensign,  13  July,  1870. 
Resigned  31  December,  1874. 
Robinson,  John  C. 

Mate,  15  November,  1861.    Resigned  24  April,  1863. 
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Itobiiison,  Jotan  F.  I>. 

Acting  Master,  13  March,  1863.     Dismissed  31  November,  1863. 
Robinson,  Joseph  £. 

Actiug  Third  Assistant  Engineer,  5  November,  1863.    Resigned  34  November,  1803. 
Robinson,  li.  B. 

Midshipman,  4lMarch,  1840.     Resigned  13  March,  1845. 
Robinson,  £.ewis  W. 

Third  .Assistant  Engineer,   31     September,   1861.      Second   Assistant   Engineer, 
30  July,  1863.     First  Assistant  Engineer,  11  October,  1866. 
Robinson,  Peter  B. 

Acting  Third  Assistant  Engineer,  10  September,  1861.     Acting  Second  Assistant 
Engineer,  13  November,  1863.     Resigned  3  June,  1865. 
I^blnson,  Richard  P. 

Master's  Mate,  19  July,  1842.     Deserted  6  December,  1850. 
Robinson,  Robert. 

Mate,  33  December,  1863. 
Robinson,  Samnel. 

Acting  Third  Assistant  Engineer,  38  January,  1863.     Deserted  30  June,  1863. 
Robinson,  Samnel. 

Assistant  Surgeon,  8  February,  1803.     Resigned  13  December,  1803. 
Robinson,  Somerset. 

Assistant  Surgeon,  9  May,  1861.     Passed  Assistant  Surgeon,  36  October,  1863. 
Surgeon,  18  December,  1864.     Medical  Inspector,  1  May,  1870. 
Robinson,  Thomas. 

Gunner,  8  November,  1835.     Retired  list,  33  May,  1863. 
Robinson,  Thomas. 

Captain,  34  September,   1799.      Discharged    36   September,   1801,   under   Peace 
Establishment' Act. 
Robinson,  Thomas,  Jr. 

Midshipman,  30  November,  1798.    Lieutenant,  13  July,  1799.     Commander,  10  Sep- 
tember, 1804.     Resigned  30  December,  1809. 
Robinson,  Thomas  J. 

Professor,  37  January,  1860.     Dismissed  15  August,  1861. 
Robinson,  TVilliani. 

Chaplain,  17  April,  1809.     Dismissed  39  May,  1809. 
Robinson-,  William. 

Acting  Ensign,  28  October,  1863.    Honorably   discharged  7  July,  1865.     Acting 
Ensign,  19  November,  1366.     Mustered  out  3  July,  1868. 
Robinson,  William  S.  ^ 

Mate,  3  August,  1866.     Mustered  out  39  July,  1869. 
Robson,  Clinton. 

Mate,  29  June,  1863.     Resigned  9  December,  1863. 
Roby,  John. 

Mate,  16  December,  1861.     Appointment  revoked  33  September,  1862. 
Roche,  George  W^alter. 

Third  Assistant  Engineer,  28  October,  1863.     Second  Assistant  Engineer,  15  March, 
1864.     First  Assistant  Engineer,  1  January,  1868. 
Roche,  James  R. 

Midshipman,  30  May,  1850.     Resigned  13  October,  1855. 
Roche,  9f  artin. 

Professor,  19  December,  1835.     Dropped  4  September,  1848. 
Rochelle,  James  H. 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847. 
Master,  14  September,  1355.  Lieutenant,  15  September,  1855.  Dismissetl 
17  April,  1861. 
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Rockofeller,  Abram  T. 

Acting  Third  Assistant  Engineer,  4  January,  18G2.     Acting  Second  Assistant  En- 
gineer, 8  April,  1865.     Honorably  discharged  30  November,  1865. 
Rocltofeller,  Alfred. 

Acting  First  Assistant  Engineer,  11  August,  1864.     Resigned  19  June,  Wir,. 
Kookefellow,  Simon. 

Acting  Third  Assistant  Engineer,  25  November,  1861.     Acting  Second  Assi. slant 
Engineer,  12  November,  1863.     Honorably  discharged  25  October,  1865. 
Rockwell,  Charles  H. 

Acting  Master,  5  July,  1862.  Acting  Volunteer  Lieutenant,  16  December,  I8fir!. 
Acting  Volunteer  Lieutenant-Commander,  29  April,  1865.  Honorably  dis- 
charged 8  December,  1865.  Acting  Master,  19  November,  1866.  Master, 
12  March,  1868.  Lieutenant,  18  December,  1868.  Lieutenant-Commander, 
26  February,  1878. 
Rockwell,  George  li. 

Acting  Third  Assistant  Engineer,  29  July,  1864.     Honorably  discharged  12  Jnnc, 
1865. 
Rockwell,  John  £. 

Acting  Master,  10  June,  1861.     Honorably  discharged  2  October,  1865. 
Rock  wood,  Henry. 

Acting  Assistant  Surgeon,  6  October,  1863.     Appointment  revoked  16  August, 
1865. 
Roddy,  John. 

Sailmaker,  27  Apni,  i872. 
Roderick,  Edmund  A. 

Acting  Ensign,  2  March,  1863.     Acting  Master,  15  December,  1864.     Honorably 
discharged  31  March,  1869. 
Rodes,  Henry  E. 

Acting   Tliird   Assistant   Engineer,    11    February,   1865.     Honorably    discharged 

3  October,  1865. 
Rodes,  William  M. 

Acting  Third  Assistant  Engineer,  15  September,  1862.     Acting  First  Assistant 
Engineer,  23  October,  1862.     Honorably  discharged  6  May,  1870. 
Rodgers,  €.  R.  Perry. 

Midshipman,  5  October,  1833.     Passed  Midshipman,  8  July,  1839.     Lieutenant, 

4  September,  1844.     Commander,  15  November,  1861.     Captain,  25  July,  1866. 
Commodore,  28  August,  1870.     Rear-Admiral,  14  June,  1874. 

Rodgers,  Frederick. 

Midshipman,  4  March,  1823.     Died  5  April,  1828. 
Rodgers,  Frederick. 

Acting  Midshipman,  25  September,  1857.     Midshipman,   1  June,   1861.     Acting 
Master,  10  June,  1861.      Lieutenant,  16  July,   1862.     Lieutenant-Commander, 

25  July,  1866.     Commander,  4  February,  1875. 
Rodgers,  George  IV. 

Midshipman,  14   October,   1839.     Passed   Midshipman,   2   July,   1845.      Acting 
Master,  4  November,   1846.     Lieutenant,  4  June,  1850.     Commander,  16  .luly, 
1862.     Killed  in  attack  on  Fort  Sumter,  17  August,  1873. 
Rodgers,  George  W. 

Midshipman,  2  April,  1804.     Lieutenant,  24  April,  1810.     Commander.  27   A)it;], 
1810.    Captain,  3  March,  1825.     Died  21  May,  1832. 
Rodgers,  Henry. 

Midshipman,   11   March,  1837.      Passed  Midshipman,  29   June,  1843.      Master. 
7  August,  1850.     Lieutenant,  26  March,  1851.     Lost  in  the  "  Albany,"  38  Septen: 
ber,  1854. 
Rodgers,  Jacob  D. 

Acting  Third  Assistant  Engineer,  14  November,  1861.     Honorably  discharf;c': 

26  June,  1866. 
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Rodgers,  Jctan. 

Midshipman,  18  April,  1828.      Passed  Midshipman,  14  June,  1834.     Lieutenant, 
28  January,  1840.     Commander,  14  September,  1855.     Captain,  16  July,  1863. 
Commodore,  17  June,  1863.     Rear-Admiral,  31  December,  1809. 
ICodgers,  John. 

Lieutenant,  9  March,  1798.     Captain,  5  March,  1799.     Discharged   23  October, 
1801,  under  Peace  Establishment  Act. 
Rodgers,  John. 

Captain,  28  August,  1802.     Died  1  August,  1838. 
Rodgers,  John  A. 

Midshipman,  30  July,  1863.      Graduated   June,  1868.      Master,  13   July,   1870. 
Lieutenant,  3  February,  1874. 
Rodgers,  John  G. 

Midshipman,  4  July,  1817.    Lieutenant,  17  May,  1838.    Resigned  10  February,  1834. 
Rodgers,  Matthew. 

Gunner,  17  August,  1812.     Cashiered  30  October,  1818. 
Rodgers,  Raymond  P. 

Midshipman,  25  July,  1864.     Graduated  June,  1868.     Ensign,   19  April,   1869. 
Master,  13  July,  1870.     Lieutenant,  10  October,  1872. 
Rodgerg,  Samuel. 

Midshipman,  9  November,   1813.     Last  appearance  on  Records  of  Navy  Dejjart- 
ment,  1834. 
Rodgers,  Samuel  R. 

Carpenter,   17  February,  1809.      Last  appearance  on  Records   of  Navy   Depart- 
ment, 1810.     Frigate"  President. 
Rodgers,  Thomas  S. 

Cadet  Midshipman,  24  September,  1874.     Graduated  4  June,  1880. 
Rodgei'i^,  Walter. 

Midshipman,  16  May,  1811.     Resigned  5  October,  1813. 
Rodgers,  William  Li. 

Cadet  Midshipniiin,  11  June,  1874.     Graduated  4  June,  1880. 
Rodgers,  William  T. 

Midshipman,   9   November,   1813.      Lieutenant,    13    January,    1825.      Resigned 
21  April,  1827. 
Rodgers,  W.  T,. 

Midshipman,  9  June,  1811.     Dismissed  9  March,  1813. 
Rodie,  Rohort. 

Acting  Third  Assistant  Engineer,  20  October,  1861.    Resigned  38  November,  1862. 
odman,      Robert  C 

Sailmaker,  38  April,  1840.     Died  19  September,  1855. 
Rodman,  ^ammel. 

Master,  date  not  known.     Discharged  15  April,  1815. 
Rodney,  Robert  B. 

Acting    Assistant   Paymaster,    34   October,    1863.     Passed   Assistant   Paymaster, 
33  July,  1866.     Paymaster,  30  June,  1869.     Retired  list,  3  September,  1871. 
Rodoeaniehi,  lieonidas  I>. 

Mato,  20  .\iigust,  1863.     Honorably  discharged  22  May,  1867. 
Stodriques,  P.  J. 

Master,  4  August,  1837.     Professor  Mathematics,  date  not  known.     Died  14  Octo- 
ber, 1838. 
Roe,  David  A. 

Gunner,  9  July,  1861. 
Roe,  Francis  A. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
8  August,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander, 
16  July,  1863.     Commander,  25  July,  1866.     Captain,  1  April,  1872. 


614  GSNERAL   NAVY  REGISTER. 

Roobn^'k,  Cliarlos  P. 

Acting  First  Assistant  Engineer,  5  October,  18G3.     Honorably  discharged  27  No- 
vember, 1865. 
Roelker,  Charles  R. 

Third  Assistant  Engineer,  8  December,  18G2.     Second  Assistant  Engineer.  H  April, 
1864.     First  Assistant  Engineer,  1  January,  1868. 
RofTonberg,  Liewis  91. 

Acting  First  Assistant  Engineer,  3  October,  1864.     Honorably  discharged  29  June, 
1805. 
RogorH,  Allen  O. 

Ciulet  Midshipman,  12  June,  1874.     Graduated  4  Juhe,  1880. 
Rogerj^,  Jti'iijaiiiin  F. 

Assistant  tSurgeon,  21  March,  1872.     Passed  Assistant  Surgeon,  20  June,  1876. 
Rogers,  Charles  A. 

Acting  Third  Assistant  Engineer,  19  July,  18G4.     Resigned  7  July,  1865. 
Rogers,  Charles  C. 

Midshipman,  7  June,  1872.     Graduated  20  June,  187G.     Ensign,  2G  April,  1878. 
Rogers,  Charles  J. 

Mate,   6   June,   1801.      Acting    Ensign,    0    May,    180."5.      Honorably    discharged 
22  December,  1865. 
Rogers,  Cliarles  W. 

Acting  Ensign,  2-3  September,  1863.     Acting  Master,  recommendation  of  Admiral 
Lee,  18  August,  1864.     Honorably  discharged  11  November.  1805. 
Rogers,  Clement. 

Midshipman   10  April,  1814.     Last  appearance  on   Records  of  Navy  Department, 
ISIG.     Resigned. 
Rogers,  Edward. 

Mate,  15  November,  1861.     Acting  Ensign,  30  May,  1863.     Deserted  3  May,  1865. 
Rogers,  Eugene. 

Midshipman,  25  November,  1834.     Resigned  12  September,  1839. 
Rogers,  Eustace  B. 

Assistant  Paymaster,  3  March,  1879. 
Rogers,  Frank. 

Acting  Third  Assistant  Engineer,  2  March,  1864.     Honorably  discharged  20  No- 
vember, 1865. 
Rogers,  Oeorge. 

Mate,  15  September,  1864.     Deserted  24  March,  1867. 
Rogers,  Oeorge  B. 

Acting  Third   Assistant  Engineer,   1    September,    1863.     Honorably  discharged 
18  October,  1865. 
Rogers,  fieorge  C. 

Acting  Third  Assistant  Engineer,  7  July,  1863.     Honorably  discharged  17  October, 
1805. 
Rogers,  George  W. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  29  October, 
1861.     Resigned  23  June,  1865. 
Rogers,  George  W. 

Acting  Ensign,  1  October,  18G2.     Acting  Master.  16  April,  1803.     Acting  Volun- 
teer Lieutenant,  9  July,  1804.     Honorably  discharged  15  December,  1868. 
Rogers,  Henry. 

Mate,  15  September,  1863.     Resigned  20  June,  18GG. 
Rogers,  Henry  A. 

Mute,  14  March,  1804.     Honorably  discharged  29  December,  1800. 
Rogers,  Henry  J. 

Acting  Master,  1  August,  1862.     Honorably  d isch.arged  13  December,  1865. 
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^**  Acting  S?"tent  Paymaster,  6  November,  18G3.    Mustered  out  25  November,  1805. 

Actiug  Ensign,  18  April,  1863.     Resigned  (Sick,)  28  August,  1863. 

"^^ShiFna™*!* January,  1800.  Discharged  13  June,  1801,  under  Peace  Establish- 
ment  Act. 

"^"f UdshipnwTIs*  November,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815. 

'''*Ma*ster,"6Tpfu,'  1810.     Last  appearance  on  Records  of  Navy  Department,  1818. 

Furloughed. 

Rogers,  James  H.  .       ^  „o  »     -i  iq,<^ 

Acting  Master,  26  August,  1861.     Resigned  26  April,  18b4. 

^Tate,'2?Tctmb^,'l862.  Acting  Ensign,  12  December,  1863.  Honorably  dis- 
charged 10  May,  1865. 

^**AttkigSt*^J!T2  October,  1861.     Honorably  discharged  2!)  November,  1865. 

Rogers,  John.  ^  ^^  t        iqio 

Midshipman,  9  June,  1811.     Resigned  15  June,  181- 

''"aS  Second  Assistant  Engineer,  10  March,  1864.  Acting  First  Assistant  E.,gi- 
nee?,  15  July,  1865.    Honorably  discharged  4  December,  ISGo. 

^* iS'Si^n,  30  October,  1862.  Acting  Master,  21  August,  1863  Acting 
Volunleer^Lieutenant,  16*  July,  1864.  Honorably  discharged  21  September, 
1865. 

Rogers,  John. 

Gunner,  27  September,  1861.     Died  1  May,  18  <4. 

Rogers,  John  A.  .      ,  „  t^         u      lonn 

Acting  Master,  27  August,  1861.     Dismissed  3  December,  1862. 

Rogers,  John  J.  ,  „^  t-,  ,_  iqpk 

Acting  Master,  11  November,  1861.     Resigned  25  February,  1865. 

Rogers,  Joseph. 

Mate,  28  July,  1866. 

Rogers,  liCwis. 

Sailmaker,  13  June,  1848.     Died  17  September,  1863. 

Rogers,  liloyd. 

Mate,  31  August,  1862.     Dismissed  13  January,  1863. 

"^Tctlng  SecoJ^flL^J'ant  Engineer,  16  December,  1864.     Resigned  20  April,  1865. 

****  A^tki'g  Ma'stCT,*22'0ctober,  1861.     Honorably  discharged  3  December,  1865. 

"^^llidshipmln,  l^November,  1809.     Killed  in  a  duel,  16  October,  1810. 

***  AUrtsbi~,T4'o?tober,  1839.     Passed  Midshipman,  2  July,  1845.     Acting  Mas- 
ter, 31  August,  1853.     Resigned  31  January,  1854. 

"^^E'sJ^Si  ^4.     Honorably  discharged  20  October,  1865. 

*"*Shi™"'"october,  1799.     Discharged  10  July,  1801,  under  Peace  Establish- 
ment  Act. 
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Rogers,  Thomas. 

Master,  31  October,  1799.     Discharged  8  June.  1801. 
Rogers,  Tlioinas. 

Mate,  18  November,  18G3.     Honorably  discharged  2  August,  1865. 

Rogers,  William. 

Gunner,  11  May,  1798.     Last  appearance  on  Records  of  Navy  Department,  19  Anril. 
1803.  '  i      - 

Rogers,  William. 

Assistant  Surgeon,  8  February,  1803.     Resigned  24  May,  1803. 
Rogers,  William. 

Surgeon,  27  November,  1804.     Dismissed  11  August,  1807. 
Rogers,  William. 

Mate,  11  October,  1802.     Acting  Ensign,  13  July,  18G3.     Honorably  discharged 
16  September,  18G5. 
Rogers,  William. 

Acting  Chief  Engineer,  25   March,  1864.      Honorably  discharged  20  December, 
1865. 
Rogers,  William. 

Sailmaker,  17  October,  1857.     Retired  list,  2  December,  1876. 
Rogers,  William. 

Acting  Master,  26  August,  1861.     Honorably  discharged  23  December,  1865. 
Rogers,  William  C. 

Acting  Volunteer  Lieutenant,  12  August,  1861.     Acting  Volunteer  Lieutenant- 
Commander,  24  October,  1864.    Honorably  discharged  18  J  uly,  1866. 
Rogers,  William  P. 

Acting  Master,  16  December,  1861.     Acting  Volunteer  Lieutenant,  8  June,  1804 
Honorably  discharged  26  October,  1865. 
Rogers,  William  S. 

Purser,  26  February,  1813.     Resigned  17  February,  1834. 
Rogers,  Wilmot  F. 

Assistant  Surgeon,  24  July,  1813.     Died  August,  1824. 
Rogerson,  Robert. 

Midshipman,  1  January,  1812.     Drowned  30  June,  1814. 
Rogerson,  Thomas. 

Assistant  Surgeon,  25  October,  1813.     Lost  in  the  "  Wasp"  in  1815. 
Roget,  Edward  A. 

Professor,  21  May,  1864.     Retired  list,  1864. 
Roher,  John  W. 

Acting  First  Assistant  Engineer,  31  March,  1863.     Dismissed  31  October,  1863. 
Rohrer,  Karl. 

Midshipman,  20  July,  1805.     Graduated  June,  1869.    Ensign,  12  July,  1870.    Mas- 
ter, 10  November,"  1872.     Lieutenant,  26  April,  1876. 
Roland,  Beujaniiu  C. 

Mate,  5  June,  1862.     Dismissed  25  August,  1862. 
Rolando,  Ilenrj'. 

Midshipman,  28  December,  1836.     Passed   Midshipman,  1   July,  1842.     Master, 
12  May,  1S49.     Lieutenant,  18  January,  1850.      Reserved  list,  28  Septemlier, 
1855.     Commander  en  Active  list,  16  July,  1862.     Retired'list,  8  June,  1 867. 
Died  20  March,  1869. 
Roller,  John  E. 

Midshipman,  26  June,  1867.     Graduated   6  June,  1871.     Ensign,   14  July,  1872. 
Master,  24  May,  1875. 
Rollings,  John  II. 

Acting   Third  Assistant  Engineer,  26   May,   1863.      Resigned   (Sick,)   13   April, 
1865. 
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Rollins.,  Antbony  Sif. 

Midshipman,   10  June,   1872.      Graduated  30  June,   1876.      Died   10  November. 
1878. 
Rollins,  Henry  S.  P. 

Mate,  4  December,  1882.     Acting  Enaign,  28  April,  186.5.     Honorably  discliarged 
28  October,  1865. 
Rollins,  Lionis  ?f. 

Acting  Ensign,  13  December,  1864.     Honorably  discharged  14  October,  1865. 
Rollins,  Thomas  J. 

Acting  Ensign,  31  December,  1863.     Honorably  discharged  6  October,  1SG5. 
Romaine,  Henry. 

Acting  Third  Assistant  Engineer,  4  August,  1864.     Honorably  discharged  19  July, 
1865. 
Romaine,  William  H. 

Acting  Assistant  Paymaster,  28  August,  1863.     Dead. 
Ronime,  M'illiam  S. 

Acting  Ensign,  9  November,  1863.     Honorably  discharged  18  Novemlier,  1SU5. 
Ronckendorfl',  IVilliam. 

Midshipman,  17  February,  1833.     Passed  Midshipman,  23  June,  1838.     Lieuten- 
ant, 28  June,  1843.     Commander,  29  June,  1861.     Captain,  27  September,  1866. 
Commodore,  12  February,  1874.     Retired  list,  9  November,  1874. 
Roney,  James. 

Midshipman,  24  Julv,  1807.     Last  appearance  on  Records  of  Navy  Department,' 
1815.     New  Orleans. 
Roney,  Thomas. 

Midshipman,  3   March,  1841.      Passed  Midshipman,  10  Au<,Mist,   1847.     Master, 
3  March,  1855.     Lieutenant,  14  September,  1855.     Died  20  April,  1800. 
Rooney,  William  R.  A. 

Midshipman,  29  September,  1870.     Graduated  1  June,  1874.     Ensign,   17  Julv, 
1875. 
Roop,  John. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  17  December, 
1861.     First  Assistant  Engineer,  20  May,  1863.     Resigned  15  October,  1872. 
Roose,  William  C 

Acting  Third  Assistant  Engineer,  3  July,   1863.     Appointment  revoked  (Sick,) 
28  October,  1863. 
Roosevelt,  C.  M. 

Midshipman,  15  November,  1809.     Resigned  5  March,  1810. 
RooseTelt,  ?ficholas  L. 

Midshipman,  27  September,  1864.     Graduated  June,  1868.     Master,  13  July,  1870. 
Lieutenant,  3  August,  1873.     Resigned  1  February,  1874. 
Root,  Frank  P. 

Acting  Second  Assistant  Engineer,  10  December,  1861.     Acting  First  Assistant 
Engineer,  3  October,  1863.     Died  16  April,  1864. 
Root,  Oliver  I>. 

Acting  Assistant  Surgeon,  30  November,  1861.    Died  80  October,  1863. 
Roote,  Charles. 

Midshipman,  1  April,  1828.     Died  8  December,  1838. 
Rootes,  Thomas  R. 

Midshipman,  1  March,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 
28  February,  1838.      Commander,  14  September,  1855.     Dismissed   19  April, 
1861. 
Roper,  Jesse  M. 

Midshipman,  23  June,  1868.     Graduated   1  June,   1872.     Ensign,  15  July,  1873. 
Master,  25  November,  1877. 
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ItuKc.  Alexander  R. 

Midshipman,  25  September,  1834.     Cashiered  20  May,  1836. 
Kone.  Edward  S. 

Mate,  1  March,  1862.     Died  6  November,  1863. 

Ko$ie,  Frank  B. 

Chaplain,  3  February,  1870. 
Kose,  Jacob  H. 

Acting  First  Assistant  Engineer,  17  May,  1861.     Died  12  September,  1862. 

Rose.  John  G. 

Mate,  11  October,  1862.     Discharged  23  October,  1864. 

Rose,  Robert  M. 

Midshipman,  18  May,  1809.     Lieutenant,  24  .Tuly,  1813.     Commander,  24  April, 
1828.     Died  27  August,  1830. 
Rose.  tValdeniar  1>. 

Midsliiinnan,  5  June,  1872.     Graduated  20  .June,  1876.     Ensign,  12  July,  1878. 
Rosebnsb,  Oliver. 

Actint;  Third  Assistant  Engineer,  1  October,  1802.     Honorably  discharged  20  Feb- 
ruary, 1866. 
Rosenniiller,  D.  P.,  Jr. 

Acting  Ensign,  1   October,  1802.     Acting  Master,  25  August,  1863.     Honorably- 
discharged  5  November,  1865. 
Rosier,  John. 

Sailmaker,  12  November,  1833.     Dismissed  16  May,  1835. 

Rosling,  John. 

Mate,  12  September,  1862.     Honorably  discharged  11  June,  18C7. 

Rosniond,  John. 

Acting  Second  Assistant  Engineer.  27  September,  1861.  Honorably  discharged 
26  October,  1865. 

Ross,  Albert. 

Midshipman,  24  July,  1863.  Graduated  June,  1867.  Ensign,  18  December,  1868. 
Master,  21  March,  1870.  Retired  21  December,  1871.  Lieutenant  on  Active 
list,  21  March,  1871. 

Ross,  I>aTid. 

Lieutpuant,  9  March,  1798.     Last  appearance  on  Records  of  Navy  Department, 
30  November,  1799. 
Ross,  DaTid. 

Acting  Second  Assistant  Engineer,  24  May,  1864.     Honorably  discharged  7  August, 
1865. 
Ross,  Edwin. 

Gunner,  20  July,  1847.    Died  September,  1849. 
Ross.  Elijah. 

Acting  Master,  28  December,  1801.     Resigned  11  August,  1864. 
Ross,  H.  Schnyler. 

Third  Assistant  Engineer,  18  November,  1862.  Second  Assistant  Engineer, 
23  March,  1864.     First  Assistant  Engineer,  1  January,  1808. 

Ross,  James. 

Midshipman,  2  March,  1799.     Resigned  8  October,  1800. 

Ross,  James. 

Mate,  18  April,  1863.     Dismissed  17  July,  1803. 
Ross,  James  H. 

Acting  Thud  Assistant  Engineer,  27  July,  1863.     Resigned  15  October,  1863. 

Ross,  John.  , ,     ,.    , 

Mate,  21  December,  1861.     Acting  Ensign,  30  July,  1802.  Honorably  discharged 

14  September,  1865.     Acting  Ensign,  1  February,  1867.  Mustered  out  21  De- 
cember, 1868. 
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Ross,  John. 

Acting  Master,  8  March,  1864.     Resigned  26  August,  1867. 
Ross,  John. 

Acting  Third  Assistant  Engineer,  4  March,  18G3.     Resigned  25  June,  1864. 
Ross,'  John. 

Boatswain,  21  October,  1861.     Resigned  7  March,  1864. 
Ross,  John  W. 

Acting  Third  Assistant  Engineer,  24  May,  1864.     Appointment  revoked  23  June, 
1805. 
Ross,  John  W. 

Assistant  Surgeon,  21  March,  1870.     Passed  Assistant  Surgeon,  13  May,  1875. 
Ross,  IVelson. 

Third  Assistant  Engineer,  8  July,  1862.     Second  Assistant  Engineer,  15  February, 
1864.     Retired  list,  26  October,  1872. 
Ross,  Robert. 

Acting  Tliird  Assistant  Engineer,  13  December,   1861.      Honorably  discharged 
25  October,  1865. 
Ross,  Robert  J. 

Midshipman,  1  August,   1826.     Passed  Midshipman,  28  Ajsril,  1832.     Resigned 
13  December,  1833. 
Ross,  Thomas. 

Midshipman,  17  March,  1814.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Furloughed. 
Ross,  TVilliam. 

Acting  Third  Assistant  Engineer,  10  December,  1861.      Appointment  revoked 
(Sick,)  10  February,  1863.    Acting  Second  Assistant  Engineer,  12  August,  1864. 
Honorably  discharged  29  July,  1865. 
Ross,  William. 

Mate,  20  April,  1863.     Acting  Ensign,  19  July,  1864.      Honorably  discharged 
1  November,  1865. 
Ross,  William  C. 

Acting  :\Iastcr,  9  April,  1862.     Dismissed  26  July,  1862. 
Ross,  William   T. 

Mate,  27  August,  1864.     Resigned  18  May,  1865. 
Rosseter,  Robert  C. 

Midshipman,  11  March,  1800.     Discharged  28  April,  1801,  under  Peace  Establish- 
ment Act. 
Roswald,  Raymond  F. 

Acting  Third  Assistant  Engineer,  18  December,  1803.     Acting  Second  Assistant 
Engineer,  19  September,  1804.     Honorably  discharged  18  July,  1865. 
Rothwell,  N.  B, 

Purser,  2  March,  1813.     Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughed. 
Ronmfort,  Li.  H. 

Midshipman,  23  December,  1831.     Died  at  Sea  31  October,  1833. 
Ronnds,  James. 

Mate,  13  October,  1866.     Appointment  revoked  21  October,  1867. 
Ronnsarelle,  John. 

Acting   Ensign,   5   May,  1864.     Honorably  discharged   9  January,  1866.     Mate, 
13  April,  1870.     Resigned  28  July,  1875. 
Ronnserille,  J.  P. 

Acting  Master,  11  November,  1861.     Honorably  discharged  18  Febiu:iry,  1S66. 
Ronntree,  Robert  W. 

Mate,  13  DccemluT,  1801.     Acting  Ensign,  29  September,  1862.     Honorably  dis- 
charged 18  August,  1865. 
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Ronse,  James  W. 

Acting  Cari)enter,  15  July,  18l>;l     Resi-in'il  I  October,  18G4. 
Koii!«.soaii,  J.  B. 

Midshipman,  30  November,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Drowned. 
Ronssean,  Liawrence. 

Midshipman,  10  January,  1809.     Lieutenant,  24  July,  1813.     Commander,  24  April, 
1828.     Captain,  9  February,  1837.     Resigned  11  February,  18G1. 
Rowan,  James  H. 

Midshipman,  19  August,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
31  December,  1833.     Commander,  14  September,  1855.     Dismissed  23  January, 
1857. 
Rowan,  James  H.,  Jr. 

Midshipman,  8  November,  1847.     Resigned  28  July,  1854. 
Rowan,  Stephen  C. 

Midshipman,  1  February,  1826.     Passed  Midshipman,  28  April,  1832.     Lieutenant, 
8  March,  1837.     Commander,  14  September,  1855.     Commodore,  16  July,   1S02. 
Rear-Admiral,  25  July,  1866.     Vice-Admiral,  15  August,  1870. 
Rowan,  William. 

Midshipman,  4  March,  1823.     Resigned  10  November,  1829. 
Rowand,  John. 

Midshipman,  30  April,  1800.     Discharged  10  June,  1801,  under   Peace   Establish- 
ment Act. 
Rowbotham,  William. 

Secimd  Assistant  Engineer,  27  January,  1871.     Passed  Assistant  Engineer,  25  No- 
vember, 1877. 
Rowe,  Albert  M. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Resigned  23  July,  1863. 
Rowe,  Charles  M. 

Acting  Ensign,  5  October,  1864.     Honorably  discharged  25  August,  1865. 
Rowe,  Edward  F. 

Acting  Ensign,  1  October,  1862.     Honorably  discharged  13  December,  1805. 
Rowe,  Edward  V. 

Midshipman,  28  September,  1861.     Graduated  September,   1865.     Ensign,  1  De- 
cember, 1866.     Resigned  25  February,  1867. 
Rowe,  Henry  B. 

JIate,  1  December,  1863.    Resigned  30  December,  1863. 
Rowe,  Jason  !•. 

Mate,  17  June,  1863.     Appointment  revolied  2  May,  1864. 
Rowe,  John. 

Midshipman,  2  December,  1799.    Lieutenant,  21  March,  1807.    Resigned  27  August 
1803. 
Rowe,  John  H. 

Acting  Second  Assistant  Engineer,  14  May,  1861.     Resigned  22  May.  1865. 
Rowe,  Joshua  N. 

Acting  Master,  18  December,  1861.     Honorably  discharged  24  October,  1865. 
3Sowlan«I,  Alexander  II. 

Acting  Ensign,  1  October,  1862.     Resigned  17  June,  1864. 
Rowland,  John  H. 

Midshipman,  21  September,  1857.     Graduated  1861.     Lieutenant,  1  August,  1862. 
Lieuteuaut-Coraiiiander,  25  July,  1S66.     Dismissed  10  Se])tember,  1873. 
Rowland,  Sylvester. 

:\hite,  I'J  December,  1861.     Resigned  11    August.  1863. 
Rowland,  Thomas. 

Siugeon,  25  July,  1798.     Resigned  23  January,  1799. 
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Roy,  Charles  H. 

Midshipman,  3  February,  1829.     Resigned  25  September,  1830. 
Boyco,  Charles  C 

Mate,  16  September,  1864.     Honorably  discharged  26  August,  1805. 
Boyee,  Frank. 

Actinff  Third    Assistant   Engineer,  10   December,    1863.     Honorably   discharged 
30  Slay,  1S66. 
Boyee,  Wesley. 

Acting  Third  Assistant  Engineer,  23  December,  1863.     Resigned  13  Jime,  1864. 
Bnckley,  Henry  B. 

Acting  Assistant  Surgeon,  15  February,  1864.     Honorably  discharged  19  January, 
1866. 
Bndd,  John. 

Midshipman,  30  November,  1814.     Lieutenant,  13  January,  1825.     Commander, 
8  September,  1841.     Captain,  14  September,  1855.     Retired  list,  21  December, 
1861.     Commodore,  Retired  list,  16  July,  1862.     Died  12  October,  1867. 
Bndd,  William  J. 

Mate,  15  July,  1864.    Honorably  discharged  6  July,  1865. 
Bndder,  William. 

Master,  4  March,  1814.     Resigned  20  March,  1815. 
Bnde,  William  B. 

Acting  Master,  14  August,  1861.     Dismissed  12  January,  1863.     Acting  Ensign, 
27  February,  1863.     Dismissed  8  August,  1863. 
Bndenstein,  John. 

Assistant  Surgeon,  24  February,  1846.     Surgeon,  21  August,  1859.     Died  9  Decem- 
ber, 1869. 
BndroTF,  John. 

Mate,  24  May,  1862.     Honorably  discharged  28  June,  1867. 
Bnfi*,  Samnel  W. 

Assistant  Surgeon,  13  August,  1826.     Surgeon,  4  April,  1831.     Died  in  1841. 
Bnffin,  C.  K. 

Midshipman,  24  October,  1825.     Died  27  July,  1831. 
Bngg,  Charles  W. 

Acting  Third  Assistant  Engineer,  10  May,  1804.     Appointment  revoked   (Sick,) 
20  February,  1865. 
Bni^,  Alberto  de. 

Cadet  Engineer,  Naval  Academy,  1   October,  1873.      Graduated  21  June,   1875. 
Assistant  Engineer,  1  July,  1878. 
Bulon,  Joseph  F. 

Mate,  31  December,  1863.     Honorably  discharged  4  October,  1865. 
Bnmmell,  Charles  T. 

Mate,  23  January,  1862.     Acting  Ensign,  27  October,  1863.     Honorably  discharged 
8  January,  1866. 
Bnmney,  Fdward. 

Master,  18  November,  1812.     Lost  at  Sea  31  March,  18 
Bnnisey,  Benjamin. 

Boatswain,  17  March,  1800.     Discharged  8  June,  1801. 
Bnnisey,  Henry  B. 

Acting  Midshipman,  25  October,  1859.     Ensign,  24  February,  1863.     Lieutenant, 
23  February,  1864.     Lieutenant-Commander,  35  July,  ISOO.     Resigned  31  De- 
cember, 1871. 
Bnmsey,  OliTcr. 

Carpenter,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
Bnnisey.  William  W. 

Mate,  28  December,  1863.     Honorably  discharged  14  October,  1865. 
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ISnnohey,  John. 

Midshipman,  1  January,  1808.     Dismissed  22  June,  1809. 
Rnndlett,  Howard  M. 

Acting  Assistant  Surgeon,  9  March,  1864.     Assistant  Surgeon,  14  February,  1865. 
Passed  Assistant  Surgeon,  24  April,  1808.     Resigned  6  February,  1809.     Assist- 
ant Surgeon  from  4  November,  1805.      Passed  Assistant  Surgeon,  13  July,  1870. 
Died  2a  May,  1873. 
Rnndlett,  Thomas  91. 

Boatswain,  4  December,  1837.     Resigned  29  March,  1839 
Rnndlett,  William  A. 

Mate,  7  June,  1H02.     Deserted  9  May,  1863 
Rnnnells,  Saninel  B. 

Acting  Third   Assistant    Engineer,   21    June   1802.      Acting   Second    Engineer, 
£5  July,  1803.     Appointment  revoked  (Sick,)  6  April,  1804. 
Runnels,  P.  R. 

Auliiig  Ensign,  9  February,  1805.     Discharged  20  October,  1867. 
Rnselienberger,  Charles  W. 

Midsljiimian,   23   July,   1804.     Graduated   June,   1809.     Ensign,    12   July,   1870. 
Master,  31  January,  1872.     Lieutenant,  14  April,  1875. 
Rnselienberger.  W.  S.  W. 

Surgeon,  4   April,   1831.     Retired   list,   4    September,   1809.     Medical   Director, 
3  March,  1871. 
Rush.  Charles  W. 

Assistant  Surgeon,  30  June,  1879. 
Rnsli,  John. 

Surgeon,  11  May,  1798.     (See  Lieutenant.) 
Rush,  John. 

Lieutenant,  5  March,  1799.     Resigned  29  January,  1803. 
Rush,  John. 

Master,  10  September,  1805.     Died  7  March,  1809. 
Rush,  John  TV. 

Carpenter,  25  November,  1799.     Dismissed  8  May,  1802. 
Rush,  liCwis. 

Acting  Third  Assistant  Engineer,  8  January,  1864.     Resigned  38  January,  1865. 
Rush,  Madison. 

Midshipman,   15   October,   1836.     Passed  Midshipman,   1   July,   1843.     Master, 
6  April,  1849.     Lieutenant,  3  November,  1849.     Resigned  7  Februai^,  1856. 
Knsh,  Riehard. 

.Midshipman,  30  September,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1871. 
Rush,  William  H. 

Assistant  Surgeon,  13  February,  1877. 
Rush,  William  R. 

Midshipmau,  6  June,  1872.     Graduated  18  June,  1879. 
Rushniore,  William. 

Mate,  1  December,  1S03.     Resigned  13  May,  1805. 
Russ,  Francis  A. 

Acting  JListcr,  23  November,  1801.     Appointment  revoked   (Sick.)  26  July,  1862. 
Rnss,  .Tohn  A. 

Midshipman.  1   March,  1825.     Passed  Midshipman,  28  April,   1832.     Lieutenant, 
23  SepteiJiber,  1837.     Cashiered  15  August,  1846. 
Russ,  John  S. 

:\Iate.     Acting  Ensign,  19  August,  1803.     Resigned  23  May,  1864. 
Russ,  Robert  F. 

Mate,  20  December,  1861.     Resigned  1  May,  1863. 
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Bnssell,  Alexander. 

Gunner,  9  December,  1834.     Resigned  U  April,  1838. 
Rnssell,  Alexander  W. 

Purser,  28  Februaiy,  1861.    Pay  Inspector,  3  Marcb,  1871.     Pay  Director,  23  Feb- 
ruary, 1877. 
Rnssell,  Averley  €.  II. 

Assistant  Surgeon,  3  June,  1879. 
Russell,  Benjamin. 

Mate,  20  February,  1863.     Died  28  March,  1866.    ' 
Russell,  Renjaniin  F. 

Acting  Ensign,  23  November,  1862.     Appointment  revoked   (Sick.)  22  February, 
1864. 
Russell,  Charles  C. 

Lieutenant,  8  April,  1798.     Discharged  23  October,  1801,  under  Peace  Establish- 
ment Act. 
Russell,  Charles  C. 

Midshipman,  18  June,  1812.     Resigned  14  February,  1825. 
Russell,  Charles  F. 

Acting  Ensign,  27  September,  1862.     Honorably  discharged   14  September,  ISIJ.j. 
Russell,  Edmund  91. 

Midshipman,  18  June,  1812.     Lieutenant,  17  May,  1828.     Died  21  July,  1838. 
Russell,  Frederick  C. 

Acting  Third  Assistant  Engineer,  6  November,  1862.     Acting  Second   Assistant 
Engineer,  13  June,  1864.     Honorably  discharged  30  October^  1865. 
Russell,  George  H. 

Mate,  5  December,  1864.     Appointment  revoked  24  December,  1866. 
Russell,  George  J\'. 

Acting  Third  Assistant  Engineer,  24  December,  1863.     Acting  Second  Assistant 
Engineer,  8  March,  1865.     Honorably  discharged  17  January,  1868. 
Russell,  Henry. 

Acting  Assistant  Paymaster,  9  December,  1861.     Mustered  out  27  November,  1865. 
Russell,  Henry  C. 

Mate,  24  January,  1862.     Acting  Ensign,  8  October,  1862.     Died  21  September, 
1863. 
Russell,  Horatio  9i^. 

Midshipman,  1  Januai^,  1825.     Resigned  14  January,  1826. 
Russell,  James  B. 

Mate,  21  March,  18G3.    Acting  Ensign,  29  March,  1864.     Honorably  discharged 
3  November,  1867.     Mate,  8  November,  1869.     Appointment  revoked  9  July, 
1870. 
Russell,  James  J. 

Mate,  12  November,  1861.     Acting  Ensign,  5  November,  1862.     Acting  Master, 
23  February,  1864.     Honorably  discharged  31  October,  1865. 
Russell,  John. 

Acting  Second  Assistant  Engineer,  17  October,  1863.     Dismissed  17  November, 
1863. 
Russell,  John. 

Acting  Gunner,  13  September,  1863.     Honorably  discharged  11  May,  1868.     Gun- 
ner, 14  August,  1875. 
Russell,  John  H. 

Midshipman,  10  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.    Lieutenant-Commander, 
16  July,  1862.    Commander,  25  July,  1866.     Captain,  12  February,  1874. 
Russell,  John  M. 

Mate,  36  November,  1863.     Resigned  37  January,  1865. 
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KiiS!«oII,  Stephen  G. 

Acting  Maslt-r,  19  July,  1801.     Hesigiieil  2  July,  18G2. 
Riis!«ell«  TIioiiiH!!). 

JlidsbipuKin,  1  April,  1833.     Died  2S  August,  1830. 
Kussell,  Thomas  (^. 

Mute,  13  January,  18C3.     Acting  Ensign. -29  Februaiv,  1804.     Uesigned  17  Janu- 
ary, 18G5. 
Riis»4eII,  William. 

Midshipman,  1  November,  1826.     Resigned  13  Deceniher,  1832. 
Russell,  William  A. 

Second  Assistant  Engineer,  5  March,  1872.     Died  17  February.  1873. 
Russell,  William  A. 

Acting  Third  Assistant  Engineer,  6  January,  18G4.     Honorably  discharged  8  May, 
18G9. 
Rust,  James  F.  P. 

Acting  First  Assistant  Engineer,  29  June,  180-1.     Honorably  discharged  10  Janu 
ary,  1SG8. 
Rusfie,  John  T. 

Carpenter,  8  December,  1849.     Dropped  20  April,  18G1. 
Ruth,  Dudley  L.. 

Acting  Assistant  Paymaster,  11  August,  1862.     Alustered  out  20  October,  1865. 
Ruth,  Martin  L,. 

Acting  Third  Assistant  Engineer,  29  July,  1864.     Resigned  20  June,  1865. 
Ruth,  9Ielanotlion  li. 

Assistant  Surgeon,  21  April,  1868.     Passed  Assistant  Surgeon,  10  Octol)er,  1871. 
Surgeon,  2  April,  1879. 
Rutherford,  Jacoh. 

Mate,  1  Decemljer,  1862.     Acting  Ensign,  29  June,  18G3.     Honorably  discharged 
28  October,  180.5. 
Rutherford,  Jesse  M. 

Mate,  1  October,  18G2.     Resigned  13  February,  18G3. 
Rutherford,  Jesse  S. 

Appointed   Second   Assistant  Engineer,  17  January,  1842.      Warranted  Second 
Assistant   Engineer,   28   July,    1845.     First   Assistant   Engineer,  20    February, 
1851.     Died  3  January,  1862. 
Rutherford,  William  H. 

Third   Assistant    Engineer,   23    September,    1849.      Second   Assistant   Engineer. 
16  February,  1852.     First  Assistant  Engineer,  26  June,  1856.     Chief  Engineer, 
12  August,  18G1.     Retired  list,  26  October,  1874. 
Rutgers,  Herman. 

Midshipm.m,  31  November,  1S14.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1822.     Dead. 
Rutledge,  Edward  C 

Midshipman,  30  November,  1814.     Lieutenant,  13  January,  1825.     Commander, 
8  September,  1841.     Resigned  6  August,  1850. 
Rntledge,  John. 

Midshipman,  \'  April,  1833.    Passed  Midshipman,  23  June,  1S41.     Master,  23  March, 
1848.     Lieutenant,  7  January,  1849.     Resigned  23  February.  1801. 
Rutied(;e,  States. 

Midshipman,  1  October,  1798.     Resigned  7  January,  1802. 
Rutter,  Edward  J. 

Assistant  Surgeon,  6  September,  1837.     Surgeon,  20  September,  1850.     Drowned 
;!0  April,  1853. 
Rutter,  Oeorge  II. 

Acting  Third  Assistant  Engineer,  15  January,  1863.     Acting   Second  Assistant 
Engineer,  13  October,  1863.     Appointment  revoked  19  August,  1804. 


GENERAL   NAVY    REGISTER.  625 

Rntter,  Josia«. 

Master,  1  March,  1814,     Discharged  15  April,  1815. 
Rntter,  Thomas. 

Midshipman,  9  November,  181:1     Resigned  25  March,  1814. 
Rntter,  Solomon. 

Lieutenant,  (Flotilla  Service,)  25  April,  1814.     Last  appearance  on  Records  of 
Navy  Department,  6  February,  1813. 
Rntter,  8oionion. 

Midshipman,  36  February,  1814.     Resigned  1  February,  1822. 
Rntter,  Thomas. 

Master,  9  May,  1813.     Dropped  11  December,  1820. 
Ryan,  DaTid. 

Midshipman,  25  January,  1828.     Dropped  in  1840. 
Ryan,  Edward. 

Mate,  2  January,  1862.     Acting  Ensign,  20  October,  1863.     Resigned  24  February, 
1865. 
Ryan,  George  P. 

Acting  Midshipman,  30  September,  1857.     Midshipman,  1   June,  1861.     Lieuten- 
ant, 16  July,  1862.     Lieutenant-Commander,  16  July,  1866.     Commander,  3  Oc- 
tober, 1874.     Lost  in  the  "Huroji,"  24  November,  1877. 
Ryan,  Ja$;on. 

Mate,  5  March,  1862.    Acting  Ensign,  26  September,  1864.    Resigned  27  April,  1865. 
Ryan,  John  J. 

Third  Assistant  Engineer,  23  May,  1863.     Second  Assistant  Engineer,  25  January, 
1866.     Retired  list,  28  October,  1874. 
Ryan,  M.  Talmadge. 

Mate,  26  December,  1863.     Dismissed  9  May,  1863. 
Ryan,  Robert  H. 

Acting   Third  Assistant  Engineer,  33   December,   1863.      Honorably  discharged 
11  November,  1865. 
liyan.  Thomas  £. 

Acting  Assistant  Paymaster,  7  October,  1863.     Mustered  out  31  March,  1866. 
Ryan,  Thomas  W. 

Cadet  Midshipman,  13  June,  1873.     Graduated  4  June,  1880. 
Ryan,  Timothy. 

Mate,  9  October,  1862.     Deserted  5  July,  1864, 
Ryan.  William. 

Sailmaker,  18  September,  1827,     Retired  list,  23  February,  1863,     Died   13  No- 
vember, 1872. 
Ryckman,  Edward. 

Mate,  26  January,  1867.     Resigned  16  May,  1867. 
Ryckman,  George  C. 

Acting  Ensign,  29   October,  1863.     Honorably  discharged   9   May,  1866.     Acting 
Master,  17  July,  1867.     Mustered  out  8  October,  1868. 
Ryder,  Edward  A. 

Acting  Ensign,  26  November,  1862.     Honorably  discharged  31  August,  1865. 
Ryder,  George  N. 

Mate,  16  October,  1862.     Resigned  26  March,  1863. 
Ryder,  John  H. 

Gunner,  36  September,  1837.     Appointment  revoked  7  July,  1840. 
Ryder,  Joshna  H. 

Mate,  38  March,  1864.     Honorably  discharged  35  July,  1865. 
Ryder,  9Iartin  H. 

Acting  Third  Assistant  Engineer,  7  March,  1865.     Honorably  discharged  36  Sep- 
tember, 1865. 

40 
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Ryder,  Proserved  M. 

Mate,  28  November,  1861.     Resisnod  Id  May,  ISGo. 
Ryder,  Reuben  T. 

Mate,  U  April,  18G4.     Resigned  :!  May,  ISOo. 
Ryder,  Royal  vS. 

Acting  Ensign,  12  January,  18015.     .Vppointment  revoked  14  April,  18G3. 
Ryder,  Stepheu  A. 

Actinw   Jtaster,  31   October,   1801.     Resigned    12  March,  18<i2.     Acting  Ensign. 
22  December,  1802.     Honorably  discharged  30  September,  ISC'). 
Ryfeiibnrgh,  I^ewis  91. 

Acting   Second   Assistant  Engineer,   3   October,   1864.      Honorably   discharged 
2'J  Jmie,  1805. 
ICylaiid.  Milliani. 

Cliapluin,  23  May,  1829.     Died  19  January,  1846. 
ICyley.  Thomas  W.. 

Gunner,  29  .January,  1827.     Died  14  March,  1845. 

Ryl^y^  George. 

JIate,  24  October,  ISGl.     Dismissed  5  January,  18G3. 
Rynies.  George  W. 

Acting  Third  Assistant  Engineer,  6  April,  1864.  Honorably  discharged  29  July, 
18G5. 

(^ackett,  Angiistine. 

Third  Assistant  Engineer.  3  October,  1861.     Second  Assistant  Engineer,  3  August. 

1863.  Resigned  24  August,  18G5. 
Satford,  John  R. 

Acting  Third  Assistant  Engineer,  21  May.  1862.     Acting  Second  Assistant  En<;i- 
neer,  12  November,  1863.     Honorably  discharged  23  August,  1869. 
Safibrd,  fieri  T. 

Third  Assistant  Engineer,  8  December,  1862.     Second  Assistant  Engineer,  8  April. 

1864.  First  Assistant  Engineer,  0  June,  1868. 
Kafibrd,  N.  J. 

Assistant  Surgeon,  24  July,  1813.     Resigned  1  September.  1814. 
Sagee,  Francis. 

Carpenter,  13  April,  1831.     Died  23  May,  1853. 
Salade,  I.iewis  A. 

Acting  Third  Assistant  Engineer,  21  July,  1864.     Honorably  discharged  19  August. 
1865. 
Salisbury,  Charles  H. 

Acting  Master,  Recruiting  Service,  10  June,  18G4.     Appointment  revoked   16  No- 
vember, 1864. 
l^alisbnry,  George  R. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  10  June,  1879. 
Saltar,  Francis. 

Gunner,  27  September,  1798.     Resigned  10  December,  1799. 
Salter,  Thomas  R. 

Surgeon's  Mate,  24  July,  1813.     Surgeon,  22  May,  1815.     Died    6  November,  1850. 
Salter,  Thomas  G. 

Chaplain,  20  March,  1861.     Died  25  February,  1872. 
Salter,  Timothy  G.  C. 

Midshipman,  20  September,   1860.     Graduated   7  June,   1870.     Ensign,  13  July, 
1871.     Master,  9  November,  1874. 
Salter,  William  D. 

Midshipman,  15  November,  l.*09.  Lieutenant,  9  December,  1814.  Commander, 
3  March,  1831.  Captain,  3  March,  1839.  Reserved  list,  4  January,  1856.  Com- 
modore on  Reserved  list,  4  April,  1807.     Died  1869. 
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Salstonstall,  William  G. 

Acting  Master,  without  pay,  8  June,  18G1.     Acting  Volunteer  Lieutenant,  5  May, 
1863.     Acting  Volunteer  Lieutenant-Commander,  20  May,  1865.     Honorably 
discharged  5  October,  1865. 
Sample,  Winfleld  Seott. 

Cadet  Engineer,   Naval   Academy,    14   September,    1876.      Graduated    10   .lune, 
1880. 
Sampson,  Albert  P. 

Mate,  31  July,  1862.     Acting  Ensign,  24  October,   1863.     Honorably  disili;ir-cil 
7  September,  1865. 
Sampson,  Charles  A. 

Mate,  18  August,  1862.     Appointment  revoked   21   May,  1863.     Acting  Gunner, 
21  May,  1863.     Honorably  discharged  8  July,  1865. 
Sampson,  Daniel  W. 

Mate,  4  March,  1870.     Resigned  21  April,  1873. 
Sampson,  Frederick  A. 

Acting  Master,  13  May,  1861.     Resigned  17  May,  1862. 
Sampson,  Frederick  G. 

Acting  Ensign,  1  October,  1862.     Acting  Master,  18  July,  1864.     Honorably  dis- 
charged 20  November,  1805. 
Sampson,  Isaac  P. 

Mate,  5  September,  1863.     Acting  Ensign,  9  July,  1864.     Resigned  26  May,  1865. 
Sampson,  Jj.  Granville. 

Acting  Ensign,  17  January,  1865.     Honorably  discharged  15  February,  1866. 
Sampson,  William  T. 

Acting  Midshipman,  24  September,  1857.     Midshipman,  1  June,  1861.    Lieutenant, 
16  July,  1863.    Lieutenant-Commander,  25  July,  1866.     Commander,  9  August, 
1874. 
Samson,  Guy. 

Third  Assistant  Engineer,  24  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     Resigned  2  April,  1869. 
Sanborn,  Albion  J. 

Acting  Third  Assistant  Engineer,   9    February,   1864.      Honorably   discharged 
23  August,  1865. 
Sanborn,  Benjamin  F. 

Acting  Third  Assistant  Engineer,  19  January,  1864.     Discharged  19  May,  1865. 
Sanborn,  Frank. 

Mate,  39  July,    861.     Acting  Ensign,  10  September,  1863.     Honorably  discharged 
27  December,  1865. 
Sanborn,  George  C. 

Mate,  16  November,  1861.     Honorably  discharged  10  June,  1865.      Mate,  11  July, 
1865.    Resigned  8  September,  1871. 
Sanborn,  Thomas  F. 

Acting  Third  Assistant  Engineer,  19  December,  1863.      Honorably  discharged 
11  October,  1865. 
Sander,  James. 

Midshipman,  27  August,  1800.     Discharged  12  August,  1801,  under  Peace  Estab- 
lishment Act. 
Sanders,  Camillns. 

Midshipman,  8  January,  1836.     Resigned  25  February,  1839. 
Sanders,  Cary  IV. 

Assistant  Paymaster,  37  October,  1869.     Passed  Assistant  Paymaster,  1  July,  1875. 
Lost  on  board  the  "  Hvron"  24  November,  187" 
Sanders,  James. 

Midshipman,  1  January,  1808.     Lieutenant,  34  July,  1813.      Died  7  December, 
1816. 
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SaiKlei's,  .Tos. 

Lieuteuuat,  10  June,  179i).     Discharged,  at  liis  own  request,  6  July,  1801. 
Sanders,  9Iorton  "W. 

Actiug  Jlidsliipiiian,  20  September,  18.59.     Ensign,  25  November,  1802.     Lieu- 
tenant, 22  February,  1864.     Lieutenant-Ooniniander,  25  July,  ISRO.     Commander 
11  April,  1S77.     Died  11  July,  1878. 
Sanderson,  Francis. 

Midshipman,  ;5  February,  1815.     Lieutenant,  i:!  January,  182-j.     Died  23  August, 
1831. 
Sanderson,  George  A. 

Midshipman,  26  September,  1866.     Graduated  6  June,  1871.     Resigned  31  Decem- 
ber, 1872. 
Sanderson,  Jobn  IV. 

Mate,   13   May,   1863.     Acting  Ensign.  20   April,  18G5.     Honorably  discharged 
21  November,  1868. 
Sanderson,  Jos. 

Boatswain,  21  March,  1837.     Died  24  November,  1837. 
Sandl'ord,  John  ^V. 

Assistant  Surgeon,  28  May,  1857.     Dismissed  29  May,  1861. 
Sands,  Benjamin  F. 

Midshipman,  1  April,   1828.     Passed  Jlidshipman,  14  June,  1834.     Lieutenant, 
16  March,  1840.     Commander,  14  September,  1855.     Captain,  16  July,  1862. 
Commodore,   25   July,    1866.      Rear-Admiral,   27   April,    1871.      Retired   list, 
11  February,  1874. 
Sands,  Francis. 

Master's  Mate,  28  February,  1807.     Last  appearance  on  Records  of  Navy  Depart- 
ment till  2  August,  1809" 
Sands,  Francis  P.  B. 

Acting  Ensign,  9  December,  18G2.     Acting  Master,  31  January,  1865.     Honorably 
discharged  18  February,  1867. 
Sands,  George. 

Mate,  17  May,  1870.     Died  10  July,  1873. 
Sands,  George  li. 

Mate,  20  August,  1863.     Acting  Ensign,  17  January,  1865.     Honorably  discharged 
10  August";  1865. 
Sands,  James  H. 

Acting  Midshipman,  26  November,  1859.     Ensign,  28  May,  1863.     Master,  10  No- 
vember,  18G5.     Lieutenant,   10   November,   1866.     Lieutenant-Commander,  12 
March,  1868. 
Sands,  J.  H.  H. 

Midshipman,  19  April,  1834.     Resigned  4  November,  1837. 
Sands,  Josiina  R. 

Midshipman,  18  June,  1 81 2.    Lieutenant,  1  April,  1818.     Commander,  23  February, 
1840.      Captain,  25   February,  1854.     Retired  list,  21   December,  1861.     Com- 
modore on  Retired  list,  16  July,  1862.     Rear-Admiral,  Retii-ed  list,  35  July, 
1866. 
Sands,  J.  Woodrille. 

Acting  Assistant  Paymaster,  4  November,  1863.     Honorably  discharged  5  October, 
1805. 
Sands,  Lionis. 

Acting  Assistant  Paymaster,  10  July,  1861.     Mustered  out  25  February,  1806 
San«ls,  Thomas. 

Midshipman,  10  May,  1^20.     Resigned  17  June,  1830. 
Sands,  ^Villiani  M. 

Purser,  20  May,  1815.     Resigned  24  March,  1832. 
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Sanford,  Hiram. 

Second  Assistant  Engineer,  31  November,  1837.     First  Assistant  Engineer,  6  1  eb- 
ruary,  1840.     Resigned  5  November,  1849.     Acting  Second  Assistant  Engineer, 
16  October,  1861.    Appointment  revoked  28  August,  1SU2. 
Nanford,  Jos. 

Master,  25  June,  1813.     Resigned  20  .July,  1812. 

Eiianford,  Joseph  P. 

Midshipman,  11  February,  1832.     Passed  Midshipman,  33  June,  1838.     Lieuten- 
ant, 3  November,  1842.    Resigned  8  October,  1853.    Acting  Lieutenant,  13  May, 
1861.     Commander,  6   June,  1861.      Captain,  27   September,   18GG.     Resigned 
1  March,  1869. 
Sanford,  William. 

Sailmaicer,  3  August,  1809.     Last  appearance  on  Records  of  Navy  Department, 
10  August,  1812. 
Sanford,  William. 

Sailmaker,  15  October,  1805.     Last  appearance  on  Records  of  Navy  Department, 
18  October,  1805. 
ISanford,  William  C. 

Acting  First  Assistant  Engineer,  28  May,  1803.     Honorably  discharged  20  Novem- 
ber, 1865. 
Sanford,  William  C.  IV. 

Mate,  30  July,  1864.     Resigned  30  June,  1865. 
Sanger,  W.  P.  S. 

Civil  Engineer,  8  July,  1836.     Ordered  to  Bureau  Yards  and  Docks.  7  September, 
1843. 
San  key,  John  O. 

Mate,  6  June,  1863.     Appointment  revoked  14  June,  1803.     Acting  Assistant  Pay- 
master, 34  September,  1863.     Honorably  discharged  11  November,  1865. 
Sapham,  Asa. 

Lieutenant,  4  October,  1799.     Resigned  13  December,  1799. 
Sard,  William  F. 

Mate,  33  December,  1863.     Honorably  discharged  35  October,  1866. 
Sargent,  Asa. 

Surgeon,  9  May,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Sargent,  Eli  I>. 

Acting  Assistant  Surgeon,  3  June,  1865.     Honorably  discharged  11  May,  1866. 
Sargent,  Fernando  C. 

Acting  Assistant  Sui-geon,  8  September,  1863.     Honorably  discharged  24  August, 
1865. 
Sargent,  Howard. 

Mate,  33  December,  1863.     Honorably  discharged  15  May,  1805. 
Sargent,  Nathan. 

Midshipman,  23  July,  1866.     Graduated   7  June,  1870.     Ensign,  13  July,  1871. 
Master,  10  July,  1874. 
Sargent,  Walter. 

Mate,  21  March,  1862.     Acting  Ensign,  28  January,  18G3.     Acting  Master,  25  May, 
1865.    Honorably  discharged  38  October,  1865.    Acting  Master,  15  August,  1866. 
Ensign,  13  March,  1868.     Master,  18  December,  1868.     Lost  on  the  "OnetA?-." 
24  January,  1870. 
Sartori,  Charles  W. 

Acting  Assistant  Surgeon,  18  May,  1861.     Resigned  19  July,  1864. 
Sartori,  liOnis  C. 

Midshipman,  2  February,  1869.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8  September,  1841.  Reserved  list,  28  September,  1855.  Lieutenant  on  Active 
list,  8  September,  1841.  Commander,  27  April,  1861.  Captain,  26  September, 
1861.    Commodore,  13  December,  1873.     Retired  list,  3  June,  1874. 
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Kassc,  Peter  A- 

Third  Assistant  Engineer,  IG  November,  ISlil.     Died  2:1  July,  1802. 
Satterlee,  Cliarlcs  A. 

Acting  Third  Assistant  Engineer,   14  September,  1804.     IIon<)rabl3-  dischar-'ed 
13  May,  1805. 
\Satterwliite,  E.  F. 

Midshipman,  16  January,  1809.     Purser,  35  April,  1813.     Last  appearance   on 
Records  of  Navy  Department,  1815. 
Sattertvliite,  W.  F. 

Midshipman,  9  November,  1810.     Dismissed  24  November,  1813. 
Saner,  Nicholas. 

Acting  Third  Assistant  Engineer,  1  June,  180;j.     Honorably  discharged  9  Novem- 
ber, 1865. 
>Saiil,  Tlioiiias  H. 

Midshipman,  33  October,  1820.     Resigned  3  November,  1821. 
Sanndors,  B.  R. 

Midshipman,  2  April,  1804.     Resigned  37  May,  1800. 
^iaiinders,  Cliarle.s  II.  X. 

Acting  Third  Assistant  Engineer,  6  March,  1805.     Dismissed  23  April,  1865. 
Saunders,  John  Li. 

Midshipman,   15  November,   1809.     Lieutenant,  13  January,  1835.     Commander, 
8  September,  1841.     Reserved  list,  13  September,  1855.     Died  2C  October,  1860. 
Saunders,  J.  W. 

Acting  Master,  28  February,  1863.     Honorably  discharged  39  October,  1865. 
Savage,  Augustus  C 

Acting  Ensign,  11  January,  1864.     Honorably  discharged  3  August,  1865. 
Savage,  Ilibijab. 

Midshipman,  13  January,  1799.     Resigned  13  August,  1801. 
Savage,  Hibijah. 

Master,  31  July,  1801.     Resigned  11  August,  1801. 
Savage,  Hngb  H. 

Acting  Master,  16  December,  1861.     Honorably  discharged  27  September,  1865. 
Savage,  li.  W. 

Acting  Ensign,  31  January,  1865.     Honorably  discharged  14  September,  1865. 
Savage,  Robert. 

Midshipman,  37  March,  1840.     Passed  Midshipman,  11  July,  1846.     Died  8  Feb- 
ruary, 1848. 
Savage,  Samuel  F. 

Third  Assistant  Engineer,  21  May,  1857.     Second  Assistant  Engineer,  3  August, 
1859.     First  Assistant  Engineer,  8  October,  1861.     Resigned  13  January,  1865. 
Savage,  Silas  T. 

Acting  Assistant  Paymaster,  6  November,  1862.     Appointment  revoked   (Sick,) 
21  November,  1863.    Acting  Assistant  Paymaster,  36  August,  1804.     Resigned 
13  January,  1865. 
Savage,  TEionias. 

Mate,  20  April,  1865.     Mustered  out  13  March,  1808.     Mate,  10  December,  1809. 
Boatswain,  13  October,  1871. 
Savillc,  Jobn  W.,  Jr. 

Third  Assistant  Engine  or,  38  October,  1863.     Second  Assistant  Engineer,  15  March, 
1864.     Retired  list,  1  February,  1871. 
Saville,  William  O. 

Acting  Third  Assistant  Engineer,    19    August,    1863.      Honorably    discharged 
10  July,  180.5. 
Savory,  George  E. 

Acting   Third   Assistant  Engineer,  13  November,   1803.     Honorably  discharged 
8  July,  1809. 
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Sawtell,  Isaiah  li. 

Acting  Third  Assistant  Engineer,  3  September,  lS(i;!.     Died  6  May,  1864. 
Sawtelle.  Arthur  91. 

Actintj  Second  Assistant  Engineer,  3    February,    1804.     Honorably   discharged 
11  October,  1865. 
Sawyer,  A.  B.  V. 

Acting   Assistant   Surgeon,  21    May,   1862.     Acting   Passed    Assistant   Surgeon, 
27  April,  1865.     Honorably  discharged  28  October,  186,5. 
Sawyer,  Benjamin  A. 

Acting  Assistant  Surgeon,  il  February,  186.'5.     Houoraljlv  discharged   10  Octoljcr, 
186.5. 
Sawyer,  Charles. 

Acting  Ensign,  29  August,  1864.     Honorably  discharged  2.5  December,  1865. 
Sawyer,  Charles  H. 

Acting  Ensign,  37  February,  186:!.     Honorably  dischargerl  1.5  .Vugust,  1S6.5. 
Sawyer,  Charles  H. 

Mate,  9  October,  1863.     Acting  Ensign,  ,5  November,  ISiil.     lloiiorubly  discharged 
17  September,  1867. 
Sawyer,  Daniel  A. 

Third  Assistant  Engineer,  6  October.  1862.     Seconil  Assistant  Engineer,  15  March, 
1864.     Retired  list  33  January,  1866. 
Sawyer,  E.  A. 

Acting  Ensign,  38  July,  1863.     Honorably  disch.argcd  1  April,  1866. 
Sawyer,  Frank  E. 

Midshipman,  25   September,  1868.     Graduated    1    June,  1872.     Ensign,   15  July, 
1873.     Master,  33  July,  1878. 
Sawyer,  George  A. 

Assistant  Paymaster,  34  August,  1861.     Paymaster,  17  September,  1863.     Retired 
list,  29  June,  1869. 
Sawyer.  George  F. 

Purser,  30  March,  1838.     Died  24  June,  1852. 
Sawyer,  George  F. 

Third  Assistant  Engineer,  8  September,  1863.     Second  x\.ssistant  Engineer,  15  Oc- 
tober, 1865.     Resigned  12  October,  1868. 
Sawyer,  Horace  B. 

Midshipman,  4  June,  1812.     Lieutenant,  1  April,  1818.     Commander,  9  December, 
1839.     Captain,  13  April,  1S53.      Reserved   list,   13   September,  1855.     Died 
14  February,  1860. 
Sawyer,  Isaac. 

Mate,  33  August,  1863.     Appointment  revoked  (Sick,)  19  May,  1864. 
Sawyer,  James. 

Acting  Ensign,  13  December,  1863.     Acting  Master,  31   July,  1865.     Honorably 
discharged  23  November,  1865. 
Sawyer,  John  C. 

Acting  Assistant  Paymaster,  8  February,  1864.     Honorably  discharged  9  Novem- 
ber, 1865. 
Sawyer,  Joseph. 

Acting  Ensign,  7  December,  1863.     Honorably  discharged  23  November,  1865. 
Sawyer    Jos.  P. 

Master,  18  July,  1812.     Discharged  7  May,  1813. 
Sawyer,  Iicwis  C. 

Midshipman,  14  August,  1846.     Resigned  16  December,  1847. 
Sawyer,  Moses  H. 

Acting  Master,  16  May,  1861.     Resigned  2  May,  1862. 
Sawyer,  K.  P. 

Acting  Assistant  Surgeon,  29  December,  1863.     Resigned  IS  May,  1865. 
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Sawyers,  James  H. 

Acting   Midshipman,  24    September,   1866.     Graduated  June,   1870.         Died  2-! 
October,  1870. 
Sayer,  Iteujamin. 

Master,  14  August,  1799.     Discharged  8  July,  1801,  under  Peace  Establishment 
Act. 
Sayers,  John. 

Acting  Master  and  Pilot,  1  October,  180-1.     Appointment  revoked   9  March,  186.5. 
Scallon,  M'illiain. 

Midshipman,  2  December,  1799.     Resigned  27  March,  1805. 
Scanlaii,  Charles  S. 

Mate,  23  October,  1803.     Honorably  discharged  9  February,  1866. 
Scanlan,  Patrick. 

Acting  Third   Assistant   Engineer,  1    October,  1862.     Acting  Second  Assistant 
Engineer,  0  July,  1804.     Honorably  discharged  27  November,  1865. 
Scanuell,  James. 

Acting  Master.  12  April,  1862.     Dismissed  10  September,  1862.     Acting  Ensign, 
9  December,  18C2.     Resigned  24  July,  1863. 
Scantland,  Robert  A. 

Acting  Midshijjman,  30  December,  1848.     Dropped  12  July,  1849. 
Scarlett  Joseph  II. 

Acting  Ensign,  6  September,  1864.     Honorably  discharged  13  December,  1865. 
Scattergoo<l,  Edward. 

Third  Assistant  Engineer,  26  August,  1859.    Second  Assistant  Engineer,  1  Marcli, 

1862.  First  Assistant  Engineer,  1  October,  1863.     Died  20  September,  1804. 
Schael'er,  Henry  W. 

Midshipman,  21  July,  1866.     Graduated  7  June,  1870.     Ensign,  13  July,  1871. 
Master,  9  October,  1873.     Lieutenant,  27  October,  1879. 
Sehamback,  Herman  O. 

Mate,  21  July,  1804.     Resigned  26  October,  1864. 
Schander,  Adolph. 

Mate.     Appointment  revoked  9  November,  1866. 
Schell,  Franklin  J. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  20  June,  1878. 
Schellenbcrger,  George  W. 

Acting  Third  Assistant  Engineer,   1  October,   1862.      Acting  Second  Assistant 
Engineer,  5  December,  1863.     Honorably  discharged  27  November,  1865. 
Schenck,  Caspar. 

Acting  Assistant  Paymaster,  6  July,  1861.     Assistant  Paymaster,  14  SeptemliiT. 
1861.     Paymaster,  5  February,  1862.     Pay  Inspector,  3  March,  1871. 
Scbenck,  George  U. 

Acting  Master,  30  October,  1861.     Resigned  8  May,  1862. 
Schenck,  James  F. 

Midshipman,   1   July,    1825.      Passed   Midshipman,  4   June,   1831.     Lieutenant. 
32  December,  1835.     Commander,  14  September,  1855.     Commodore,  2  Janii:ir\ . 

1863.  Rear-Admiral,  21  September,  1868.     Retired  list,  11  June,  1869. 
Schenck,  John  N. 

Acting  Third  Assistant  Engineer,  14  September,   1864.     Honorably  discharged 
27  October,  1865. 
Schenok,  John  P. 

Acting  Assistant  Surgeon,  7  May,  1864.     Resigned  19  May,  1864. 
Schenck,  Woodhnll  S. 

Midshipman,  30  December,  1831.     Passed  Midshipman,  15  June,  1837.     Lieutcnunl 
8  September,  1841.     Died  9  May,  1849. 
Sehepel,  J.  Augustus. 

Mate,  6  December,  1861.     Appointment  revoked  11  August,  1862. 
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Schermerborn,  Edward. 

Midshipmau,   1   May,   1823.     Passed  Midshijiman,   24  May,  1828.     Lost  in  the 
"Uvniet,"  10  September,  1839. 
Sctaetky,  Charles  A. 

Acting  Ensign,  27  June,  18G3.     Honorably  discharged  22  February,  186G.     Master, 

13  March,   1868.     Lieutenant,   18    December,    1868.     Lieutenant-Commander, 
1  Decem))er,  1877. 

Sctaentze,  William  H. 

Midshipman,  23  June,  1869.     Graduated  31  May,   1873.     Ensign,  16  July,  1874. 
Master,  30  November,  1878. 
Schley,  Arthur. 

Mate,  28  October,  1869.     Resigned  5  April,  1871. 
Schley,  William  R. 

Third  Assistant  Engineer,  3  May,  1857.     Died  35  February,  1858. 
Schley,  Winfleld  S. 

Acting  Midshijjman,  20  September,  1856.     Midshipman,  15  June,  1860.     Master, 
19    September,    1861.      Lieutenant,   16    July,   1863.      Lieutenant-Commander, 
35  July,  1866.     Commander,  10  June,  1874. 
Schmidt,  Edward  H. 

Mate,  34  January,  18C3.     Appointment  revoked  (Sick,)  20  October,  1864. 
Schmitz,  Charles  F. 

Midshipman,  19  October,  1861.     Graduated  November,  1864.     Ensign,  1  Novem- 
ber, 1806.     Master,  1  December,  1866.     Lieutenant,  13  March,  1868.     Lieuten- 
ant-Commander, 26  March,  1869. 
Schneider,  William  T. 

Acting  Third  Assistant  Engineer,  3  September,   1863.     Acting  Second  Assistant 
Engineer,  6  March,  1865.     Honorably  discharged  15  August,  1865. 
Schober,  Frederick. 

Third  Assistant  Engineer,  33  June,  1863.     Second  Assistant  Engineer,  25  July, 
1866.     Resigned  9  June,  1873. 
Schofleld,  Charles  E. 

Mate,  19  September,  1864.     Honorably  discharged  23  June,  1866. 
Scholes,  Thomas. 

xVcting  Second  Assistant  Engineer,  1  October,  1863.    Resigned  11  December,  1863. 
Schooley,  Frank  ]%'. 

Mate,  10  September,  1864.     Appointment  revoked  (Sick,)  30  January,  1865. 
Schoolfleld,  J.  J. 

Assistant  Surgeon,  13  March,  1805.     Surgeon,  38  June,  1809.     Resigned  27  Octo- 
ber, 1817. 
Schoonmaker,  C.  91. 

Acting  Midshipman,  28  September,  1854.  Midshipman,  9  June,  1859.  Lieutenant, 
31   August,  1861.     Lieutenant-Commander,  24  December,   1865.     Commander, 

14  February,  1873. 
Schonler,  John. 

Midshipman,  25  September,  1861.     Graduated  November,  1864.     Ensign,  1   No- 
vember, 1866.     Master,  1  December,  1866.     Lieutenant,  13  March,  1868.     Lieu- 
tenant-Commander, 8  June,  1869. 
Schow,  Magnus. 

Acting  Master,  13  May,  1863.     Dismissed  13  October,  1863. 
Schrader,  Cornelins. 

Acting  Third  Assistant    Engineer,   23   Januarv,   1865.      Honorably   dischargt.-cl 
17  June,  1866. 
Schroeder,  Charles. 

Third  Assistant  Engineer,  34  December,  1853.  Second  Assistant  Engineer,  9  May, 
1857.  First  Assistant  Engineer,  3  August,  1859.  Name  stricken  from  the 
Rolls,  18  May,  1861. 
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Schrocder,  Seaton. 

Acting   Midshipman,   37    September,    1804.      Graduated    June,     1S6S.      Master, 
13  July,  1870.     Lieutenant,  39  October,  1873. 
Schryver,  David  M. 

Acting  Third  Assistant  Engineer,  S(i  May,  1863.     Honorably  discharged  15  May, 
.   1805. 
Sctanltice,  Simon. 

Acting    First    Assistant    Engineer,    1   October,  1863.     Acting    Chief  Engineer, 
15  April,  1864.     Honorably'discharged  39  September,  I860. 
Schnltz,  IVilliani. 

Actiii^  Ensign,  15  October,  1863.     Resigned  18  April,  1865. 
Schnize,  Gerhard  C. 

Acting  Master,  35  September.  1861.     Master,  12  March,  1868.     Lieutenant,  18  De- 
cember, 1868.      Lieutenant-Commander,  10  June,  1870.     Died  38  September 
1870. 
Schnyler,  P.  P. 

Midshipman,  30  June,  1806.     Dismissed  36  June,  1809. 
Schwartz,  Edward  G. 

Acting  Third  Assistant  Engineer,  33  November,  1864.     Honorably   discharged 
18  June,  1868. 
Schwenk,  Milton  K. 

Midshipman,  S3  September,  1866.     Graduated  1   June,  1873.     Ensign.   15  July, 
1874.     Master,  33  October,  1878. 
Scobey,  Gilbert  W. 

Acting  Third  Assistant  Engineer,  30  May,  1804.      Honorably  discharged  24  June, 
1800. 
Scoffln,  Charles  R. 

Mate,  4  April,  1803.     Acting  Ensign,  3  May,  1804.     Honorably  discharged  14  De- 
cember, 1805. 
Scofleld,  Walter  K. 

Assistant  Surgeon,  13  July,  1801.     Surgeon,  19  June,  187G. 
Scott,  Bernard  O. 

Midshipman,  30  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1875. 
Scott,  Beverly  B. 

Midshipman,  18  June,  1813.     Resigned  11  December,  1815. 
Scott,  Charles  P. 

Third  Assistant  Engineer,  18  November,  1803.     Died  20  June,  1804. 
Scott,  Frederick. 

Acting  Third  Assistant  Engineer,  33  July,  1863.     Honorably  discharged  23  De- 
cember, 1805. 
Scott,  Gnstavns  H. 

Midshipman,  1  August,  183S.     Passed  Midshipman,   14  June,  1834.     Lieutenant, 
35   February,  1841.     Commander,  37  December,  1850.     Captain,  4  November, 
1803.      Commodore,    10   February,    1809.      Rear-Admiral,    14   February,   1873. 
Retired  list,  13  June,  1874. 
Scott,  Henry  B. 

Mate,  30  February,  1865.     Honorably  discharged  3  December,  1867. 

Scott,  H.  D. 

Midshipman,   30  May,   1816.     Lieutenant,  38   April,   1826.     Died   10  February, 
1830. 
Scott,  Henry  M. 

Mate,  23  April,  1863.     Dismissed  19  March,  1864. 
Scott^  Henry  W. 

Third  Assistant  Engineer,  1  July,  1831.     Second  Assistant  Engineer,  39  April, 
1863.     First  Assistant  Engineer,  30  January,  1805.     Died  10  May,  1869. 
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Scott,  James  91. 

Assistant  Surgeon,  6  June,  1868.     Resigned  14  August,  1874. 
Scott,  John. 

Acting  Volunteer  Lieutenant,  1  October,  1863.     Resigmil  5  October,  1864. 
Scott    John. 

Mate,  7  May,  1863.  Honorably  discharged  30  June,  1860. 
Scott,  John  A. 

Third  Assistant  Engineer,  3  October,  1861.     Second  Assistant  Engineer,  3  August, 

1863.  First  Assistant  Engineer,  11  October,  1866. 
Scott,  John   G. 

Acting  First  Assistant  Engineer,  1  October,  1802.    Acting  Cliief  Engineer,  19  May, 

1864.  Honorably  discharged  14  October,  1865. 
Scott    John  H. 

Mate,  3  April,  1865.  Honorably  discharged  10  July,  1865. 
Scott,  llerritt. 

Midshipman,  30  November,  1814.  Died  in  January,  1825. 
Scott,  Robert  W. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1852.     Died  5  January,  1866. 
Scott,  Saninel  P. 

Gunner,  26  November,  1841.     Appointment  revoked  15  January,  1843. 
Scott,  Warbnrton  S. 

Mate,  1  October,  1863.     Resigned  23  April,  1864. 
Scott,  William. 

First  Assistant  Engineer,  20  March,  1840.     Disrated  to  Second  Assistant  Engineer, 
23  January,  1846.     Dismissed  5  June,  1850. 
Scott,  William. 

Boatswain,  17  June.  1850.     Resigned  6  November,  1850. 
Scott,  William. 

Acting  Gunner,  8  August,  1863.     Honorably  discharged  24  July,  1865. 
Seovel;  Licwis  Li. 

Acting  Assistant  Paymaster,  3  August,  1861.     Mustered  out  9  February,  1866; 
Scotch,  Edward  H. 

Midshipman,  19  October,  1841.     Dismissed  21  January,  1850. 
Scranton,  Samuel  O. 

Acting  Master  and  Pilot,  1  December,  1804.     Honorably  discharged  8  June,  1865. 
Scribner,  Charles  H. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  10  June,  1879. 
Scribner,  James  E. 

Acting  Third  Assistant  Engineer,  18  June,  1864.     Honorably  discharged  8  Octo- 
ber, 1865. 
Scrisgins,  John. 

Carpenter,  11  June,  1799.     Resigned  5  February,  1800. 
Scudder,  Alexander. 

Acting  Master,  4  November,  1861.     Appointment  revoked  (Sick,)  27  December 
1861. 
Scudder,  Theodore. 

Acting  Third  Assistant  Engineer,  30  December,  1803.      Honorably  discharged 
13  July,  1865. 
Sculiey,  James. 

Mate,  4  February,  1865.     Appointment  revoked  5  February,  1866. 
Seabury,  John  A. 

Acting  Ensign,  13  May,  1863.     Resigned  23  March,  1865. 
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Koabiiry,  Samnel. 

Midshipman,  20  June,  1807.     Graduated   (i  June,  1871.     Ensign,  14  July    1872 
JIaster,  20  July,  1875. 
Monger,  Edward. 

Professor,  21  May,  1864.     Retired  list,  S  April,  1871. 
SeaRrove,  Janic»^. 

Gunner,  7  May,  1804.     Last  appearance  on  Records  of  Navy  Department. 
Seagrave,  O.  B. 

Acting  Assistant  Paymaster,  19  October,  1863.     Honorably  discharged  21  October, 
186.5. 
Seal,  William. 

Assistant  Surgeon,  24  June,  1826.     Died  18  December,  1829. 
Seaman,  Henry  O. 

Mate,  24  October,  1862.     Acting  Ensign,   1  July,  1864.     Honorably  discharged 
12  August,  1865. 
Seaman,  John. 

Acting  Second  Assistant  Engineer,  12   January,  1863.     Acting   First  Assistant 
Engineer,  9  June,  1864.     Honorably  discharged  26  October,  1865. 
Seaman,  Jolin. 

Acting    Third    Assistant    Engineer,   24    January,  1862.      Honorably  discharged 
26  October,  1865. 
Seaman,  Stephen. 

Sailmaker,  22  April,  1846. 
Searcy,  Robert  E. 

Midshipman,  1  January,  1812.     Lieutenant,  5  March,  1817.     Died  2  November, 
1822. 
Searle,  Addison. 

Chaplain,  27  April,  1820.     Died  2  August,  1850. 
Sears,  Amasa  C 

Acting   Ensign,  5   January,  1863.     Acting  Master,  7  March,  1S64.     llunorably 
discharged  10  August,  1865. 
Sears,  Cyrns. 

.\cting   Ensign,   13   August,   1863.     Acting   Master,    16   August,    18C4.     Acting 
Volunteer  Lieutenant,  15  July,   1865.     Honorably   discharged   27   September, 
1865. 
Sears,  Edward  H. 

Acting  Assistant  Paymaster,  27  August,  1863.     Mustered  out  2  Jmir,  1SH8. 

Sears,  E.  T. 

Acting  Ensign,  28  August,  1863.     Honorably  discharged  1!)  August,  1865. 
Sears,  James  H. 

Midshipman,  20  September,  1871.     Graduated  20  June,  1876. 

Sears,  Jobn. 

Mate,  7  August,  1862.     Acting  Ensign,  9  April,  1863.     Honorably  discharged 
22  February,  1869. 

Sears,  John  D. 

Midshipman,  2  April,  1804.     Lost  overboard  29  June,  1 804. 
Sears,  Thomas  B. 

Acting  Master,  22  January,  1862.     Honorably  discharged  18  February,  1866. 

Seaver,  Eben  M. 

Mate,   13  June,  1863.     Acting  Ensign,  22  October,  1863.     Dismissed  27  April. 
1864. 
Seaver,  James  T. 

Acting  Master,  9  January,  1862.     Dishonorably  discharged  21  October,  1864. 

SeaTcy,  Edwin  A. 

Acting  Ensign,  13  May,  1864.     Died  25  September,  1864. 
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S»eaTey,  Fayette. 

Acting  Tliird  Assistant  Engineer,  4  September,  1863.     Acting   Second  Assistant 
i<-.iiginwr,  1  December,  lm:i.     Honorably  discharged  11  March,  1866 
Soavey,  Theodore  B. 

Mate,  24  March,  1864.     Tiesigued  29  Ajiril,  1865. 
Seawell,  Joseph  A. 

Midshipman,   3   July,    1842.      Passed    Midshipman,   5    August,    1848       Dronrjcd 
13  September,  1855.  "  ii     ' 

.Sebastian,  Benjamin. 

Acting   Ensign,   1    October,    1863.     Acting   Master,   7   March,    1863.      Resiened 
22  March ,  1865.  *' 

Sebelin,  An^tistns. 

Mate,  8  September,  1864.     Discharged  5  October,  1864.     Acting  Ensi<Tn,  8  Decem- 
ber, 1864.     Honorably  discharged  14  September,  1865.  ° 
Sebree,  Uriel. 

Midshipman,  25  July,  1863.     Graduated  June,  1867.     Ensign,  18  December  1868 
Master,  24  March,  1870.     Lieutenant,  21  March,  1871.  ' 

Sedam,  liewis  W. 

Mate,  24  November,  1863.     Honorably  discharged  11  October,  1865. 
$$edani.  Walker  Y. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Acting  First  Assistant  Ensi- 
neer,  10  June,  1863.     Resigned  10  May,  1864. 
Seegers,  lewis. 

Midshipman,  10  May,  1820.     Resigned  28  April,  1834. 
Seekins,  Charles  W. 

Acting  Ensign,  13  July,  1863.     Acting  Master,  9  June,  1865.     Honorably  dis- 
charged 8  January,  1866. 
Seeley,  Charles  W. 

Acting  Assistant  Paymaster,   15  November,  1864.     Mustered  out  16  November 
1865.  ' 

Seely,  Henry  B.- 

Acting    Midshipman,   26    May,    1853.      Midshipman,    10    June,    1857.      Passed 

Midshipman,  25  June,  1860.     Master,  24  October,  18G0.     Lieutenant,  17  April 

1861.     Lieutenant-Commander,  21  February,  1864.      Commander    24  August' 

1878.  ^      ' 

Seely,  Saninel  J. 

Carpenter,  24  March,  1842.     Resigned  3  April,  1848. 
Seganny,  J.  B. 

Midshipman,  16  January,  1809.     Killed  in  action  14  July,  1813. 
Segersteen,  B. 

Mate,  20  June,  1864.     Honorably  discharged  13  June,  1868. 
Selden,  Edward  A. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Dropped 

13  September,  1855.     Lieutenant,  24  March,  1861.     Dismissed  37  November 

Selden,  George  Li. 

Midshipman,  1  April,  1828.     Passed  Midshipman,   14  June,  1834.     Lieutenant, 
35  April,  1841.     Reserved  list,  13  September,  1855.     Commander,  Retired  list' 
19  July,  1861.     Died  14  February,  1864. 
Selden,  George  li. 

Midshipman,  27  July,  1866.     Graduated  6  June,  1871.     Resigned  34  July,  1872. 
Selden,  Robert. 

Jlidshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 

14  September,  1855.     Lieutenant,  15  September,  1855.     Resigned  27  December' 
1860. 
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Seidell,  W.  C. 

Midsliii)man,  16  November,  1824.     Passed  Midsliipman,  20  Fcijriiary,  1S:;0.     Ix>st 
in  "i)!/?/>A,"  August,  1831. 
Selden,  William  Carey. 

Third  Assistant  Engineer,  26  August,  18.^9.     Second  Assistant  Engineer,  3  Octo- 
l)er,  1801.     First  Assistant  Engineer,!   October,  18C3.     Resigned  19  October 
18U8. 
Selfridge,  €.  G. 

Naval  Constructor,  15  July,  18-17.     Died  30  May,  1848. 
Selfridge,  E.  A. 

:Mate.     Resigned  29  October,  1862. 
Selfridge,  James  R. 

Midsliipraan,  21  July,  1864.     Graduated  June,   1868.      Ensigu,  19  April,   1869 
Master,  12  July,  1870.     Lieutenant,  27  September,  1873. 
Selfridse,  Thomas  O. 

Midshipman,  1  January,  1818.    Lieutenant,  3  March,  1827.    Commander.  1 1  April, 
1844.     CaiJtain,  14  September,  IS.'SS.      Commodore,  16  July,  1862.      Retired 
10  October,  1866.     Rear-Admiral  on  Retired  list,  25  July,  1860. 
Selfridge,  Tiiomas  O.,  Jr. 

Acting  Midshipman,  3  October,  1851.     Midshipman,  10  June,  1854.     Passed  Mid- 
shipman, 23  November,  1856.     Master,  22  January,  1858.     Lieutenant,  15  Feb- 
ruary, 1860.     Lieutenant-Commander,  1 6  July,  1802.     Commander,  31  December, 
1869. 
Sellers,  James. 

Master,  27  January,  1814.     Discharged  15  April,  1815. 
Sellew,  £dgar  K. 

•Voting  Assistant  Paymaster,  22  September,  1864.     Honorably  discharged  3  Octo- 
ber, 1865. 
Sellew,  William. 

Acting  Assistant  Paymaster,  22  July,  1862.     Mustered  out  23  October,  1866. 
Sellman,  Henry  I>. 

Third  Assistant  Engineer,  19  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1863.     Retired  list,  7  November,  1871. 
Sellman,  J.  Henry. 

Acting  Assistant  Paymaster,  5  March,  1862.     Resigned  14  November,  1864. 
Sells,  Elijah. 

Acting  Master,  23  June,  1863.     Acting  Volunteer  Lieutenant,  14  May,  1864.     Re- 
signed 23  July,  1864. 
Sells,  William  H. 

Acting  Assistant  Paymaster,  9  December,  1861.     Assistant  Paymaster,  18  Septem- 
ber, 1862.     Resigned  16  November,  1864. 
Selmer,  John  A. 

Boatswain,  2  September,  1861.     Died  14  December,  1880. 
Semans,  William  R. 

Acting  Assistant  Surgeon,  23  March,  1864.     Honorably  discharged  3  November, 
1805. 
Semig,  R. 

Acting  Assistant  Surgeon,  11  April,  1865.     Resigned  9  June,  1800. 
Semmes,  Alexander  A. 

Midshipman,  27  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander. 
10  July,  1862.     Commander,  25  July,  1800.     Captain,  24  August,  1873. 
Semmes,  Raphael. 

Midshipman,  1  April,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
9  February,  1837.  Commander,  14  September,  1855.  Resigned  15  February, 
1861. 
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Semon,  £.  IV. 

Acting  Ensign,  26  Deceinl)er,  1803.     IIor.iv.Mljly  discliargcd  3  Spptembcr.  1Si'u>. 
Seniple,  James  A. 

Purser,  13  October,  1844.     Dismissed  15  July,  ISlU. 
Seoiple,  J.  E. 

Assistant  Surgeon,  23  September,  1854.     Resigned  1  May,  ISCO. 
Seuac,  Felix. 

Purser,  15  August,  1856.     Dismissed  23  June,  18G1. 
Senate,  George. 

Midshipman,  21   July,  1807.     Lieutenant,  9   Deceinljcr,  1814.     Last  appearance  on 
Records  of  Navy  Department.     Dead. 
Senior,  !E«lwin. 

Acting  Second  Assistant  Engineer,  17  February,   18C3.     Honorably  discburged 
1  December,  1865. 
Sensner,  George  W. 

Third  Assistant  Engineer,  23  October,  1860.     Second  Assistant  Engineer,  19  Feb- 
ruaiy,   1863.     First  Assistant  Engineer,   34    August,    1864.     Chief   Engineer, 
17  June,  1874. 
Senter,  Charles  W.  C. 

Third  Assistant  Engineer,  4  May,  1863.     Second  Assistant  Engineer,  28  Septem- 
ber, 1864.     Lost  on  the  "  Oneida,'"  24  January,  1870. 
Senter,  George  E. 

Mate,  26  June,  1862.     Resigned  8  May,  1863. 
Serra,  John. 

Third   Assistant  Engineer,   29  May,  1843.     Resigned  23  October,  1845.    Thii-d 
Assistant  Engineer,  14  May,  1847.     Dropped  27  February,  1851. 
Serry,  Angnstine. 

Boatswain,  1  August,  1800.     Broke  by  Court-Martial  16  May,  1804. 
Servant,  James. 

Gunner,  15  April,  1799.     Warrant  returned  1  May,  1800. 
Service,  David. 

Midshipman,  15  June,  1799.     Discharged  6  July,  1801,  under  Peace  Establish- 
ment Act. 
Servoss,  Courtney  S. 

Acting  Third  Assistant  Engineer,  7  October,  1863.     Acting  Second  Assistant  En- 
gineer, 39  September,  1864.     Honorably  discharged  17  October,  1865. 
Servoss,  Silas  M.  B. 

Mate,   1   October,    1863.     Acting   Ensign,    18   November,    1863.     Honorably  dis- 
charged 24  March,  1863. 
Setly,  Harry. 

Mate,  10  January,  1865. 
Seton,  Henry. 

Lieutenant,  5  February,  1799.     Discharged  15  April,  1801,  under  Peace  Establish- 
ment Act. 
Seton,  William. 

Midshipman,  4  July,  1817.     Lieutenant,  28  April,  1836.     Resigned  5  July,  1834. 
Sever,  James. 

Captain,  11  May,  1798.     Discharged  18  June,  1801,  under  Peace  Establishment 
Act. 
Severns,  Isaac. 

Mate,  5    June,   1863.     Acting    Ensign,    14   June,   1864.     Honorably   discharged 
34  August,  1865. 
Sevier,  Alexander. 

Midshipman,  18  June,  1836.     Dropped. 
Seward,  William  A. 

Acting  Second  Assistant  Engineer,  28  December,  1861.     Resigned  39  April,  1863 
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8ewell,  George. 

Acting  Second  Assistant  Engineer,  13  March,  1847.     First  Assistant  Engineer, 
10  July,  1817.      Chief  EnLjineer.  ].5  .Tulv,  1852.     (Bj'  Act  of  Congres."!,  15  July, 
1870.     Chief  Engineer  from  11  March.  la.Jl.) 
Scwcll.  Williaiii. 

Chief  Engineer,  15  March,  1845.     Resigned  10  November,  is.")!",. 
Sewell,  M'illiaiii  E. 

Miilshipiuuii,  27  Sej)tember,  1807.     Graduated   15  June.  1871.     Ensign,   14  .July, 
1W72.     Muster,  26  April,  187G. 
Scybiirii,  Isaac  D. 

Acting  JIaster,  30  August,  18G1.     Resigned  24  :\Iarch,  18G4. 
Seymour,  Cliarles. 

Gunner,  19  February,  18G2.     Dismissed  25  April,  18G2. 
Seyiiioiir.  Cbarles. 

Midshipman,  28  July,  1864.     Graduated   June,   18G9.     Ensign,   19  April,   1869. 
Master,  12  July,  1870.     Lieutenant,  4  June,  1874. 
Seymour,  Charles. 

Slate,  3  August,  1863.     Resigned  25  January,  1865. 
Seyuiour.  E.  II. 

Third  Assistant  Engineer,  3  August,  1861.     Died  11  April,  1864. 
Seymour,  Edward. 

Acting  Assistant  Surgeon,  5  December,  1864.     Honorably  discharged  10  October, 
1865. 
Seymour,  Frank. 

Mate,  27  November,  1863.     Resigned  21  October,  1864. 
Seymour,  O.  Charles. 

Acting  First  Assistant  Engineer,  3  February,  1863.     Resigned  7  November,  1863. 
Seymour,  William  C. 

Mate,  9  Novemljcr,  1863.      Acting  Ensign,  15  January,   1865.     Honorably   dis- 
charged 38  October,  1865.     Gunner,  13  January,  1870. 
Shackford,  W.  G. 

Acting  Ensign,  1  September,  1864.     Honorably  discharged  18  June,  1865. 
Sliaokfor«l,  William. 

Acting  Ensign,  13  July,  1863.     Acting  Master,  27  October,  1864.     Honorably  dis- 
charged 11  November,  1865. 
Staafl'er,  James  £. 

Acting  Second  Assistant   Engineer,  27   September.  1861.      Dismissed  21   April, 
1862. 
Shaffer,  Joseph  A. 

Mate,  12  January,  1863.     Resigned  18  May,  1865. 
Shaler,  Egbert. 

Midshipman,  30  November,  1814.     Resigned  14  September,  1819. 
Shaller,  W.  D. 

Midshipman,  30  May,  1816.     Resigned  10  August,  1819. 
Shank,  George  W. 

Acting  Third  Assistant  Engineer,  3   December,  1861.     Acting  Second  Assistant 
Engineer,  18  April,  1863.     Acting  First  Assistant  Engineer,  8  January,  1864. 
Dismissed  24  October,  1864. 
Shankland,  Joseph. 

Boatswain,  20  June,  1861.     Dismissed  10  September,  1862. 
Shankland,  William. 

Acting  Master,  16  August,  1861.     Resigned  12  March,  1863. 
Shankland.  William  F. 

Acting  Master,  16  June,   1861.      Acting   Volunteer  Lieutenant,  20   April,  1864. 
Honorably  discharged  9  September,  1867. 
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Shanley,  Henry  C 

Sailmaker,  13  November,  1873.     Resigned  15  March,  1873. 
Sbanlcy.  J.  D. 

Surgeon,  10  September,  1798.     Discharged  11  April,  1801,  under  Peace  Establish- 
ment Act. 
Shannon,  Francis  O. 

Acting    Third    Assistant    Engineer,   3    October,    1863.      Honorably   discharged 

8  August,  1865. 
Shannon,  Frank  P. 

Mate,  4  April,  1863.     Dismissed  9  September,  1863. 
Shannon,  John. 

Carpenter,  4  November,  1861.     Resigned  37  July,  1863. 
Shannon,   John. 

Boatswain,  8  March,  1838.     Resigned  10  July,  1849. 
Shannon,  L. 

Carpenter,  14  January,  1800.     Resigned  23  September,  1806.     Carpenter,  35  April, 
1808.     Last  ajjpearance  on  Records  of  Navy  Department. 
Shannon,  R.  C. 

Assistant  Surgeon,  5  July,  1799.     Sur2;eon,  8  October,  1799.     Resigned  14  October, 
1800. 
Sharey,  Samuel  O. 

Third  Assistant  Engineer,  11  February,  1853.     Resigned  3  June,  1854. 
Sharp,  Alexander. 

Midshipman,  31  June,  1870.     Graduated  31  June,  1875.     Ensign,  18  July,  1876. 
Sharp,  Isaac. 

Midshipman,  10  July,  1799.     Resigned  6  December,  1800. 
Sharp,  Solomon. 

Assistant  Surgeon,  15   September,   1839.     Surgeon,  30  February,  1838.     Retired 
list,  16  Aug\ist,  1865.     Died  7  January,  1870. 
Sharp,  William,  Jr. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Mnster, 
44  September,  1855.    Lieutenant,  15  September,  1855.    Dismissed  17  April,  1861. 
Sharpe,  Joiin  C 

Midshipman,  1  January,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 

9  February,  1837.     Casiiiered  38  December,  1840. 
Sharrer,  Washington  O. 

Acting    Midshipman,   27    September,  1864.      Graduated    June,   1868.      Master, 
13  July,  1870.     Lieutenant,  23  March,  1873. 
Shattnck,  Benjamin. 

Midshipman,  3'>  .Tune,  1799.     Discharged  6  July,  1801. 
Shattnck,  Benjamin  F. 

Midshipman,  35  June,  1831.     Passed  Midshipman,   15  June,   1837.     Lieutenant, 
8  September,  1841.     Died  6  July,  1859. 
Shattnck,  John. 

Midshipmiin,  3  December,  1799.      Lieutenant,  30  March,  1807.     Last  apijearance 
on  Records  of  Navy  Department,  27  May,  1809.     Furloughed. 
Shaw,  A.  Merrit. 

Acting  Third  Assistant  Engineer,  20  April,  1865.    Honorably  discharged  26  April, 
1869. 
Shaw,  Andrew. 

Gunner,  31  January,  1800.     Last  appearance  on  Records  of  Navy  Department. 
Shaw,  Benjamin. 

Acting  First  Assistant  Engineer,  1861.     Resigned  20  Decsmber,  1861. 
Shaw,  Charles  P. 

Midshipman,  26  September,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  31  March,  1871. 
41 
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Sbaw,  Daniel 

Acting  Third  Assistant  Engineer,  (!  Jiiiif,  1SG4.     Resigned  24  February,  193&. 
Shaw,  K«IwartI. 

Acting  Volunteer  Lieutenant,  1  October,  18G2.     Resigned  4  August,  18G3. 
Shaw,  Henry. 

Acting  Assistant  Surgeon,  25  July,  1863.     Resigned  26  May,  18G4.     Acting  Assist- 
ant Surgeon,  17   February,  1865.     Acting  Passed  Assistant  Surgeon,  17  July, 
1865.     Honorably  discharged  2  May,  1868. 
Sliaw,  Henry  G.  C. 

Midshipman,  30  July,  1842.     Resigned  18  May,  1843. 

Shaw,  John. 

Lieutenant,  3  August,  1798.     Commander,  22  May,  1804.     Captain,  27  August. 
1807.     Died  17  September,  1823. 
Shaw, John  O. 

Midshipman,   31    December,   1800.      Discharged   6   August,    1801,    under   Peace 
Establishment  Act. 
Shaw,  John  O. 

Acting  Ensign,  31  July,  1803.     Resigned  13  September,  1864 
Shaw,  John  R. 

Purser,  28  February,  1813.     Died  17  October,  1820. 
Shaw,  Joi^iah. 

Midshipman,  16  January,  1809.     Resigned  16  April,  1809. 
Shaw,  Robert  P. 

Mate,  11   December,  1862.     Acting  Ensign,  5  November,  1863.     Honorably  dis- 
charged 30  November,  1865. 
Shaw,  Roger  C. 

Midshipman,  30  November,  1814.     Last  appearance  on  Records  of  Navy  Depari 
ment,  1834.     Norfolk. 
Shaw,  Samuel  F. 

Acting  Assistant  Surgeon,  9  September,  1862.     Assistant  Surgeon,  11  October, 
1862.     Surgeon,  27  January,  1873.     Resigned  31  March,  1881. 
Shaw,  T.  Darrah. 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,  1828.     Commander,  7  August, 
1850.     Reserved  list,  13  September,  1855.     Commander  on  Active  list,  7  August, 
1850.     Retired  list,  26  February,  1863.     Commodore  on  Retired  list,  4  April, 
1867.     Died  26  July,  1874. 
Shaw,  M'illiani. 

Midshipman,  23  April,  1815.     Last  appearance  on  Records  of  Navy  Department, 
1824.     West  Indies. 
Shay,  John. 

Mate,  11  April,  1866.     Appointment  revoked  29  December,  1866. 

Shean,  Samnel  A. 

Acting  First  Assistant  Engineer,  3  January,  1865.     Honorably  discharged  23  Julv. 
1865. 
Shearman,  John  A. 

Midshipman,  7  June,  1871.     Graduated  21  June,   1875.     Ensign,  8   September, 
1876. 
Sheed,  William  W. 

Master,  5  May,  1S13.     Resigned  27  November,  1824. 
Sheehan,  Timothy. 

Boatswain,  22  October,  1878. 
Sheehan.  William. 

Actin^'  Third  Assistant  Engineer,  10  August,  1864.    Honorably  discharged  31  Julv, 
1865. 
Sheer,  Edwin  IT. 

Mate,  5  June,  1863.     Acting  Ensign,  3  February,  1865.     Honorably  discharged 
3  August,  1865. 
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Sheer,  Thomas  W. 

Mate,  7  March,  1863.     Acting  Ensign,  13  August,  1863.     Acting  Master,  15  April, 

1863.  Honorably  discharged  13  November,  1865. 
Sheets,  T.  J. 

Mate,  1  October,  1863.    Appointment  revoked  (Sick,)  36  September,  1863. 
Shefier,  iLewis. 

Acting  Third  Assistant  Engineer,  4  April,  1863.     Dismissed  14  November,  1863. 
Shefier,  Thomas. 

Acting  First  Assistant  Engineer,  33  June,  1863.     Acting  Chief  Engineer,  30  May, 

1864.  Honorably  discharged  30  October,  1865. 
Sheffield,  E.  a. 

Mate,  11  October,  1861.     Acting  Master,  :!  Mny,  1863.     Resigned  8  May,  1865. 
Sheflield,  Robert  L.. 

Carpenter,  37  November,  1841.     Died  17  Marcli,  1849. 
Sheffield,  William  E. 

Carpenter,  11  November,  1839.     Died  18  February,  1851. 
Sheldon,  K.  P. 

Acting   Assistant   Paymaster,'  31   January,  1865.      Mustered  out  30  September, 
1865. 

Sheldon,  II.  liawrenee. 

Assistant  Surgeon,  17  April,  1856.     Resigned  5  July,  1861. 
Sheldon,  William  B. 

Acting  Master,  4  November,  1861.      Acting  Volunteer   Lieutenant,  15   October, 
1864.     Honorably  discharged  39  October,  1865. 
Shepnrd,  ISurritt. 

Midsliipman,  1  February,  1836.     Passed  Midshipman,  38  April,   1833.     Lieuten- 
ant, 8  March,  1837.     Resigned  23  June,  1849. 
Shepard,  Edwin  M. 

Acting  Midshipman,  35  November,  1859.     Ensign,  35  November,  1863.     Lieuten- 
ant, 33  February,  1864.     Lieutenant-Commander,  35  July,  1866.     Commander, 
9  May,  1878. 
Shepard,  Richard  S. 

Mate,  80  March,  1863.     Resigned  30  March,  1865. 
Shepherd,  Edmund. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Dropped 
13  September,  1855. 
Shepherd,  Franklin. 

Acting  Third   Assistant  Engineer,   31    November,   1863.      Dismissed    17   April, 
1863. 
Shepherd,  James. 

Acting  Ensign,  1  December,  1863.     Honorably  discharged  10  February,  1866. 
Shepherd,  William. 

Acting  Ensign,  21  January,  1863.     Honorably  discharged  30  October,  1865. 
Sheppard,  B.  H. 

Midshipman,  13  May,  1834.     Dropped  13  December,  1836. 
Sheppard,  Francis  H. 

Midshipman,  1 6  October,  1801.    Graduated  November,  1864.    Ensign,  1  November, 
1866.     Master,  1   December,  1806.     Retired  list,  27  April,   1868.     Lieutenant, 
Retired  list,  13  March,  1808.     Lieutenant- Commander,  Retired  list,  26  March, 
1869. 
Sheppard,  Frederick  P. 

Acting  Assistant  Surgeon,  11  March,  1865.     Honorably  discharged   10  October, 
1865. 
Sheppard,  James. 

Boatswain,  8  March,  1877. 
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Slieppard,  Jos. 

Guuucr,  30  May,  ISll.     Resigned  27  Februar}-,  1815. 
Staeppsird,  Josepli. 

ilate,  21  JNIurch,  ISO.").     Dismissed  26  May,  1865. 
Shep|>ar«l,  Robert. 

JIate,  7  June,  1862.     Acting  Ensign,  17  December,  18G3.     Deserted  14  Februarv, 
ItiGS, 
Staeppertl,  Francis  £. 

Midshipman,   16  October,  1849.     Passed  Midshipman,  13  .Tune,  1855.     Master, 
16  September,  ISJ-ii.     Lieutenant,  1  January,  1857.     Dismissed  8  July,  18U1. 
Sheppertl,  Thoiiip!«on. 

]\lidsliipmau,  3  April,  1804.     Resigned  3  October,  1805. 
Sherburne,  C.  F. 

Midshipman,  1  September,  1811.     Last  appearance  on   Records  of  Navy   Depart- 
ment, 17  July,  1812.     Resigned. 
Sherburne,  J.  B. 

Master,  10  April,  1813.     Discharged  8  May,  1813. 
Sherbnrne,  John  II. 

Midshipman,  5  October,  1S29.     Passed  Midshipman,  15  June,   1837.     Lieutenant, 
8  September,  1841.     Died  3  November,  1849. 
Sherburne,  J.  W. 

Midshipman,  30  November,  1814.    Lieutenant,  13  January,  1825.    Died  20  Novem- 
ber, 1830. 
Sherfy,  John  W. 

Acting  xVssistant  Surgeon,  36  August,  1861.     Acting  Passed   Assistant   Surgeon, 
18  October,  1865.     Honorably  discharged  30  April,  186'J. 
Sheridan,  Philip. 

Acting  Second  Assistant  Engineer,  30  November,  1863.     Honorably  discharged 
15  November,  1865. 
Sheridan,  Piiilip. 

Acting  Ensign,  37  August,  1863.     Honorably  discharged  30  September,  1865. 
Sherman,  Francis  II. 

Midshipman,  20  September,  1871.     Graduated  30  June,  1876.     Ensign,  24  Febru- 
ary, 1880. 
Sherman,  Frank. 

Acting  Ensign,  29  August,  1864.     Honorably  discharged  34  January,  1866. 
Sherman,  Freeman  A. 

Mate,  18  February,  1864.     Died  13  June,  186.5. 
Sherman,  George  W. 

Mate,  15  October,  1801.     Dismissed  3  May,  1863.     Mate,  26  June,  1863.     Acting 
Ensign,  23  February,  1864.     Mustered  out  26  August,  1868. 
Sherman,  Horace  D. 

Mate,  27  August,  1863.     Resigned  (Sick,)  26  May,  1864. 
Slier  man,  Robert. 

Acting  Gunner,  1  October,  1862.     Honorably  discharged  28  October,  1865. 

Sherrell,  John. 

Acting  Master,  2/  May,  1861.     Acting  Volunteer  Lieutenant,  19  May,  1864.     Hon- 
orably discharged  4  Ncvembcr,  1865. 
Sherwin,  Kdward. 

Acting  Assistant  Paymaster,  31  March,  1863.    Passed  Assistant  Paymaster,  23  July, 
1S66.     liesigned  22  December,  1866. 
SlierMOod,  Cbarlcs  W. 

JIate,  7  .lune,  lH(i4.     Appointment  revoked  (Sick.)  29  August,  1864. 
Sherwood,  f^ilbert. 

Second  Assistant  Engineer,  21  January,  1842.     Resigned  29  October,  1845. 
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Sherwood,  HenrT. 

Acting  Master,  80  November,  1861.     Dismissed  21  February,  1862. 
Slierirood,  John  K. 

Acting  Third  Assistant  Engineer,  5  January,  1864.    Honorably  discharged  23  July, 
1869. 
Sherwood,  J.  R. 

Midsliipman,  30  May,  1803.     Resigned  17  August,  1813.  * 

Sherwood,  William  R. 

Acting  Assistant  Paymaster,  8  November,  1862.     Resigned  12  November,  1864. 

Shewell,  Walter. 

Assistant  Engineer,  27  January,  1876. 
Shewerman,  Aaron  H. 

Acting  Second  Assistant  Engineer,  27  December,  1864.     Honorably  discharged 
24  September,  1865. 
Shibley,  Howard  C. 

Acting  First  Assistant    Engineer,   7   December,   1863.      Honorably   discharged 
15  October,  1865. 
Shields,  George  W. 

Acting  Assistant  Surgeon,  24  November,  1863.     Honorably  discharged  19  January, 
1866. 
Shields,  George  W. 

Acting  Second  Assistant  Engineer,  30  September,  1863.     Honorably  discharged 
11  August,  1865. 
Shields,  John. 

Mate,  27  November,  1863.     Disrated  6  February,  1864. 
Shields,  John. 

Acting  Third  Assistant  Engineer,  21  July,  1863.     Resigned  16  June,  1864. 
Shields,  Thomas. 

Midshipman,  2  January,  1804.     Purser,  25  April,  1812.     Died  22  May,  1827. 

Shields,  W.  C. 

Midshipman,  18  May,  1809.     Resigned  12  October,  1813. 
Shields,  William. 

Acting  Gunner,  16  February,  1863.     Discharged  21  March,  1865. 
Shields,  William  B. 

Acting  Midshipman,  2  October,  1850.     Dropped  12  June,  1851. 
Shields,  William  F. 

Midshipman,  2  February,  1814.     Lieutenant,  3  March,  1821.     Commander,  8  Sep- 
tember, 1841.     Reserved  list,  13  September,  1855.     Died  30  May,  1856. 
Shields,  Wilmer. 

Midshipman,  19  October,  1835.     Passed  Midshipman,  22    June,  1841.     Master, 
23  October,  1847.     Lieutenant,  14  September,  1848.     Resigned  6  April,  1852. 
Shillito,  William  B. 

Acting  Ensign,  22  August,  1863.     Honorably  discharged  5  September,  1865. 
Shinn,  Jacob. 

Mate,  28  November,  1862.     Acting  Ensign,  23  July,  1863.     Honorably  discharged 
27  October,  1865. 
Shinn,  Sancnel  S. 

Mate,  5  August,  1864.     Disrated  28  October,  1864. 
Shipley,  George  T. 

Assistant  Surgeon,  16  September,  1861.     Resigned  6  September,  1865. 
Shipley,  George  W. 

Acting  Third  Assistant  Engineer,  7  December,  1862.     Resigned  16  June,  1863. 
Shipley,  John  H. 

Cadet  Midshipman,  30  September,  1874.     Graduated  4  June,  1880. 
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Shipley,  .Samuel  J. 

Midshipman,   14  January,   1834.     Passed  Jlidsliiiinmii,    IG   Julv,    1S40.     Master, 
23  March,  1847.     Lieutenant,  23  June,  1847.     Resigned  13  July,  1852.     Acting 
Lieutenant,  25  September,  1801.     Appointment  revoked   (Sick,)   6   February, 
18G3. 
Stalpnian,  Tl'illiam  Vf. 

Acting  Third  Assistant  Engineer,  9  August,  1863.     Acting  Second  Assistant  En- 
gineer, 24  Sejjtember,  1862.     Acting  First  Assistant  Engineer,  9  June,  1864. 
Honoral)ly  discharged  13  September,  18G5. 
Shlpman,  William  W. 

Third  Assistant  Engineer,  3  August,  1861.     Resigned  27  February,  1863. 
Shippen,  £dward. 

Assistant  Surgeon,  7  August,  1849.     Surgeon,  26  April,  1861.     Medical  Inspector, 
3  March,  1871.     Medical  Director,  17  March,  1876. 
Shirk,  A. 

Acting  Assistant  Surgeon,  1  July,  1863.     Honorably  discharged  2  July,  1866. 
Shirk,  Charles  C. 

Mate,  18G1.     Resigned  30  September,  18G2. 
Shirk,  James  W. 

Midshipman,   20   March,   1849.    Passed  Midshipman,   12   June,   1855.      Master, 
16  September,  1853.     Lieutenant,  5  November,  1856.     Lieutenant-Commander, 
16  July,  1803.     Commander,  25  July,  1866.     Died  10  February,  1873. 
Shirley,  Ambrose. 

Lieutenant,  1  August,  1798.     Discharged  8  Julv,  1801,  under  Peace  Establishment 
Act. 
Shirley,  Paul. 

Midshipman,  25  July,  1839.     Passed  Midshipman,  2  July,  1845.    Master,  3  Decem- 
ber, 1853.     Lieutenant,  21  July,  1854.     Lieutenant-Commander,  16  July,  1802. 
Commander,  5  November,  1863.     Captain,  1  July,  1870.     Died  24  November, 
1876. 
Shively,  Joseph  W. 

Assistant  Sursjeon,  25  February,  1861.     Surgeon,  22  September.  1S63.     Rcsigneil 
15  March,  l'805. 
Shock,  George  E. 

Third  Assistant  Engineer,  10  February,  1852.     Died  11  September.  1853. 
Shock,  Thomas  A. 

Third  Assistant  Engineer,  6  February,  1851.     Second  Assistant  Engineer,  21  May, 
1853.     First  Assistant  Engineer,  26  June,  1856.     Chief  Engineer,  6  December. 
1860.     Died  21  January,  1873. 
Shock,  William  H. 

Third  Assistant  Engineer,  18  January,  1845.     Second  Assistant  Engineer,  10  July, 
1847.     First  Assistant  Engineer,  31  October,  1848.     Chief  Engineer,  16  Septem- 
ber, 1852.     [By  Act  of  Congress,  15  July,  1870,  Chief  Engineer  from  11  March, 
1851.]     Engineer-in-Chief,  3  March,  1877. 
Shoemaker,  C.  F. 

Midshipman,  10  5Iay,  1820.     Killed  in  a  duel  23  September,  1825. 
Shoemaker,  David. 

Master,  19  October,  1814.     Last  appearance  on  Records  of  Navy  Department, 
1818.     Furloughed. 
Shoemaker,  Francis  R. 

Acting  Third  Assistant  Engineer,  3  November,  1803.     Acting  Second  Assistant 
Engineer,  22  November,  1804. 
Shoemaker,  George  I^. 

Acting  Third  Assistant  Engineer,  7  October,  1803.     Honorably  discharged  9  No- 
vember, 1865. 
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Shoemaker.  Ilowell. 

Mate,  8  September,  1803.     Acting  Ensign,  24  .Tuly,  18B-1.     Appointment  revoked 
2G  June,  1865. 
Shone,  John   H. 

Mute.     Resigned  14  January,  1864. 

Shore,  John. 

Midsliipraan,  30  June,  1799.     Resigned  3  September,  1800.     Midshipman,  21  Feb- 
ruary, 1801.     Resigned  8  September,  1803. 
Short,  Charles  R. 

Mate,  23  Octoljer,  1862.     Deserted  30  May,  1 803. 

Short,  George  C. 

Mate,  17  October,  1862.  Resigned  26  March,  1863.  Mate,  3  September,  1864. 
Descrtisl  20  February,  1865. 

Short,  Hugh  S. 

Acting  TliLi-d  Assistant  Engineer,  13  December,  1863.  Acting  Second  Assistant 
Engineer,  19  November,  1863.     Honorably  discharged  18  September,  1865. 

Short,  Perry. 

Acting  Second  Assistant  Engineer,  4  September,  1861.     Acting  First  Engineer, 

23  October,  1803.     Appointment  revoked  23  February,  1864. 

Short,  Terence. 

Mate,  20  November,  1861.     Dismissed  4  November,  1863. 

Shriver,  Albert. 

As.-istant  Surgeon,  28.June,  1852.  Surgeon,  3  June,  1861.  Retired  list,  35  April, 
1868.     Died  21  January,  1873. 

Shryock,  George  S.  ^      . , 

Acting  Midshipman,  23  May,  1852.  Midshipman,  20  June,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  3  September,  1859.  Lieutenant,  9  January, 
1861.     Dismissed  1  July,  1861. 

Shubrick,  Edward  R. 

Midshipman,   16    January,   1807.      Lieutenant,   9   October,   1813.      Commander, 

24  April,  1828.     Captain,  9  February,  1837.     Died  at  Sea,  12  March,  1844. 
Shiibrick,  Edward  R. 

Midshipman,  9  February,  1849.     Resigned  26  April,  1853. 
Shubriek,  Edwar€l  T. 

Midshipman,  33  June,  1839.  Passed  Midshipman,  4  June,  1836.  Lieutenant, 
8  September,  1841.     Resigned  33  April,  1853. 

Shubriek,  Irvine. 

Midshipman,  12  May,  1814.    Lieutenant,  13  January,  1825.    Commander,  S  Septem- 
ber, 1841.     Died  5  April,  1849. 
Shubriek,  John  T. 

Midshipman,  20  June,  1806.     Lieutenant,  20  May,  1813.     Lost  in  the.'-' Epervier" 
in  1815. 
Shubriek,  Thomas  B. 

Jlidshipman,  3  March,  1841.     Killed  in  action  25  March,  1847. 
Shubriek,  William  B. 

Midshipman,  20  June,  180G.  Lieutenant,  5  January,  1813.  Commander,  30  March, 
1820.  Captain,  31  Februarv,  1831.  Retired  list,  21  December,  1861.  Rear- 
Admiral  on  Retired  list,  IG  j'uly,  1862.     Died  27  May,  1874. 

Shuek,  F.  A. 

Acting  Second  Assistant  Engineer,  11  June,  1847.  Second  Assistant  Engineer 
10  July,  1847.     Declined  appointment  7  August,  1847. 

Shufeldt,  Mason  A. 

Midshipman,  34  June,  1869.     Graduated  31  May,  1873.     Ensign,  18  July,  1874. 

Shufeldt,  Robert  W. 

Midshipman,  11  May,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  21  Feb- 
ruary, 1853.     Lieutenant,  36  October,  1853.     Resigned  20  Jane,  1854.     Acting 
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Lieutenant,  25  Septeml^er,  1801.     Commander,  16  July,  1862.     Captain,  31   De- 
cember, 1S69.     Commodure,  21  September,  1S76. 
Shuler,  Darius  P. 

Acting  Assistant  Paymaster,  30  September,  18G2.     Mustered  out  24  October,  1865. 
Shall,  George  C 

Acting  Third   Assistant  Engineer,  1   September,   1864.      Honorably  discharged 

29  September,  1S65. 
Sliulties,  Robert  H. 

Acting  Third  Assistant  Engineer,  15  July,  18C2.     Resigned  8  February,  1864. 
Sliiiltx,  (jieorge. 

Acting  Third  Assistant  Engineer,  30  June,  1864.     Honorably  discharged  14  July, 

isob. 
Shultz,  Jauief^. 

Acting  Second  Assistant  Engineer,  28  January.    1862.     Acting   First  Assistant 
Engineer,  20  October,  1862. 
Shnman,  I..iike. 

Acting  Third   Assistant    Engineer,   22   October,   1803.      Honorably   discharged 
27  October,  1865. 
Shuiiiaii,  Parineiiio. 

Midshipman,  12  May,  1824.     Resigned  in  18.25. 
Shuinaii,  Washington. 

Assistant  Surgeon,  25  April,  1845.    Surgeon,  13  January,  1859.    Died  4  May,  1864. 
Shnniatc,  J.  R. 

Assistant  Surgeon,  4  January,  1810.     Resigned  21  July,  1812. 
Shnniway,  A.  Dvright. 

Acting  Third  Assistant  Engineer,  31  May,  1861.     Resigned  7  August,  1861. 
Shnnk,  William  F. 

Midshipman,  1  June,  1846.     Resigned  13  March,  1850. 
ShnrtlifT,  BenjaniirM. 

Assistant  Surgeon,  5  February,  1790.     Surgeon,  23  December,  1799.     Discharged 

30  April,  1801,  under  Peace  Establishment  Act. 
ShnrtliflT,  E.  8. 

Acting  Ensign,  31   July,  1863.     Acting  Master,  7  March,  1865.     Honorably  dis- 
charged 22  July,  1805. 
8hnte,  George. 

Midshipman,  1  January,  1817.     Resigned  20  June,  1823. 
Shnte,  John  B. 

Midshipman,  16  April,  1813.     Died  26  March,  1819. 
Shnte,  Pearson. 

Midshipman,  1  January,  1812.     Dismissed  13  May,  1813. 
Shnwenian,  Aaron  H. 

Acting  Second  Assistant  Engineer,  27  December,  1864.     Honorably  discharged 
24  September,  1865. 
Sias,  John  F. 

Mate,  20  February,  1863.     Honorably  discharged  20  September,  1807. 
Sibley,  Arthur. 

Acting  Assistant  Paj'master,  4   December,  1862.     Honorably  discharged  21   Sep- 
tember, 1865. 
Sibley,  William  £. 

Third  Assistant  Engineer,  20  !May,  1863.     Second   Assistant  Engineer,  7  Septem- 
ber, 1803.     Dismissed  10  December,  1874. 
Sicard,  Mohtgoniery. 

Acting  Midshipman,  1  October,  1851.  Midshipman,  9  June,  1855.  Passed  Mid- 
shipman, 15  April.  1858.  Master,  4  November,  1858.  Lieutenant,  31  May. 
1860.     Lieutenant-Commander,  16  July,  1862.     Commander,  2  March,  1870. 
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Sickles,  Henry. 

Mate,  5  March,  1862.     Dismissed  30  July,  1863. 
Sickles,  J.  Frederick. 

Assistant  Surgeon,   28   February,    1833.      Surgeon,   8   September,    1841.      l);eil 

18  April,  1848. 
Sidell,  George  B. 

Mate,  3  December,   1861.     Acting  Ensign,  18  July,  1864.     Honorably  discharged 

6  October,  1868. 
Sidney,  Charles. 

Mate,  22  February,  1864.     Honorably  discharged  17  September,  1865. 
Siegfried,  C.  A. 

Assistant  Surgeon,  8  June,  1872. 
Sigsbee,  Ciiarles  D. 

Acting   Midshipman,   27   September,    1859.     Ensign,   1    October,    1863.     Master, 
10  May,  1866.    Lieutenant,  21  February,  1867.    Lieutenant-Commander,  12  March^ 
1868. 
Sill,  William. 

Acting  Ensign,  7  June,  1863.     Honorably  discharged  8  November,  1865. 
Silliman,  Wyllys. 

Midshipman,  1  April,  1828.     Dropped. 
Sillnian,  Tbonias  W. 

Acting  Third  Assistant  Engineer,  3  March,  1864.     Honorably  discharged  20  Sep- 
tember, 1865. 
Sillman,  William  S. 

Acting  Second  Assistant  Engineer,  19  September,  1863.     Resigned  (Sick.)  15  June, 
1864. 
Silsbey,  Samuel  T. 

Acting  Third  Assistant  Engineer,  29  November,  1862.     Died  17  October,  1863. 
Silva,  Francisco. 

Mate,  15  September,  1863.     Discharged  21  June,  1864. 
Silva,  Joseph  F. 

Mate,  27  December,  1863.     Resigned  21  April,  1865. 
Silver,  Robert. 

Mate,  3  December,  1861. 
Silvercahn,  Charles  R. 

Acting  Second  Assistant  Engineer,  4  September,  1863.     Honorably  discharged 

19  October,  1865. 
Sim,  Daniel  C 

Midshipman,  18  November,  1799.     Resigned  8  May,  1804. 
Sim,  Patrick. 

Assistant  Surgeon,  1  July,  1803.     Died  11  October,  1806. 
Sim,  William. 

Midshipman,  13  June,  1803.     Dismissed  4  December,  1809.     Midshipman,  1  Sep 
tember,  1811.     Resigned  16  December,  1813. 
Siuics,  George  T. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Resigned 

7  May,  1851. 
Sinaines,  John. 

K'latswain,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
Simmions,  Alexander  R. 

Jlid^hipman,  19  October,  1841.     Dismissed  38  August,  1849. 
Simmons,  Dayid  A. 

]\l,.iu,  19  January,  1863.     Resigned  (Sick,)  9  September,  1864. 
Simmons,  George  E. 

Mate,  7  July,  1864.     Honorably  discharged  4  May,  1867.  ■; 
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{Simmons,  George  M'. 

Acting  First  Assistant  Eugiuecr,  2G  October,  ISGl.     Resigned  l:'.  Dtcember,  1862. 
Siuiiiions,  George  TV.,  Jr. 

Acting  Assistant  Paymaster,  1  June.  18G3.     Resigned  U  June,  1SG5. 
Simmons,  J.  M.  R. 

Assistant  Surgeon,  29  June,  1872.     Died  10  December,  1S72. 

Simmons,  John  W. 

Acting  Master,  24  August.  ISGl.     Acting  Volunteer  Lieutenant,  gallant  conduct 
in  battle,  3  September,  1803.     Appointment  revoked  24  November,  ISO.i.     Mate, 
7  July,  1809.     Resigned  24  July,  18(i9.     Mate.  24  December,  1869.     Boatswain, 
15  November,  1S70.     Resigned  21  February,  1872. 
Simmons,  Joslina. 

Mate,    1.5   November,    1862.      Acting   Ensign,   24    November,    1863.      Dismissed 
21  April,  1SG4.     Acting  Ensign,  2G  Aprif,  1864.     Resigned  28  November,  18G4. 
Simmons,  Maurice. 

JliUsbipman,  1  March,  1799.     Resigned  20  April,  1802. 
Simmons,  Melvin. 

Naval  Constructor,  25  July,  1866.    Retired  list,  15  June,  1868.    Died  13  May,  1871. 
Simms,  Charles  C. 

Midshipman,   9   October,   1839.      Passed   3Iidshipman.   3  July,   1845.      Master, 
15  January,  1854.     Lieutenant,  13  August,  1854.     Dismissed  33  April,  1861. 
Simms,  George  W. 

Midshipmai;,  1  January,  1818.     Died  in  October,  1833. 
Simms,  Joseph  M.,  Jr. 

Mate,  27  August,  1863.     Acting  Ensign,  13  June,  1866.     Honorably  discharged 
31  July.  1868. 
Simon,  \t'illiam  J. 

Assistant  Surgeon,  30  May,  1864.     Surgeon,  3  February,  1875. 
Simon<ls.  Gnstariis  B. 

Acting  Master.  1  October,  1862.     Resigned  22  April,  1863. 
Simonds,  I^ewis  I>. . 

Mate.  13  September,  1864.     Resigned  31  May,  1865. 
Simonds,  I^ewis  E. 

Midshipman,   1  January,  1812.     Lieutenant,  1  April,  1818.     Commander,  23  De- 
cember, 1838.    Captain,  6  April,  1851.    Reserved  list,  13  September,  1855.    Died 
17  February,  1865. 
Simonds,  li.  TF. 

Acting  Second  Assistant  Engineer,  26  February,  1863.     Resigned  19  April,  1863. 
Acting  Third  Assistant  Engineer,  26  June,  1863.     Dismiased  11  July,  1863. 

Simons,  Isaac. 

Mate,  1  October,  1863.     Resigned  18  March,  1863. 
Simons,  Joseph. 

Acting  Gunner,  1  October,  1863.     Resigned  24  April,  1863. 
Simons,  Stanley  H. 

Assistant  Surgeon,  38  May,  1872. 
Simons,  Slanrice. 

Midshipman,   10  December,  1839.     Passed  Midshipman,  2  July,  1845.     Master, 
29  November,  1S53.     Lieutenant,  80  June,  1854.     Reserved  list,  13  September, 
1855.     Resigned  7  March,  1861 
Simons,  Sidney  A. 

Midshipman,  23  September,  1863.     Graduated  June,  1S67.     Ensign,  18  December, 
1868.     JIaster,  21  March,  1870.     Lieutenant,  21  March,  1871.     Lost  on '■' i/«r<m," 
24  November,  1877. 
Simonson,  Jacob. 

Acting  Thiid  Assistant  Engineer.     Appointment  revoked  (Sick.)  7  October,  1864. 
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Simonton,  Hiram. 

Mate,  28  November,  1863.     Acting  Ensign,   10  March,  18G5.     Resigned   7  Jiilv, 
1865. 
Simpson,  Charles  A. 

Acting  Gunner,  21  May,  1863.     Honorably  discharged  8  .July,  18G5. 
Simpson,  Edward. 

Midshipman,  11  February,  1840.     Passed  Midshipman,  11   July,   184G.     Master. 
10  July,  1854.     Lieutenant,   18  April,  1855.     Lieutenant-Commander,  16  July, 
1862.     Commander,  3  March,  1865.     Captain,  15  August,   1870.     Commodore, 
26  April,  1878. 
Simpson,  Cieorgc  I^. 

Acting   Assistant  Surgeon,  30  April,  1864.      Acting  Passed  Assistant  Surgeon, 
19  July,  18G6.     Honorably  discharged  19  November,  1868. 
Simpson,  George  fi. 

Acting  Assistant  Paymaster,  11  April,  18C3.     Mustered  out  9  December,  1865. 
Simpson,  GiistaTns. 

Midshipman,  1  January,  1812.     Permitted  to  resign  7  October,  1813. 
Simpson,  James. 

Boatswain,  6  June,  1838.     Resigned  13  January,  1840. 
Simpson,  R.  G. 

Acting  Assistant  Paymaster,  22  April,  1865.     Mustered  out  17  August,  1865. 
Simpson,  Robert. 

Boatswain,  8  December,  1840.     Dismissed  12  September,  1853. 
Sims,  Albert  It. 

Acting  Third  Assistant  Engineer,  21  May,  1864.     Honorably  discharged  2  No- 
vember, 1865. 
Sims,  Clifford  S. 

Acting  Assistant  Paymaster,  10  March,  1863.     Resigned  (Sick,)  21  March,  1805. 
Sims,  David  R. 

Acting  First  Assistant  Engineer,  7  May,  1864.     Honorably  discharged  4  Novem- 
ber, 1865. 
Sims,  R.  K.  H. 

Assistant  Surgeon,  2  December,  1828.     Died  5  July,  1833. 
Sinclair,  Arthur. 

Lieutenant,  10  June,  1807.     Commander,  2  July,  1812.     Captain,  24  July,  1813. 
Died  7  February,  1831. 
Sinclair,  Arthur. 

Midshipman,  4  March,  1823.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 
3  March,  1835.    Commander,  14  September,  1855.     Dismissed  18  April,  1861. 
Sinclair,  Charles. 

Acting  Third  Assistant  Engineer,  20  December,  1861.     Acting  Second  Assistant 
Engineer,  21  July,  1863.     Deserted  1864. 
Sinclair,  Charles  II. 

Acting  Ensign,  7  March,  1864.     Resigned  14  June,  1865. 
Sinclair,  Daniel. 

Mate,  26  January,  1870.     Resigned  27  February,  1873. 
Sinclair,  George  T. 

Midshipman,  23  April,  1831.     Passed  Midshipman,  15  June,  1837.     Lieutenant, 
8  September,  1841.    Dismissed  16  April,  1861. 
Sinclair,  Ilenry. 

Mate,  5  May,  1863.     Honorably  discharged  3  October,  1865. 
Sinclair,  James  D. 

Acting  Master,  1  October,  1862.     Dismissed  14  November,  1863. 
Sinclair,  John  S. 

Mate,  18  November,  1864.     Boatswain,  9  July,  1866. 
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.Sinclair,  91aloolm. 

Acting  Third  Assistant  Engineer,  31  August,  18C3.     Kesigued  (Sick,j  13  October, 
1804. 
Siuclair,  Williani. 

Purser,  2G  March,  1814.     Died  22  May,  1858. 
Sinclair,  fVilliaiu  B. 

Assistant  Surgeon,  20  June,  1838.     Surgeon,  21  June,  1852.     Dismissed    10  June, 
1801. 
Singer,  Frederick. 

Midshipman,  27  July,  1863.     Graduated  June,  1808.     Ensign,  10   April,   1801). 
Master,  12  July,  1870.     Lieutenant,  21  May,  187-1 
Singleton,  £.  B.  J. 

Mate,  8  May,  1862.     Acting  Ensign,  2  May,  1864.     Honorably  discharged   10  De- 
cember, 1805. 
Singleton,  Jacob  H. 

Acting  P^nsign,  13  August,  1863.     Honorably  discharged  28  November,  18C5. 
Sinkler,  Charles. 

Jlidshipman,   24   March,   1836.     Passed   Midshipman,    1   July,    1842.     Resigned 
20  February,  1847. 
Sinnott,  John. 

Mate,  17  April,  1866.     Appointment  revoked  15  November,  1806. 
Sirian,  George. 

Gunner,  20  April,  1837.     Retired  list,  15  December,  1880. 
Sisson,  Alex. 

Master,  13  July,  1812.     Died  of  wounds  received  in  action,  27  November,  1812. 
Sisson,   Charles. 

Gunner,  28  June,  1837.     Appointment  revoked  2  September,  1837. 
Sisson,  diaries  C. 

Acting  Master,  26  August,  1861.     Resigned  29  August,  1862. 
Skardon,  James  M. 

Mate,  20  March,  1863.     Resigned  11  May,  1864. 
Skeel,  Tlieron. 

Acting  Third  Assistant  Engineer,  under  instruction,  Naval  Academy,  10  October, 
1800.     Third  Assistant  Engineer,  2  June,  1868.     Retired   22  June,  1809.     Re- 
signed 12  November,  1870. 
Skelding,  Henry  T. 

Acting  Assistant  Paymaster,  31  December,  1862.     Assistant  Paymaster,  23  July, 
1800.      Passed  Assistant  Paymaster,  5  March,  1867.      Paymaster,  19  August, 
1876. 
Skelton,  William. 

Acting  Third  Assistant  Engineer,  23  May,  1862.     Appointment  revoked  (Sick,) 
27  October,  1803. 
Skeritt,  John  J. 

Mate,  6  September,  1864.     Resigned  18  May,  1865. 
Skerrett,  Joseph  S. 

Midshipman,  12  October,  1848.     Passed  Midshipman,  15  June,   1854.     Master, 

15  Se]5tember,  1855.     Lieutenant,  16  September,  1855.    Lieutenant-Commander, 

16  July,  1802.     Commander,  9  June,  1867.     Captain,  5  June,  1878. 
Skiddy,  Charles  S. 

Gunner,  10  June,  1842.     Dismissed  27  October,  1842. 
Skiddy,  William. 

Midshipman,  9  May,  1812.     Struck  oflf  3  January,  1840. 
Skillings,  John  M. 

Acting  Master,  11  November,  1801.     Resigned  16  March,  1865. 
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Skinner,  Charles  W. 

Midshipman,  16  June,  1809.     Lieutenant,  24  July,  1813.    Commander,  3  March, 
1S27.     Captain,  9  February,  1837.     Reserved  list,  1  October,  1855.    Died  14  Oc- 
tober, 1860. 
Skinner,  Daniel  91. 

Assistant  Surgeon,  16  September,  1861.     Resigned  15  May,  1865. 
Skinner,  Francis  J. 

Sailmaker,  27  April,  1809.     Resigned  3  July,  1811. 
Skinner,  Henry. 

Midshipman,  4  March,  1823.     Died  31   March,  1826. 
Skinner,  John. 

Mate,  18  November,  1861.     Dismissed  U  January,  1862. 
Skinner,  John  S. 

Purser,  26  March,  1814.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Resigned. 
Skipwith,  Grey. 

Midsliipman,  4  March,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
3  March,  1831.     Resigned  19  December,  1838. 
Skipwlth,  Henry. 

Midshipman,  25  June,  1831.     Resigned  6  April,  1838. 
Slack,  Charles  H. 

Acting  Third  Assistant  Engineer,  19  September,  1862.     Acting  Second  Assistant 
Engineer,  18  April,  1864.     Acting  First  Assistant  Engineer,  29  October,  1864. 
Honorably  discharged  9  October,  1807. 
Slack,  Clarence  M. 

Acting  Assistant  Surgeon,  20  April,  186.5.     Honorably  discharged   10  October, 
1865. 
Slack.  J.anies  T. 

Acting  Third  Assistant  Engineer,  18  January,  1864.     Honorably  discharged  8  No- 
vember, 1865. 
Slack,  John. 

Acting  Third   Assistant  Engineer,   21   November,   1864.     Honorably  discharged 
1  July,  1868. 
Slack,  \%'illinm  H. 

Midshipman,  1  October,  1867.     Graduated  0  June,  1871.     Ensign,  14  July,  1872. 
Master,  31  November,  1877. 
Slacnni,  W.  A. 

Purser,  8  June,  1829.     Died  1  November,  1839. 
Slacle,  Charles  R. 

Midshipman,  1  July,  1836.     Resigned  17  April,  1840. 
Slade,  William  O. 

Midshipman,  1  April,  1828.     Resigned  3  June,  1835. 
Slainin,  Charles  W. 

Acting  Assistant  Paymaster,  4  November,  1862.     Assistant  Paymaster,  23  July, 
1806.     Passed  Assjstant  Paymaster,  23  March,  1867.     Paymaster,  28  August, 
1876. 
Slanim,  Jeft'erson  A. 

Acting  Ensign,  1  April,  1803.     Honorably  discharged  6  November,  1865. 
Slanim,  Licvi  D. 

Purser,  30  November,  1846.     Died  6  October,  1862. 
Slater,  Atwood. 

Acting    Third   Assistant   Engineer,  9  December,  1863.     Honorably  discharged 
9  November,  1865. 
Slater,  Sanford  A. 

Acting  Third  Assistant  Engineer,  14  January,  1803.     Resigned  8  May,  1865. 
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Slater,  Willinm. 

Guimer,  24  May,  1800.     Deserted. 
Slattorly,  Daniel  P. 

Aciiii^'  Ensign,  19  Marcli,  1&G3.     Acting  Muster,  19  July,  18C-1.     Honorably  d is 
charged  9  February,  18GG. 
Slangliter,  Albert  G. 

Miclshiimian,    S    November,    ISIfl.      Lieutenant,   3    March,    1827.      Commamler, 
10  May,  1848.     Died  8  September,  1853. 
Slaughter,  N.  G.  C. 

Midshipman,  1  March,  1825.     Died  8  April,  1829. 
Sleaiiinn,  John  H. 

Acting  Third  Assistant  Engineer,  21  April,  18G4.     Honorably  discharged  18  Octo 
ber,  1805. 
Sleeper,  Henry  J. 

Acting  Master,  18  December,  1861.     Acting  Volunteer  Lieutenant,  18  June,  18G4. 
Honorably  discharged  6  Januai7,  1866. 
Sleeper,  James  H. 

Actin<T  Third  Assistant  Engineer,  9  March,  1865.     Appointment  revoked    14  De- 
ceniber,  1866. 
Slidell,  Alex. 

Midshipman,  1  January,  1815.     Lieutenant,  13  January,  1825.     {See  MacEemit.) 
Slidell,  William  J. 

Midshipman,  1  January,  1823.     Died  5  April,  1828. 
Slight,  George  A. 

Acting  Third  Assistant  Engineer,  22  February,  1863.     Resigned  28  December, 
1864. 
Sloan,  Charles  E. 

Mats.     Dismissed  24  July,  1862. 
Sloan,  John  F. 

Acting  Third  Assistant  Engineer,  28  May,  1864.     Honorably  discharged  28  Sep- 
tember, 1865. 
Sloan,  Thomas  RI. 

Acting   Second   Assistant  Engineer,   5   August,   1864.       Honorably    discharged 

27  September,  1865. 
Sloane,  John  D. 

Assistant  Engineer,  7  June,  1877.     In  service. 
Sloat,  George  T. 

Acting  First  Assistant  Engineer,  10  September,  1861.     Resigned  9  September 
1862. 
Sloat,  John  D. 

Midshipman,  13  February,  1800.  Master,  10  January,  1812.  Lieutenant,  24  July, 
1813.  Commander,  21  March,  1826.  Captain,  9  February,  1837.  Reserved 
list,  27  September,  1855.  Retired  list,  21  December,  1861.  Commodore  on 
Retired  list,  16  July,  1862.     Rear-Admiral,  Retired  list,  25  July,  1866.     Died 

28  November,  1867. 
Sloat,  M'illiam. 

Acting  Second  Assistant  Engineer,  22  December,  18C4.     Honor.ibly  discharged 
14  February,  1808. 
Sloenm,  Charles  H. 

Mate,  24  January,  1803.  Acting  Ensign,  15  July,  1864.  Honorably  discharged 
26  November,  1865. 

Klocuni,  Charles  91. 

Acting  Third  Assistant  Engineer,  16  January,  1804.     Resigned  (Sick,)      October, 
1864. 
Slocnm,  Ebenezcr. 

Gunner,  33  April,  1799.    Resigned  7  July,  1801. 
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Slocnm,  Oeorge  D. 

Assistant  Surgeon,  29  November,  1861.     Resigned  17  January,  1864. 
Slociiin,  Jonah. 

Acting  First  Assistant  Engineer,  18  April,  1863.     Resigned  23  April,  1865. 
Slocnni,  William  JS. 

Acting  Ensign,  9  April,  1863.     Resigned  29  December,  1863. 
Slosson,  Henry  li. 

Acting  Third  Assistant  Engineer,  29  September,  1863.     Third  Assistant  Engineer, 
13  October,  1863.    Second  Assistant  Engineer,  1  August,  1866.    Passed  Assistant 
Engineer,  27  October,  1874. 
Slongh,  Oranv^lle  B. 

Assistant  Surgeon,  20  December,  1861.     Resigned  26  October,  1864. 
Slongh,  Jonas  S. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Dismissed  15  May,  1863. 
Slnyter,  Stephen  E. 

Acting  Ensign,  14  May,  1863.     Dismissed  2.5  August,  1864. 
Slye,  Benjamin  S. 

Midshii^man,  1  March,  1825.     Dismissed  9  July,  1833. 
Small,  Alonzo. 

Acting  Ensign,  37  June,  1863.     Resigned  3  October,  1864. 
Small.  Briiee. 

Mate.     Resigned  17  November,  1862. 
Small,  Edward  A. 

Acting    Ensign,    11    September,    1863.      Acting    Master,    23    February,    1865. 
Honorably  discharged  14  October,  1866. 
Small,  Eldridge  F. 

Mate,  17  February,  1864.     Acting  Ensign,  13  May,  1865.     Honorably  discharged 
3  September,  1865. 
Small,  Gilbert  H. 

Acting  Master,  22  January,  1862.     Resigned  5  July,  1863. 
Small,  John,  Jr. 

Acting  Ensign,  31  January,  1864.     Resigned  9  Jime,  1865. 
Smalley,  Anthony. 

Acting  Master,  27  March,  1862.     Appointment  revoked  fSick,)  1  September,  1863. 
Acting  Ensign,  1  December,  1863.     Honorably  discharged  3  August,  1865. 
Smalley,  Jacob  91. 

Mate.     Acting  Ensign,  1  December,  1862.     Acting  Master,  38  June,  1864.     Re- 
signed 10  February,  1865. 
Smalley,  lieonard  D. 

Acting  Master,  37  December,  1861.     Dismissed  11  March,  186C. 
Smart,  Hiram. 

Acting  Boatswain,  25  April,  1866.     Resigned  12  June,  1866. 
Smedley,  John  Kinsey. 

Third  Assistant  Engineer,   18  November,   1863.      Second    Assistant    Engineer, 
23  March,  1864.     Resigned  13  March,  1866. 
Smith,  Aaron  W. 

Acting  Third  Assistant  Engineer,  28  November,  1863.     Honorably  discharged 
26  July,  1865. 
Smith,  Abram  G. 

Acting  Third  Assistant  Engineer,  6  March,  1865.     Honorably  discharged  18  No- 
vember, 1865. 
Smith,  A.  C. 

Mate,  11  September,  1869.     Deserted  15  September,  1869. 
Smith,  Albert  C. 

Acting  Second  Assistant  Engineer,  18  February,  1868.     Acting  First  Assistant 
Engineer,  29  August,  1863.    Died  1  September,  1863. 
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Smith.  Albert  Edwarcl. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.     Graduated  10  June,  1830. 
Smith,  Albert  M. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Resigned  22  September,  1863. 
Smith,  Albert  ^. 

Midshipman,  20  October,   1838.      Passed   Midshipman,   20  >raT,   1844.     M.ister, 
9  .luiy,  18.'52.      Lieutenant,  13  April,  18.53.     Lieutenant-Commander,  IG  July, 
1802.     Commander,  11  August,  1802.     Died  8  September,  1866. 
Smith,  Albert  P. 

Acting  Third  Assistant  Engineer,  9  June,  1804.     Honorably  discharged   30  Octo- 
ber, 1805. 
Smith,  AIe:«ander  M. 

Acting  Master,  9  October,  1861.     Dismissed  21  March,  1802. 
Smith,  Alfred  C. 

Mate,  16  April,  1SG4.     Appointment  revoked  (Sick.)  21  July,  1864. 
Smith,  Archimedes. 

Assistant  Surgeon,  5  July,  1814.     Resigned  18  AjJril,  1818. 
Smitii.  Angnstns  R. 

ActincT  Second  Assistant  Engineer,  26  April,  1804*.     Honorably  discharged  1  No- 
vember, 1805. 
Smitii.  Augustus  W. 

Prol'essur,  22  September,  1860.     Died  21  March,  1866. 
Smitii,  Baxter. 

Acting  Second  Assistant  Engineer,  10  Julj-,  1864.     Honorably  discharged  23  No- 
vember, 1805. 
Smith.  Beatty  P. 

Acting  Midshipman,  29  September,  1854.     Midshipman,  9  June,  1859.     Lieuten- 
ant, 31  August,   1861.      Lieutenant-Commander,  26  October,  1865.      Dropped 
from  service  9  July,  1874. 
Smith.  Benjamin. 

Midshipman,  9  October,  1798.     Lieutenant,  14  April,  1802.     Died  14  October, 
1807. 
Smitii,  Benjamin  B. 

Mate,  10  April,  1863.     Resigned  (Sick,)  8  July,  1868. 
Smitii,  Charles. 

Acting   Assistant   Paymaster,   12   February,  1864.     Mustered   out   13   December, 
1865. 
Smith,  Charles. 

Boatswain,  24  July,  1850.     Dismissed  6  August,  1853. 
Smitii.  Charles. 

Acting  Master,  20  August,  1861.     Resigned  1 9  May,  1804. 
Smith,  Charles. 

Midshipman,  17  December,  1810.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1818.     Furloughed. 
Smith,  Charles,  Jr. 

Mate,  1    Octolicr,   1863.     Acting   Ensign,  6   July,    1804.     Honorably  discharged 
5  December,  1805. 
Smith,  Charles  B. 

Midshijinian,  30  November,  1846.     Passed   Midshipman,  8  June,  1853.     Dropped 
13  September,  1855. 
Smith,  Charles  C<.,  Jr. 

Mate,  3  June,  1862.     Resigned  8  May,  186.5. 
Smith.  Charles  II. 

Mate,  goiiil  conduct  at  loss  of  "  Monitor,"'  21   April,  1864.     Honorably  discharged 
la  May,  1865. 
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Smith,  Charles  L.. 

MidshipmaQ,  27  July,  1840.     Died  16  November,  1848. 
Smith,  Charles  P. 

Carpenter,  37  May,  1827.     Resigned  4  December,  1827. 
Smith,  Charles  R. 

Assistant  Surgeon,  28  March,  1820.     Died  8  November,  1823. 
Smith,  Charles  R. 

Midshipman,  2  September,  1835.     Passed  Midshipman,  33  June,  1841.     Dismissed 
4  December,  1843. 
Smith,  Charles  W. 

Boatswain,  8  December,  1857.     Dismissed  29  June,  1859. 
Smith,  Charles  W. 

Acting  Third  Assistant  Engineer,  0  January,  1803.     Deserted  30  January,  1864. 
Smith',  Crawford  IE. 

Midshipman,  3  January,  1840.     Dropped. 
Smith,  Daniel  A. 

Acting    Assistant    Paymaster,   31    August,    1803.     Passed    Assistant  Paymaster, 
33  July,  1806.     Paymaster,  23  July,  1870. 
Smith,  David. 

Third  Assistant  Engineer,  36  August,  1859.     Second  Assistant  Engineer,  8  July, 
1861.     First  Assistant  Engineer,  1  October,  1863.     Chief  Engineer,  5  March, 
1871. 
Smith,  David. 

Acting  Second  Assistant  Engineer,  14  July,  1804.     Honorably  discharged  17  Julv, 
1805. 
Smith,  E.  D. 

Acting  Assistant  Surgeon,  13  August,  1801.     Honorably  discharged  23  November, 
1865. 
Smith,  JBdgar  S. 

Acting  Assistant  Surgeon,  1  September,  1861.     Resigned  4  August,  1863.     Acting 
Assistant  Surgeon,  3  July,  1863.     Acting  Passed  Assistant  Surgeon,  17  June, 
1865.     Honorably  discharged  28  April,  1860. 
Smith,  Edward  H.,  Jr. 

Acting  Ensign,  34  December,  1863.     Honorably  discharged  19  September,  1805. 
Smith,  Edward  K. 

Acting  Ensign,  27  November,  1803.     Honorably  discharged  4  September,  1865. 
Smith    Edward  S. 

Midshipman,  16  January,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 10  March,  1809. 
Smith    Elias,  Jr. 

Mate,  33  June,  1863.     Lost  on  "  Bairibridge,"  31  August,  1863. 
Smith,  Elias. 

Acting  Ensign,  22  December,  1862.     Resigned  3  August,  1803. 
Smith,  E.  T.  R. 

Mate,  35  October,  1803.     Appointment  revoked  (Sick,)  21   March,  1865.     Mate, 
31  May,  1866.     Dishonorably  discharged  30  April,  1867. 
Smith,  Ferdinand. 

Midshii)man,  1  July,  1836.     Died  21  March,  1831. 
Smith,  Frsw'cis  C,  Jr. 

Third  Assistant  Engineer,  29  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1802.      First  Assistant  Engineer,   30  January,  1865.     Resigned  28  July, 
1809. 
Smith.  Frank. 

Acting   Master,  9   October,   1801.     Acting  Volunteer   Lieutenant,  38   November, 
1863.     Resigned  14  December,  1864. 


668  GENERAL    XAVT   KEGISTEU. 

>«mit]i,  F.  W. 

Midshipman,  1  January,  ISOS.     Lieutenant,  24  July,  1813.     Died  -1  June,  1828. 
Suiitli,  Frederick  R. 

Acting  Jlidsliipnian,24  September,  IS.'iS.    Graduated  18C2.    Lieutenant,  1  August, 
1863.     Lieutenant-Commander,  25  July,  1806.     Commander,  0  April,  1875. 
Smith,  George. 

Acting  Third  Assistant  Engineer,  25  September,   1863.     Honorably  discharged 
7  August,  1865.  " 

Smith,  George. 

Boatswain,  20  October,  1845.     Retired  list,  19  December,  1869.     Died  27  Novem- 
ber, 187o. 
Smith,  George. 

Acting  Ensign,  13  September,  1862.     Appointment  revoked  20  January,  1806. 
Smitli,  George  A. 

Mate,  22  October,  1801.     Acting  Master,  24  April,  1862.     Acting  Volunteer  Lieu- 
tenant, 27  June,  1805.     Honorably  discharged  3  July,  180s. 
Smith,  George  A. 

Acting  Ensign,  1  December,  1862.     Honorably  discharged  14  December,  1865. 
Smith,  George  F. 

Acting  Third  Assistant  Engineer,  27  September,  18G1.     Acting  Second  Assistant 
Engineer,  28  October,  1864.     Resigned  25  January,  1865. 
Smith,  George  F. 

Acting   Third   Assistant   Engineer,  16  Se])tember,  1864.     Resigned  25  Junnarv. 
1865. 
Smith,  George  li. 

Acting  Ensign,  5  December,  1802.     Resigned  29  Januurv.  1S03.     JLite,  31  J[areh, 
1863.     Acting  Ensign,  10  April,  1803.     Resigned  15  July,  1801. 
Smit^i,  George  M. 

Acting  Third  Asisistant  Engineer,  20  July,  1863.     Honorably  discharged  14   i\o- 
vember,  1865. 
Suiith,  George  M. 

Mate,   30  July,   1862.     Acting   Ensign,   27   Julv.    1863.     Honorably   discharged 
25  May,  1867. 
Smith,  George  S, 

Midshipman,  1  January,  1817.     Last  appearance  on  Records  of  Navy  Department, 
1819. 
Smith,  George  W. 

Chaplain,  3  July,  1864.     Resigned  30  September,  1876. 
Smith,  George  W, 

Acting  First  Assistant  Engineer,  1  October,  1862.     Dismissed  8  May,  1863. 
Smith,  G.  Gecldes. 

Mate,  27  January,  1865.     Acting  Ensign.  3  May,  1865.     Honorably  discharged 
14  August,  1805. 
Smith,  Gideon  II. 

Mate,  25  January,  1863.     Appointment  revoked  (Sick,)  23  October,  1863. 

Smith.  Gilbert  H. 

Midsliipman,  6  July,  1803.     Resigned  13  September,  1805. 

Smith,  Ileber. 

Acting   Assistant  Surgeon,  24  June,   1861.      Assistant  Surgeon,  16  August,  1801 . 
Resigned  1  March,  1805. 
Smith.  Henry. 

JIate,  7  January,  1802.     Dismissed  5  June,  1802. 
Smifii,  Henry  Aiignstus. 

Third   Assistant  Engineer,   16   September,   1802.      Second    Assistant   Engineer 
1  March,  1804.     Resigned  28  Julv,  1806. 
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Suiith,  Henry  II. 

Acting  Assistant  Surgeon,  20  November,  1863.     Resigned  21  April,  1SG5. 
Smith,  Henry  !K^. 

Acting   Second   Assistant   Engineer,   12   October,   1861.     Apisointment   revoked 
27  November,  1861. 
Smitb,  Henry  R. 

Assistant  Paymaster,  1  June,  1876. 
Smith,  Henry  W. 

Acting  Third  Assistant  Engineer,  19  April,  1864.     Honorably  discharged  28  Oc- 
tober, 1805. 
Smith,  Horace. 

Master,  17  July,  1812.     Last  appearance  on  Records  of  Navy  DeiJartment,  1810. 
Baltimore. 
Smith,  Horace. 

Midshipman,  16  December,  1798.     Resigned  23  January,  1799. 
Smith,  Horatio  D. 

Mate,  26  October,  1864.     Honorably  discharged  8  June,  1865. 
Smith,  Howard. 

Assistant  Surgeon,  13  July,  1871. 
Smith,  Howard  J. 

Assistant  Surgeon,  20  June,  1838.     Passed  Assistant  Surgeon,  22  November,  184D. 
Died  5  September,  1847. 
Smith,  Huntington. 

Midshipman,  26  February,  1863.     Graduated  June,  1868.     Master,  12  July,  1870. 
Resigned  15  May,  1873. 
Smith,  Increase  €. 

Acting  Third  Assistant  Engineer,  8  May,  1863.     Acting  Second  Assistant  Engineer. 
17  August,  1864.     Honorably  discharged  16  September,  1865.     Acting  Second 
Assistant  Engineer,  20  August,  1866.     Mustered  out  21  August,  1867. 
Smith,  Israel  I>. 

Midshipman,  1  May,  1826.     Resigned  23  April,  1827. 
Smith,  Jacob  J. 

Acting  Assistant   Surgeon,  14  March,  1864.     Honorably  discharged  9  October, 
1865. 
Smith,  James. 

Lieutenant,  28  May,  1800.     Last  appearance  on  Records  of  Navy  Department, 

9  September,  1800. 
Smith,  James  E. 

Acting  Third  Assistant  Engineer,  21  May,  1863.     Honorably  discharged  21  July, 
1865. 
Smith,  James  li. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Resigned  31  May,  1864. 
Smith,  James  R. 

Acting  Ensign,  6  August,  1864.     Dismissed  7  January,  1865. 
Smith,  James  T. 

Midshipman,  12  June,  1871.     Graduated  21   June,  1875.     Ensign,  21   November, 
1877. 
Smith,  James  W. 

Acting  Second  Assistant  Engineer,  31    December,  1863.     Honorably  discharged 
30  December,  1865. 
Smith,  Jay  Wolbert. 

Acting  Third  Assistant  Engineer,  5  March,  1864.     Honorably  discharged  15  Sep- 
tember, 1869. 
Smith,  Jesse,  3rd. 

Midshipman,  11  March,  1815.    Lieutenant,  13  January,  1825.    Lost  in  the  "iTornef," 

10  September,  1829. 
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Mi(lshi|imiiii,   28  Julv.   18G4.      Gniduatcd   June,   18G8.     Ensign,   19  A])ril,   1800. 
JIaster,   13  July,  1870,     Lieutenant,  25  November,  1872.     Died  18  November, 
1874. 
Smith,  JesKe  II. 

Midshipman,  9  Februarj-,  1841.     Died  3  December,  1844. 
Smith,  J.  9IaIcoIiii. 

Assistant  Surgeon,  (i  September,  1837.     Passed  Assistant  Surgeon,  14  March,  1843. 
Died  29  April,  1848. 
Smith,  John. 

Master,  1  December,  1812.     Resigned  12  June,  1813. 
Smith,  John. 

Carpenter,  11  May,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Smith,  John. 

Mate.     Appointment  revoked,  (Sick)  28  August,  1802. 
Smith,  John. 

Lieutenant,  8  March,  1799.     Commander,  25  May,  1804.     Captain,  24  December, 
1811.     Died  31  May,  1815. 
Smith,  John. 

Acting  Boatswain,  0  June,  1871.     Appointment  revoked  9  December,  1872. 
Smith,  John. 

Boatswain,  7  December,  1819.     Died  7  October,  1843. 
Smith,  John. 

Midshipman,  30  April,  1800.     Discharged  0  August,  1801,  under  Peace  Establish- 
ment Act. 
Smith,  John. 

Acting  Boatswain,  0  September,  1802.     Honorably  discharged  12  December,  1805. 
Boatswain,  24  October,  1800. 
Smith,  John. 

Acting  Third  Assistant  Engineer,  22  September,  1802.     Resigned  5  April,  1865. 
Smith,  John. 

Boatswain,  11  August,  1819.     Resigned  19  July,  1828. 
Smith,  John. 

Mate,  11  February,  1864.     Deserted  2  March,  1864. 
Smith,  John  A.  B. 

Third  Assistant  Engineer,  21  April,  1863.     Second  Assistant  Engineer,  28  Sep- 
tember, 1864.     First  Assistant  Engineer,  22  January,  1873. 
Smith,  John  B.  F. 

Mate,  8  Mav,  1862.     Acting  Ensign,  9   January,  1864.     Resigned  (Sick,)  6  Sep- 
tember, 1864. 
Smith,  John  D. 

Acting  Assistant  Surgeon,  27  July,  1367. 
Smith,  John  E. 

Acting  Ensign,  30  December,  1804.     Honorably  discharged  21  July,  1865. 
Smith,  Jolin  F. 

Acting  Third  Assistant  Engineer,  18  January,  1864.     Honorably  discharged  4  No- 
vember, I860. 
Smith,  John  H. 

Midshipman,  1   January,  1815.     Lieutenant,  13  January,  1825.     Died  30  Novem- 
ber, 1836. 
Smith,  John  Rothwell. 

Acting  Second    Assistant  Engineer,  21    October,  1864.      Honorably   discharged 
7  September,  1865. 
Smith.  John  S. 

Acting  First  Assistant  Engineer,  27  September,  1861.     Dismissed  25  Februarv, 
1862. 
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Smith,  John  T. 

Acting  Third  Assistant  Engineer,  13  March,  1863.     Acting  Second  Assistant  En- 
gineer, 24  March,  1865.     Honorably  discharged  23  June,  1870.     Second  Assistant 
Engineer,  17  June,  1870.     Retii-ed  as  Passed  Assistant  Engineer,  24  February, 
1875,  by  Act  of  Congress,  approved  30  January,  1875. 
Smith,  Joseph. 

Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     Commander,  3  Marcu, 
1837.     Captain,  9  February,  1837.     Retired  list,  31  December,  1861.     Rear- 
Admiral,  Retired  list,  16  July,  1862.     Died  17  January,  1877. 
Smith,  Joseph. 

Gunner,  9  October,  1861. 
Smith,  Joseph. 

Midshipman,  18  June,  1813.     Resigned  17  February,  1813. 
Smith,  Joseph,  Jr. 

Purser,  1  March,  1799.    Last  appearance  on  Records  of  Navy  Department,  20  March, 
1799. 
Smith,  Joseph  Adams. 

Assistant  Paymaster,  8  October,  1861.     Paymaster,  28  August,  1862.     Pay  Inspec- 
tor, 15  May,  1879. 
Smith,  Joseph  B. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 

23  August,  1855.  Lieutenant,  14  September,  185.5.  Killed  in  action  between 
"  Congress  "  and  "  Merrimtu:"  8  March,  1862. 

Smith,  Joseph  E. 

Midshipman,  1  January,  1808.    Lieutenant,  10  March,  1813.    Died  1  December,  1813. 
Smith,  Joseph  O. 

Midshipman,  15  November,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1814. 
Smith,  Joseph  O. 

jVli<lsliipman,  1  January,  1817.     Died  in  June,  1833. 
Smith,  Josepli  R. 

Carpenter,  4  November,  1852.     Resigned  31  February,  1860. 
Smitli,  J.  W. 

Acting  Master,  8  June,  1861.     Appointment  revoked  2  July,  1861.     Re-appointed 

24  July,  1861.  Acting  Volunteer  Lieutenant,  27  October,  1863.  Acting  Volun- 
teer Lieutenant-Commander,  7  Febrjiary,  1865.  Honorably  discharged  21  Feb- 
ruary, 1866. 

Smith,  J.  Taiighan. 

Assistant  Surgeon,  27  June,  1839.     Surgeon,  20  February,  1838.     Died  25  August, 
1S48. 
Smith,  LieTl  W. 

Mate,  28  August,  1863.     Acting  Ensign.     Deserted  30  April,  1866. 
Smith,  liomaii. 

Carpenter,  27  November,  1840.     Died  20  August,  1843. 
Smith,  I.iither  W. 

Acting  Ensign,  21  April,  1864.     Honorably  discharged  23  August,  18G5. 
Smith,  Manasseh. 

Acting  Third  Assistant  Engineer,   16   October,   1861.     Acting  Second  Assistant 
Engineer,  33  December,  1863. 
Smith,  Marshall  J. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  iS47.     Resigned 
4  February,  1851. 
Smith,  9Ielauctlion. 

Midshipman,  1  March,  1826.  Passed  Midshipman,  38  April,  1832.  Lieutenant, 
8  March,  1837.  Commander,  14  September,  1855.  Captain  16  July,  1883. 
Commodore,  25  July,  1866.  Rear-Admii'al,  1  July,  1870.  Retired  list,  24  May, 
1871. 
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Saiitli.  Itriolinel  J. 

Acting  Ensign,  17  December,  ISfiO.     Honorably  discharged  23  November,  18U-j. 
Smith,  Milo  II. 

MiUsliipuiun,  1  April,  1828.     Resigned  3  June,  1831. 
Suiitli,  ;tIoses  R. 

Master,  4  May,  1813.     Discharged  10  June,  1815. 
Sinitli,  Xatliau  I>. 

Acting  First  Assistant  Engineer,  18  March,  18G4.     Appointment  revoked   (Sick,) 
30  .January,  1805. 
Smith,  Newton  C 

Jlate.    Resigned  15  July,  18G2. 
Smith,  Oscar  G. 

Acting  Assistant  Surgeon,  3  June,  1861.     Resigned  11  September,  ISGl. 
Smith,  Oscar  1. 

Acting  Third   Assistant  Engineer,   7   September.  1863.     Honorably   discharged 
15  August,  1805. 
Smitli,  Omar. 

Mate,  18  February,  1863.     Resigned  10  April,  1803. 
Smith,  Peter. 

Acting  Third  Assistant  Engineer,  36  November,  1864.     Honorably  discharged 
24  September,  1869. 
Smith,  Peter  Hnckins. 

Boatswain,  7  August,  1873. 
Smith,  Reuben. 

Acting  Assistant  Surgeon,  15  September,  1863.     Honorably  discharged  13  Decem- 
ber, 1808. 
Smith,  Richard. 

Midshipman,  28  June,  1804.     Last  appearance  on  Records  of  Navy  Department, 
19  March,  1805. 
Smith,  Richard  H. 

Acting  Ensign,  1  October,  1862.     Appointment  revoked  7  February,  1866. 

Smith.  Richard  £.. 

Jlidshipmau,  1  January,  1812.     Resigned  23  June,  1812. 
Smith,  Robert. 

Acting  Third   Assistant   Engineer,  16   November,   1861.     Dismissed  13  August, 
1803. 
Smith,  Robert  B. 

Mate.     Acting  Master,  24  March,  1863.     Acting  Volunteer  Lieutenant,  good  service, 
3  December,  1803.     Acting  Volunteer  Lieutenant-Commander,  29  April,  1865. 
Honorably  discharged  1  January,  1806. 
Smith.  Robert  B. 

Mate,  19  December,  1861.     Honorably  discharged  7  August,  1866. 
Smith,  Robert  B. 

Acting  Ensign.  1   October,  1863.     Acting  Master,  16  February,  1863.     Resigned 
39  April,  1803. 
Smith,  Robert  R. 

Acting  Second  Assistant  Engineer,  10   August,    1804.      Honorably   discharged 
7  October,  1865. 
Siniih,  Rodney. 

Acting  Chief  Engineer,   19   January,    1863.      Honorably  discharged  8  .lanuary, 
1800. 
Smith.  Roy  C. 

Cadet  Midshipman,  3  October,  1874.     Graduated  4  Juno,  1880. 
milh.  Itussell. 

Carpenter,  31  December,  1841.     Dismissed  28  July,  lS4i. 
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Smith,  Samuel. 

Acting  Ensign,  14  July,  1SG:J.     Resigned  1  April,  1865. 
Sinitli,  Samuel. 

Midsliipman,  16  June,  1834.     Resigned  31  October,  1839. 
Smith.  Samuel  C. 

Assistant  Surgeon,  28  March,  1820.     Resigned  28  November,  1832. 
Smith,  Samuel  D. 

Acting  Assistant  Surgeon,  1  April,  1863.     Resigned  30  .June,  1863. 
Siiiilh.  Sitinuel   O. 

Midshipman,  8  May,  1799.     Discharged  19  October,  1799. 
Smith,  S.  Chester. 

Acting  Assistant  Surgeon,  30  November,  1801.     Resigned  11  Novcmlier,  186-1. 

Smith,  Sidney. 

Acting  Second  Assistant  Engineer,  3  November,  1861.      Honorably  discharged 
5  October,  1865. 
Smith,  Sidney. 

Midshipman,  26  July,  1800.     Lieutenant,  7  March,  1807.     Commander,  38  Febru- 
ary, 1815.     Died  17  May,  1827. 
Smith,  Sidney  Xiee. 

Third  Assistant  Engineer,  21  October,  1861.    Second  Assistant  Engineer,  25  August, 
1803.     First  Assistant  Engineer,  1  January,  1868. 
Smith,  Simeon. 

Acting  Third  Assistant  Engineer,  20  .Tuiy,  1863.     Acting  Second  Assistant  En- 
gineer, 3  September,  1864.     IIonoral.>]y  discharged  13  May,  1865. 
Smith.  Simon. 

Midshipman,  28  April,  1801.     Died  4  June,  1806. 
Smith.  Solon  C. 

Acting  Third  Assistant  Engineer,  9  November,  1864.     Died  10  .luly,  1865. 
Smith,  Sumner  T. 

Mate,  25  April,  1864.     Appointment  revoked  (Sick.)  30  July,  1864. 
Smith.  S.  T.  C. 

Mate,  28  December,  1869. 
Smith,  TliaddeuH  S. 

Third  Assistant  Engineer,  13  August,  1801.     Resigned  8  July.  1863. 
Smith,  Theodore  E. 

Acting  Assistant  Paymaster,  10  October,  1861.     Resigned  5  January,  1865. 
Smith,  Thomas. 

Acting  Master,  21  October,  1861.     Appointment  revoked  31  March,  1864. 
Smith.  Thomas. 

Boatsv/ain,  24  September,  1855.     Retired  list,  18  February,  1874. 
Smith,  Thomas. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  1  July,  1865. 
Smith,  Tliomas. 

Acting  Third  Assistant  Engineer,  12  July,  1864.     Honorably  discharged  4  Novem- 
ber, 1865. 
Smith,  Tliomas. 

Mate,  1861.     Resigned  14  November,  1863. 
Smith,  Thomas. 

Boatswain,  33  May,  1804.     Dismissed  14  August,  1810. 
Smith,  Thomas  E. 

Acting  Master,  22  October,  1861.     Acting  Volunteer  Lieutenant,  39  January,  1803. 
Honorably  discharged  28  February,  1869. 
Smith,  Thomas  li. 

Assistant  Surgeon,  3  January,  1828.     Surgeon,  9  February,  1837.     Retired  list 
13  August,  1863.     Medical  Director,  3  March,  1871. 
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Smith,  Thomas  M. 

Acting  Ensign,  30  June,  1864.     Honoraljly  discharged  6  January,  18G6. 
Smith,  TlioiiinH  P. 

CariJenter,  28  April,  1873. 
Smith,  Thomas  K. 

Boatswain,  5  November.  1814.     Died  28  November,  1837. 
Smith,  ^Valter  D. 

Third  Assistant  Engineer,  1   July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     First  Assistant  Engineer,  25  July,  1866.     Chief  Engineer,  25  March, 
1880. 
Smith,  Walter  X. 

Mate,  5  April,  1862.     Actiiij;  Ensign,  14  August,  1864.     Honorably  discharged 
12  October,  1867.     Mate,  20  January,  1870. 
Smith,  Waters. 

Surgeon's  Mate,  26  May,  1824.     Surgeon,  3  January,  1828.     Died   19  September, 
1800, 

Smith,  Watson. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
16  July,  1862.     Died  19  December,  1864. 
Smith,  William. 

Boatswain,  2  August,  1838.     Dropped  20  April,  1861, 
Smith,  William. 

Midshipman,  4  March,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
3  March,  1831.     Commander,  12  September,  1854.     Commodore,  16  July,  1862. 
Retired  list,  9  January,  1805.     Died  29  April,  1873. 
Smith,  William. 

Lieutciiaut,  5  March,  1799.     Discharged  8  July,  1801,  under  Peace  Establishment 
Act, 
Smith.  William. 

Midshipman,  15  January,  1801.     Discharged  6  August,  1801,  under  Peace  Estab- 
lishment Act, 
Smith,  William. 

Acting  Third  Assistant  Engineer,  5  July,  1864.     Honorably  discharged  28  Octo- 
ber," 1S65, 
Smith,  William. 

Boatswain,  1  January,  1819.     Died  7  July,  1835. 
Smith.  William  A. 

Acting  Third  Assistant  Engineer,  21  June,  1862.     Acting  Second  Assistant  Engi- 
neer, 30  June,  1864.     Honorably  discharged  2  September,  1865. 
Smith,  William  A. 

Mate,  27  December,  1861.     Acting  Ensign,  31  November,  1863.     Honorably  dis- 
charged 8  October,  1865. 
Smith.  William  C. 

Assistant  Surgeon,  1  June,  1803.     Resigned  13  July,  1802. 
Smith,  William  Ci. 

Mate,  5  October,  1S66. 
Smith,  William  Ci. 

Mate,  5  May,  1863,     Honorably  discharged  21  December,  1865. 
Smith,  William  II. 

Acting  Master,  21  .June,  1861,     Killed  11  November,  1864, 
Smith,  William  II. 

Midshipman,  31  July,  1840.     Passed  Midshipman,  11  July,  1846.     Last  appearance 
on  Records  of  Navy  Department,  1853. 
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Smith,  William  H. 

Acting  Third   Assistant  Engineer,   12  October,   1861.     Acting  Second  Assistant 
Engineer,  23  September,  1803.     Acting  First  Assistant  Engineer,  3  February, 
1865.     Honorably  discharged  14  February,  1866. 
Smith,  William  H. 

Midshipman,  31  March,  1800.     Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 
Smith,  William  H. 

Midshipman,  16  October,  1845.     Resigned  20  April,  1853. 
Smith,  William  II. 

Mate,  26  December,  1863.     Honorably  discharged  7  September,  1865. 
Smith,  William  H. 

Acting    Third  Assistant  Engineer,   31    October,   1863.      Honorably   discharged 

19  February,  1866. 
Smith,  William  M. 

Acting  Third  Assistant  Engineer,  15  September,  1864.     Resigned  5  July,  1865. 
Smith,  William  M. 

Midshipman,  16  January,  1809.     Resigned  26  February,  1810. 
Smith,  William  P. 

Midshipman,  17  March,  1814.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Lake  Ontario. 
Smith,  William  P. 

Master,  26  December,  1812.     Resigned  1  December,  1815. 
Smith,  William  P. 

Midshipman,  2  January,  1800.     Lieutenant,  23  March,  1807.     Resigned  2  March, 
1809. 
Smith,  William  Strother. 

Cadet  Engineer,   Naval   Academy,    15   September,   1875.      Graduated   10   June 
1880. 
Smith,  William  S. 

Midshipman,  25  April,  1831.     Passed  Midshipman,  15  Juno.  1837.     Died  13  No- 
vember, 1839. 
Smith,  William  S. 

Third  Assistant  Engineer,  19  February,  1861.     Second  Assistant  Engineer  16  Jan- 
uary,  1863.     First  Assistant  Engineer,   1   December,   1864.     Chief  Engineer, 

20  October,  1875. 
Smith,  William  Taylor. 

Midshipman,  7  July,   1832.     Passed   Midshipman,   23   Jtme,   1838.     Lieutenant, 
19  September,  1843.     Resigned  17  October,  1858. 
Smith,  William  Y. 

Mate.     Resigned  2  April,  1863. 
Smith,  William  Wesley. 

Acting  Third  Assistant  Engineer,  13  June,  1864.     Honorably  discharged  11  Octo- 
ber, 1865. 
Smith,  William  W. 

Midshipman,  1  November,  1828.     Resigned  1  February,  1834. 
Smith,  William  W. 

Acting  Ensign,  2  September,  1864.     Honorably  discharged  22  July,  1865. 
Smith,  William  W. 

Acting  Second  Assistant  Engineer,  1  May,  1864.     Resigned  5  June,  1865. 
Smitten.  Charles  H. 

JIate.  26  July,   1804.     Acting  Ensign,  31   January,  1865.     Discharged  31  July, 
1866. 
Smoot.  George  W. 

Mate,  1  July,  1803.     Resigned  7  February,  1865. 
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Siiioot,  John  H. 

Acting  Assistant  Paymaster,  20  August,  1SG4.     Ilunoiublv  discbarged   19  Septem- 
ber, 1805. 
Snioot,  Joseph. 

Midshipman,   1    December,    1809.      Lieutenant,    27   April,    1810.       Cnmmander, 
3  March,  1835.     Captain,  8   September,   1841.     Reserved  list,  1  October,  l»o5. 
Died  13  March,  1857. 
Smoot,  Sainiiel  C 

Acting  Assistant  Surgeon,  5  October,  1861.     Resigned  27  .Tanuarj-,  1862. 
Smoot,  Williaiu  O. 

Acting  Third  Assistant  Engineer,  4  June,  1862.  Acting  Second  Assistant  En- 
gineer, 12  March,  1863.  Appointment  revoked  (Sick,)  6  February,  1864.  Act- 
ing  Second  Assistant    Engineer,   12   October,   1864.       Honorably   discharged 

15  February,  1866. 
Sniylie.  William. 

Sailmaker,  7  July,  1804.     Died  28  September,  1805. 
Smyth,  James  W. 

Acting  Third  Assistant  Engineer,  31  May,  1861.     Acting  Second  Assistant  En- 
gineer, 20  July,  1863.     Honorably  discharged  30  December,  1865. 
Smyth.  Thomas  S. 

Acting  Ensign,  15  August,  1862.     Resigned  26  May,  1863. 
Snaith,  George  S. 

Acting  Third  Assistant  Engineer,  17  May,  1864.     Honorably  discharged  12  March, 
1866. 
Snare,  Elisha  W. 

Acting  Ensign,  22  December,  1863.     Honorably  discharged  21  October,  1865. 
Snedeker,  William  A. 

Acting  Third  Assistant  Engineer,  15  September,  1864.     Resigned  (Sick,)  18  March, 
1865. 
Snell,  Alfred  T. 

Midshipman,   26   September,   1857.      Midshipman,   1    June,   1861.       Lieutenant, 

16  July,  1862.     Lieutenant-Commander,  25  July,  1866.     Commander,  19  Septem- 
ber, 1874.    Died  8  September,  1876. 

Snelson,  Robert  Li. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1816.     Frigate  "  Java." 
Snider,  John. 

Carpenter,  1  January,  1818.     Died  7  November,  1836. 
Snor,  John  J. 

Acting  Third  Assistant  Engineer,  21   December,  1863.     Honorably  discharged 
18  October,  1865. 
Snow,  Albert  vS. 

Midshipman,  30  November,  1861.     Graduated  September,  1865.     Ensign,  1  Decem- 
ber, 1806.     Master,  12  March,  1808.     Lieutenant,  26  March,  1869.     Lieutenant- 
Commander,  11  July,  1880. 
Snow,  Allen  W. 

Mate,  4  February,  1864.     Appointment  revoked  21  April,  1864.     Mate,  23  Decem- 
ber, 1804.    Acting  Ensign,  20  January,  1865.     Honorably  discharged  5  Decem- 
ber, 1867. 
Snow,  Charles  W. 

Acting  Ensign,  21  December,  1863.     Died  11  September,  1864. 
Snow,  £lisha  IV. 

Mate,  12  September,  1862.     Acting  Ensign,  28  April,  1864.     Honorably  discharged 
22  December,  1865. 
Snow,  Henry  C. 

Acting  Ensign,  4  October,  1864.     Honorably  discharged  25  August,  1805. 
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Snow,  John  S. 

Acting  Ensign,  6  August,  1864.     Honorably  discharged  29  July  1865. 
Snow,  Joseph  W. 

Acting  Ensign,  20  May,  1864.     Dismissed  26  July,  1864. 
Snow,  Josiah,  Jr. 

Acting  blaster,  11  May,  1861.     Ai^pointment  revoked  26  August,  1861. 
Snow,  Oliver  C. 

Acting  Ensign,  25  April,  1864.     Honorably  discharged  10  December,  1865. 
Snow,  Rnssell. 

Acting  Master,  27  February,  1862.     Resigned  19  March,  1862. 
Snow,  William  B. 

Acting  Third  Assistant  Engineer,   1    September,  1864.      Honorably   discharged 
7  July,  1805. 
Snyder,  Asa  P. 

Acting  Gunner,  30  March,  1863.     Resigned  16  January,  1865. 
Snyder,  Frederick. 

Acting  Second  Assistant  Engineer,  8  August,  1863.     Resigned  6  April,  1864. 
Snyder,  George  W. 

Assistant  Engineer,  9  October,  1876. 
Snyder,  Henry. 

Third  Assistant  Engineer,  25  August,  1862.     Second  Assistant  Engineer,  21  Feb- 
ruary, 18G4.     First  Assistant  Engineer,  1   January,  1868.    Resigned  21   Decem- 
ber, 1873. 
Snyder,  Henry  L.ee. 

Third  Assistant  Engineer,  19  March,  1858.     Second  Assistant  Engineer,  16  Octo- 
ber, 1861.     First  Assistant  Engineer,  21   April,  1863.     Chief  Engineer,  14  De- 
cember, 1864. 
Snyder,  91.  B. 

Acting  Master,  1  October,  1862.     Dismissed  28  May,  1863. 
Sodenberg,  B.  B. 

Acting  Ensign,  24  June,  1864.     Honorably  discliarged  20  June,  1865. 
Sofleld,  Isaac. 

Acting  Ensign  and  Pilot,  19  September,  1864.     Acting  Master  and  Pilot,  1  Oc- 
tober, 1864.     Resigned  18  April,  1865. 
Softly,  James. 

Mate,  3   April,  1863.      Acting   Ensign,   18   June,   1864.      Honorably  discharged 
21  May,  1867. 
Soley,  John  C. 

Midshipman,  24  September,  1862.     Graduated  June,  1866.     Ensign,  12  March, 
1868.    Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Soley,  James  R. 

Professor,  18  August,  1876. 
Solomon,  Benjamin. 

Midshipman,  16  January,  1809.     Resigned  11  October,  1810. 
Solomon,  Ezekiel. 

Purser,  26  March,  1814.     Last  appearance  on  Records  of  Navy  Department,  ISIO. 
Furloughed. 
Somers,  Henry. 

Midshipman,  15  June,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Somers,  John. 

Mate.     Appointment  revoked  (Sick,)  10  July,  1863. 
Somers,  Josepli  IV. 

Mate.     Resigned  31  May,  1864. 
Somers,  Richard 

Midshipman,  30  April,  1798.     Lieutenant,  21  May,  1799.     Died  4  September,  1804. 
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SomerTille,  Jamei^  II. 

Midshipman,  10  September,  1841.     Passed  ^Midshipman,  10  August,  1847.     Acting 
Master.  17  January,  1848.     Died  4  February,  1850. 
Somes,  Charles  T. 

Mate,  24  October,  18G2.      Acting  Ensign,  21   July.  1SG4.     Resigned   13  March. 

i8(;.5. 
Somes,  John  B. 

Mate,  10  October,  1863.     Honorably  discharged  31  December,  1865. 
Somniers,  Robert. 

Acting  Gunner,  11  November,  1873. 
Sommers,  Rudolph. 

Mate,   16  December,   1861.     Acting  Ensign,  4  February,  1863.     Acting  Master, 
8  December,  1864.     Honorably  discharged  27  August,  "l868. 
SouiiiierTille,  G.  W. 

Midshipman,  30  November,  1814.     Died  28  August,  1832. 
Sonntng,  George  S. 

Master,  4  August,  1807.     Last  appearance  on  Records  of  Navy  Department,  1815, 
Philadelphia. 
Soper,  Alfred  S. 

Acting  Gunner,  25  January,  1864.     Dismissed  28  July,  1865. 
Soper,  Anthony. 

Mate,  21  December,  1861.     Dismissed  10  September,  1862. 
Sonle,  H.  A. 

Acting  Gunner,  24  March,  1864.     Dismissed  29  August,  1864. 
Sonle,  Henry  W. 

Mate,  11  August,  1862.     Resigned  3  December,  1862. 
Sonle,  Thomas  H.,  Jr. 

Mate,  25  April,  1864.     Resigned  13  May,  1865. 
Sonth,  Perry. 

Acting  First  Assistant   Engineer,   27    February,   1863.      Honorably   discharged 
22  November,  1865. 
SoHthall,  Charles  D. 

Acting  Third  Assistant  Engineer,  1 1  ;\Iarch,  1864.     Honorably  discharged  1  Sep- 
tember, 1869. 
Sonthall,  P.  A. 

Purser,  23  March,  1832.     Dismissed  21  March,  1840. 
Southard,  Allen  P. 

Acting  Third  Assistant  Engineer.     Dismissed  17  April,  1863. 
Southard,  James  W. 

Midshipman,  16  November,  1824.     Resigned  29  April,  1831. 
Southerland,  William  II.  II. 

Midshipman,  29  June,   1868.     Graduated   1    June,   1S72.     Ensign.  15  July,  1873. 
Master,  21  November,  1877. 
Soutfavrick,  John. 

Carpenter,  21  December,  1826.     Retired  list,  5  November,   1866.     Died  15  Feb 
ruary,  1874. 
Sonthworth,  Asa  C. 

Acting  Ensign,  28  November,  1863.     Honorably  discharged  30  October,  1805. 
Southworth,  Edward  IS. 

Acting  Assistant  Paymaster,  19  October,  1861.     Honorably  discharged  27  October, 
186.5. 
Sowerby,  J.  J. 

Acting  Assistant  Surgeon,  5  November,  1862.  Acting  Passed  Assistant  Surgeon. 
12  April,  1805.  Honorably  discharged  18  Juh',  1868.  Acting  Passed  Assistant 
Surgeon,  5  December,  1873.     Honorably  discharged  30  June,  1879. 
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Spain,  Richard  A. 

Acting    Third   Assistant   Engineer,   23   October,   1S63.      Appointment  revoked 
(Sick,)  6  May,  1864. 
Spalding,  James. 

Carpenter,  31  October,  1813.     Resigned  21  May,  1813. 
Spalding,  James. 

Midsliipman,  9  November,  1813.     Resigned  10  .June,  1817. 
Spalding,  Joseph  A. 

Acting  Third  Assistant  Engineer,  37  February,  1803.     Acting  Second  Assistant 
Engineer,  9  October,  1864.     Honorably  discharged  3  April,  1808. 
Spalding,  liynian  G. 

Midshipman,  36  September,   1863.     Graduated  June,  1866.     Resigned  16  .June, 
1806.     Master,  28  June,  1871.     Lieutenant,  10  July,  1875. 
Spalding,  RntiiH  C. 

Paymaster,  1  June,  1861.     Pay  Inspector,  3  March,  1871.     Dismissed   18  August, 
1876. 
Spalding  Rntns  C. 

Midshipman,  12  October,  1848.     Resigned  1  October,  1852. 
Spanburgli^  Lieonard. 

Acting  Third  Assistant  Engineer,  13  January,  1862.     Resigned  25  June,  1862. 
Spangler,  Daniel  91. 

Acting  Third  Assistant  Engineer,  2  January,  1864.     Honorably  discharged  12  Sep- 
tember, 1865. 
Spangler,  Henry  W. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  30  June,  1878. 
Spani;ler,  Saninel  S. 

Mate,  11  August,  1864.     Honorably  discharged  0  Septenil.er,  1865. 
Spare,  John. 

Acting  Assistant  Surgeon,  10  April,  1862.     Honorably  discharged  2  July,  1866. 
Sparliawk,  George. 

Cadet  Midshipman,  34  September,  1874.     Graduated  4  June,  1880. 
Sparks,  Charles  D. 

Midshipman,  18  April,  1850.     Died  13  April,  1853. 
Sparks,  William. 

Acting  First  Assistant  Engineer,  37  April,  1863.     Dismissed  25  July,  1863. 
Sparrow,  Roscoe  D. 

Acting    Ensign,    30    September,   1864.      Honorably   discharged    18    September, 
1865. 
Spates,  Richard  IV. 

Mate.     Appointment  revoked  27  June,  1862. 
Spanlding,  Josiali  C 

Acting  Assistant  Paymaster,  3  July,  1863.     Honorably  discharged   13  December, 
1865. 
SpaTin,  Robert. 

Acting  Master,  23  September,  1861.     Resigned  5  November,  1864. 
Spavin,  Robert,  Jr. 

Mate,  20  January,  1864.     Resigned  (Sick,)  21  September,  1864. 
Speake,  Joseph  M. 

Lieutenant,  30  July,  1798.    Discharged  11  April,  1801,  under  Peace  Establishment 
Act. 
Speake,  Joseph  M. 

Master,  6  June,  1801.     Resigned  14  March,  1803. 
Speakman,  Thomas  B. 

Acting  Third  Assistant  Engineer,  4  December,  1863.     Dismissed  33  January, 
1865. 
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Spear,  Alden   T. 

Acting  Master,  4  November,  18G1.     Acting  Volunteer   Lieutenant,  31   January, 
18C3.     Died  18  September,  1863. 
Spear,  B.  H. 

Mate,  20  January,  1863.     Honorably  discharged  14  September,  1865. 
Spear,  George  W. 

Mate.     Appointment  revoked  (Sick,)  10  February,  1863. 
Spear,  Harrison. 

Third  Assistant  Engineer,  21  April,  1863.     Second  Assistant  Engineer,  2.5  July. 
1866.     Retired  8  July,  1873.     Died  18  September,  1874. 
Spear,  John  C. 

Assist.;mt   Surgeon,   9  May,   1861.     Surgeon,  23   June,  1864.     Medical  Inspector, 
6  October,  1878. 
Spear,  Xatliau. 

Acting  Third  Assistant  Engineer,  26  September,   1863.     Honorably  discharged 
28  October,  1865. 
Spear,  Oliver  A. 

Acting  Ensign,  1  February,  1865.     Honorably  discharged  23  July,  1865. 
Spear,  Otis  G. 

Mate,  1  November,  1864.     Appointment  revoked  23  December,  1865. 
Spear,  Trnniau  W. 

Mate,  4  August,  1863.     Dismissed  6  October,  1862. 
Spear,  W.  M. 

Civil  Engineer,  28  September,  1865.     Died  26  July,  1873. 
Spedden,  Edward  T. 

Midshipman,  20  November,  1848.     Passed  Midshipman,   15  June,   1854.     Master. 
15  September,  1855.     Lieutenant,  16  September,  1855.     Died  3  March,  1861. 
Spedden,  Robert. 

Midshipman,  2  April,  1804.     Lieutenant,  9  December,  1814.     Resigned  4  Decem- 
ber, 1823. 
Speel,  John  N. 

Assistant  Paymaster,  1  July,  1875.     Passed  Assistant  Paymaster,  15  May,  1879. 
Speiden,  William. 

Purser,  30  x^ugust,  1837.     Died  18  December,  1861. 
Speights,  Henry  W. 

Acting   Third   Assistant   Engineer,   7    February,   1865.      Honorablv   discharged 
24  August,  18(59. 
Speights,  James  Edward. 

Third  Assistant  Engineer,  12  August,  1862.     Dropped  21  March,  1868. 
Speights,  Thomas  G. 

Mate,  8  May,  18G2.     Appointment  revoked  (Sick,)  17  September,  1863. 
Speirs,  James. 

Acting  Third  Assistant  Engineer,  18  December,  1863.     Resigned  10  June,  1865. 

Spence,  G.  K. 

Purser,  8  April,  1814.     Last  appearance  on   Records  of  Navy  Department,   1816. 
Sloop  ''Ontario." 
Spenoe,  Henry  J. 

Acting  Third  Assistant  Engineer,  18  August,  1864.     Resigned  6  June,  1865. 
Spence,  Keith. 

Purser,  10  May,  1800.     Last  appearance  on  Records  of  Navy  Department,  Septem- 
ber, 1805. 
Spence,  Robert  T. 

Jlidshipman,  15  May,  1800.     Lieutenant,  17  February,  1807.    Commander,  24  Julv. 
1813.     Captain,  28  February,  1815.     Died  26  September,  1826. 
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Spence,  Stephen  I>. 

Midshipman,  9  September,  1841.     Resigned  l(i  Jtlarch,  1849. 
Spencer,  Charles  B. 

Acting  Second  Assistant  Engineer,  27  Maj-,  18G1.     Resigned  5  August,  1861. 
Spencer,  George. 

Mate,  18  November,  1861.     Resigned  14  June,  1864. 
Spencer,  J.  C 

Assistant  Surgeon,  16  December,  1838.     Surgeon,  20  December,  1837     Resigned 
19  April,  1S47. 
Spencer,  J.  C. 

Purser,  21  August,  1843.     Died  29  December,  1845. 
Spencer,  John  li. 

Midshipman,  1  June,  1836.     Resigned  20  April,  1833. 
Spencer,  lieniuel. 

Midsliipman,  30  November,  1814.     Resigned  5  Julj',  1815. 
Spencer,  liCTi  T. 

Second  Assistant  Engineer,  3  June,  1844.     Resigned  18  November,  1845 
Spencer,  P.  D. 

Midshipman,  1  December,  1810.     Resigned  9  June,  1813. 
Spencer,  Philip. 

Midshipman,  20  November,  1841.     Died  1  December,  1842. 
Spencer,  Thomas  C. 

Midshipman,  24  July,  1866.     Graduated  7  June,  1870.     Ensign,   13  July,  1871. 
Master,  4  June,  1874.     Died  13  January,  1875. 
Spencer,  Thomas  S. 

Acting  Midshipman,  29  September,  1854.     Midshipman,  9  June,  1859.     Lieuten- 
ant,  31   August,   1861.       Lieutenant- Commander,   3  March,  1866.      Resigned 
25  April,  1867. 
Spencer,  T.  W. 

Acting  Ensign,  3  March,  1863.     Honorably  discharged  17  August,  1865. 
Spencer,  W.  C 

Midshipman,  1  December,  1837.     Passed   Midshipman,  10  June,  1833.     Cashiered 
10  April,  1837. 
Spencer,  William  A. 

Midshipman,  15  November,  1809.     Lieutenant,  9  December,  1814.     Commander, 
3  March,  1831.     Captain,  33  January,  1841.     Resigned  9  December,  1843. 
Spencer,  William  B. 

Mate,  13  July,  1864.     Acting  Ensign,  11   March,  1865.     Resigned  34  September, 
1866. 
Sperry,  Charles. 

Midshipman,  16  March,  1833.     Resigned  1  April,  1836. 
Sperry,  Charles. 

Midshipman,  1  April,  1828.     Dismissed  21  April,  1831. 
Sperry,  Charles  S. 

Midshipman,  26  September,  1863.     Graduated  June,  1866.     Ensign,  13  March, 
1868.     Master,  36  March,  1869.     Lieutenant,  31  March,  1870. 
Sperry,  Jacob  F. 

Midshipman,  37  March,  1839.     Resigned  28  January,  1842. 
Sperry,  Robert  J. 

Mate,  13  May,  1864.     Honorably  discharged  37  December,  18G5.     Mate,  18  April, 
1866.     Mustered  out  13  September,  1868. 
Speyers,  Arthnr  B. 

Acting  Midshipman,   34  July,   1863.     Graduated  June,   1868.     Master,  12  July, 
1870.     Lieutenant,  33  May,  1874. 
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Spicer,  William  F. 

Midshipman,  21  June,  1839.     Passed  Jlidshipman,  2  July,  1845.     Master,  28  Jnne, 
1853.     Lieutenant,  25  February,  1854.     Lieutenant-Commander,  IG  July,   1862. 
Commander,  2  January,  18G3.     Captain,  23  April,  1870.     Commodore,  25  April, 
1877.     Died  29  November,  1878. 
Splcknall,  Joseph. 

Midshipman,  1  January,  1812.     Last  aiipcarance  on  Records  of  Navy  Department, 
1815.     Wilmington,  N.  C. 
Spier,  John. 

Sailmaker,  6  June,  1816.     Resigned  10  February,  1810. 
Spies,  George  W. 

Acting  Third  Assistant  Engineer,    19  September,   1802.     Appointment   revoked 
(Sick,)  3  February,  1863. 
Spilluian,  James. 

Master,  3  February,  1815.     Last  appearance  on   Records  of  Navy  Department, 
1820.     Furloughed. 
Spillman,  L..  I... 

Mitlshipman,  19  August,  1823.     Resigned  3  September,  1829. 
Spinney,  A.  li. 

Mate,  21  October,  1864.     Honorably  discharged  6  July,  1865. 
Spinney,  Joseph. 

Acting  Master,  3  August,  1861.     Resigned  23  January,  1863. 
Spongberg,  Charles. 

Acting  Third  Assistant  Engineer,  28  April,  1863.     Drowned  6  December,  1863. 
Spooner,  Charles  W. 

Mate,  13  August,  1863.     Acting  Ensign,  12  February,  1864.     Resigned  23  March, 
1805. 
Spooner,  Oeorge  W. 

Alidshipman,  15  November,  1809.     Lieutenant,  4  February,  1815.     Died  31   May, 
1817. 
Spooner,  Henry  W. 

Third  Assistant  Engineer,  16  February,  1852.    Second  Assistast  Engineer,  27  July, 
1855.     First  Assistant  Engineer,  21  July,  1858.     Resigned  23  May,  1859. 
Spotswood,  Charles  F.  91. 

Midshipman,  1  November.  1828.    Passed  Midshipman,  14  June,  1834.    Lieutenant, 
36  Februaiy,  1841.     Dismissed  18  April,  1861. 
Spotswood,  George  W. 

Midshijmiau,  15  July,  1799.     Dismissed  14  May,  1803. 
Spotswood,  J.  A. 

Commander,  15  February,  1800.    Discharged  4  June,  1801,  under  Peace  Establish- 
ment Act. 
Spotswood,  W.  A.  W. 

Assistant  Surgeon,  3  December,  1828.     Surgeon,  20  February,   1838.     Resigned 
13  January,  1801. 
Spotts,  James  H. 

Midshipman,  2   August,   1837.      Passed   Midshipman,   29   June,  1848.      Master, 
8  April,  1851.     Lieutenant,  21   November,  1851.     Commander,  16  July,  1863. 
Captain,  25  July,  1866.     Commodore,  25  September,  18 
Spragiie,  Albert  L.. 

Midshipman,  11  April,  1862.     Graduated  June,  1866.     Eisign,   12  March,  1868. 
Master,  Retired  list,  26  March,  1869.     Died  18  November,  !873. 
Spragne,  Edward  P. 

Acting  Second  Assistant  Engineer,  12  January,   1863.     Acting   '^irst  Assistant 
Engineer,  2  August,  1865.     Appointment  revoked  30  July,  1866. 
Spragne,  Frank  J. 

Caaet  Midshipman,  29  September,  1874.     Graduated  4  June,  1880 
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Spragne,  Horace  B. 

Mate,  10  April,  1863.     Resigned  8  May,  1863.     Mate,  13  January,  1864.     Honor- 
ably discharged  5  August,  1865. 
Spragne,  James  P. 

Third  Assistant  Engineer,  17  February,  1860.     Second   Assistant  Engineer,  1  No- 
vember,   1861.      First  Assistant  Engineer,  1  March,  1864.      Chief  Engineer,  5 
March,  1871. 
Spras:iie,  Thomas. 

Assistant  Surgeon,  24  July,  1813.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Frigate  ^'President." 
Spragiie,  William. 

Acting  First  Assistant  Engineer,  24  May,  1864.     Honorably  discharged  9  Febru- 
ary, 1866. 
Spragne,  William  H. 

Mate,  27  July,  1863.     Resigned  26  May,  1864.     Mate,  11   July,  1864.     Resigned 
25  May,  1865. 
Sprigg,  Horace  S. 

Midshipman.  2  April,  1804.     Resigned  17  May,  1810. 
!Sprigg,  James. 

Midshipman,  16  January,  1809.    Last  appearance  on  Records  of  Navy  Department, 
20  JIarch,  1809. 
Spriggs,  John. 

Lieutenant,  28  December,  1804.     Dismissed  28  April,  1805. 
Sprigman,  James  H. 

Mate,  4  June,  1862.     Resigned  13  January,  1863. 
Springer,  Charles  H. 

Midshipman,  1   September,  1811.      Lieutenant,  27    April,  1816.      Died  25   May, 
1820. 
Springer,  TS.  D. 

Acting  Ensign,  11  August,  18G4.     Honorably  discharged  11  December,  1865. 
Springer,  James. 

Boatswain,  13  August,  1833.     Died  6  September,  1837. 
Sprogell,  SylTanns. 

Midshipman,  16  January,  1809.     Drowned  21  October,  1810. 
Sproston,  George  S. 

Mate,  12  November,  1869.     Appointment  revoked  26  April,  1871. 
Sproston,  George  S. 

Assistant  Surgeon,  8  November,  1813.     Surgeon,  27  March,  1818.     Died  27  Janu- 
ary, 1842. 
Sproston,  George  S. 

Acting  Assistant  Paymaster,  27  September,  1862.     Mustered  out  15  January,  1867. 
Sproston,  John  G. 

Midshipman,  15  July,  1846.     Passed  Midshipman,  8  June,  1852.     Master,  15  Sep- 
tember, 1855.     Lieutenant,  16  September,  1855.     Killed  8  June,  1863. 
Sqnibh,  £dward  R. 

Assistant  Surgeon,  26  April,  1847.     Resigned  4  December,  1857. 
Squires,  Theoron  W. 

Mate,  9  February,  1862.     Dismissed  13  August,  1862. 
Staates,  E.  M. 

Acting  First  Assistant  Engineer,  28  May,  1861.     Resigned  29  November,  1861. 
Staats,  Peter  P. 

Acting  Third  Assistant  Engineer,  20  January,  1862.      Resigned   14  November, 
1862. 
StafTortl,  James  C. 

Acting  Master,  22  November,  1861.     Resigned  21  February,  1863. 
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Stafror«l,  George  H. 

Cadet  Miasbipnutn,  10  .Imie,  187-1.     Graduated  i  June.  1880. 
Stabl.  Albert  William. 

Cadet   Engineer,   Naval   Acad('mv.    M    September,   1870.      Graduated     10    June» 
1880. 
Stalil,  Henry. 

Acting  Ensign,  5  September,  1S(;2.     Honorably  discburged  15  May,  1865. 

Staigg.  .4irrefl. 

Mate,   18  November,  18G1.     Acting  Ensign,  23  February.  ISnry     Honorably  dis- 
charged 30  Sejitember,  1865. 

Stall,  Romeo  £. 

Acting  Second  Assistant  Engineer,  14  June,  1862.     .\cting  First  Assistant  IZu- 
gineor,  2  March,  1864.     Honorably  discharged  19  December,  1867. 

StaIIiiig$«,  C.  T. 

Jlidsliiimian,  16  January,  1809.     Lieutenant,  9  December,  1814.     Last  appearance 
on  Records  of  Navy  Department,  1822.     Baltimore. 

Stalliiigs,  Joseph. 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,  1829.     Died  25  April,  1841. 

Stalling^,  Otbo. 

Midshipman,  18  June,  .1812.     Lieutenant,  28  March,  1820.      Died    12   January. 
1825. 
Stamm,  TVilliani  S. 

Third  Assistant  Engineer,  26  February,  1851.     Second  Assistant  Engineer,  21  May, 
1853.      First   Assistant    Engineer,   9   May,   1857.      Chief   Engineer,   29   July. 
1861. 
Stanclitte,  H.  Trnmbnll. 

Acting  Assistant  Paymaster,  20  January,  1865.     Assistant  Paymaster,  21  February. 
1867.     Passed  Assistant  Paymaster,  19  May,  1869. 
Standwood,  IVathaniel. 

Master,  3  January,  1800.     Discharged  30  April,  1801,  under  Peace  Establishment 
Act. 
Stanfleld,  Thomas. 

Mate,. 13  June,  1863.     Honorably  discharged  23  July,  1865. 
Stanford,  John  J. 

Sailmaker,  4  November,  1848.     Retired  list,  7  November,  1874.     Died  11   April, 
1879. 
Stanford,  Thomas. 

Purser,  8  January,  1800.     Discharged  20  July,  1801,  under  Peace  Establishment 
Act. 
Stanley,  Charles. 

Mate,  13  November,  1863.     Acting  Ensign,  29  January,  1864.     Dismissed  14  April. 
1864. 
Stanley.  Charles. 

A(  ti.ig  Third  .Assistant  Engineer,  20  March,  1865.     Honorably  discharged  4  Sep- 
tember, IMJ.J. 

Stanley,  C'harles  J. 

Acting  Ensign,  13  August,  1803.     Resigned  19  November,  1863. 
Stanley,  James  O. 

Midshipman,  30  April,  1831.     Resigned  11  February,  1836. 
Stanley,  Thomas. 

Gunner,  16  August,  1823.     Resigned  16  November,  1831. 
Stanley,  Thomng. 

Boatswain,  19  June,  1798.     Disoharged  15  June,  1799. 
Stanley,  Thomas  C 

Chaplain,  87  February,  1847.     Resigned  36  September,  1853. 
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Stanly,  Fabins. 

Midshipman,  20  December,  1831.  Passed  Midshipman,  15  June,  1837.  Lieuten- 
ant, 8  September,  1841.  Reserved  list,  13  September,  1855.  Lieutenant  on 
Active  list,  8  September,  1841.  Commander,  19  May,  1861.  Cajitain,  25  July, 
18G6.  Commodore,  1  July,  1870.  Rear- Admiral,  13  February,  1874.  Retired 
list,  4  June,  1874. 
Stannard,  Joseph  E. 

Acting  Master,  23  November,  18G1.     Actiuf;  Volunteer  Lieutenant,  8  April,  18G5. 
Honorably  discharged  15  January,  1866. 
Staiiiiard,  William  A. 

Mate,  11  June,  1863.     Acting  Ensign,  33  February,  1865.     Honorably  discharged 

18  June,  1867. 
Staniiard.  William  M. 

Acting  Master,  25  January,  1862.     Honorably  discliarged  10  September,  1866. 
Staiisbiiry,  John. 

Midshipman,  16  January,  1809.     Killed  in  action  11  September,  1814. 
Stanton,  Charles  F. 

Acting  Ensign,  1  October,  1862.    Resigned  24  July,  1863.    Acting  Ensign,  13  Feb- 
ruary, 1864.     Appointment  revoked  7  August,  1864. 
Stanton,  Curtis. 

Acting  Third  Assistant  Engineer,  18  September,  1863.     Acting  Second  Assistant 
Engineer,  10  December,  1864.     Honorably  discharged  26  March,  1869. 
Stanton,  Oscar  F. 

Midshipman,  29  December,  1849.     Passed  Midshipman,  13  June,  1855.     Master, 
16    September,   1855.      Lieutenant,   3    April,   1856.       Lieutenant-Commander. 
16  July,  1863.     Commander,  12  December,  1867.     Captain,  11  June,  1879. 
Stanton,  Josiah  R. 

Assistant  Paymaster,  25  March,  1870.     Passed  Assistant  Paymaster,  25  November, 
1877. 
Stapleford,  James  W. 

Acting  Master,  34  March,  1862.     Honorably  discharged  31  February,  1865. 
Staples,  Charles  B. 

Mate,  4  April,  1862.     Acting  Ensign,  18  August,   1863.     Honorably  discharged 

19  September,  1865. 
Staples,  James  C. 

Mate,  24  October,  1861.     Acting  Ensign,  5  January,  1863.     Honorably  discharged 
15  September,  1865. 
Staples,  John  Ji. 

Mate,  14  May,  1863.     Gunner,  16  July,  1863.     Died  27  June,  1871. 
Staples,  William  C. 

Acting  Master,  23  November,  1861.     Honorably  discharged  15  November,  1865. 
Stapletou,  Jesse  J. 

Acting  Ensign,  19  March,  1863.     Promoted  Acting  Master,  9  April,  1863.     Ap- 
pointment revoked  3  February,  1864. 
Starbnck,  Allen  W. 

Acting  Ensign,  31  March,  1864.     Appointment  revoked  (Sick,)  8  November,  1864. 
Starbiiek,  Daniel  Joy. 

Acting  Ensign,  9  May,  1864.     Honorably  discharged  22  November,  1865. 
Stark,  Daniel. 

Acting  Ensign,  25  October,  1864.     Honorably  discharged  19  August,  1865. 
Starke,  Robert  B. 

Assistant  Surgeon,  18  April,  1800.     Surgeon,  28  June,  1809.     Last  appearance  on 
Records  of  Navy  Department,  16  March,  1810. 
Starke,  Thomas. 

Assistant  Surgeon,  9  July,  1800.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 
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Ktnrkey,  John  Li. 

Acting  Third  Assistant  Engineer,  0  October,  18i;-l.     llono-iibiy  discliarged  21  JUiy, 

>Starr,  Charles  II. 

Midshipman,  3  November,  1818.     Resigned  1 1  Xovember,  1823. 
Starr,  Colin  C. 

Mate,  4  November,  18C1.    Acting  Ensign,  lo  January,  18(;3.    Resigned  23  Novem- 
ber, 1804. 
Starr,  Jolin  B. 

Acting  Ensign,  17  August,  1«04.     Honorably  discharged  27  November,  18G5. 
Starr,  John  P. 

Acting  Second  Assistant  Engineer,  14  -July,  1804.     Dismissed  21  October,  1864. 
Starr,  Joseph  Y. 

Acting    First    Assistant    Engineer,   1    October,   1802.     Acting   Chief  Engineer, 
31  March,  1863.     Honorably  discharged  24  January,  1867. 
Starr,  Phineas  R. 

Acting  Ensign,  1  October,  18C2.     Dismissed  3  June,  1804. 
Starr,  H'illiani  C. 

Third  Assistant  Engineer,  17  February,  1860.     Resigned  28  May,  1863. 
Starretl,  Adrian   C. 

Gunner,  31    August,  1859.     Acting  Master,   13  December,  1862.     Honorably  dis- 
charged 13  >^e])tembe^,  1805. 

StattoEi,  Thouiaa. 

Midshipnuiu,  4  July,  1805.     Dismissed  10  September,  1805. 
Stanfl'er,  David  M. 

Mate,  5  January,   1804.     Acting  Ensign,  25   May,   1865.     Honorably  discharged 
1  November,  1805. 
Stannton,  ^Jidney  A. 

Midshipman,  23  September,  1807.     Graduated   6   June,   1871.     Ensign,    14  Julv, 
1872.     Master,  4  February,  1875. 
Stavey,  Xicholas  H. 

Assistant  Paymaster,  4  December,  1809.     Retired  list,  1  September,  1870. 
St.  Clair,  Arthur. 

Midshipman,  15  November,  1798.     Discharged  as  Lieutenant,  12  October,  1801. 
Steadnian,  George  C. 

Acting  Third  Assistant  Engineer,  30  December,   1802.      Honorably   discharged 

21  August,  1805. 
Steadnian,  Horace  B. 

Acting  Third  Assistant  Engineer,  17  May,  1864.     Honorably  discharged  21  Julv, 
1865. 
Stearns,  David. 

.  Acting  Master,  14  August,  1861.     Died  from  wounds  received  in  action,  30  June, 
1802. 
Stearns,  J.  B. 

Midshipman,  28  September,  1814.     Resigned  25  October,  1817. 
Stearns,  M'illiain.  Jr. 

Midshipman,  1  May,  1S28.     Resigned  11  February,  1832. 
Stebbins,  A.  W. 

Midshipman,  25  April,  1838.     Resigned   15  April,  1842.     Midshipman,  27  April, 
1842.     Resigned  20  September,  1842. 
Stebbins,  Augustus  O. 

Acting  Ensign,  25  August,  1802.     Lost  in  ^•Baiitbridge,"  21  August,  1803. 
Stebbins,  De  Wayne. 

Mate,  15  September,   1862.     Acting  Ensign,  1    October,  1862.      Acting  Master, 

22  July,  1S04.     Honorably  discharged  2!)  November,  1865. 
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Stebbins,  James  H. 

Acting  Third  Assistant  Engineer,  4  Iilay,  186:3.     la-signed  fi  October,  1863. 

Ktebbins,  JL.  C 

Acting  Assistant  Paymaster,  16  May,  1864.     Honorably  dischart^ed  4  November 
1865. 
Stedman,  Charles  E. 

Assistant  Surgeon,  16  September,  1861.     Resigned  27  April,  1865. 
StedJiian,  Edward  M. 

Midshipman,  27  September,  1861.     Graduated  November,  1864.     Ensign,  1   No- 
vember, 18C6.     Master,  1  December,  1866.     Lieutenant,  13  March,  1868.     Lieu- 
tenant-Commander, 26  March,  1869.     Retired  list,  10  February,  1875. 
Stediiiaii,  Francis  D. 

Third  Assistant  Engineer,  19  January,  1863.     Second  Assistant  Engineer,  20  June, 
1864.     Resigned  6  October,  1860. 
Stedineii,  Robert  iS. 

Third  Assistant  Engineer.  17  March,  1863.     Resigned  5  April,  1865 
Steece,  Tecniuseh. 

Midshipman,   26    September,   1857.      Midshipman,    1    June,   1861.      Lieutenant 
16  July,  1862.     Died  15  July,  1864. 
Steed,  Robert. 

Midshipman,  10  Pebruarv,  1819.     Died  4  September,  1833. 
Steeduian,  Cbarles. 

Midshipman,  1   April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
25  February,  1841.     Commander,  14  September,  1855.     Captain,  13  December, 
1863.     Commodore,  35  July,  1866.     Rear-Admiral,  25  May,  1871.     Retired  list. 
34  September,  1873 
Steel,  Hngh. 

Midshipman,  15  November,  1809.     Dismissed  25  February,  1811. 
Steel,  Isaac. 

Sailmaker,  6  July,  1798.     Resigned  3  August,  1806. 
Steel,  John  n. 

Assistant  Surgeon,  10  December,  1814.     Resigned  8  July,  1818. 
Steel,  Thomas  S. 

Acting  Master,  24  September,  1861.     Dismissed  15  May,  1863. 
Steele,  Arthnr  G. 

Acting  Third  Assistant  Engineer,  14  April,  1865.     Died  9  October,  1867. 
Steele,  Henry  A. 

Midshipman,  1  November,  1826.     Passed  Midshipman,  28  April,  1833.     Lieuten- 
ant, 27  February,  1837.     Reserved  list,  13  September,  1855.     Died   29   June, 
1858. 
Steele,  John  F. 

Purser,  29  August,  1845.     Died  20  July.  1860. 
Steele,  J.  Murray. 

Assistant  Surgeon,  IS  June,  1875. 
Steele,  Robert. 

Mate.  18  April.  1864.     Resigned  12  June,  1866.     Mate,  28  September,  1866.     Hon- 
oriibly  discharged  12  Apnl,  1868. 
Steele,  Robos-t  S. 

Midshipman,  28  June,  1804.     Resigned  1  October,  1810. 
Steele,  Robert  W. 

Assistant    Naval   Constructor,   24    May,   1871.      Naval    Constructor,   13    March, 
1S75. 
Sleele,  Thomas  B. 

Assistant  Surgeon.  5  March,  1847.     Surgeon,  29  August,  1860.     Resigned  21  April, 
1 861. 
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Sloelo,  IVilliam. 

Midsliipnuin,  1  January,  1812.     Last  apjipaiance  on  Records  of  Navy  Department, 
1S18.     Fiirloughed. 
Steele,  William. 

Assistant  Surgeon,  13  March,  1807.     Resigned  2'.)  .Vugust,  ISOl. 

81eers,  Thomas. 

Acting    Third    Assistant    Engineer,    14    April,    ISO-").       lldiiorably    discharged 
10  August,  1805. 
SJeever,  Charles  Li. 

Acting  Third  Assistant  Engineer,  21   May,  18G4.     Actinc:  iSecond   Assistant   Kn- 
gineer,  25  Februai-y,  1865.     Resigned  18  December,  1805 
Steerer,  Ilenry  K. 

Acting  Third  Assistant  Engineer,  1  February,  1862.  Appointment  revolted 
21  July,  1802.  Acting  Third  Assistant  Engineer,  9  October,  1802.  Acting 
Second  Assistant  Engineer,  1  February,  1805.  Honorably  discharged  20  Janu- 
ary, 1806.  Acting  Second  Assistant  Engineer,  20  March,  1800.  Mustered  out 
27  August,  1807. 
Steigher,  John  J. 

Acting  Third  Assistant  Engineer,  5  August,  1801.     Resigned  7  June,  1802. 
Stein,  Edward   M. 

Assistant  Engineer,  30  July,  1801.     Surgeon,  12  May,  1806.     Died  13  July,  1877. 

Stein,  George. 

Mate,  20  October,  1801.    Acting  Ensign,  6  September,  1864.     Honorably  dis- 
charged 6  November,  1860. 
Steinbogh.  Nicholas. 

Boatswain,  16  August,  1838.     Died  20  November,  1840. 
Steinhaner,  O.  TV. 

Midshipman,  IS   February,  1800.      Discharged    12  October,  1801,  under  Peace 
Establishment  Act. 
Steins,  George  A. 

Mate,  21  January,  1804.     Acting  Ensign,  23  May,  1804.     Honorably  discharged 
8  August,  1805 
Stell,  John. 

Third  Assistant  Engineer,  18  November,  1862.     Resigned  18  September,  1863. 

Stellwagen.  D.  C 

Master,  14  May,  1814.     Died  10  November,  1838. 
Stellwagen,  Ilenry  S. 

Midsliipman,  1   April,  1828.    Passed  Midshipman,  14  June,  1834.     Lieutenant, 
3  July,  1840.     Commander,  14  September,  1855.     Captain,  29  August,  1802. 
Retired  list,  24  December,  1865.     Died  15  July,  1800. 
Stellwagen,  Thomas  C. 

Acting  Assistant  Paymaster,  25  September,  1801.     Resigned  4  June,  1803. 
Stembel,  Roger  jV. 

Midshipman,  27  March,  1832.     Passed  Midshipman,  23  June,  1838.     Lieutenant, 
26  October,  1843.     Commander,   1   July,  1861.     Captain,  25  July,  1866.     Com- 
modore, 13  July,  1870.     Retired  list,  27  December,    iS72.     Rear-Admiral,  Re- 
tired list,  5  June,  1874. 
Stenson,  J.  Fenwiek. 

Midshipman,  15  December,  1837.     Passed  Midshipman,  29  June.  1843.     Master, 
24   December,  1850.      Lieutenant,  29  August,  1831.      Resigned   20   Feliruary, 
1854. 
Stephen,  David. 

Mate,  20  November,  1865.     Acting  Ensign,  20  May,  1863.     Resigned  29  March, 
1805. 
Stephens.  Alexander  W. 

Acting  Carpenter,  15  August,  1873. 
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INtepIiens,  Ainiiile. 

Acting  Third  Assistant  Engineer,  5  May,  ISdo.    Honorably  discharged  38  August, 
ISlJo. 
Stephens,  I>oiigIas»4  H. 

Acting  Midshipman,  1  October,  1850.     Dropped  13  June,  ]8ol. 
Stephens,  Elihu. 

Acting  Third   Assistant  Engineer,  1  October,  1862.     Acting   Second  Assistant 
Engineer,  38  January,  1863.     Dismissed  17  June,  1863. 
Stephens,  Jacob. 

Saihuaker,  30  September,  1844.     Retired  list,  30  June,  1868. 
Stephens,  Thomas  A. 

Third  Assistant  P^ngineer,  11  January,  1849.     Second  Assistant  Engineer,  36  Feb- 
ruary, 1851.     Resiscned  6  September,  1853.     Second  Assistant  Engineer,  13  Mav, 
1861.     Died  9  August,  1864. 
Stephenson,  Alexander. 

Gunner,  6  January,  1833.     Died  9  May,  1847. 
Stephenson,  Charles  A. 

Acting  Gunner,  7  January,  1863.     Appointment  revoked  13  June,  1863. 
Stephenson,  F.  B. 

Assistant  Surgeon,  14  March,  1873. 
Stephenson,  Oeorge  B. 

Acting  Master,  13  August,   1861.     Resigned  16  May,  1863.     Mate,  7  April,  1863. 
Acting  Ensign,  33   July,    1863.     Acting  Master,   3   March,   1864.    Dismissed 
31  May,  1864. 
Stephenson,  John  F. 

Mate,  14  June,  1863.     Resigned  8  February,  1866. 
Stephenson,  J.  W. 

Midshipman,  1  May,  1833.     Resigned  5  July,  1833. 
Stephenson,  Richard. 

Gunner,  1   December,  1803.     Last  appearance  on  Records  of  Navy  Department, 
31  October,  1803. 
Stepleton,  Jesse  J. 

Acting  Master,  9  April,  1863.     Appointment  revoked  (Sick,)  3  February,  1864. 
Sterrett,  Andrew. 

Lieutenant,  35  March,  1798.     Resigned  39  June,  1805. 
Sterrett,  Isaac  S. 

Midshipman,  34  March,  1819.     Lieutenant,  17  May,  1838.     Commander,  5  Febru- 
ary, 1850.     Reserved  list,  38   September,  1855.     Captain,  3  March,  1857.     Re- 
signed 33  April,  1861. 
Sterrett.  William  M. 

Mate  13  Sci)tember,  1864.     Resigned  30  May,  1865. 
Stetson.  Joseph  F. 

Acting  Ensign,  19  September,  1864.     Resigned  10  May,  1865. 
Steuart,  A.  M. 

Midshipman,  9  November,  1813.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1818.     Furloughed. 
Steuart,  Edward  H. 

Master  11  July,  1813.     Resigned  33  September,  1813. 
Steuart.  F.  H. 

Midshipman,  4  July,  1805.     Resigned  38  June,  1809. 
Stevens,  Abraliam  L.. 

Mate,  14  Jlarch,  18r.4.     Honorably  discharged  20  October,  1865. 
Stevens,  Benjamin  R. 

Third  Assistant  Engineer,  33   June,  1863.     Lost  on  'the  "  Patmsco,"   15  June, 
1865. 
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Stevens,  Calvin. 

Midshipman,  9  April,  1800.     Discharged  15  April,  1801,  under  Peace  Establish- 
niuut  Act. 
Stevens,  Charles  G. 

Acting  Second  Assistant  Engineer,  6  January,  1802.     Resigned  10  March,  1805. 
Stevens.  Clement  W. 

Midshipman,  9  June.  ISll.     Lieutenant,  5  March,  1817.     Resigned  13  September, 
1823. 
Stevens,  Francis  P.  ,,-,,, 

Mate,  15  November,  1801      Acting  Ensign,  24  May,  1864.     Honorably  discharged 
1  December.  1805. 
Stevens.  Freflerlek. 

Purser,  13  September.  1841.     Died  14  July,  1843. 
Stevens,  George  A. 

Midshipman,  13  May,  1840.     Passed  Midshipman,  11  July,  1846.     Master,  1  March, 
1855.     Lieutenant,  14  September,  1855.     Lieutenant-Commander,  16  July,  I8C2! 
Retired  list,  20  October,  1865.     Commander,  Retired  list,  4  April,  1867.     Com- 
mander, Active  list,  23  May,  1871. 
Stevens,  George  n. 

Acting  Carpenter,  1  October,  1862.     Honorably  discharged  4  October,  1865. 
Stevens,  Henry. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  5  July,  1865. 
Stevens,  Henry  K. 

Midshipman,   2    March,   1839.       Passed    Midshipman,   2   July,    1845.       Master' 
22  March,  1853.     Lieutenant,  10  January,  1854.     Dismissed  30  September,  1861. 
Stevens,  Isaac. 

Gunner,  date  not  known.     Last  appearance  on  Records  of  Na\'y  Depaarment 
14  May,  1803. 
Stevens,  James. 

Carpenter,  8   April,  1815.     Last  appearance   on  Records   of  Navy  Department, 
1820. 
Stevens,  Jolin. 

Midshipman,  8  March,  1800.     Discharged  28  April,  1801,  under  Peace  Establish- 
ment Act. 
Stevens,  John  C. 

Thiiil  /Assistant  Engineer,  24  February,  1862.     Second  Assistant  Engineer,  15  Oc- 
tober. 1863.     Resigned  25  October,  1866. 
Stevens,  Joseph. 

Master,  3  May,  1812.     Died  in  1820. 
Stevens,  Joseph. 

Acting  Assistant  Surgeon,  11  March,  1863.     Resigned  5  December,  1864. 
Stevens,  Richard. 

Assistant  Surgeon,  28  December,  1818.     Resigned  11  May,  1826. 
Stevens.  Robert  I>. 

Midshipman,  25  June,  1867.     graduated  6  June,  1871.     Died  5  January,  1874. 
Stevens,  Robert  E. 

Mate,  27  November,  1861.     Resigned  23  December,  1862. 
Stevens,  Thomas. 

Mate,  4  November,  1861.     Acting  Ensign,  29  Febraary,  1864.     Died  of  wounds 
19  January,  1865. 
Stevens.  Thontas  II. 

Midsli'ipman,    1   Oclubcr,   1863.     Graduated   June,  1868.     Master,  13  July,  1870. 
Lieutenant,  6  January,  1874. 
Stevens.  Thomas  II. 

Lieutenant,  24  July,  1813.     Conmiander,  3  March,  1825.     Captain,  27  January, 
183G.    Died  22  January,  1841. 
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Stevens,  Tbouias  H. 

Midshipman,  14  December,  1836.     Passed  Midshipman,  1    July,  1843.     Master, 
25  July,  1848.     Lieutenant,  10  May,  1849.     Lieutenant  on  A,ctive  list,  10  May, 
1849.     Commander  on  Active  list,  16  July,  1863.    Captain,  35  July,  1866.    Com- 
modore, 30  November,  1873.     Rear-Admiral,  37  October.  1879. 
Stevens,  IVilliant  II.  H. 

Mate,  16  October,  18U2.     Resigned  17  February,  IStil. 
Stevenson,  Byrd  W. 

Midshipman,  9  September,  1841.     Dropped  18  December,  1854. 
Stevenson,  lIolIan«l  IV. 

Acting  Third  Assistant  Engineer,  under  instruction.  Naval  Academy,  10  October,, 
1866.     Third  Assistant  Engineer,  3  June,   1868.     Second  Assistant  Engineer^ 
3  June,  1869.    Passed  Assistant  Engineer,  13  December,  1874. 
Stevenson,  John. 

Midshipman,  1  February,  1814.     Resigned  10  September,  1818. 
Stevenson,  Jolin  II. 

Acting   Assistant  Paymaster,   19   September,  1863.      Paymaster,   13   June,  186S. 
Honorably  discharged  8  November,  1865. 
Stevenson,  John  H. 

Third  Assistant  Engineer,  20  May,  1863.    .Dismissed  3  August,  1869. 
Stevenson,  L.cwis. 

Acting  Third  Assistant  Engineer,  1  October,  1863.     Resigned  34  October,  1863. 
Stevenson,  IVilliani. 

Master,  10  April,  1813.     Died  38  August,  1813. 
Stevenson,  William  T. 

Assistant  Paymaster,  25  November,  1869.     Resigned  8  August,  1873. 
Stewart,  Albert. 

Acting  Third  Assistant  Engineer,  5  March,  1864.     Honorably  discharged  25  July, 
1865. 
Stewart,  A.  Murray. 

Acting  Assistant  Paymaster,  13  September,  1862.     Mustered  out  5  October,  1865. 
Stewart,  Andrew. 

Midshipman,  8  November,  1803.     Resigned  27  June,  1808. 
Stewart,  Charles. 

Lieutenant,  9  March,  1798.     Commander,  19  May,  1804.     Captain,  33  April,  1S06. 
Reserved  list,  14  September,  1855.     Senior  Flag  Officer  on  Active  list,  30  April, 
1859.     Retired  list,  31  December,  1861.     Rear-Admiral  on  Retired  list,  16  July, 
1863.     Died  6  November,  1869. 
Stewart,  Charles. 

Acting   Assistant  Paymaster,   11    September,  1863.     Mustered   out    30  January, 
1867. 
Stewart,  Charles  A. 

Mate,  5  June,  1862.     Acting  Ensign,  31   August,  1863.     Resigned   14  February, 
1865.      Acting  Ensign,  16  March,  1865.     Honorably  discharged  31  January, 
1868. 
Stewart,  Charles  S. 

Chaplain,  1  November,  1838.     Died  14  December,  1870. 
Stewart,  David  A. 

Midshipman,  23  October,  1863.     Graduated  June,  1866.     Ensign,  13  March,  1868, 
Resigned  13  March,  1869. 
Stewart,  ».  R. 

Midshipman,!  February,  1814.     Lieutenant,  13  January,  1835.     Killed  in  a  due) 
6  August,  1835. 
Stewart,  Edwin, 

Assistant  Paymast  r,  9  September,  1861.     Paymaster,  14  April,  1863.     Pay  Inspec 
tor,  8  March,  1S79. 
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StcwarJ,  Henry. 

Assistant  Surgeon,  33  October,  18G8.     Surgeon,  fi  October,  1878. 
Stewart,  Henry  II. 

Third  Assistant  Eiigineer,  23  March,  1848.     Second  Assistant  Engineer,  13  Sep- 
tember, 1849.     First  Assistant  Engineer,  20  February,  1851.     Chief  Engineer, 
21  July,  18.58. 
Stewart,  Jaiues  M. 

Mate,  .'5  September,  18G4.     Honorably  discharged  0  July,  18G5 
Stewart,  Jolin. 

Carpenter,  date  not  known.     Resigned  in  1820. 
Stewart,  Jolin  B. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.    Lieutenant,  15  September,  1855.    Died  10  November,  1861. 
Stewart,  John  W. 

Midshipman,  29  September,  1870.     Graduated  1   June,  1874.     Ensign,  17  July, 
1875. 
Stewart,  Richard. 

Midshipman,  15  November,  1809.     Resigned  1  March,  1834. 
Stewart,  Robert. 

Midshipman,  20  June,  1799.     Lieutenant,  23  February,  1807.     Last  appearance  on 
Records  of  Navy  Department.     Drowned. 
Stewart.  Thomas. 

Gunner,  1  July,  1861.     Retired  list,  2  December,  1876 
Stewart,  Thomas  W. 

Mate,  5  August,  1864.     Resigned  8  May,  1865. 
Stewart,  Walter. 

Midshipman,  2  April,  1804.     Lieutenant,  4  June,  1810.     Died  13  April,  1817. 
Stewart,  William. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged   11  December, 
1865. 
Stewart,  William  F. 

Acting  Midshipman,  23  September,  1857.     Midshipman,  1  June,  186).     Lieuten- 
ant, 16  July,  1863.    Lieutenant-Commander,  35  July,  1866.    Lost  in  the  ^'Oneida,"' 
31  January,  18T0. 
Stewart,  William  G. 

Midshipman,  25  November,  1803.     Last  appearance  on  Records  of  Navy  Depart- 
ment.    Dead. 
Stewart,  William  H. 

Chaplain,  10  March,  1863. 
Stewart,  William  M. 

Acting  Scciiud  Assistant  Engineer,  33  April,  1864.     Honorably  discharged  4  De- 
cember, 1865. 
Stickney,  John  E. 

Acting  Ensign,  9  June,  1863.     Acting  Master,  37  October,  1864.     Honorably  dis- 
charged 0  November,  1865. 
Stickney,  Joseph. 

Midshipman,  30  April,  1800.     Discharged  6  .July,  1801. 
Stickney,  Joseph  L. 

Midshipman,  26  September,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  31  March,  1-870.     Resigned  6  September,  1871. 
Stiles,  Edward  A. 

Third  Assistant  Engineer,  8  September,  1863.     Retired  34  October,  1866.     Pro 
moted  to  Second  Assistant  Engineer  on  Retired  list,  15  July,  1867. 
Stiles.  Edward  C. 

Midshipman,  13  December,  1839.     Passed  Midshipman,  2  July,  1845.     Resigneo 
17  August,  1847. 
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Stiles,  TowiisoiuS. 

Acting  Master  and  Pilot,  14  May,  ISOl.     Acting  Volunteer  Lieutenant,  20  June, 
1803.     Died  38  November,  1863. 
Stillings,  Saiunel  V. 

Acting  Third  Assistant  Engineer,  20  May,  1862.     Acting  Second  Assistant  En- 
gineer, 16  January,  1SG4.     Honorably  discharged  8  November,  1866. 
Stillman,  J.  JB. 

Assistant  Surgeon,  28  March,  1820.     Died  24  March,  1825. 
Stillson,  Daniel  C. 

Acting   Third   Assistant  Engineer,  20  January,  1802.     Resigned  22  July,  1803. 
Acting   Second    Assistant  Engineer,  17  August,  1863.     Acting   First   Assistant 
Engineer,  16  November,  1864.     Honorably  discharged  17  July,  1865. 
Stillwell,  Jauies. 

Midshipman,  9  September,  1847.     Passed  Midshipman,   15  June,  1854.     Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1863.     Resigned  21  December,  1867. 
Stillwell,  Richard. 

Mate,  15  July,  1863.     Resigned  18  December,  1863. 
Stimers,  Allen  C. 

Third  Assistant  Engineer,  11  January,  1849.     Second  Assistant  Engineer,  36  Feb- 
ruary, 1851.     First  Assistant  Engineer,  31  May,  1853.     Chief  Engineer,  21  July, 
1858.     Resigmed  3  August,  1865. 
Stlnipson,  Jamei^  H. 

Acting  Master,  8  April,  1862.     Honorably  discharged  30  December,  1867. 
StiuipHon,  MelTin  O. 

Acting  Third  Assistant  Engineer,   20  November,  1862.      Dismissed  2  August, 
1864. 
Stimson,  J.  S. 

Acting   Assistant  Paymaster,  5  December,   1862.      Mustered  out  15  November, 
1865. 
Stinison,  Jobn  W. 

Carpenter,  15  April,  1852.     Retired  26  January,  1866. 
Stimson,  Oliver  T. 

Carpenter,  26  July,  1861.     Died  15  August,  1864. 
Stimson,  Tliomas. 

Acting  Third  Assistant  Engineer,  16  September,  1863.     Honorably  discharged 
15  August,  1865. 
Stinernck,  William  A. 

Acting  Third  Assistant  Engineer,  14  September,  1863.     Resigned  (Sick,)  17  Octo- 
ber, 1864. 
Stiness,  Samuel. 

Master,  27  October,  1812.     Dismissed  5  January,  1814. 
Stinson,  Herbert  C. 

Midshipman,  30  September,   1864.      Graduated   June,  1868.     Ensign,  19  April, 
1869.     Master,  12  July,  1870.     Died  21  December.  1871. 
Stirling,  Yates. 

Acting  Midshipman.  27  September,  1860.     Ensign,  38  May,  1863.     Master,  10  No- 
vember,   1865.       Lieutenant,    10    November,    1866.      Lieutenant-Commander, 
12  March,  1868. 
Ktites.  Matthew. 

Acting  First  Assistant  Engineer,  17  June,  1864.     Resigned  5  October,  1864. 
Stifes,  William  H. 

Acting  Second  Assistant  Engineer,  13  February,  1864.    Resigned  (Sick,)  21  April, 
1865. 
Stitb,  liawrence  W. 

Master,  31  January,  1809.     D4smissed  26  August,  1812. 
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rstith,  St.  John. 

Muster,  18  June,  1812.     Resigned  27  Xovember,  1812. 
Stiver,  William  C. 

Mute,  27  January,  1804.     Acting  Carpenter,  1   February,   1804.     Honorably  dis 
charged  19  July,  ISGo. 
Stivers,  George  W. 

Third  Assistant  Engineer,  2  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     First  Assistant  Engineer,  11  October,  1866. 
Stivers,  Henry  H. 

Cadet  Engineer,  Naval  Academy,   1   October,   1873.     Graduated   20  June,  1876. 
Assistant  Engineer,  1  July,  1878. 
Stivers,  James. 

Acting  Third  Assistant  Engineer,  7  August,  18Go.     Acting  Second  Assistant  En- 
neer,  30  June,  1864.     Dismissed  6  December,  1865 
Stivers,  Tt'illiani. 

Acting  Third  Assistant  Engineer,  30  January,  1867.     Mustered  out  14  May,  1868. 
St.  John,  John. 

Carpenter,  17  July,  1801.     Warrant  returned. 
St.  John,  G.  P. 

Mate,   19   April,  1863.     Acting    Ensign,   C   June,   1863.     Honorably   discharged 
24  February,  1866. 
St.  John,  Oscar. 

Mate,  1861.     Appointment  revoked  23  January,  1862. 
St.  John,  Henry. 

Acting  Assistant  Paymaster,  20  Aug,ust,  1863.     Mustered  out  29  November,  1865. 
St.  Medard,  Peter. 

Surgeon,  14  July,  1799.     Died  in  March,  1822. 
Stockbridge,  Joseph. 

Chaplain,  8  September,  1841.     Retired  list,  14  July,  1873. 
Stocker,  Henry  T. 

Sailmaker,  1  July,  1850. 
Stoeker,  William. 

Boatswain,  16  December,  1831.     Resigned  14  June,  1832. 
Stockholm,  Andrew. 

Acting  Ensign,  3  August,  1'804.     Dismissed  7  November,  1864. 

Stocking,  R.  91. 

Gunner,  22  December,  1849.     Dismissed  29  Septcni!i,;.  1856. 

Stockton.  C.  C. 

Midshipman,  1  January,  1812.     Resigned  20  October.  1813. 

Stockton,  Charles  H. 

Midshipman,  14  November,  1861.     Graduated  September,  1865.     Ensign,  1  De- 
cember, 1866.     Master,  12  March,  1868.     Lieutenant,  26  IMarch,  1869. 

Stockton,  Edward  C. 

Midshipman,  16  October,   1849.      Passed  Midshipman.   12  June,  1855.     Master, 
16  September,  1855.     Lieutenant,  7  February,  1857.     Dismissed  30  June,  1858. 
Stockton,  Francis  B. 

Purser,  11  March,  1839.     Died  15  January.  1858. 
Stockton,  H.  H. 

Midshipman,  1  July,  1837.     Resigned  5  September,  1833. 

Stockton,  Henry  T. 

Midshipman,  20  July,  1865.     Graduated  4  June,   1869.     Ensign,  12  July,  1871 
Master,  3  June,  1873.     Lieutenant,  2  February,  187S. 
Stockton,  Horatio. 

Midshipman,  24  January,  1815.     Last  appearance  on  Records  ol  Navy  Depart- 
ment, 1815.    Frigate  "  Chierriere." 
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Stockton,  John,  Jr. 

Midshipman,  2  April,  1804.     Resigned  17  October.  1808. 
Stockton,  P.  A. 

Midshipman,  1  February,  1823.     Passed  Midshipman,  23  March,  1829.     Lieuten- 
ant, 3  March,  1831.     Resigned  14  February,  1834. 
Stockton,  Robert  F. 

Midshipman,  1   September,   1811.     Lieutenant,   9  December,  1814.     Commander, 
27  May,  1830.     Captain,  8  December,  1838.     Resigned  28  May,  1850. 
Stockton,  S.  W. 

Midshipman,  1  December,  1821.    Passed  Midshipman,  24  May,  1828.     Lieutenant, 
27  May,  1830.    Died  29  November,  1886. 
Stockwcll,  liCTi  S. 

Assistant  Paymaster,  25  November,  ISlil.     Paymaster,  4  August,  1863.     Resigned. 
21  November,  1865. 
Stockvrell,  Mark. 

Purser,  30  August,  1800.     Discharged  3  SeiJtember,  1801,  under  Peace  Establish- 
ment Act. 
Stoddard.  A.  D. 

Midshipman,  16  January,  1800.     Resigned  12  July,  1809. 
Stoddard,  Charles. 

Acting  Master,  27  Jlay,  1801.     Dismissed  10  December,  1861. 
Stoddard,  Eben  M. 

Acting  Master,  29  October,  1801.     Acting  Volunteer  Lieutenant,  17  March,  1865. 
Honorably  discharged  11  April,  1866. 
Stoddard,  James. 

Mate,    gallant   conduct   in   action    at   Yazoo    City,   14   April,    1864.      Resigned 
20  May,  1865. 
Stoddard,  J.  S. 

Midshipman,  2  February,  1829.     Resigned  24  November,  1832. 
Stoddard,  L<uther. 

Midshipman,  1   April,  1827.     Passed  Midshipman,   10  June,   1833.     Lieutenant, 
8  December,  1838.     Commander,  14  September,  1805.     Died  29  August,  1859. 
SCoddard,  ^'illtain  B. 

Acting  Master,  13  November,  1861.     Appointment  revoked  (Sick,)  30  November, 
1864. 
Stodder,  I.onis  ]Vo 

Acting  Master,  26  December,  1861.     Acting  Volunteer  Lieutenant,  10  January, 
1863.     Honorably  discharged  20  November,  1865. 
Stodder,  Seth. 

Midshipman,  4  July,  1805.     Resigned  3  March,  1806. 
Stoddert,  B.  F. 

Midshipman,  8  November,  1800.     Last  appearance  on  Records  of  Navy  Depart- 
ment.    Resigned. 
Stoever,  J.  C. 

Acting  Assistant  Paymaster,  7  February,  1865.     Mustered  out  1  October,  1865. 
Stokes,  David  91. 

Midshipman,  1  May,  1822.     Resigned  15  April,  1833. 
Stokes,  91.  S. 

Midshipman,  12  May,  1829.     Passed  Midshipman,  3  July,  1835.     Resigned  6  Feb- 
ruary, 1839. 
Stokes,  Thomas  B. 

Acting  Ensign,  8  October,  1862.     Honorably  discharged  31  August,  1865. 
Stollerj,  William. 

Acting   Tliird   Assistant  Engineer,  3   September,  1864.     Honorably   discharged 
10  October,  1865. 
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Stone,  Brinton. 

Acting  A.-isibtant  Surgeori,  5  December.  187;'.     Died  21  January,  1875. 
Stone,  Charles  A. 

Midslii|.iiian,  27  .July,   1864.      Graduated  .June,  1808.      Ensiiin,  19  Apru,   18G9. 
Master,  12  July,  1870.     Lieutenant,  3  September,  1872 
Stone,  C'linrles  F. 

Acting  Jlubter,  1.5  August,  1861.     Dismissed  3  September,  1861 
Stone,  Cbarles  II. 

Second  Assistant  Engineer,  24  xVugust,  ISOl.     Resigned  10  June.  1865 
Stone,  Daniel. 

Jlate,  9  jMarcli,  1SG4.     Died  30  August,  1SG4. 
Stone,  E«!war«l  E. 

Midshipman,  19  October,  1841.     Passed  Midshipman,   10  August,  1847.     Master, 
14  SeiJtember,  1855.     Lieutenant,  15  September,  1855.    Lieutenant-Commander, 
16  July,  1862.     Commander,  25  July,  lsii6.     Retired  list,  5  January,  1874. 
Stone,  Francis. 

Midshipman,  1  May,  1823.     Resigned  17  November,  1828. 
Stone,  fcieorge  W. 

Acting  Assistant  Paymaster,  5  August,  1861.     Mustered  out  8  November,  1865. 
Stone,  Ilenry  O. 

Acting  Master,  3  January,  1862.     Died  17  February,  1865. 
Stone,  John  T. 

Midshipman,  17  December,  1810.     liesigned  10  March.  1812. 
Stone,  John  T. 

Acting   Second   Assistant   Engineer,  22   .lanuary,   18iio.      Honorably   discharged 
27  October,  1865. 
Stone,  Josiah. 

Acting  Master,  7  September,  1861.     Dismissed  10  May,  1862. 
Stone,  Moses  W. 

Mate.     Resigned  6  February,  1863. 
Stone.  Phineas. 

Midshipman,  31  January,  1800.     Discharged  30  April,  1801,  under  Peace  Estab- 
lishment Act. 
Stone,  Phineas  J.,  Jr. 

Acting  Assistant  Paymaster,  31  March,  1863.     Mustered  out  9  April,  1866. 
Stone,  Richard  J. 

Acting  First  Assistant  Engineer,  13   November,   1863.      Honoraljly   discharged 
1  October,  1865. 
Stone,  Robert. 

Acting  Assistant  Surgeon,  1  September,  1864.     Resigned  11  May,  1865. 

Stone,  Theodore. 

Mate,  3  May,  1864.     Appointment  revoked  7  November,  1805. 
Stone,  William  E. 

Acting  V.iluntcer  Lieutenant,  21  September,  1861.     Resigned  29  March,  1862. 
Stoneall,  'Washington. 

Acting  Ensign,  1  October,  1862.     Dismissed  21  September,  1803. 
Stoney,  George. 

Midshipman,  21  September,  1870.    Graduated  17  September,  1875.     Ensign,  9  Oc- 
tober, 1876. 
Stoodley,  Nathaniel. 

Master,  14  August,  1813.     Resigned  6  April,  1822. 
Storcr.  Edward. 

Purser,  0  October,  1840.     Dismissed  10  April,  1850. 
Storcr,  Frederick. 

Midshipman,  20  November,  1814.     Lost  at  Sea  in  1815. 
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Storer,  George  W. 

Midshijjman,  16  January,  1800.    Lieutenant,  24  Jul.y,  1813.    Commander,  24  April, 
1828.     Captain,  9  February,  1837.     Rear-Admiral  on  Retired  list,  16  July,  18G2. 
Died  8  January,  1864. 
Storer,  !!VatliaiiieI. 

Master,  l.j  February,  1809.     Appointment  revoked  3  May,  1809. 
Storer,  Robert  15. 

Midshipman,  4  November,  1841.     Died  at  Sea  4  July,  1847. 
Storm,  George  A. 

Mate,  4  December,  1861.     Dismissed  Hi  May,  1803. 
Storincs,  Jolin  W. 

Acting  First  Assistant   Engineer,  13   December,    1802.     Acting  Chief  Engineer, 
19  Januarj',  1803.     Honorably  discharged  7  January,  1800. 
Storrs,  A.  H. 

Mate,  13  December,  1861.     ApjJointment  revolted  (Sick,)  18  February,  1863. 
Storrs,  George  S. 

Acting  Midshipman,  33  September,  18.54.     Midshipman,  11  June,  1858.    Resigned 
6  March,  1860. 
Story,  F.  W.  V. 

Midshipman,  11  March,  1815.     Resigned  22  October,  1817. 
Story,  Reuben. 

Acting   Second   Assistant   Engineer,    1    October,    1862.       Honorably   discharged 
21  November,  1805. 
Story,  Thomas  W. 

Master,  27  April,  1813.     Last  aj^pearance  on  Records  of  Navy  Department,  1820. 
Furloughed. 
Stotesbnry,  William. 

Acting  Third  Assistant  Engineer,  3  September,  1804.     Acting  Second  Assistant 
Engineer,  37  October,  1804.     Honorably  discharged  9  December,  1865. 
Stotesbnry,  William  C. 

Acting  Master,  25  September,  1861.     Dismissed  4  November,  1861. 
Stothard,  Thomas. 

Mate.     Acting  Ensign,  7  November,  1863.     Acting  Master,  4  January,  1865.     Hon- 
orably discharged  3  October,  1805.     Acting  Master,  5  Ajjril,  18S7.     Mustered 
out  15  December,  1868. 
Stotsenberg,  John  H. 

Mate,  15  March,  1802.     Died  on  "  Honduras,'"  19  July,  1864. 
Stott,  John  W. 

Acting    Third   Assistant   Engineer,   10   December,   1863.      Resigned   27    April, 
1805. 
Stonghtbn,  Seth. 

Mate,  1  October,  1862.     Resigned  8  January,  1863. 
Stont,  A.  €. 

Midshipman,  16  January,  1809.     Lieutenant,  9  December,  1814.     Last  appearance 
on  Records  of  Navy  Department,  1815.     Lake  Erie. 
Stout,  Charles  H. 

Mate,  13  August,  1863.     Resigned  31  May,  1864. 
Stout,  Edward  C. 

Midshipman,  18  February,  1840.     Passed  Midshipman,  11  July,  1846.     Master, 
6  October,  1854.     Lieutenant,  4  June,  1855.     Lost  in  "XCTa/if,"18  September, 
1800. 
Stout,  Jaeob  I>. 

Master's  Mate,  date  not  known.    Last  appearance  on  Records  of  Navy  Department. 
Stout,  John. 

Boatswain,  24  July,  1850.     Resigned  20  March,  1853. 
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Sfoiit,  Joseph. 

Lieutenant,  3  Jul}',  1T98.     Discharged  6  July,  1801,  under  Peace  Estufaii^hment 
Act. 
Stont,  M.  W- 

Jlidsbipman,  12  November,  1S13.     Died  8  August,  1820. 
Stover,  Abner  D. 

Acting  Ensign,  IS  Decemlicr,  1802.     Honorably  discharged  9  November,  180.5. 
>S(over,  Spliraiiii   >S. 

Mate,  1  March,  1S(J4.     Ilono-rably  discharged  29  October.  1807. 
Stover,  George  II. 

Acting    Third   Assistant    Engineer,   25   October,   18G2.      Appointment   revoked 
21  March,  1864. 
Stow,  Frederick  R. 

Acting  Assistant  Paymaster,  10  July,  1SC3.     Died  .5  January,  180.1. 
Stowell,  Elias. 

JIate,  8  Slay,  18G2.     Appointment  revoked  25  November,  1802. 
Strain,  Isaac  G. 

Midshi]iuian,  11  December,  1837.     Passed  Midshipman,  29  June,  1843.     Lieuten- 
ant, 27  Eebruary,  1850.     Died  14  May,  1857. 
Strand  berg,  F.  A. 

Acting  Ensign,  2  May,  1863.     Acting  Master,  13  July,  1865.     Resigned  4  Septem- 
ber, 1868. 
Strange,  Clarence  A. 

Assistant  Engineer,  30  October,  1875.     Died  30  December,  1877. 
Stratton,  Franklin  A. 

Civil  Engineer,  1  January,  1867.     Died  18  July,  1879. 
Stratton,  Xorman. 

Civil  Engineer,  2  March,  1876. 
Stranb,  Ambrose  W. 

Acting  Third  Assistant  Engineer,  6  June,  1864.     Honorably  discharged  30  Octo- 
ber, 1805. 
Stranch,  D.  B. 

Acting  Third  Assistant  Engineer,  1861.     Resigned  8  February,  1862. 
Streepey,  Charles  C. 

Act.ng  Second  Assistant  Engineer,  3   July,  1863.     Honorably  discharged  17  No- 
vember, 1865. 
Street,  George- 
Acting  Third  Assistant  Engineer,  22  September,  1864.     Dismissed  15  November, 
1SU4. 

Street,  John  W. 

Acting  Third  Assistant  Engineer,  4  December,  1862.     Acting  Second  Assistant 
Engineer,  17  November,  ltf04.     Honorably  discharged  4  December,  1805. 
Street,  Miles. 

Midshipman,  IS  June,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1816.     Dismissed. 
Street,  S.  A. 

Midshipman,  4  March,  1822.     Resigned  7  July,  1830. 
Street,  TiKtinas. 

Gunner,  13  November,  1799.     Discharged  18  April,  1802. 
Street.  IVilliam  T. 

Acting  Master,  16  December,  1801.     Honorably  discharged  8  December,  1865. 
Streets,  T.  Hull. 

Assi^tant  Sur-eon,  12  April,  1872. 

Streinniell,  Henry. 

Sailmaker,  24  June,  1857.     Died  21  April,  185& 


GENERAL    NAVY    REGISTER.  689 

Stribllng,  Cornelins  K. 

Midshipman.  18  June,  1S13.     Lieutenant,  1  April,  1818.     Commander,  28  January, 
1840.     Captain,  1  August,  1S53.     Retired  list,  21  December,  1861.     Commodore 
on   Retired   list,   11}  July,   1863.    Rear- Admiral,  Retired  list,  25  July,  1866. 
Died  17  January,  1880. 
Stribling,  John  91. 

Acting  Midsliipman,   7  October,   1851.     Midshipman,  10  June,   1854.     Passed 
Midshipman,   23   November,    185(5.      Master,   23   January,   1858.      Lieutenant, 
16  March,  1860.     Resigned  S  January,  1801 
Strickland,  George  D. 

Assistant  Engineer,  13  January,  1876. 
Strickland,  Panl  M. 

Acting    First    Assistant  Engineer,   1    November,   1863.      Resigned   29   August, 
1803. 
Strieby,  John  A. 

Acting  Third  Assistant  Engineer,  9  July,  18G3.     Honorably  discharged  25  July, 
1865. 
Striker,  Theodore. 

Mate,  11  October,  1861.     Resigned  14  July,  1863. 
Stringer,  George. 

Acting  Third    Assistant    Engineei-,    23    ]\Iarch,    1865.       Honorably    discharged 
16  June,  1866. 
Stringer,  .Toseph. 

Acting  Third  Assistant  Engineer,  1   January,  1860.     Honorably  discharged  1  Oc- 
tober, 1865. 
Stringham,  Silas  II. 

Midsliipnian,  15  November,  1809.     Lieutenant,  9  December,  1814.     Commander, 
3  March,  1831.     Captain,  8  September,  1841.     Retired  list,  21    December,  1861. 
Rear-Admiral  on  Retired  list,  16  July,  1863.     Died  7  February,  1876. 
Strong,  Angnstus  R. 

Midshipman,  30  June,  1833.     Passed  Midshipman,  23  March,  1839.     Lieutenant, 
31  June,  1833.     Died  18  October,  1834. 
Strong,  £dward  T. 

Mate,  24  November,  1863.     Acting  Ensign,  15   October,  1863.     Acting  Ensign, 
5  July,  1866.    Ensign,  13  March,  1808.    Master,  18  December,  1868.    Lieutenant, 
21  March,  1870. 
Strong,  Frank  I< 

Acting  Third   Assistant  Engineer,  1   September,    18G4.      Honorably  discharged 
14  August,  1865. 
Strong,  Frederick  W. 

Acting  Master,  3  August,  1861.     Honorably  discharged  14  November,  1865. 
Strong,  Henry  A. 

Acting  Assistant  Paymaster,  25  September,  1861.     Assistant  Paymaster,  13  March, 
1863.     Resigned  15  February,  1865. 
Strong,  James  H. 

Midshipman,  3  February,  1839.     Passed  Midshipman,  4  June,  1836.     Lieutenant, 
8   September,  i841.     Commander,   34  April,  1861.     Captain,  5  August,  1865. 
Commodore,  3  March,  1870.     Rear-Admiral,  25  September,  1873.     Retired  list, 
25  April,  1876. 
Strong,  John  li.  G. 

Acting  Assistant  Paymaster,  18  September,  1863.     Discharged  21  March,  1866. 
Strong,  Jos   C. 

Assistant  Surgeon,  11  October,  1799.     Permitted  to  retire  20  May,  1801. 
Strong,  Peter  Y. 

Midshipman,  30  November,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Frigate  "  Constellation."' 
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Ntrong,  IVilliaiii  C. 

Midshipman, 22  September,  18G4.     Graduated  June,  18C8.     Ensign,  10  April,  IsiJil. 
Master,  12  July,  1870.     Lieutenant,  14  June,  1874. 
Strope,  M'illiam  H. 

Mate,  2  December,  1862.     Acting  Ensign,  22  April,  1803.     Honorably  discharged 
23  November,  1805. 
Stroud,  Clinrles  F. 

Acting  Third  Assistant  Engineer,  19  April,  1864.     Honorably  discharged  8  De- 
cember, 1865. 
Stroiid,  Liinooln.It. 

Mate,  31  October,  1801.     Dismissed  27  May,  1862. 
Stroll t,  Jesse  B. 

Mate,  4  October,  1804.     Honorably  discharged  7  June,  1865. 

Stront,  L.ewis  F. 

Mate,  19  July,  1864. 
Strnde,  Samuel  T. 

Acting  Third  Assistant  Engineer,  9  January,  1862.     Drowned  15  October,  1863. 

Strnnk,  Simon  H. 

Mate,   1   October,  1862.     Acting  Ensign,  11   June,  1863.     Honorably  discharged 
29  November,  ISO.j. 
Stuart,  Alexander  C. 

Acting  Third  Assistant  Engineer,  1  July,  1863.     Acting  Second  Assistant  Engineer, 
27  June,  1864.     Honorably  discharged  19  April,  1806. 
Stuart,  Charles. 

Gunner,  23  October,  1859. 
Stuart,  Charles  A. 

Acting  Second  Assistant  Engineer.  19  May,  1863.     Resigned  (Sick,)  13  February, 
1805. 
Stuart,  Charles  B. 

Eugineer-iu-Chief,  1  December,  1850.     Resigned  30  June,  1853. 

Stuart,  Daniel  D.  T.  '' 

Midshipman,  24  September,  1863.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  11  February,  1873.     Lieutenant,  9  September,  1876. 

Stuart,  E.  W.  B. 

Mate,  4  April,  1802.     Honorably  discharged  20  June,  1806. 

Stuart,  Frederick  D. 

Actin"  Master,  7  July,  1802.     Acting  Volunteer  Lieutenant,  21  November,  1864. 
Honorably  discharged  3  February,  ISOG. 
Stuart,  Frederick  !>.,  Jr. 

Acting  Second  Assistant  EnL'ineer,  13  August,  1802.  Dismissed  7  January,  1863. 
Acting  Third  Assistant  Eugineer,  3  February,  1808.  Acting  Second  Assistant 
Eugin'eer,  17  March,  1864.    Honorably  discharged  1  December,  1865. 

Stuart,  Jantes  H. 

Assistant  Surgeon,  29  March,  1853.     Lost  in  "Porpoise,"  1853. 

Stuart,  John. 

Midshipman,  21  June,  1839.  •  Passed  Midshipman,  2  July,  1845.     Master,  15  Octo- 
ber, l«o3.     Died  27  October,  1853. 
Stuart.  John  A.  \_ 

Actin"-  Carpenter,  21  December,  1803.     Honorably  discharged  3  November,  1865. 

Stuart,  Robert. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  l>i.j5.     Lieutenant,  15  September,  1855.     Resigned  10  April,  1857. 

Stubbing.  Victor  B. 

Acting  Third  Assistant  Engineer,  15  February,  1864.  Honorably  discharged 
9  July,  1806. 
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Stabbs,  Samnel. 

Midshii^man,  2  DecembLT,  IT'Ji).     Resigued  'J  February,  1801. 
Studebaker,  Heurj*. 

Mate,  14  January,  1SG4.     Appointment  revoked  (Sick,)  IS  July,  1SG4. 
Studley,  Braddock  O. 

Mate,  28  January,  18G4.     Honorably  discharged  3  April,  18C8. 
Studley,  E. 

Acting  Ensign,  Coast  Survey  duty,  21  June,  1867.     Mustered  out  30  November, 
18G8. 
Studley,  Ira  B. 

Acting  Master,  12  August,  18G1.     Honorably  discharged  3  October,  18G5. 
Stall,  Elie  W. 

Midsliipnian,    1   June,   1838.      Passed   Midshipman,   11   June,   1834.      Resigned 
19  November,  1838. 
Stamp,  T.  B.  C. 

Third  Assistant  Engineer,  26  February,  1851.     Second  Assistant  Engineer,  21  May, 
1853.     First  Assistant  Engineer,  9  May,  1857.     Name  stricken  from  the  Roll  22 
May,  1861. 
Sturdy,  Edward  W. 

Midshipman,  25  February,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  26  July,  1871. 
Stargeon,  Johu. 

Mate,  14  January,  1863.     Resigned  27  February,  1865. 
Starges,  Henry  li. 

Acting  Master,  28  October,  1861.     Honorably  discharged  29  September,  1865. 
Stargis,  James  B. 

Mate,  5  June,  1862.     Appointment  revoked   14  March,  1863.     Mate,  2  September, 
1863.     Died  8  January,  1864. 
Starman,  F.  H. 

Midshipman,  2  April,  1804.     Resigned  3  October,  1808. 
Startevant,  Charles. 

Acting  Assistant  Surgeon,  5  September,  1863.     Honorably  discharged  18  January, 
1866. 
Statts,  Henry  P. 

Acting  Third  Assistant  Engineer,   27   January,   1864.      Honorably   discharged 
8  August,  1865. 
Stayvesant,  Henry. 

Acting  Assistant  Paymaster,   7   October,    1863.     Appointment  revoked    (Sick,) 
11  November,  1864. 
Stayvesant,  Moses  S. 

Acting  Midshipman,  29  September,  1856.     Midshipman,   15  June,  1860.     Master, 
19    September,    1801.      Lieutenant,    16    July,    1862.      Lieutenant-Commander, 
11  April,  1866.     Resigned  18  Deceniber,  1868. 
Sach,  James. 

Mate.     Dismissed  6  June,  18C2.     Re-appointed  Mate,  6  November,  1862.     Died 
26  December,  1863. 
Saddards,  James. 

Assistant  Surgeon,  17  May,  1849.     Surgeon,  24  April,  1861.     Medical  Inspector, 
3  March,  1871.     Medical  Director,  5  April,  1875. 
Saggette,  T.  S. 

Midshipman,  1  December,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815. 
Saggs,  William  B. 

Midshipman,  27  February,  1799.     Discharged  27  September,  1801.  under  Peace 
Establishment  Act 
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Sullivan,  Daniel. 

Mate,  19  February,  18G4.     Honorably  discliarged  10  September,  1865. 
Sullivan,  Harry  IC. 

Assistant  Pajmaster,  10  June,  1880. 
Snllivan,  James. 

Acting  Third    Assistant  Engineer,  14    January,  1863.     Dismissed    28   August, 
1803. 
Sullivan,  James. 

Acting    Second    Assistant    Engineer,    30    June,    1864.      Honorably   discharged 
10  December,  1805. 
Sullivan,  James  F. 

Acting  Third  Assistant  Engineer,  10  November,  1863.     Resigned  20  April,  1864. 
Sullivan,  James  J. 

Acting  Third  Assistant  Engineer,  20  April,  1803.     Acting  Second  Assistant  En- 
gineer, 5  December,  1804.     Honorably  discharged  31  November,  1805. 
Sullivan,  Jeremiah. 

Mid&hipman,  7  February,  1799.     Resigned  28  July,  1799. 
Sullivan,  Jeremiah  C. 

Midshijjman,  12  October,  1848.     Resigned  14  April,  1854. 
Sullivan,  John. 

.Acting  Ensign,  11  June,  1803.     Honorably  discharged  31  October,  1865. 
Sullivan,  John. 

Acting  Boatswain,  1  March,  1804.     Appointment  revoked  21  March,  1865. 
Sullivan,  J.  B. 

Midshipman,  1  December,  1814.     Resigned  10  May,  1828. 
Sullivan,  John  Clyde. 

Assistant  Paymaster,  13  July,  1870.     Passed  Assistant  Paymaster,  6  September, 
1878. 
Sullivan,  John  C. 

Mate,  25  January,  1862.     Deserted  31  March,  1862. 
Sullivan,  John  91. 

Midshipman,  1  March,  181S.     Lieutenant,  13  January,  1825.     Died  21  February, 
1833. 
Sullivan,  John  T. 

Midshipman,  10  October,  1802.     Graduated  June,  1807.     Ensign,   18   December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Sullivan,  liUCien. 

Third  Assistant  Engineer,  12  July,  1801.     Second  Assistant  Engineer,  18  Decem- 
ber, 1802.     Resigned  5  April,  1866. 
Sullivan,  Timothy  S. 

Mate,  24  October,  1803.     Died  13  March,  1872. 
Sully,  James  R. 

Midshipman,  1  February,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 
9  December,  1839.     Died  28  January,  1840. 
Summers,  John  W. 

Mate,  30  August,  la04.      Resigned  (Sick,)  21  March,  1865. 
Summers.  !.■.  TV.  P. 

Jlidshipman,  9  June,  1831.     Lost  in  the  "St/ZpA,"  in  August,  1831. 
Summers,  R.  91. 

JliUshipmau,  1  February,  1814.     Cashiered  25  March,  1831. 
Summers,  IVilliam. 

Gunner,  10  June,  1801.     Dismissed  17  October,  1801.     Dismissal  revoked  14  No 
vember,  1801.     Warranted  6  March,  1803.     Dismissed  SO  September,  1S02. 
Summers,  William. 

Gtmner,  10  June,  laoi.     Dismissed  30  September,  1863. 
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Snmiiiers,  William  H. 

Acting  Ensign,  15  June,  18G4.     Acting  Master,  11  May,  1865.     Honorably  dis- 
charged 2-i  October,  1865. 
Sumner,  David  H. 

Acting  Master,  23  November,  1861.    Resigned  6  January,  1865. 
Sumner,  George  W. 

Acting  Midsliii)man,  20  September,  1858.    Graduated  1862.    Lieutenant,  1  August, 
1863.     Lieutenant-Commander,  25  July,  18C6.     Commander,  13  June,  1876. 
Kumwalt,  Frederick  G. 

Tbird  Assistant  Engineer,  30  August,  1853.    Dismissed  29  September,  1854. 
Sundstruni,  Olof. 

Mate,  5  June,  1803.     Acting  Ensign,  27  October,  1863.     Resigned  20  April,  1864. 
Sunstrom,  IVIark  Trneiuan. 

Third  Assistant  Engineer,  1  February,  1863.     Second  Assistant  Engineer,  15  Octo- 
ber, 18C3.     Resigned  10  November,  1865. 
Surrette,  Thomas. 

Mate,  27  November,  1863.     Appointment  revoked  (Sick)  17  March,  1864. 
Sutherland,  Alan  P. 

Acting  Third  Assistant  Engineer,  1  October,  1863.     Dismissed  17  April,  1863. 
Sutherland,  Mother  A. 

Third  Assistant  Engineer,  17  March,  1863.     Second  Assistant  Engineer,  1  Septem- 
ber, la64.     Resigned  15  October,  1867. 
Swain,  Charles. 

Master,  5  December,  1798.     Warrant  returned  by  Captain  Nicholson 
Swain,  Oliver. 

Acting  Ensign,  17  May,  1864.     Died  10  June,  1867. 
Swain,  Saninel  O. 

Mate,  16  October,  1863.     Acting  Ensign,  16  August,  1864.     Honorably  discharged 
26  January,  1866. 
Swain,  IVilliam  H. 

Acting  Master,  8  July,  1861.     Appointment  revoked  (Sick,)  33  April,  1863. 
Swan,  Francis  II. 

Acting  Assistant  Paymaster,  9  December,  1861.     Assistant  Paymaster,  9  March, 
1865.    Passed  Assistant  Paymaster,  4  May,  1866.     Paymaster,  31  August,  1865. 
Swaney,  John. 

Acting  Ensign,  1  October,  1863.     Acting  Master,  7  January,  1863.     Acting  Volun- 
teer Lieutenant,  19  March,  1864.     Honorably  discharged  1  December,  1865. 
Swann,  Benjamin. 

Acting  Master,  14  August,  1861.     Appointment  revoked  20  November,  1861. 
Swann,  George  "W. 

Chaplain,  15  June,  1844.     Died  23  September,  1844. 
Swann,  Rohert. 

Assistant  Surgeon,  3  May,  1874. 
Swann,  Robert  I*. 

Acting  Ensign,  19  July,  1803.     Acting  Master,  25  May,  1863.     Acting  Volunteer 
Lieutenant,  13  April,  1864.     Died  13  Jajiuary,  1866. 
Swann,  Samuel  R. 

Assistant  Surgeon,  31  May,  1854.    Discharged  16  May,  1859. 
Swann,  Thomas  li. 

Acting  Midshipman,  8  December,  1856.     Midshipman,  15  June,  1860.     Master, 
19    September,    1861.     Lieutenant,    16    July,    1803.      Lieutenant-Commander, 
3  May,  1866.    Commander.  6  January,  1874.     Retired  list,  10  July,  1877. 
Swann,  llilliam  S. 

Midshipman,  1   July,  1828.    Passed   Midshipman,  14  June,   1834.     Lieutenant, 
35  February,  1841.     Lost  in  the  "  Grampus,"  20  March,  1843. 
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Swanson,  John. 

Mute,  8  June,  1SG4.     Died  23  January,  1873. 
Swarlwoiit,  Angnstns. 

Midsliipuian,  1  January,  1S12.     Resigned  18  Ajiril,  1820. 
Swart  wont,  John. 

Midshipman,  9  November,  1813.     Lieutenant,  28  Aiiril,  1826.     Resisjncd  15  June, 
1831. 
Swartwont,  Samuel. 

Midshipman,   10    May,   1820.      Passed    Midshipman.    -1    Juno,   1S^:;1.      Lieuten- 
ant, 9  February,   1S37.     Commander,  1-1  September,  ISoo.     Died  5  February, 
1807. 
Swartwont,  Saninel. 

Acting   Second  Assistant  Engineer,   4   January,   1802.      Honorably   discharged 
19  December,  1805. 
Swartwont,  Thomas,  Jr. 

Midshipman,  28  May,  1800.     Last  appearance  on  Records  of  Navy  Department. 
29  April,  1801.     Killed  in  a  dueh 
Swartwont,  William. 

Mate,  23  March,  1804.     Acting  Ensign,  24  October,  1804.     Honorably  discharged 
21  November,  1805. 
Swasey,  Charles  H. 

Acting  Midshipman,  28  September,  1854.     Midshipman,  9  June,  1859.     Lieuten- 
ant, 31  August,  1801.     Killed  in  action  4  October,  1802. 
Swasey,  Trne. 

Acting  Third  Assistant  Engineer,  24  September,  1801.     Dismissed   27  January, 
1802. 
Swasey,  William  M. 

Acting  Ensign,  32  July,  1803.     Honorably  discharged  12  October,  1805. 
Swearengen,  Thomas. 

Midshipman,  3  April,  1804.     Dismissed  by  Court  Martial  4  ]\Iay,  1808. 
Sweeney,  John  E. 

Mate,  21  Ocbilier,  1801.     Resigned  30  August,   1804.     Mate,    18  May,   1860.     Re- 
signed 15  April,  1807. 
Sweeny,  Ilngh  C. 

Jlidshipman,  18  June,  1812.     Cashiered  in  1821. 
Sweeny,  William. 

Gunner,  31  July,  1803.     Last  appearance  on  Records  of  Navy  Department. 
Sweet,  Frank. 

Acting  Ensign,  23  September,  1864.     Honorably  discharged  8  July,  1805. 
Sweet,  George  F. 

Third  Assistant  Engineer,  20  May,  1803.     Dismissed  30  January,  1809. 
Sweet,  George  J. 

Acting  Assistant  Surgeon,  8  October,  1801.     Honorably  discharged  14  December, 
1805. 
Sweet,  James  P. 

Acting  First  Assistant  Engineer,  24  August,  1804.     Honorably  discharged  22  July, 
1805. 
Sweet  zer,  Lievi. 

Acting  Seccind  Assistant  Engineer,   18  September,   1801.     Honorably   discharged 
10  October,  1805. 
Swendson,  Charles. 

Acting  Ensign,  13  Jlarch,  1863.     Acting  Master,  1   September,   1864.     Honorably 
discharged  1  November,  1805. 

Swett,  J.  B. 

Acting  Ensign,  1  October,  1863.     lionorably  discharged  23  September,  18BG, 
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Swift,  Jonathan  W. 

Midshipman,  25  August,  1833.     Passed  Midshiijman,  23  March,  1839.     Lieutenant, 

3  March,  1831.     Reserved  list,  13  September,  1855.     Commodore  on  Retired  list, 

4  April,  1867.     Died  30  July,  1877. 
Swift,  Joseph. 

Gunner,  17  May,  1858. 
Swift,  le  Roy  E. 

Acting  Ensign,  36  October,  1864.     Honorably  discharged  13  October,  1868. 
Swift,  Robert  B. 

Acting   Second   Assistant   Engineer,   31   January,   1805.     Honorably   discharged 
21  February,  1868. 
Swift,  R.  R. 

Midshipman,  1  November,  1837.     Lost  in  the  "iforraei,"  10  September,  1829. 
Swift,  Thomas  W.,  Jr. 

Acting  Ensign,  3  September,  1864.     Honorably  discharged  35  November,  1865. 
Swift,  IVilliam. 

Surgeon's  Mate,  24  July,  18.13.     Surgeon,  15  April,  1814.     Retired  list,  35  April, 
1861.    Died  27  December,  1864. 
Swift,  William  C. 

Acting  Third  Assistant  Engineer,  5  June,  1863.     Appointment  revoked  19  Decem- 
ber, 1863. 
Swift.  Willie. 

Midshipman,  25  September,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.    Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Swimms,  J.  H. 

Carpenter,  13  July,  1799.     Dismissed  15  September,  1800. 
Swinburne,  William  T. 

Midshipman,  29  September,  1862.     Grtduated  June,  1866.     Ensign,  12   March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Swinnerton,  Saninel  A. 

Acting  Master,  23  January,  1862.     Resigned  2  September,  1863.     Acting  Master, 

1  April,  1864.     Honorably  discharged  31  October,  1865. 
Swint,  Liewis  F. 

Acting  Third  Assistant  Engineer,  16  August.  1863.     Appointment  revoked  (Sick,) 
9  April,  1803. 
Sword  ^  £dward  J. 

Acting  Third  Assistant  Engineer,   14  September,  1804.     Hnnnrably   discharged 
15  February,. 1860.     Acting  Third  Assistant  Engineer,  13  April,  1806.     Mustered 
out  37  March,  1809. 
Swords,  Thomas  A. 

Acting  Assistant  Paymaster,  5  December,  1804.     Mustered  out  29  September,  1865. 
Sydney,  Joseph  W. 

Third  Assistant  Engineer,  3  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.    Died  31  October,  1864. 
Sykes,  Samuel  M. 

Acting  Second  Assistant  Engineer,  9  May,  1864.     Honorably  discharged  29  No- 
vember, 1805. 
Sykes,  Stephen.' 

Purser,  13  September,  1800.     Last  appearance  on  Records  of  Navy  Department. 
Resigned. 
Synimes,  Frank  J. 

Acting  Third  Assistant  Engineer,  under  instruction.  Naval  Academy,  10  October, 
1800.      Third  Assistant  Engineer,  2  June,  1808.     Second  Assistant  Engineer, 

2  June,  1869.     Resigned  18  July,  1871. 
Symnies,  J.  G. 

Sui'geon,9  January,  1799.     Last  appearance  on  Records  of  Navy  Department. 
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Syinmes,  Thomas. 

Acting  Master,  30  August,  18G1.  Resigned  21  February,  18G5. 
Symuis,  G.  G. 

Mate,  3  June,  1864.  Honorably  discharged  20  November,  18G7. 
Synionds^  Frederick  M. 

Midshipman,  26  September,  1802.     Graduated  June,  1867.     Ensign,  18  December, 
1808.     Master,  21  March,  1870.     Lieutenant,  21  March,  1S71. 
Synionds,  William. 

Acting  Ensign,  11  February,  1864.  Resigned  20  January,  18Go. 
Sypher,  Abram  J. 

Acting  First  Assistant  Engineer,  12  January,  1864.     Resigned  20  May,  1865. 

Taafe,  Christopher  G. 

Acting  Master,  8  May,  1862.     Hni.,,rably  discharged  25  August,  1865. 
Tabb,  Bin  Cher  II. 

Midshipman,  17  January,  1849.     Killed  5  March,  1850. 
Taber,  Charles  E. 

Acting  Third    Assistant    Engineer,   29   August,   1863.      Honorably  discharged 
24  August,  1805. 
Taber,  Silas  A. 

Mate,  1  May,  1863.     Resigned  (Sick,)  18  October,  1864. 
Taber,  William. 

Mate,  15  November,  1861.     xVppointment  revoked  (Sick,)  28  August,  1862. 
Taber,  William  I>. 

Acting  Ensign,  14  February,  1864.     Honorably  discharged  6  December,  1865. 
TaflTe,  Arthnr  F. 

Mate,  29  November,  1863.     Drowned  from  "  Juniata,^'  6  March,  1865. 
Taft,  John  M. 

Midshipman,  25  February,  1863.     Graduated  June,  1866.     Ensign,  12  March,  1868. 
Master,  26  March,  1869.     Lieutenant,  21  March,  ISTO.    Died  28  October,  1873. 
Taggart,  Darid. 

Gunner,  18  June,  1834.     Died  at  Sea  13  December,  1836. 
Taggart,  F.  B. 

Midsliipman,  1  February,  1814.     Resigned  4  May,  1815. 
Taggart,  William  II. 

Acting  Assistant  Surgeon,  1  October,  1864.     Resigned  18  January,  1865. 
Taggart,  William. 

Third  Assistant  Engineer,  5  Januarj',  1843.     Second  Assistant  Engineer,  10  July, 
1837.     Resigned  13  May,  1849. 
Tainter,  Dean  W. 

Acting  Ensign,  1  October,  1862.     Resigned  26  April,  1865. 
Tainter,  George  W. 

Mate,  33  October,  1863.     Acting  Ensign,  23  July,  1864.     Honorably  discharged 
3  November,  1865. 
Tait,  Charles  W. 

Assistant  Surgeon,  24   July,    1837.     Passed   Assistant   Surgeon,  14   March,  1843. 
Resigned  17  November,  i843. 
Talbot,  Cyrns. 

Lieiitcnnnt,  21  May,  1799.     Commander,  15  January,  1800.     Discharged  23  Octo- 
ber, ISUl,  under  Peace  Establishment  Act. 
Talbot,  John  G. 

Midshipman,  15  April,  1863.  Graduated  June,  1866.  Ensicm,  13  March.  1S68. 
Master,  26  March,  1869.  Lieutenant,  31  March,  1870.  Drowned  19  December, 
1870. 
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Talbot,  lievi. 

Gunner,  13  July,  1831.     Died  14  June,  1841. 
Talbot,  9Iortinier  R 

Chaplain,  8  September,  1841.     Died  31  April,  1863. 
Talbot,  Robert  S. 

Third  Assistant  Engineer,  22  October,  18G0.    Second  Assistant  Engineer,  26  August, 
1862.     First  Assistant  Engineer,  24  August,  1864.     Resigned  24  October,  18G8. 
Talbot,  Silas. 

Captain,  11  May,  1798.     Resigned  21  September,  1801. 
Talbot,  Zepbaiiial 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  13  May,  1861. 
First  Assistant  Engineer,  20  May,  1863.     Resigned  16  December,  1865. 
Talcott,  Charles  Gratiot. 

Cadet  Engineer,  Naval  Academy,  15  September,  1875.     Graduated  10  June,  1879. 
Talcott,  George,  Jr. 

'  Midshipman,  23  November,  1861.     Graduated  September,  1865.     Ensign,  1   De- 
cember, 1866.     Master,  12  March,  1868.     Lieutenant,  36  March,  1869.     Lieuten- 
ant-Commander, 25  March,  1880. 
Talcott,  Horace. 

Acting  Assistant  Paymaster,  27  September,  1863.     Died  8  May,  1864 
Talcott,  Matthew. 

Midshipman,  26  April,  1798.     Dismissed  16  August,  1798. 
Talcott,  Matthew. 

Midshipman,  11  September,  1799.     Discharged  15  April,  1801,  under  Peace  Estab- 
lishment Act. 
Taliaferro,  Horace  D. 

Assistant  Surgeon,  20  June,  1838.     Passed  Assistant  Surgeon,  23  November,  1843. 
Resigned  15  November,  1844. 
Talliaferro,  A.  R. 

Midshipman,  3  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
8  September,  1841.    Cashiered  20  October,  1843. 
Talluiadge,  B. 

Midshipman,  34  January,  1815.     Lieutenant,  13  January,  1825.     Died  20  June, 
1831. 
Tallman,  Benjamin. 

Carpenter,  35  March,  1803.     Last  appearance  on  Records  of  Navy  Department, 
1  December,  1803.     Furloughed. 
Tallman,  Charles  E. 

Sailmaker,  9  January,  1877. 
Tallman,  Hamilton  M. 

Midshipman,  27  February,  1863.     Graduated  June,  1868.     Ensign,  19  April,  1869. 
Master,  13  July,  1870.    Retired  list,  26  June,  1875. 
Tallman,  Henry  C. 

Acting  Midshipman,  24  September,  1857.     Lieutenant,  1  August,  1863.     Lieuten- 
ant-Commander, 25  July,  1866.     Retired  list,  9  October,  1873. 
Tallman,  Peleg. 

Lieutenant,  16  April,  1799.     Resigned  20  September,  1799. 
Tallman,  William,  Jr. 

Acting  Master,  30  August,  1861.     Honorably  discharged  18  December,  1865. 
Tallon,  John. 

Acting  First  Assistant  Engineer,  1    May,  1863.     Appointment  revoked   (Sick,) 
21  April,  1865. 
Taney,  J.  B. 

Acting  Ensign,  27  July,  1863.     Honorably  discharged  G  June,  1868. 
Taney,  Joseph. 

Midshipman,  20  February,  1800.     Resigned  2  January,  1801. 
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Tanner,  Henry  IV. 

Acting  Assistant  Paymaster,  10  July,  1SG2.     Died  2  July,  1863. 
Tanner,  Jobn  A. 

Assistant  Surgeon,  20  October,  1875. 
Tanner,  Saninel  W. 

Acting  Assistant  Paymaster,  18  January,  1864.     Mustered  out  22  September,  1865. 
Tanner,  Zera  li. 

Acting  Ensign,  18  August,  1862.     Acting  Master,  29  September,  1864.     Ensign, 
12  March,  1868.     Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 
Tapley,  John. 

Midshipman,  31  January,  1800.     Discharged  30  April,  1801,  under  Peace  Estab- 
lishment Act. 
Tapnian,  Henry  T. 

Third  Assistant  Engineer,  8  August,  1863.     Dismissed  13  September,  1864. 
Tappan.  Amos  li.. 

Acting  Third  Assistant  Engineer,  11  March,  1865.     Honorably  discharged  27  Oc- 
tober, 186.5. 
Tappan,  Benjamin. 

Midshipman,  21   September,  1871.     Graduated  20  June,  1876.     Ensign,  5  Febru- 
ary, 1871). 
Tarbell,  John  F. 

Acting  Assistant  Paymaster,  28  January,  1862.     Mustered  out  11  December,  1865. 
Assistant  Paymaster,  21  February,  1867.     Passed   Assistant  Paymaster,  16  Sep- 
tember, 1868.     Paymaster.  3  April,  1879. 
Tarbell,  Joseph. 

Midshipman,    5   December,   1798.      Lieutenant,   25   August,   1800.     Commander, 
25  April,  1808.     Captain,  24  July,  1813.     Died  24  November,  1815. 
Tardy,  Henry. 

Midshipman,  9  November,  1813.     Dismissed  by  Court-Martial  5  August,  1817. 
Tarr,  Herbert  J. 

Acting  Third  Assistant  Engineer,   19  September,  1862.     Honorably  discharged 
8  February,  1866. 
Tarr,  Robert. 

Acting  Master,  25  January,  1862.     Acting  Volunteer  Lieutenant,  13  April.  1864. 
Honorably  discharged  12  October,  1865. 
Tate,  James. 

Acting  Second  Assistant  Engineer.     Resigned  17  June,  1864. 
Tate,  Robert. 

Acting  Chief  Engineer,  1   October,  1862;      Honorably  discharged  19  November, 
1805. 
Tate,  ^Villiam  H. 

Acting  Tliird  Assistant  Engineer,  12  December,  1861.     Acting  Second  Assistant 
Engineer,  9  February,  1864.    Honorably  discharged  7  October.  1865. 
Tateni;  Robert  L.. 

Sailmaker,  22  June,  1861.     Dismissed  24  November,  1880. 
Tateni,  Robert  S. 

Master,  21  July,  1814.     Died  3  January,  1844. 
Tatem,  Saninel. 

Sailmaker,  30  March,  1848.     Died  23  August,  1877. 
Tatem,  Thomas. 

Sailmaker,  10  September,  1849.     Died  3  May,  1853. 
Taten,  John  F. 

Salhnaker,  21  December,  1841.     Resigned  8  June,  1842. 
Taten,  Thomas. 

Sailmaker,  24  November,  1841.     Resigned  7  September,  1842. 
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Tsitiisill    Ij<Iwsii*<1  F> 

Midshipman,  17  March,  1S38.     Passed  Midshipman,  20  May,  1844.     Died  21  July, 

1S50. 

Tatnall,  Josiali.  .     .,   ,r,.o     r^  j       o>r  t;^  i 

Midshipman,  1  January,  1813.  Lieutenant,  1  April,  1818  Commander  25  Feb- 
ruary, 1838.     Captain,  5  February,  1850.     Resigned  21  February,  1801. 

Tattnall,  Josiah,  Jr. 

Purser,  28  June,  1850.     Resigned  23  April,  1856. 

**"lid'hipman,   23   j'uly,    1865.     Graduated   June,    1809.     Ensign,    12   July,  1870. 
Master,  28  December,  1873.     Lieutenant,  8  August,  1876. 

Tanssiir,  E«lwartl  D.  ^         ,       .„„„ 

Midshipnuui,  24  July,  18G3.  Graduated  June,  1867.  Ensign,  18  December,  1808. 
Master,  21  March,  1870.     Lieutenant,  1  January,  1873. 

Tayloc,  James  I<.  ,,.,,.  ,^  t         ^oan     n- 

Acting  Midshipman,  24  September,  1855.  Midshipman,  15  June,  1860.  Dis- 
missed 5  July,  1801. 

'Midshipman,   15    November,   1809.      Lieutenant,  9  December,  1814.      Resigned 
31  July,  1823. 
Tavlor,  Albert.  ,  „„„      .   ^.        ,^    . 

Mate'  8  May,  1862.  Acting  Ensign,  24  November,  1862.  Acting  Master, 
11 'March,  "l 865.  Honorably  discharged  20  January,  1866.  Acting  Master, 
11  December,  1866.     Mustered  out  27  March,  1869. 

Taylor,  Alfred.  t  •     ^ 

Midshipman,  1  January,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant, 
9  February,  1837.  Commander,  14  September.  1855.  Captain,  16  July,  1862. 
Commodore,  27  September,  1866.  Rear-Admiiral,  29  January,  1872.  Retired 
list,  23  May,  1872. 

Taylor,  Benjamin  F.  .       r,         i    .    •  ^    ^ 

Acting  Third  Assistant  Engineer,  13  September,  1861.  Acting  Second  Assistant 
Engineer,  23  October,  1862.     Died  4  August,  1863. 

Taylor,  Bushrod  B.  „  .     ,,    ^      ,^ 

Midshipman,  3  April,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16 
September,  1855.  Lieutenant,  31  July,  1856.  Lieutenant- Commander,  16  July, 
1862.     Commander,  14  March,  1868.     Captain,  27  October,  1879. 

Taylor,  Charles  E. 

Acting  Assistant  Paymaster,  6  February,  1862.     Resigned  7  April,  1865. 

Taylor,  Charles  F.  .       ,,    .     „  t^ 

Mate,  5  March,  1863.     Acting  Ensign,  5  November,  1863.     Acting  Master,  6  De- 
cember, 1864.     Honorably  discharged  27  August,  1865. 
Taylor,  Clinton  F. 

Mate,  20  July,  1864.     Honorably  discharged  10  April,  1866. 

Taylor,  Daniel  O. 

Acting  Master,  27  February,  186^2.     Dismissed  22  July,  1863. 

Taylor,  David.  , ,      ,.    ,         , 

Acting  Second   Assistant  Engineer,   2   August,    1864.       Honorably  discharged 
19  June,  1865. 
Taylor,  David  P. 

Acting  Assistant  Surgeon,  28  March,  1864.     Honorably  discharged  38  October, 
1865. 
Taylor,  Dudley  E. 

Acting  Master,  18  January,  1863.     Died,  New  Haven,  Connecticut,  19  July,  1806- 

Taylor,  Dngoniier. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Died  at  Sea  5  Octo- 
ber, 1819. 
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Taylor,  Edtrard  E. 

Acting  Ensign,  26  February,  1803.     Ac-ting  Muster,  -J!)  September,  1864.     Honor- 
ably discharged  27  September,  1S65. 
Taylor,  Eli  as  C 

Muster's  Mate,   16  November,  1810.     Midshipman,  1  January,  1819.     Lieutenant, 
17  May,  1828.     Died  20  April,  1832. 
Taylor,  Fitch  W. 

Chaplain,  23  April,  1841.     Died  23  July,  1865. 
Taylor,  Francis. 

Midshipman,  9  June,  1811.     Drowned  S  October,  1811. 
Taylor,  Francis  C 

Acting  Third  Assistant  Engineer,  4  May,  1864.     Apjjointment  revoked   23  May, 
1864. 
Taylor,  Francis  E. 

Mate,  21  April,  1865.     Honorably  discharged  8  January,  1866. 
Taylor,  George. 

Acting  Master,  21  January,  1862.     Acting  Volunteer  Lieutenant,  10  August,  1S64. 
Resigned  18  February,  1865. 
Taylor,  George. 

Mate,  31  October,  1861.     Acting  Ensign,  0  January,  1S63.     Dismissed  5  January, 
1865. 
Taylor,  George. 

Acting  Third  Assistant  Engineer,  12  July,  1862.     Honorably  discharged  14  April, 
1868. 
Taylor,  George  B. 

Midshipman,  10  May,  1820.     Resigned  6  January,  1821. 
Taylor,  George  C. 

Acting  Assistant  Paymaster,  10  October,  1861.     Resigned  19  December,  1863. 
Taylor,  George  TV. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Acting  First  Assistant  En- 
gineer, 28  November,  1863.     Resigned  28  February,  1865. 
Taylor,  George  W. 

Midshipman,  1  November,  1827.     Resigned  19  December,  1831. 
Taylor,  Gorliaui  C 

Mate,  24  October,  1861.     Appointment  revoked  (^Sick,)  31  January,  1863. 
Taylor,  Henry. 

Acting  Ensign,  10  June,  1803.  Acting  Master,  27  December,  1804.  Honorably 
discharged  31  January,  1866.  Acting  Master,  4  August,  1866.  Appointment 
revoked  6  November,  1866. 

Taylor,  Henry. 

Acting  Ensign,  11  December,  1863.     Honorably  discharged  13  May,  1867. 

Taylor,  Henry  C 

Acting  Midshipman,  20  September,  1860.     Ensign,  28  May,  1803.     Master,  10  No- 
vember,   1865.       Lieutenant,    10    November,    1800.       Lieutenant-Commander, 
12  March,  1868.     Commander,  16  December,  1879. 
Taylor,  Henry  W. 

Acting  First  Assistant  Engineer,  28  May,  1864.     Resigned  17  June,  1865. 
Taylor,  Henry  W. 

Acting  Third  Assistant  Engineer,  7  February,  1865.     Honorably  discharged  27  Oc- 
tober, 1865. 
Taylor.  Hiero. 

Cadet   Midshipman,  30   September,  1873.     Graduated   18  June,  1879.     Ensign,. 
1  Scptemlier,  1880. 
Taylor,  Hiram  A. 

Mate,  13  August,  1864.     Honorably  discharged  9  August,  1865. 
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Taj'lor,  James. 

JIaster,  19  April,  1813.     Discharged  3  February,  1814. 
Taylor,  James. 

Acting  Master,  29  May,  1861.     Honorably  discharged  13  February,  1866. 
Taj'lor,  James. 

Master,  13  December,  1814.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Dead. 
Taylor,  James  B. 

MidshiiDman,  1  January,  1812.     Lieutenant,  5  March,  1817.     Drowned  19  March, 
1819. 
Taylor,  James  M. 

Surgeon,  9  August,  1805.     Resigned  27  September,  1807. 
Taylor,  James  W. 

Acting  Master  and  Pilot,  15  November,  1864.    Appointment  revoked  9  March,  1865. 
Taylor,  Jesse. 

Midshipman,  6  December,   1849.     Passed  Midshipman,   12  June,   1855.     Master, 
16  September,  1855.     Lieutenant,  26  November,  1856.     Resigned  12  September, 
1859. 
Taylor,  J.  H.  R. 

Midshiiunau,  8  March,  1839.     Resigned  30  July,  1839. 
Taylor,  John. 

Midshipman,  16  January,  1809.     Killed  in  action  23  August,  1812. 
Taylor.  John. 

Mate,  9  March,  1866.     Resigned  5  August,  1868. 
Taylor,  John  H. 

Mate,  10  November,  1803.     Honorably  discharged  5  September,  1865. 
Taylor.  .Tohn  Li. 

"Midshipman,  2  February,  1829.     Resigned  3  August,  1831. 
Taylor,  John  S. 

Midshipman,  14  December,   1836.     Passed  Midshipman,  1   July,  1842.     Master, 
23  June,  1849      Lieutenant,  5  February,   1850.     Reserved  list,  13  September, 
1855.     Resigned  18  April,  1861. 
Taylor,  John  W. 

Midshipman,  1  April,  1828.     Dismissed  6  June,  1836. 
Taylor,  John  Y. 

Assistant  Surgeon,  26  September,  1853.     Passed  Assistant  Surgeon,   1    August, 
1861.     Medical  Inspector,  29  June,  1872.     Medical  Director,  20  April,  1879. 
Taylor,  Joseph. 

Master,  14  July,  1812.     Died  3  January,  1820. 
Taylor,  Joseph. 

Acting  Assistant  Surgeon,  28  September,  1870.   Honorably  discharged  30  June,  1879. 
Taylor,  J.  Winthrop. 

Assistant  Surgeon,  7  March,  1838.     Surgeon,  1   May,   1852.     Medical   Director, 
3  March,  1871.     Chief,  Bureau  Medicine  and  Surgery,  21  October,  1878.     Re- 
tired .ist,  19  August,  1879.     Died  19  January,  1880. 
Taylor,  Martin   li. 

Acting  Third  Assistant  Engineer,  6   September,    1864.     Honorably  discharged 
23  September,  1865. 
Taylor,  N. 

Mate,  19  June,  1865.     Resigned  14  September,  1867. 
Taylor,  Persiler, 

Carpenter,  17  April,  1800.     Resigned  20  April,  1807. 
Taylor,  Peter. 

Acting   Third   Assistant  Engineer,  22  October,  1868.     Acting  Second  Assistant 
Engineer,  8  March,  1865.    Honorably  discharged  27  September,  1865. 
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Honor:iblv    discharm- 


Taylor,  P.  Henry. 

Tbinl  Assistant  Engiueer,  1(5  Februarj',  lSo2.     Second  Assistant  Engineer,21  May, 
1853.     Resigned  10  September,  1856. 
Taylor,  Ricbard,  Jr. 

Midshipman,  1  January,  1818.     Resigned  17  January,  1825. 
Taylor,  Richard  H. 

Mate,  30  June,  1804.     Honorably  discharged  17  July,  18G5. 
Taylor,  Richard  !N'. 

Acting  Third  Assistant  Engineer,  11  March,  1863.     Acting  Second  Assistant  En- 
gineer, 7  January,  1865.     Honorably  discharged  16  August,  1866. 
Taylor,    Richardson. 

Midsiiipman,  14  April,  1800.     Discharged  5  June,  1801,  under  Peace  Establish- 
nii-nt  Act. 
Taylor.  Robert. 

Midshipiuau,  1  May,  1822.     Died  in  1823. 
Taylor.  Robert  C 

Acting  Seconil  Assistant  Engineer,  7  December,  1863.     Dismissed  13  October,  1864 . 
Taylor,  Robert  D. 

Third  Assistant  Engineer,  21.  April,  1863.     Second  Assistant  Engineer,  25   July, 
1866.     First  Assistant  Engineer,  31  January,  1873, 
Taylor,  Robert  t. 

Acting    Third  Assistant   Engineer,   20    August,    186-1. 
5  July,  1865. 
Taylor,  Thomas  E. 

Acting   Third   Assistant   Engineer,    19    February.    1864.     Honorably   discharged 
28  October,  1865. 
Taylor,  Tiiriiston  M. 

Midshipman,  1  April,  1828. 
Taylor,  T.  Marston. 

Purser,  3  November,  1834.     Died  6  July,  1870. 
Taylor,  Walter. 

Acting  Third   Assistant   Engineer,  14  September,  1864.     Honorably  discharged 
22  Juh-,  1865. 
Taylor,  W.  B.  G. 

Midshipman,  13  February,  1815.     Resigned  9  June,  1836. 
Taylor,  W.  D.  S. 

Midshipman,  20  June,  1806.     Resigned  10  February,  1807. 
Taylor,  William. 

Gunner,  6  July,  1804,     Last  appearance  on  Records  of  Navy  Department,  5  June, 
1806, 
Taylor,  William. 

Midshipman,  1  January,  1812. 
1835. 
Taylor,  William. 

Midshipman,  17  December,  1810. 
Taylor,  William  A. 

Acting  Ensign,  7  September,  1864. 
Taylor,  William  E. 

Acting  Second  Assistant  Engineer,  15  October,  1863.     Resigned  17  June,  1865. 
Taylor,  William  E. 

Assistant  Surgeon,  3  July,  1859.     Passed  Assistant  Surgeon.  22  August,   1862. 
Surgeon,  5  September  1868.     Medical  Inspector,  31  December,  1876.     Retired 
list,  14  January,  1881. 
Taylor.  William  P. 

Midshipman,  13  June,  1831.     Died  14  December,  1846. 


Resigned  28  May,  1836. 


Lieutenant,  5  March,  1817.     Died  13  January, 

Resigned  5  July,  1811. 
Honorably  discharged  24  July,  1865. 
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Taylor,  William  Rogers. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
10  February,  1840.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  25   July,   1866.     Rear-Admiral,  19   January,  1871.     Retired  list, 

7  November,  1873. 
Taylor,  William  V. 

Lieutenant,  9  December,  1814.     Commander,  3  March,  1831.     Captain,  8  Septem- 
ber, 1841.     Reserved  list,  13  September,  1855.     Died  11  February,  1858. 
Tayoii,  A(iKii$>itiis  S. 

Actinjj;  Master,  1  October,  1862.     Resigned  16  June,  1863. 

Teal,  JBcujamiii  F- 

Acting    Tliird   Assistant   Engineer,    17    August,    1864.      Honorably   discharged 
34  September,  1868. 
Teal,  Jacob,  Jr. 

Mate,  17  October,  1863.     Resigned  17  May,  1865. 
Teal,  William. 

Acting  Third  Assistant  Engineer,  7  July,  1863.     Honorably  discharged  3  January, 
1866. 
Telt,  William. 

Sailuiaker,  5  December,  1798.     Last  appearance  on  Records  ol  Navy  Department. 

Tempeiiny,  Eli. 

Acting  Third  Assistant   Engineer,  10   December,  1863.      Honorably  discharged 
31  October,  1865. 
Temple,  William  G. 

Midshipman,   18   April,   1840.       Passed   Midshipman,    11    July,    1846.      Master, 
21  July,  1854.     Lieutenant,  18  April,  1855.     Lieutenant-Commander,  16  July, 
1863.     Commander,  3  March,  1865.     Captain,  28  August,  1870.     Commodore, 
5  June,  1878. 
Temple,  William  T. 

Midshipman,  1  September,   1811.      Lieutenant,  1    April,  1818.     Died   1•^   June, 
1830. 
Tenant,  Moses. 

Midshipman,  3  July,  1798.     Resigned  15  December,  1798. 

Ten  Eick,  A.  S. 

Midshipman,  1  September,  1811.  Lieutenant,  37  April,  1816.  Commander,  9  Feb- 
ruary, 1837.     Captain,  10  December,  1843.     Died  38  March,  1844. 

Tengwall,  Charles. 

Mate,  27  August,  1863.     Acting  Ensign,  4  January,  1865.     Honorably  discharged 

8  August,l865. 
Tenley,  Washington. 

Acting  First   Assistant   Engineer,  31    December,  1863.      Appointment   revoked 
(Sick,)  16  June,  1SG4. 
Tennant,  John. 

Acting  Third  Assistant  Engineer,  19  October,  1861.     Dismissed  15  October,  1863. 

Tennant,  Thomas. 

Acting  Third  Assistant  Engineer,  33  March,  1865.     Died  4  September,  1867. 

Tennent,  George  W. 

Third  Assistant  Engineer,  17  February,  1860.     Resigned  6  February,-1861. 

Tennent,  John  C. 

Third  Assistant  Engineer,  10  July,  1847.     Second  Assistant  Engineer,  31  October, 
1848.     Dismissed  5  July,  1849. 
Tenney,  John. 

Mate,  6  September,  1864.     Honorably  discharged  17  March,  1866. 

Terrell,  Charles.  ^    . 

Acting  Midshipman,  36  September,  1867.  Graduated  6  June,  1871.  Resigned 
30  June,  1874. 
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Terrell,  Thomas  C. 

Midshipman,  20  September,  1862.     Graduated  June,   1866.     Ensign,  12  March, 
1868.     Master,  2G  March,  1869.     Lieutenant,  21  March,  1870. 
Terrett,  Colville. 

Midshipman,   3  January,   1840.     Passed  Midshipman,   11    July.    1846.     ]\Iaster, 

I  March,  1855.     Lieutenant,  14  September,   1S55.     Lost  in  "  Levant,'''  18  Sep- 
tember, 1860. 

Terrill,  Edward  A. 

Acting  Master,  19  .Ypril,  1862.     Honorai^ly  discharged  16  December,  1865. 
Terrill,  Franeis  JI. 

.Assistant  Surgeon,  22  June,  1870.     Resigned  8  June,  1878. 
Terrill,  fcJeorge. 

Surgeon,  22  May,  1826.     Resigned  21  September,  1854. 
Terry,  Edward. 

Acting  Midshipman,  21   September,  1853.     Midshipman,   10  June.   1857.     Pussiil 
Jlidshipman,  25  June,  1860.     Master,  24  October,  1860.     Lieutenant,  3  April, 
1861.      Lieutenant-Commander,  4   January,   1863.      Commander,  31   October, 
1871. 
Terry,  James. 

Midshipman,  16  July,  1814.     Resigned  20  April,  1815. 
Terry.  James- 
Master,  20  April,  1815.     Cashiered  25  October,  1820. 
Terry,  Joseph  H. 

Purser,  6  June,  1815.     Died  22  August,  1853. 
Terry,  Silas  W. 

Acting  Midshipman,  28  September,  1858.     Ensign,  16  December,  1862.     Lieuten- 
ant, 22  February,   1864.     Lieutenant-Commander,  25  July,  1866.     Commander, 

II  July,  1877. 
Terry^  Van  Rensalear. 

Acting  Second  Assistant  Engineer,  28  May,  1861.     Dismissed  4  August,  1862. 
Terry,  ^Villiam  F. 

Assistant  Surgeon,  24   January,  1862.      Resigned  19  October,  1863.     Assistant 
Surgeon,  12  July,  1866.     Resigned  15  May,  ISfiS. 
Tessimond,  C.  M. 

Mate,  10  September,  1864.     Honorably  discharged  16  August,  1865. 
Test,  Henry  M. 

Acting  Third   Assistant   Engineer,   7   December,   1863.     Honorably   discharged 
15  August  1865. 
Tester,  Abraham. 

Acting   Third   Assistant  Engineer,  18  February,  1864.      Honorably   discharged 
21  August,  1865. 
Tew,  George  W. 

Midshipman,  21   February,  1799.     Lieutenant,!   .^.pril,  1800.     Last  appearance  on 
Records  of  Navy  Department,  30  April,  1801.     Dead. 
Tew,  Henry. 

Mate,  18  April,  1864. 
Tew,  Henry.  Sr. 

Master,  28  March,  1814.     Resigned  27  December,  1814. 
Tew,  Henry. 

Master,  28  June,  1812.     Resigned  27  December,  1814. 
Tew,  James  B. 

Mate,  12  January,  1863.     Acting  Ensign,  31  January,  1865.     Honorably  discharged 
19  October,  1865. 
Tewksbnry,  James. 

Master,  14  December,  1815.    Died  1  September,  1843. 
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Thaclier,  Oliyer. 

Acting  Master,  4  March,  1863.     Honorably  discharged  21  November,  1865. 
Thackara,  Alexander  M. 

Midshipman,   20   July,    1865.     Graduated   June,    1869.     Ensign,    12   July,   1870 
Master,  12  July,  1871.     Lieutenant,  8  November,  1874. 
Thain,  William  W. 

Acting  Third   Assistant   Engineer,    211   December,   1862.     Honorably   discliarged 
.■30  October,  1865. 
Thall,  Richard. 

.Vcting  Third  Assistant  Engineer,  4  Marcli,  1863.     Acting  Second  Assistant  Ki.- 
gineer,  1  February,  1865.     Honorably  discharged  20  June,  1868. 
Thatcher,  Caleb  B. 

Mate,  18  February,  1864.     Honorably  discharged  6  November,  1865. 
Thatcher,  Charles. 

Acting  Ensiijn,  4  March,  1863.     Acting  Master,  1    December,  1863.     Murdered  at 
Raceousi  Island,  La.,  25  November,  1864. 
Thatcher,  Edward  C. 

Assistant  Surgeon,  8  July,  1867.     Resigned  1  March,  1873. 
Thatcher,  Henry  C 

Acting  Assistant  Surgeon,  3  March,   1865.     Honorably   discharged   19  January. 
1866. 
Thatcher,  Henry  K. 

Midshipman, 4  March,  1823.    Lieutenant,  23  March,  1829.    Lieutenant-Commander, 
28  February,   1833.     Commander,   14   September,  1855.     Commodore,  16  July, 
1862.    Rear- Admiral,  25  July,  1866.     Retired  list,  26  May,  1868.     Died  5  April, 
1880. 
Thatcher,  J.  C. 

Purser,  13  September,  1841.     Lost  in  the  '■^Grampus,''''  March,  1843. 
Thatcher,  Josepb  Li. 

Carpenter,  20  February,  1872. 
Thatcher,  I^ewis  C. 

Acting  Third  Assistant  Engineer,  9  June,  1864.     Acting  Second  Assistant  Engi- 
neer, 20  March,  1865.     Honorably  discharged  9  December,  1865. 
Thaxter,  Martin  W. 

Acting  Third  Assistant  Engineer,  31   May,  1864.     Honorably  discharged  8  Feb- 
ruary, 1866. 
Thayer,  Edward  S. 

Midshipman,  18  June,  1812.     Resigned  8  March,  1814. 
Thayer,  Foster. 

Acting  Assistant  Surgeon,  17  June,  1864.     Resigned  0  June,  1865. 
Thayer,  G.  J.  W. 

Midshipman,  23  October,  1832.     Resigned  27  October,  1834. 
Thayer,  Henry^  G. 

Acting  Assistant  Paymaster,  24  March,  1864.    Honorably  discharged  12  December, 
1865. 
Thayer,  Isaac. 

Acting  Ensign,  28  March,  1864.     Honorably  discharged  1  August,  1865. 
Thayer,  James. 

Boatswain,  1  April,  1822.     Died  9  January,  1828. 
Thayer,  James. 

Gunner,   27    September,  1860.     Dismissed    9   November.    1864.     Acting   Gunner, 
3  December,  1864.     Dismissed   14   March,  1865.     Re-instated  from  3  December, 
1864.     Resigned  31  October,  1876. 
Thayer,  William  L..  G. 

Acting  Assistant  Paymaster,  17  November,  1864.     Honorably  discharged  15  Octo- 
ber, 1865. 

45 
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Tliode,  John  W. 

Mate,  8  January,  1803.     Resigned  23  September,  1862.     Mate,  2  February,    18G4. 
Resigned27  June,  1865. 
TIioiii,  J.  Pembroke. 

Assistant  Surgeon,  10  March,  ISOS.     Resigned  27  May,  1857. 
Tlioin,  IVilliaiii  K. 

Purser,  15  October,  1799.     Discharged  21  May,  1802,  under  Peace  Establishment 
Act. 
Thomas^,  C'alriii  F. 

MidshiiJinun,    Hi  October,   1849.      Passed  JMidshipman,  20  June,  1856.     Master, 
22  January,  1858.     Lieutenant,  23  January,  1858.     Died  18  February,  18G0. 
TlioniaH,  Cbarles. 

Acting  Ensign,  1  September,  1864.     Dismissed  21  November,  1864. 
TlioiiiHS,  Charles. 

Midsliipnnin,  2  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
8  September,  1841.     Reserved  list,  13  September,  1855.     Captain  on  Retired 
list,  4  April,  1867. 
Thomas,  Charles  M. 

Midshipman,  28  November,  1861.     Graduated  September,  1865.     Ensign,  1  De- 
cember, 1866.     Master,  13  March,  1868.     Lieutenant,  26  March,  1869.     Lieuten- 
ant-Commander, 1  April,  1880. 
Thomas,  Charles  W. 

Chaplain,  29  October,  1853.     Resigned  26  January,  1861. 
Thomas,  Chaiincy,  Jr. 

Midshipman,  26  September,  1867.     Graduated  6  June,   1871.     Ensign,  14  July, 
1872.     Muster,  14  April,  1875. 
Thomas,  Edward. 

Acting  Assistant  Surgeon,  25  January,  1863.     Dismissed  7  April,  1862. 
Thomas,  E.  II. 

Acting  Ensign,  24  April,  1863.     Dismissed  31  October,  1864. 
Thomas,  Eugene  B. 

Midshipman,  20  September,  1861.     Graduated  September,  1865.     Ensign,  1   De- 
cember, 1800.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 
Thomas,  F.  J. 

Acting  JLister,  19  November,  1801.     Resigned  2  September,  1862. 
Thonoas,  Oarduer,  Jr. 

Purser,  22  July,  1815.     Died  25  September,  1829. 
Thomas,  George. 

Master,  7  July,  1812.     Last  appearance  on  Records  of  Navy  Department.     Dead. 
Thomas,  George. 

Sailmaker,  19  December,  1834.     Retired  list,  16  May,  1873. 
Thomas,  George. 

Mate,  29  September,  1863.     Acting  Ensign,  23  December,  1864.     Honorably  dis- 
charged 2  August,  1865. 
Thomas,  George  E. 

Mate,  14  November,  1861.     Acting  Ensign,  5   April,   1867.     Died  24  December, 
1867. 
Thomas,  Henry. 

Jlidshipmuii,  2  January,  1804.     Resigned  20  September,  1808. 
Thomas,  Henry. 

Master,  25  January,  1814.     Discharged  1  February.  1815. 
Thomas,  Henry  G. 

Carpenter,  10  February,  1844.     Dismissed  27  July,  1861. 
Thomas,  James  K. 

Mate,  21  May,  1804.     Resigned  19  May,  1865. 
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Thomas,  John. 

Mate,  gallantry  in  saving  life  of  two  companions,  27  December,  1862.     Died  2  Oc- 
tober, 1803. 
Thomas,  John  A. 

Mate,  10  March,  1864.     Honorably  discharged  13  August,  1865. 
Thomas,  John  D. 

Acting  Ensign,  23  December,  1804.     Honorably  discharged  21  December,  1867. 
Thomas,  John  J. 

Acting  Carpenter,  20  April,  1874. 
Thomas,  John  Li. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1827.     Lost  in  the  "  J7orn«t," 
10  September,  1829. 
Thomas,  Jonathan. 

Acting  Third  Assistant  Engineer,  17  May,  1861.     Resigned  8  February,  1862. 
Thomas,  Joseph  O. 

Carjjenter,  10  March,  1847.     Retired  list,  2  December,  1878. 
Thomas,  Joseph  U. 

Third  Assistant  Engineer,  20  May,  1863.     Second  Assistant  Engineer,  15  Septem- 
ber, 1865.     Resigned  29  November,  1873. 
Thomas,  Josiah. 

Acting  Ensign,  4  October,  1864.     Honorably  discharged  33  September,  1865. 
Thomas,  I^loj'd. 

Mate,  1  October,  1862.     Acting  Ensign,  16  April,   1863.     Appointment  revoked 
(Sick,)  27  July,  1864. 
Thomas,  iVIartin  T. 

Mate,  4  October,  1863.     Resigned  17  July,  1863.     Mate,  7  September,  1864.     II.ui- 
orably  discharged  18  August,  1805. 
Thomas,  Nathaniel  W. 

Acting  Midshipman,  24  September,  1857.     Lieutenant,  1  August,  1862.     Lieuten- 
ant-Commander, 25  July,  1860.     Died  18  September,  1860. 
Thomas,  Riehard. 

Midshipman,  3  August,  1798.     Resigned  11  December,  1802. 
Thomas,  Richard. 

Carpenter,  22  January,  1814.     Died  10  December,  1842 
Thomas,  Robert  G. 

Carpenter,  20  June,  1853.     Died  9  May,  1871. 
Thomas,  Samuel,  Jr. 

Acting  Assistant  Paymaster,  27  July,   1863.     Honorably  discharged  28  October, 
1865. 
Thomas,  Thomas. 

Midshipman,  15  November,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 21  May,  1810.     Drowned. 
Thomas,  Walter  S. 

Mate,  12  November,  1863.     Appointment  revoked  (Sick.J  17  February,  1865. 
Thomas,  William  E. 

Acting  Ensign,  25  June,  1863.     Acting  Master,  recommendation  of  Commanding 
Officer,  0  July,  1864.     Honorably  discharged  27  October,  1865. 
Thomas,  William  F. 

Mate,  11  August,  1864.     Honorably  discharged  23  September,  1865. 
Thomas,  William  H. 

Mate.  18  February,  1862.     Acting  Ensign,  26  December,  1862.     Dismissed  30  De- 
cember, 1804. 
Thomas,  William  II. 

Acting  Second  Assistant  Engineer,  9  Jane,  1864.     Appointment  revoked  (Sick,) 
8  August,  1864. 
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Thomas.  W.  R. 

;\li(lslii[)iiKiii.  15  January,  1S41.     Died  10  November,  1847 
Tliouibs,  Joseph  S. 

Actiug  Ensign,  'S  May,  18(;4.     llunorably  cHscliarged  9  July,  1865. 
Thompson,  Alexander. 

Midshipman,  20  October,  1815.     Itesigned  8  August,  18315. 
Thompson.  .Indrcw  S. 

Mate,  25  November,  l»Ci3.     Honorably  discharged  19  July,  1805. 
Thompson,  Augnslns  F. 

Gunner,  3  March,  1849. 
Thompson,  .4n$;Hstus   F. 

Acting  Master,  9  April,  1SG3.     Honorably  discharged  20  October,  1865. 
Thompson.  Itenjamin. 

,^li^l^llipnlan,  1  December,  1809.     Killed  in  action  27  April,  1813. 
Thompson,  C.  \. 

Midshipman,  1  January,  1812.     Resigned  18  April,  1813. 
Thompson,  C'.  A. 

Midshipman, 27  August,  1823.    Passed  Midshipman,  20  February,  1830.    Resigned 
27  September,  1833. 
Thompson,  C.  C  B. 

Midshipman,  22  December,  1802.     Lieutenant,  15  February,  1809.     Commander, 
27  April,  181C.     Captain,  3  March,  1825.     Died  2  September,  1832. 
Thompson,  Charles  A. 

Midshipman,  30  September,  1868.     Graduated  1  June,  1872.     Resigned  7  March, 
1873. 
Thompson,  Charles  I). 

Mate,  28  December,  1801.     Acting  Ensign,  23  April,  1803.     Deserted. 
Thompson,  Charles  P. 

Acting  Ensign,  28  October,  1862.     Died  at  Cape  Haytien,  13  July,  1864. 
Thompson,  Charles  P. 

Acting  Assistant  Paymaster,  19  January,  1865.     Assistant  Paymaster,  3  March, 
1805.     Passed  Assistant  Paymaster,  4  May,  1866.     Paymaster,  1  August,  1866. 

Thompson,  I>.  Li. 

Acting  Ensign,  9  October,  1862.     Resigned  (Sick,)  10  June,  1864. 

Thompson,  Ebenesr-er. 

Carpenter,  10  November,  1849. 
Thompson,  Edward. 

Master,  24   March,    1820.      Last  appearance   on   Records  of  Navy  Department. 
Columbus,  1874. 
Thompson,  Edward. 

Mate,  14  May,  1864.     Resigned  31  January,  1865. 
Thompson.  Egbert. 

Midshipman,  13  March.  1837.     Passed  Midshipman,  29  June,  1843.     Acting  Mas- 
ter, 12  June,  1840.     Lieutenant.  3  October,  1850.     Commander,  16  July,  1862. 
Captain,  25  July,  1800.     Retired  list,  5  January,  1874.     Died  5  January,  1881. 
Thompson.  E.  H. 

Mate,  15  July,  1864.     Resigned  7  April,  1865. 
Thompson.  F.  A. 

MuUhipman,  1  April,  1826.     Resigned  31  December,  1828. 
Thompson,  Fred.  II. 

Actiug  Assistant  Paymaster,  18  August,  1862.     Died  5  September,  i863. 
Thompson,  Ci.  B. 

Acting  Master  19  June,  1802.     Honorably  discharged  7  February,  1866. 

Thompson.  Ciieorge. 

Actiug  Master,  2  October.  1801.     Resigned  31  May.  1862. 
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Thompson,  Gilbert  Li. 

Eugineer-in-Chief,  1  September,  1840.     Appointment  i-evo}  t-u  ;5  October,  1844. 
Thompson,  €}.  M. 

Midshipman,  1  Pel)ruary,  1836.     Resigned  13  September,  1831. 
Thompson,  Harrison. 

Mute,  (i  December,  1863.     Appointment  revoked  37  December,  1865. 
Thompson,  II.  A.,  Jr. 

Acting  Assistant  Paymaster,  10  February,  180.5.     Assistant  Paymaster,  23  July, 
1866.     Jtcsigned  10  December,  1806. 
Thompson,  Henry. 

Acting  jMastcr,  39  March,  1863.     Dismissed  37  June,  1863. 
Thompson,  James. 

Chief  Engineer,  U  April,  1843.     Resigned  3  July,  1845. 
Thompson,  .Tames  F. 

Mute,  9  Slay,  1863.     Acting  Ensign,  10  May,  1864.     Resigned  30  May,  1806. 
Thompson,  John. 

Boatswain,  17  March,  1800.     Last  ajjpcarance  on  Records  of  Navy  Department. 
Thompson,  John. 

Acting  First  Assistant  Engineer,  4  December,  1863.    Ilonorablv  discharged  10  Oc- 
tober, 1865. 
Thompson,   John. 

.Mati-,  li;  April,  1863.     Dismissed  39  December,  1864. 
Thompson.  John,  Jr. 

ActiiJLC  'I'bird  Assistant  Engineer,  34  December,  1803.     Resigned  23  November 
1864. 
Thompson,  John  C 

Boatswain,  28  August,  1874. 
Thompson,  John  P. 

Acting  Ensign,  10  December,  1804.     Honorably  discharged  80  September,  1865. 
Thompson,  John  W. 

Mate,  5  May,  1863.    Acting  Ensign,  9  April,  180.^.    Appointment  revoked  1 1  June, 
1867. 

Thompson,  Jos. 

Midshipman,  1  January,  1813.     Died  at  Norfolk  in  1813  or  1814. 
Thompson,  J.  W.  B. 

Midshipman,  17  February,  1810.     Dismissed  by  Court- .Martial,  4  ^March,  1811. 
Thompson,  M.  JU. 

Third  Assistant  Engineer,  34  May,  1844.     Resigned  35  August,  1845. 
Thompson,  91.  M. 

Third  Assistant  Engineer,  34  May,  1844.     Resigned  in  July,  1847. 
Thompson,  Nathaniel. 

Master,  1  July,  1813.     Resigned  25  November,  1813. 
Thompson,  Otis  A. 

Mate,  3  May,  1863.     Acting  Ensign,  24  January,   1804.     Honorably  discharged 
23  May,  1867. 
Thompson,  Otis  P. 

Acting  'riiird  Assistant  Engineer,   18  November,   1803.      Honorably   discharo-ed 
5  November,  1865.         '  ° 

Thompson,  Robert. 

Boatswain,  9  July,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Thompson,  Robert  M. 

Midshipman,  30  July,  1864.      Graduated  June,   1808.      Ensign,   19  April,   1869. 
Master,  13  July,  1870.     Resigned  18  November,  1871. 
Thompson,  Smith,  Jr. 

Third  Assistant  Engineer,  1  June,  1842.     Resigned  13  January,  1846. 
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Thoiiipson,  Strong  B. 

Midshipman,  13  April,  1S33.     Passed  Midshipman,  23  June,   1838.     Lieutenant, 
:i-t  July,  1843.     Resigned  24  June,  1850. 
Tlioinpsoii,  Theodore  S. 

Acting  Assistant  Paymaster,  9   October,  1863.     Mustered   out  23  August,  1SG5. 
Assistant  Paymaster,  23  July,  1806.     Psssed  Assistant  Paymaster,  1    February, 
1SU8.     Paymaster,  25  January,  1878. 
Tboinpson,  Thomas  C. 

Acting  Ensign,  23  November,  18C0.     Zilustir.Ml  mit  30  November,  18cs. 
Thompson,  Thomas  II. 

Acting  TJiird  Assistant  Engineer,  20  August,  1864.     Honorably  discharged  7  July, 
1805. 
Thompson,  Tliomas  R. 

Acting    Third    Assistant    Engineer,   6    January,   1865.       Honorably    discharged 
30  June,  1865. 
Thompson,  'William. 

aailmaker,  8  June,  1812.     Resigned  11  May,  1813. 
Thompson,  William. 

Acting  Master,  21  March,  1862.     Honorably  discharged  18  November,  1865. 
Thompson,  William. 

Mate,  4  October,  18U2.     Resigned  15  September,  1864. 
Thompson,  William  V. 

Gunner,  28  July,  1846.     Resigned  13  November,  1849. 
Thompson,  William  II. 

Midshipman,  27  December,  1837.     Passed  Midshipman,  29  June,  1843.     Master, 
27  September,  1S50.     Died  15  March,  ISol. 
Thompson,  William  II. 

Assistant  Paymaster,   9  September,  1S61.     Paymaster,   12  July,    1^6^.     liesigucd 
27  :\rarch,  1866. 
Thompson,  William  II. 

Acting  Second  Assistant  Engineer,  21   February,  1863.     Acting   First  Assistant 
Engineer,  21  March,  1805.     Honorably  discharged  16  November,  1865. 
Thompson.  William  H. 

Mate,  23  January,  1862      Resigned  24  February,  1863. 
Thompson,  Williaim  J. 

Acting   Assistant   Paymaster,   29  March,   1865.       Assistant  Paymaster,  23  July, 
1806. 
Thompson,  William  K. 

Mate,  5  April,  1802.     Dismissed  9  June,  1802. 
Thompson,  William  S. 

Acting  First  Assistant  Engineer,  14  October,  1863.     Killed  6  April,  1863. 
Thompson,  Winlleld  Soott. 

Third  Assistant  Engineer,  10  September,  1858.    Tendered  resignation  7  December, 
1861.     No  records    its  acceptance.     In  Confederate  Navy,  First  Assistant   En- 
gineer, 15  May,  1802. 
Thomson,  Cnrtis  H. 

Assistant  Paymaster,  21  December,  1869.     Passed  Assistant  Paymaster,  19  August, 
1876.     Die'd  13  July,  1881. 
Thomson,  Edward  K. 

Midshipman,  1  December  1826.  Passed  Midshipman.  28  April,  1832.  Lieutenant. 
8  March,  1837.  Commander,  14  September,  ]8r)5.  Retired  list,  3  December, 
ISei.     Commodore  on  Retired  list,  4  April,  1867.     Died    13  February,  187U. 

Thomson,  George  A. 

Mate,  30  November,  1863.  Acting  Ensign,  16  December,  1804.  Honorably  dis- 
charged 16  September,  1865. 
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Tbomson,  Janies^  IV..  Jr. 

Third  Assistant  EiiLriiK-i-r,  2(i  June,  1856.     First  Assistant  Engineer,  1  August, 
1859.     Cliief  Engineer,  2  February,  1862. 
Tboinson,  Robert. 

Chaplain,    13   July,   1800.     Last    appearance  on   Records   of  Navy   Department, 
Dead. 
Tlioiaii^on,  William  J. 

Acting  Assistant  Paymaster,  29  March,  1805.     Assistant  Paymaster,  315  July,  1866. 
Passed  Assistant  Paymaster,  30  March,  1868.     Paymaster,  10  February,  1878. 
Thorbiirn,  Cbsirles  £. 

Midshipman,  9  SejDtember,   1817.     Passed   Midshipman,  10  June,  1853.     Master, 
15  September,  1855.     Lieutenant,  16  September,  1855.     Resigned  21  July,  1860. 
Thorburn,  Heury  A. 

Mate,  26  August,  18G3.     Honorably  discharged  31  August,  1865. 
Thorbiirn,  Henry  H. 

Mate,  17  May,  1864.     Appointment  revoked  24  July,  1866. 
Thorbiirn,  Robert  I>. 

Midshipman,  30  March,  1830.     Lieutenant,  17  May,  1838.    Commander,  3  October, 
1850.     Reserved  list,  13  September,  1855.     Commander  on  Active  list,  3  Octo- 
l)er,  1850.     Resigned  23  April,  1861. 
Thoring,  Ferdinand  £. 

Acting   Third   Assistant   Engineer,  9   February,  1864.     Resigned   37    September, 
1864. 
Thorn,  Jlermau, 

Purser,  34  July,  1813.     Last  apjiearance  on  Records  of  Navy  Department,  1816. 
Purloughed. 
Thorn,  Jonathan. 

Midshipman,  3S  April    1800.     Lieutenant,  16  February.  1807.      Furloughed   18 
May,  1810.     Since  Dead. 
Thorn,  Robert  L<. 

Assistant  Surgeon,  17  June,  1806.     Surgeon,  3  March,   1809.     Died   IS  August, 
1827. 
Thorn,  Samuel  G. 

Acting  Assistant  Paymaster,  24  February,  1862.     Resigned  13  November,  1863. 
Thorn,  ^Tilliam  II. 

]\Iidshipmau,  ^  August,  1800.     Dismissed  3  May,  1805. 
Thorn borough,  X. 

Gunner,  29  November,  1798.     Last  appearance  on  Records  of  ITavy  Department. 
Thorndyke,  L.arkin. 

Surgeon,  3  July,  1798.     Died  34  :\Iay,  1800. 
Thorn e,  V.  A. 

Mate,  14  .lune,  1863.     Dismissed  11  April,  1865. 
Thorne.  diaries  H. 

Mate,  6  July,  1863. 
Thorne,  Edgar  C. 

Mate,  21  January,  1863.     Deserted  10  March,  1863. 
Thorne,  George  W. 

Third  Assistant  Engineer,  3  August,  1861.     Second  Assistant  Engineer,  3  August, 
1863.     Resigned  5  November,  1863. 
Thorniley,  W. 

Midshipman,  30  November,  1814.     Died  3  March,  1818. 
Thornley,  John. 

Assistant  Surgeon,  13  October,  1840.  Passed  Assistant  Surgeon,  7  March,  1846. 
Surgeon,  1  September,  1855.  Retired  list,  1  June,  1861.  Medical  Director 
Retired  list,  3  March,  1871.  ' 
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Thornton,  Alexander  B. 

Acting  Assistant  Paymaster,  27  August,  1803.     Dismissed  17  Januarj',  1865. 
Thornton,  Charles  F. 

Assistant  Surgeon,  22   September,  1800.     Last  appearance  on  Records  of  Navy- 
Department. 
Thornton,  D.  McC.  F. 

Purser,  3  March,  182.5.     Dismissed  13  June,  1850. 
Thornton,  FranciH  .4. 

Purser,  2o  April,  1812.     Died  2.5  February,  1802. 
Thornton,  Gilbert  F. 

Assistant  Paymaster,  0   September,   18G1.      Paymaster,  6  February,   1862.      Pay 
lusi^ector,  14  October,  1871. 
Thornton,  James  K. 

Midsliipman.  15  January,  1841.     Passed  Midshipman,  20  August,  1847.     Acting; 
Master,  7  May,  1855.     Dropped  28  September,  1855      Lieutenant  on  Active  lisU 
15   September,   1855.      Lieutenant-Commander,   16  July,  1862.      Commander, 
25  July,  1866.     Captain,  24  May,  1872.    Died  14  May,  18"75. 
Thornton,  J.  B. 

Midshipman,  18  June,  1812.     Resigned  23  May,  1815. 
Thornton,  Thomas. 

Sailmaker,  5  October,  1812.     Resigned  11  April,  1814. 
Thornton,  William. 

Midshipman,  30  April,  1800.     Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 
Thorp,  Abner. 

Acting  Assistant  Sm-geon,  15  May,  1863.    Honorably  discharged  1  November,  1865.. 
Thorp,  Fdwin  L.. 

Acting  Second  Assistant  Engineer,  9  January,  1863.     Acting  First  Assistant  En- 
gineer, 23  July,  1863.     Honorably  discharged  19  December,  1867. 
Thrift,  .Nathaniel. 

Acting  JIaster  and  Pilot,  1  October,  18G4.     Resigned  8  Alay,  1865. 
Throekmorton,  C.  S. 

Midshipman,  18  December,  1837.     Passed  Midshipman,  29  June,  1843.     Resigned 
4  August,  1845. 
Throckmorton,  Reid  R. 

Acting  Third  Assistant  Engineer,  19  November,  1864.     Resigned  17  May,  1865. 
Thrnsten,  Fdninnd  T. 

Midshipman,  20  June,  ISOC.     Resigned  25  March,  1810. 
Thruston,  George  E. 

Acting  Master,  15  August,  1861.     Dismissed  16  September,  1863. 
Thrnston,  John. 

Midshipman,  27  October,  1841.     Resigned  13  December,  1841. 
Thruston,  J.  J. 

Midshipman,  2  February,  1829.     Resigned  6  June,  1836. 
Thninbert,  Janies^  E. 

Acting  Third  Assistant  Engineer,  24  October.  1864.     Resigned   (Sick,)   20  ApriL 
1865. 
Thnrber,  Frank  H. 

Acting  Third  Assistant  Engmeer,  29  November,  18(i2.     Acting  Second  Assistant 
20  February,  1864.     Honorably  discharged  9  August,  1865. 
Thurston,  Charles  S. 

Acting  Ensign,  6  December,  1864.     Honorably  dischargeil  7  .Vugust,  1SG5. 
Thnrston,  Clarke. 

Acting  Third  Assistant  Engineer.  21  .luly,  1864.     Honorably  discharged  29  Sep- 
tember, 1865. 
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Thnrston,  George  S. 

Acting  Third  Assistant  Engineer,  12  October,  1863.     Resigned  7  .luly,  IStU. 
Thnrstoii,  Robert  II. 

Thii-d  Assistant  Engineer,  29  July,  1861.     Second  Assistant  Engineer,   IS  Decem- 
ber, 18G3.     First  Assistant  Engineer,  30  January,  1865.     Resigned  1  April,  1872. 
Thurstou,  Speneer  D. 

Acting  Third  Assistant  Engineer,  22  February,   186-1.     Resigned   10   September, 
1864. 
Tbiitclier,  Joseph  li. 

Carpenter,  20  February,  1872. 
Thwing,  Chester  91. 

Acting  Ensign,  4  November,  1803.     Honorably  discharged  8  January,  1860. 
Thwiiig,  Samuel. 

Master,  14  May,  1814.     Died  at  Washington,  1815. 
Tibbatts,  Zachary  T. 

Mate,  26  November,  1863.     Acting   Ensign,  31  October,  1864.     Honorably  dis- 
charged 13  September,  1865. 
Tibbetts,  Howard. 

Acting  Master,  29  October,  1861.     Resigned  9  June,  1865. 
Tibbitts,  Henry. 

Surgeon,  1  March,  1799.     Died  22  July,  1799. 
Tibbitts,  Richard  S. 

Lieutenant,  7  January,  1799.     Resigned  5  February,  1800. 
Tice,  Theophilus. 

Mate,  28  March,  1862.     Dismissed  15  July,  1862. 
Tice,  William  B. 

Mate,  17  January,  1864.     Resigned  30  May,  1805. 
Tickner,  Thomas. 

Boatswain,  19  October,  1799.     Last  appearance  on  Records  of  Navy  Department, 

24  October,  1799. 
Ticknor,  Rcnajab. 

Surgeon,  10  July,  1824.     Died  20  September,  1858. 
Tier,  James  C 

Acting  Carpenter.  23  December,  1803.     Honorably  discharged  1  March,  1866. 
Tierney,  Thomas. 

Mate,  23  Di-cember,  1862.     Acting  Ensign,  24  June,  1804.     Api:iointment  revoked 
(Sick,)  23  December,  1864. 
Tiflany,  Otis  C. 

Assistant  Paymaster,  12  May,  1875. 
Tilby,  William. 

Acting  Master  and  Pilot,  I  October,  1864.     Honorably  discharged  5  June,  1865. 
Tildeii,  Alfred  O. 

Acting   Second   Assistant   Engineer,    17   April,     1865.      Honorably    discharged 

25  May,  1868. 
Tilden,  John. 

Midshipman,  14  January,  1800.     Resigned  24  December,  1800. 
Tilden,  John  G. 

Carpenter,  4  May,  1876. 
Tilden,  Tliomas  B. 

Midshipman,  11  November,  1821.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1824.     Boston. 
Tilden,  Thomas  B. 

Midshipman,  1  January,  1815.     Resigned  6  February,  1820. 
Tilghnian,  E. 

Mate.     Dismissec  20  July,  1862. 
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Tilghnian,  Edward. 

Assistant  Ensign,  14  July,  1803.     Honorably  discbarged  2!i  ^^cpti'mbcr,  1865 
Tilgliiiisiii,  II.  C. 

Midshipman,  1  Kobruary,  1828.     Resigned  24  July,  183.5. 
Tilgliiesnii,  Kiohard  L.. 

ilidsliipni.in,  37  October,  1830.     Passed  Midshipman,  4  June,  1836.     Lieutenant, 
8  Se-ptembcr,  1841.     Resigned  23  April,  18G1. 
Tilgliiiian,  K.  I.. 

Midshipman,  ■_'4  June,  1799.     Resigned  7  December,  1802. 
TilgliniHii,  IS.  I.. 

ilidshipnian,  1  May,  1828.     Lost  in  the  •'Hornet"  10  September,  1829. 
Tille.v,  Bt^iijaiiiin  F. 

Miilshipnian,  23  September,  1808.     Graduated  June.  18(17.     Ensign,  18  December, 
ISiiS.     Master,  21  March.  1870.     Lieutenant,  21  Marcli.  1871. 
Tilley,  Kdward. 

Assistant  Surgeon,  28  March,  1820.     Died  in  1822. 
Tilliiigliasf,  Alexander. 

Acting  Masttr,  5  April,  lSo2.     Honorably  discharged  22  August,  ISO."). 

Tillingbast,  Charles  II. 

JI ate,  1.5  October,  lS(il.     Resigned  7  April,  1803. 
Tilliiigliiisl,  T.   O. 

Midshi]iman,  1    January,  1808      Lieutenant.  24  July.  1813      Lost  in  the  "  iras/)" 
in  1815. 
T)ill«(son,  E.  H. 

Midshipman,  1   September,  1811.     Last  appearance  on   Records  of  NavT  Depart- 
ment, IG  December,  1812.     Dead. 
TilEotson,  Hotrartl. 

Midshipman,  3  September,  1835.     Resigned  12  March,  1840. 
Tillofson,  J.  I., 

Midshipman,  19  October,  1841.     Resigned  14  May,  1840. 
Tillotson,  John  II. 

Midshipman,  30  July,  1842.     Resigned  15  February,  1849. 
Tillo(»ion,  R.  M. 

Midshipman,  29  May,  1833.     Passed  Midshipman.  0  July,  1839.     Resigned  17  Oc- 
tober, 1840. 
Tillsoii,  Aloiizo  W. 

Acting  Ensign,  7  January,  1863.     Honorably  discharged  10  December.  1SG5. 
Tilton,  Edward  G. 

Midshipman,    1    May,   1822.     Passed   Midshipman,   24    May,    1828.     Lieutenant, 
3  March,  1831.     Commander,  1  August,  1853.     Died  8  February,  1801. 
Tilton,  Xeheniiah. 

Midshipman,  9  November,  1813.     Resigned  10  July,  1822. 
Tilton,  Thomas. 

Acting  Third  Assistant  Engineer,  11   November,  1864.     Honorably  discharged 
19  June,  1805. 
Tilton,  Walter  H. 

Mate,  9  December,  1862.     Resigned  3  May,  1866. 
Tiniberlake,  J.  B. 

Purser,  25  April,  1812.     Died  3  April,  1828. 
Timberlake,  R.  B. 

Jlidsbipman,  16  January,  1809.     Resigned  24  June,  1811. 
Timberlake,  R.  T. 

Purser,  2'j  March,  1814.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Lake  Erie. 
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Timmerman,  I<oni<<  F. 

Acting  Master,  11  April,  1802.     Hononilily  discliurgcd   11  Jamiary,  18G6. 
Timmonds,  R.  U. 

Acting  Ensign,  1   October,   1862.     Acting  Master.   2!)  .lanuary,   18G3.     Resigned 
23  October,  1863. 
Tinelli    Joseph  J. 

Mate,  25  November,  1803.     Resigned  22  December,  IStU. 
Tingey.  Thomas. 

Captain,   3  September,  17i)8.     Discharged  under  Peace  Establishment  Act,  date 
not  known. 
Tingey,  Thomas. 

Captain,  23  November,  1804.     Died  2:;  Feliniary.  182SI. 
Tinker,  Cornelius  M. 

Acting  Master,  2(5  February,  ]S(;2.     Dictl  on  ••  Kstrelhi."  37  Jlay,  1863. 
Tinker,  Thomas  C 

Mate,  4  February,  1864.     Acting  Ensign,  !i   Jlarcb,  IMfi.").     IIonoral)lv  discharged 
31  August,  1865. 
Tinkhani,  Hosea  E. 

Mate,  13  December,  1861.      Acting  Ensign,  30   October,  ISO:'..      Honorably  dis- 
charged 13  May,  1867. 
Tinkham,  James  H. 

Assistant  Surgeon,  30  July,  1861.     Passed  Assistant  Surgeon,  22  June,  1804.     Sur- 
geon, 5  December,  1805"     Died  3  June,  1879. 
Tinslar,  Benjamin  R. 

Surgeon,  4  Decejnber,  1828.     Died  23  November.  bsGl. 
Tippett,  Thomas  A. 

Midshipman,  9  June,  1811.     Lieutenant,  5  March,  1817.     Last  appearance  on  Re- 
cords of  Navy  Department,  1832.     DeacL 
Tipton    William. 

Acting  Second  Assistant  Engineer,  18  .Inly,  1863.     Acting  First  Assistant  En- 
gineer, 20  October,  1863.     Honorably  discharged  35  December,  1865. 
Tisdale^  Xathaniel. 

Assistant  Surgeon.  10  March,  1799.     Struck  ofi"  10  April,  1804. 
Tistadt,  Charles. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Acting  Second  Assistant  En- 
gineer, 23  April,  1863.     Acting   First   Assistant   Engineer,   10   August,   1864. 
Honorably  discharged  36  April,  1867. 
Titcomb,  Jonathan,  Jr. 

Master,  15  October,  1798.     Lieutenant,  20  June,  1799.     Discharged  30  April,  1801, 
under  Peace  Establishment  Act. 
Titcomb,  9IiohaeI,  Jr. 

Lieutenant,  15  October,  1798.     Discharged  30  April,  1801,  under  Peace  Establish 
ment  Act. 
Titcomb,  Oliver. 

Acting  Chief  Engineer,  1  October,  1862.     Resigned  8  July,  1863. 
Titcomb,  Walter  L.. 

Acting  Ensign,  7  October,  1863.     Lost  on  "  Tecumseh,"  5  August,  1864. 
Tittcomb,  Joseph  A. 

Acting  Master,  14  August,  1801.     Resigned  5  July,  1862. 
Titns,  Ira. 

Midshipman,  1   September,   1811.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1816.     Furloughed. 
Tobey,  Frank  A. 

Mate,  20  May,  1864.     Resigned  (Sick,)  23  March,  1B6o. 
Tobey,  John  G. 

Acting  Assistant  Paymaster,  22  June,  1864.     Mustered  out  19  April,  1S60. 
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Tobin,  John  A. 

Second  Assistant  Engineer,  4  October,  1S70.     Passed  Assistant  Engineer,  2  Octo- 
ber, ia77. 
Todd,  Cfisipiuau  C. 

Midsliipniun,  9  October,  1801.     Graduated  June,  1866.     Ensign,   12  March,    1868. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Todd,  Charles  J. 

Acting  Assistant  Paymaster,  11  April,  1863.     Mustered  out  5  December,  1865. 
Todd,  George  B. 

Acting  Assistant  Surgeon,  17  October,  1802.     Acting   Passed  Assistant  Surgeon, 

12  April,  1865.     Honorably  discharged  2  July,  1S68.     Acting  Passed  Assistant 
Surgeon,  12  December,  1873.     Died  20  September,  1874. 

Todd,  George  W.,  Jr. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Appointment  revoked  (Sick,) 
10  October,  1803. 
Todd,  Henry  D. 

Acting  Midshipman,  28  May,  1853.     Midshipman,  10  June,   1857.     Passed  Mid- 
shipman, 15  June,  1800.     Master,  24   October,  1800.     Lieutenant,  3  April,  1861. 
Lieutenant-Commander,  2   January,  1863.     Resigned   19  October,  IMlli.     Pro- 
fessor, 16  September,  1877. 
Todd,  James  91. 

Acting  Midshipman,  2  October,  1851.     Midshipman,  10  June,  1854.     Died  30  De- 
cember, 1855. 
Todd,  John  O. 

Midshipman,  9  June,  1811.     Drowned  5  October,  1811. 
Todd,  John  O. 

Midshipman,  1  April,  1828.     Resigned  11  June,  1836. 
Todd,  John  N. 

Purser,  1  March,  1815.     Dismissed  11  November,  1845. 
Todd,  Joshna  D. 

Midshipman,   26   June,    1835.      Passed    Midshipman,   23    June,    1841.      Master. 

13  August,  1847.     Lieutenant,  10  May,  1848.     Died  25  December,  1861. 

Todd,  Oliver. 

Midshipman,   1    May,    1827.     Passed   Midshipman,   10  June,    1833.     Lieutenant, 
28  February,  1838.     Died  at  Sea,  1  December,  1845. 
Todd,  Sninnel  P. 

Purser,  1  JIarch,  1813.     Died  10  May,  1858. 
Todd.  William  £. 

Acting  Third  Assistant  Engineer,  8  February,  1865.    Honorably  discharged  8  Jan- 
uary, 1860. 
Tole,  James  C. 

Acting  Master,  12  July,  1802.     Honorably  discharged  14  Ortr)ber.  18G5. 

Toler,  nngh  K. 

Midshipman,  3  March,  1779.    Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 
Toler.  M'illiani  P. 

Midshipman,  19  October,  1841.     Resigned  12  December,  1848. 

Tolfree,  James  E. 

Acting  Assistant  Paymaster,  13  September,  1802.     Assistant  Paymaster,  3  March, 
1865.     Paymaster,  22  January,  1800. 

Tolle,  William  L. 

.Vcting  Second  Assistant  Engineer,   1   December,   1863.      -\ppointment  revoked 
(Sic4i,)  9  November,  1804. 
Tompkins,  Francis. 

Purser,  19  November,  1799.     Discharged  0  June,  1801.  under  Peace  Establish- 
ment Act. 
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Tompkins,  Griffin. 

Midshipman,  11  July,  ISIS.     Resigned  22  May,  1820. 
Tompkins,  John. 

Midshipman,  30  November,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1821.     Purloughed. 
Tompkins,  William  (J. 

Mate,  1  Scptembei-,  1S62.     Honorably  discharged  15  February,  1866.     Boatswain, 

23  February,  ISOG. 
Tomlin,  George. 

Midshipman,  1.5  November,  1809.     Died  18  December,  1813. 
Tomlinson,  (Samuel. 

Acting  Third  Assistant  Engineer,  17  May,  1861.     Acting  Second  Assistant  En- 
gineer, 1.5  October,  1863.     Honorably  discharged  26  October,  1865. 
Tomlinson,  William  M. 

Mate,  21  iSepteniber,  ]s61.     Appointment  revoked  (Sick,)  23  April,  18G3. 
Tooker.  rs«arles. 

Acting;  Muster  and  Pilot,  1   October,  1864.     Honorably  discharged  16  September 
1806. 
Toole.  .Tolin. 

Midshipman,  30  November,  1814.     Lost  in  the  "Bpervier,''''  1815. 
Tooley,  Henry. 

Midshipman,  1  January,  1825.     Passed  Midshiijman,  4  June,   1831.      Resigned 

24  September,  1S32. 
Toombs,  James  H. 

Third  Assistant  Engineer,   19  February,  1861.     Declined  appointment  24  April, 
1861. 
Toombs,  Thomas  91. 

Mate,  15  March,  1862.     Resigned  23  March,  1865. 
Toomer,  J.  Li. 

Midshipman,  3  February,  1837.     Resigned  23  September,  1840. 
Toon,  William  H. 

Midshipman,  21  April,  1848.     Resigned  8  December,  1853. 
Tootell,  James. 

Purser,  5  May,  1803.     Died  September,  1809. 
Toothaker,  Samuel  O. 

Acting  Ensign,  20  January,  1863.     Honorably  discharged   10  December,   1865. 
Acting  Ensign,  5  July,  1866.     Mustered  out  4  October,  1867. 
Topham,  P.  M. 

Master,  37  July,  1813.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Newport,  Rhode  Island. 
Topham,  Philip  M. 

Mate,  28  August,  1863.     Appointment  revoked  23  November,  1864. 
Topi i AT,  James  C. 

Acting  Assistant  Paymaster,  5  August,  1861.     Resigned  17  July,  1863. 
Topliif,  Thomas. 

Mate,  20  April,  1864.     Resigned  4  January,  1865. 
Toppan,  Francis  W. 

Cadet  Midshipman,  23  September,  1873.     Graduated  18  June.  1879. 
Toppin,  John  D. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  18  December, 
1862.     Retired  11  May,  1867.     First  Assistant  Engineer  on  Retired  list,  24  July, 
1867. 
Topping,  T^dward  R. 

Mate,  20  January,  1863.     Appointment  revoked  9  March,  1864. 
Toralles,  Edward. 

Acting  Third  Assistant  Engineer,  18  April,  1864.     Honorably  discharged  1  Octo- 
ber,' 1865. 
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Torbert,  William  F.  A. 

Acting  Assistant  Paymaster,  11  May,  1864.     Passed  Assistant  Paymaster,  23  July, 
186U.     Paymaster,  16  September,  1868.     Died  2  October,  1874. 
Tornbolini,  M.  S. 

Acting   First   Assistant   Engineer,    14    December,    1864.     Honorably    discharged 
3  May,  1868. 
Torney,  GeorRe  H. 

Assistant  Surgeon,  1   November,  1871.     Passed   Assistant  Surgeon,  Is   December, 
1874.     Resigned  9  July,  1875. 
Torrey,  Joseph. 

Gunner,  date  rot  known.     Acting  Lieutenant,  27  December,  1798.     Discharged 
14  January,  ISOO. 
Tosoaii,  Frank. 

Midslupman,  18  June,  1813.     Killed  in  action  28  June,  1814. 
Tosoan,  Xessidor. 

Midshipman,  1  April,  1814.     Died  in  August,  1818. 
Totten,  Benjamin  J. 

Midshipman,  3  March,  1823.     Passed  Midshipman,  20  February,  1830.     Lieuten- 
ant, 29  March,  1834.     Commander,  14  September,  1855.    Retired  list,  1  October, 
1864.     Commodore  on  Retired  list,  4  April,  1867.     Died  9  May,  1877. 
Totten,  George  M. 

Midshipman,  5  May,  1831.     Passed  Midshipman,  15   June,   1837.     Lieutenant, 
8  September,  1841.     Died  18  July,  1857. 
Totten,  George  M. 

Midshipman,  29  September,  1862.     Graduated  June,   1866.     Ensign,  12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Totten,  Washington. 

Midshipman,  8  November,   1847.      Passed    ^Midshipman.   10   June,   18o:!.      Died 
27  December,  1854. 
Toiiohton,  William  H. 

Acting  Third  Assistant  Engineer,  31  March,  1864.     Ilonorablv  disclunixcd  ii  .lan- 
uary,  1866. 
Tonchton,  William  H. 

Acting  Third  Assistant  Engineer,  9  October.  1866.     ^Mustered  out  28  April,  ].'?('.'J. 
Toulnian.  II.  F. 

Miushipman,  1  February,  1827.     Resigned  15  August,  1831. 
Tonrlelotte,  J.  F. 

Acting  Assistant  Surgeon,  5  March,  1S63.     Honorably  discharged    1-")   December, 
1868. 
Tower,  Andrew. 

Acting  Assistant  Paymaster,  2  July,  1863.     Honorably  discharged   10  December, 
1865. 
Tower,  George  Edward. 

Third  Assistant  Engineer,  17  January,  1862.     Second  Assistant  Engineer.  1  Octo- 
ber, 1863.     First  Assistant  Engineer,  1  January,  ]8()S. 
Tower,  George  15.  W. 

Third   Assistant    Engineer,   31     November,    1857.      Second    Assistant   Engineer. 
3  August,  1859.     First  Assistant  Engineer,  16  October,  1861      Chief  Engineer 
10  November,  1863.     Resigned  29  September,  1865. 
Towersii,  John. 

Master,  29  December,  1813.     Discharged  27  April,  1813. 
Towle,  Henry  K. 

Acting  Ensign,  12  January,  1863.     Honorably  discharged  10  July,  1865. 
Towle,  Phineas  S. 

Acting  Assistant  Paymaster  8  February,  1864.     Honorably  discharged  20  Novem- 
ber,"" 1865. 
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Town,  John. 

Sailmaker,  23  May,  1804.     Resigned  30  .laiiuary,  1807. 
Towne,  F.  Warren. 

Mate,  20  .January.  1863.     Acting   Ensign,  30  November,   1863.     Honorably  dis- 
charged 30  December,  1865. 
Towne,  Xathan  P. 

Third  Assistant  Engineer,  6  January,  1863.     Second  Assistant  Engineer,   1   Octo- 
ber, 1863.     First  Assistant  Engineer,  1  .January,  1868. 
Towne,  Samuel  H. 

Acting  Third  Assistant  Engineer,  8  December,  1863.     Acting  Second  Assistant 
Engineer,  7  March,  1865.     Honorably  discharged  1  March,  1866 
Towner,  Benjamin. 

Gunner,  7  February,  1838.     Died  in  1834. 
Townlej ,  Charles  E. 

Mate,  14  September,  1864.     Honorably  discharged  7  July,  1865. 
TowMley,  Richard  H. 

Midshipman,  21  June,  1870.     Graduated  31  June,  1875.     Ensign,  8  August,  1876. 

TownroM-,  Frederick  W. 

Third  Assistant  Engineer,  20  May,  1863.     Second    Assistant  Engineer,  35  July, 
1866.     Dropped  11  June,  1878. 
Townseiid,  Alonzo. 

Mate,  18  November,  1862.     Resigned  29  September,  1863. 
Townsend,  Benjamin  C 

Acting  Ensign,  8  December,  1864.     Honorably  discharged  25  October,  1865. 

Townsend,  Frank  H. 

Tliird  Assistant  Engineer,  8  September,  1863.     Resigned  12  April,  1866. 
Townsend,  John  S. 

Midshipman,  18  November,  1814.     Died  16  April,  1820. 
Townsend,  liemtiel. 

Carpenter,  31  December,  1836.     Discharged  28  November,  1837. 

Townsend,  Robert. 

Midshipman,  1  August,  1837.     Passed  Midshipman,  29  June,  1843.     Lieutenant, 
11  October,  1850.     Resigned  7  April,  1851.     Acting  Lieutenant,  17  September, 
1861.     Commander,  16  July,  1862.     Captain,  25  July,  1866.     Died  15  August, 
1866. 
Townsend,  IS.  O. 

Assistant  Surgeon,  3  May,  1815.     Last  appearance   on  Records  of  Navy  Depart- 
ment, 1815.     Washington,  1874. 
Toy,  William  D. 

Carpenter,  28  October,  1858. 
Tracy,  Charles  W. 

Acting  Midshipman,  27  October,  1859.  Ensign,  10  December,  1862.  Lieutenant, 
23  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Retired  list, 
23  October,  1878. 

Tracy,  IV.  W. 

Mate,  4  September,  1863.     Honorably  discharged  5  October,  1865. 

Tracy,  Thomas  F. 

Mate,  1  April,  1863.     Acting  Ensign,  1   September,  1803.     Honorably  discharged 
20  December,  1865., 
Train,  Charles  J. 

Midshipman,  28  November,  1861.     Graduated   November,  1864.     Ensign,  1   No- 
vember, 1866.     Master,  1  December,  1866.     Lieutenant,  13  March,  1868.     Lieu- 
tenant-Commander, 30  June,  1869. 
Train,  Samuel  F. 

Acting  Assistant  Paymaster,  1861.  Resigned  18  June,  1863.  Acting  Assistant 
Paymaster,  28  June,  1863.     Died  1  November,  1863. 
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Trainor,  Edward. 

Acting;    Tliird    Assistant     EnEcineer,    20    Marcn.     ISO:'.       Appointment    revoked 
•->:!  June,  1800. 
Traill,  Jaiiio!^. 

Master,  10  April,  1709.     Kesigiied  :jl  Marrh,  1802. 
Traiit,  .faiiie!4. 

llaster.  IC)  iMay,  1804.     Lieutenant.  .">  .May,  IslT.     Died  11  September.  1820 
Trapier.  Paul  II. 

Alidshipman,  1  .January,  lS2.j.     Iiesigned-28  Septemlier.  18o(i. 
Trapier,  Richard  S. 

Midsliipman,  21  December,  1831.     Passed  Midshipman,  1. 5  .Tune,  18:!7.     Lieuten- 
ant, 8  September,  1841.     Resigned  iJO  December,  184(i. 
Trasls,  B.  P. 

Jlate.     Acting  Ensign,  8  November,  18G2.     Appointment  revoked  G  June,  1805. 
Trathen,  Cbarles. 

Mate,  13  February,  1862.     Actii.,  Ensign,  8  September.  1803. 
Tratlieii,  James. 

Mate,27  December,  1861.     Acting  Volunteer  Lieutenant,  20  .Vugust,  1861.     Acting 
Volunteer    Lieutenant-Commander,    16    May,    186-').       Honorably    discharged 

26  May,  1866. 
Trail,  Adam. 

Assistant  Surgeon,  18  June,  1866.     Resigned  1  Alarch,  1871. 
Tran,  Adam. 

Acting  Assistant  Surgeon,  27  April,  1866. 
Traver,  Lioreiizo. 

Acting  Assistant  Surgeon,  22  November,  1801.     Honorably  discharged  18  October, 
1868. 
TraTis.  TVilliam  L.. 

Midshipman,  4  July,  1805.     Resigned  30  March,  1808. 
Treadway,  William. 

Acting  Third  Assistant  Engineer,  25  January,  1864.     Honorably  discharged  0  Sep 
tember,  1867. 
Treadwell,  Passmore. 

Acting   Assistant   Surgeon,  30   June,   1862.      Honorably   discharged    28    March, 
1867. 
Treat,  Bradford  E. 

Mate,  2  January,  1864.     Appointment  revoked  (Sick,)  14  ilarch,  1865. 
Treat,  Joint  F. 

Acting  Master.     Died  20  October,  1863. 
Treat,  Rioliard  A. 

Mate,  26  September,  1863.     Appointment  revoked  31  October,  1864. 
Trebby,  Samuel. 

Sailmaker,  date  not  known.     Last  appearance  on  Records  of  Navy   Department, 
1824.     Norfolk. 
Tremaiiie,  Ilobart  li. 

Midshipman,  26  September,  1864.     Graduated  June.  1808.     M.ister,  12  July,  1870. 
Lieutenant,  26  January,  1872. 
Trencliard,  Edward. 

Midshipman,   30   April,    1800.      Lieutenant.    18   Febniarv,    1807.      Commander, 
34  July,  1813.     Captain,  5  March,  1817.     Died  3  November.  1824. 
Trsiicliard,  Stephen  D. 

Midshipman,  23  October,  1834.     Passed  Midshipman,  10  July,  1840.     Lieutenant, 

27  February,  1847.  Commander,  16  July,  1862.  Captain,  25  July,  1866. 
Commodore,  7  May,  1871.  Rear-Admirai,  10  August,  1875.  Retired  list, 
10  July,  1880. 
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Trescott,  Peter. 

Mate,  13  Ai^ril,  1803.     Resigned  lo  September,  1864. 
Trevett,  Joseph. 

Assistant  Surgeon,  2  May,  1809.     Dismissed  9  April,  1810. 
Trevett,  Samuel  R.,  Jr. 

Surgeon,  3  March,  1809.     Last  appearance  on  Records  of  Navy  Department,  1823. 
Dead. 
TreTitt,  Benjamin. 

Master,  9  September,  1813.     Resigned  19  January,  1815. 
Trevor,  Francis  N. 

Acting  Third  Assistant  Encjineer,  10  October,   1800.     Third  Assistant  Engineer 
2  June,  18C8.     Resigned  26  June,  1869. 
Trezerant,  Peter. 

Purser,  10  March,  1799.     Discharged  18  November,  1801,  under  Peace  Establish- 
ment Act. 
Tribon,  I>avi<i  H. 

Chaplain,  5  February,  1872. 
Trilley.   Joseph. 

Third  Assistant  Engineer,  11  August,  1860.     Second  Assistant  Engineer,  30  July, 
1862.     First  Assistant  Engineer,  20  July,  1864.     Chief  Engineer,  31  January, 
1873. 
Trimble,  John. 

Sailmaker,  30  September,  1818.     Died  September,  1824. 
Trimble,  R.  91. 

Acting  Assistant  Paymaster,  14  October,  1861.     Resigned  27  October,  1863. 
Tripler,  Byron. 

Mate,  .5  October,  1863.     Honorably  discharged  2  August,  1868. 
Triplet  t,  James  91. 

Mate,  13  November,  1862.     Dismissed  19  December,  1863. 
Triplett,  Thomas. 

Surgeon,  14  October,  1799.     Resigned  10  July,  1804. 
Triplett,  Thomas. 

Surgeon,  0  May,  1806.     Resigned  5  July,  1810. 
Tripp,  Alden  W. 

Mate,  9  September,  1862.     Dismissed  33  April,  1804. 
Tripp,  CJeorg-e  B. 

Acting  Assistant  Paymaster,  30  June,  1802.     Mustered  out  5  August,  186d. 
Tripp,  Greenleaf  G. 

Acting  Ensign,  9  June,  1864.     Honorably  discharged  4  September,  1865. 
Tripp,  liysander  C 

Acting  Assistant  Paymaster,  28  August,  1863.     Mustered  out  34  October,  186C,. 
Trippe,  John. 

Midshipman,  5  April,  1799.     Master,  6  May,  1803.     Lieutenant,  9   January    1807 
Died  9  July,  1810. 
Trist,  H.  B. 

Assistant  Surgeon,  10  June,  1857.     Resigned  2  July,  1800. 
Trivet t,  Henry  J. 

Acting  Ensign,  18  March,  1865.     Honorably  discharged  16  November,  1865. 
Trott,  Henry  D. 

Acting  Ensign,  26  August,  1864.     Resigned  3  May,  1865. 
Trott,  John  B. 

Acting  Ensign,  20  July,  1863.     Honorably  discharged  27  August,  1865. 
Trott,  William  S. 

Mate,  8  October,  1863.     Died  2  August,  1864. 
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Trotter,  Charles. 

Acting  Third  Assistant  Engineer,  1  October,  18C2.     Acting  First  Assistant  Engi- 
neer, 'J  October,  1863.     Honorably  discharged  20  October,  18G5 
Trotter,  George  A. 

Midshipman,  20  November,  1848.     Died  27  December,  1849. 
Trotter,  W.  D.  B. 

Midshipman,  1  January,  1825.     Resigned  12  .luly.  1820. 
Tront,  Jacob  Ci. 

Mate,  21  August,  1802.     Appointment  revoked  9  September,  1S{)2. 
Trnfant,  ^Villiam  B. 

Acting  Ensign,  2  April,  1863.     Honorably  discharged  19  August,  1865. 
Trnitt,  8aintiel. 

Midshipman,  18  May,  1809.     Resigned  28  June,  1810. 
Trnmpboiir,  ^latitaew  T. 

Acting  Assistant  Paymaster,  21  January,  1865.     Honorably  discharged  7  Septem- 
ber, 1805. 
Trnndy,  Carlton  A. 

Mate,  2  January,  1803.     Honorably  discharged  9  May,  1865. 
Trniifly,  George  A. 

Acting  Volunteer  Lieutenant,  26  August,  1861.     Resigned  24  July,  1862 
Trnssell,  John  91. 

Acting  Third  Assistant  Engineer,  27  March,  1865.     Honorably  discharged  16  Sep- 
tember, 1865. 
Trnxtnn,  Thomas. 

Captain,  4  June,  1794.     Resigned,  date  not  known. 
Trnxtnn,  Thomas,  Jr. 

Midshipman,  1  December,  1798.     Resigned  11  May,  1801. 
Trnxtnn,  William  T. 

Midshipman,  9  February,  1841.     Passed  Midshipman,  10  August,  1847-     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
10  July,  1862.     Commander,  25  July,  1860.     Captain,  25  September,  1873. 
Try  on,  George. 

MidshipiuuM,  11  September,  1799.     Last  appearance  on  Records  of  Xavy  Depart- 
ment, 3  October,  1799.     Retired. 
Tryon,  James  Rnfns. 

Acting  Assistant   Surgeon,   19  March,  1863.     Assistant  Surgeon,  22  September, 
1863.      Passed   Assistant    Surgeon,   22    December,    1800.      Surgeon,   30   June, 
1873. 
Tryon,  Moses. 

Captain  16  September,  1798.     Discharged  under  Peace  Establishment  Act,  date 
not  known. 
Tnbbs,  A.  Dean. 

Acting  Assistant  Surgeon,  23  January,  1864.     Died  0  November,  1865. 
Tnbbs,  8amnel. 

Acting  First  Assistant  Engineer,  18  May,  1864.     Honorably  discharged  14  Octo- 
ber, 1865. 
Tnek,  Davis  R. 

Assistant  Surgt'on,  10  December,   1814.     Last  appearance    on  Records  of  Navj- 
Department,  1815.     Fairia.v  C.  H.,  Va. 
Tnek,  John, 

Midshipman,  16  January,  1809.     Resigned  27  September,  1810. 
Tnek,  Joseph  W. 

Acting  Master,  14  August,  1861.     Honorably  discharged  10  December,  1865. 
Tucker,  B.  W.,  Jr. 

Mate,  23  January,  1862.     Honorably  discharged  1  July,  1868. 
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Tucker,  Cbarles  £. 

Mate,  20  November,  18G1.     Resigned  31  April,  1862.     Mate,   17  December,   18G2. 
Resigned  10  September,  1863. 
Tucker,  Cieorge  C- 

Master,  15  July,  1812.     Resigned  17  March,  1813. 
Tucker,  Jacob. 

Acting  First  Assistant  Engineer,  10  October,  1861.     Appointment  revoked  (Sick,) 
1  September,  1864. 
Tucker,  John. 

Acting  Third  Assistant  Engineer,  6  August,  1864.     Discharged  21  March,  1865. 
Tucker,  Johu  R. 

Midshipman,    1    June,   1826.     Passed  Midshipman,   10  June,    1833.     Lieutenant, 
20  December,   1837.     Commander,  14  September,   18.55.     Dismissed  18  April, 
1801. 
Tucker,  John  T. 

Third  Assistant   Engineer,    19  February,    1861.     Name  stricken  from  the  Rolls 
6  May,  1861. 
Tucker,  Jolinson  BI. 

Mate,  13  August,  1863.     Resigned  31  May,  1864. 
Tucker,  Thomas  B.,  Jr. 

Acting  Ensign,  23  June,  1864.     Honorably  discharged  3  January,  1868. 
Tuckerman,  J.  Francis. 

Assistant  Surgeon,  25  January,  1842.     Passed  Assistant  Surgeon,  15  March,  1847. 
Resigned  3  January,  1853. 
Tudor,  Jacob  li. 

Acting  Third  Assistant  Engineer,  18  April,  1865.     Honorably  discharged  30  Sep- 
tember, 1865. 
Tudor,  Owen. 

Midshipman,  11  September,  1799.     Discharged  10  July,  1801,  under  Peace  Estali- 
lishraent  Act. 
Tuells,  Henry  M. 

Acting  Third  Assistant  ^Engineer,  9  August,  1863.     Appointment  revoked  (Sick,) 
37  June,  1863. 
Tnffs,  Joseph. 

Midshipman,  4  April,  1800.     Discharged  6  July,  1801. 
Tullock,  Thomas  Tj. 

Acting  Assistant  Paymaster,  11  May,  1863.     Passed  Assistant  Paymaster,  23  July, 
1866.     Paymaster,  36  February,  1869.     Lost  in  the  ''Oneida,"  34  January,  1870. 
Tunis,  William  W. 

Acting  Second  Assistant  Engineer,  39  May,  1863.     Resigned  6  December,  1864. 
Tunstall,  J.  M. 

Assistant  Surgeon,   10  December    1814.     Last  appearance  on  Records   of  Navy 
Department,  1818.     Dead. 
Tunstall,  Richard  B. 

Assistant  Surgeon,  28  August,  1850.     Resigned  31  October,  1854. 
Tuohy,  James. 

Acting  Ensign,  11  June,  1863.     Honorably  discharged  4  January,  1866. 
Turbitt,   Fitch. 

Midshipman,  2  December,  1799.     Resigned  23  November,  1800 
Turerall,  William. 

Gunner,  13  July,  1799.     Resigned  11  August,  1800. 
Turk,  John  W. 

Midshipman,  4  »Iarch,  1823.     Passed  Midshipman,  23  March,  1839.     Lieutenant, 
31  Jime,  1832.     (See  Livingston.) 
Turk,  William. 

Surgeon,  24  July,  1813.     Died  30  November,  1854. 
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Tnrley,  John  A. 

Midshipmun,  1  May,  1820.     Dismissed  29  November,  1831. 
Tnriibnll,  Frank. 

Midshipman,  20  September,  1861.     Graduated  June,  1866.     Ensign,  12  March, 
1808.      Mastei-,  26  March,  1869.      Lieutenant,  21  March,  1870.     Retired  list, 
10  July,  1877. 
Tnrnbnil,  James  S. 

Assistant  Paymaster,  1  November,  1861.     Died  6  February,  1862. 
Turner,  Benjamin. 

Midshipman,  27  September,  1800.     Lieutenant,  9  March,  1807.     Killed  in  a  duel 
1  October,  1807. 
Turner,  B.  W. 

Midshipman,  21  October,  1824.     Died  30  September,  1828. 
Turner,  Charles  A. 

Mate,  5  June,  ]S(i3.     Appointment  revoked  (Sick,)  21  November,  1863. 
Turner,  Charles  C. 

Jlidshipman,   10  Mav,   1820.     Lieutenant,  17  May,  1828.     Commander,  20  July, 
1851.     Died  4  March,  1801. 
Turner,  Charles  P. 

Mate,  12  September,  1802.     Resigned  14  March,  1864. 
Turner,  Daniel. 

Midshipman,  1  January,  1808.    Lieutenant,  12  March,  1813.    Commander,  3  March, 
1825.     Captain,  3  March,  1835.     Died  4  February,  1850. 
Turner,  Edward  W. 

Purser,  25  April,  1812.     Died  0  March.  1819. 
Turner,  Eleazer  S. 

Acting  Master,  28  May,  1801.     Dead. 
Turner,  JBIislia  li. 

Acting  Assistant  Paymaster,  3  July,  1802.     Resigned  21  October,  1864. 
Turner,  Frank  W. 

Mate,  15  November,  1801.     Resigned   18  October,  1804.     Mate,  3   January,  1805. 
Honorably  discharged  16  May,  1808. 
Turner,  Frederick  ii. 

Mate,  19  November,  1802.     Resigned  1  December,  lSti:J. 
Turner,  tieorge  R. 

Lieutenant,  8  .January,  1799.     Discharged  18  June,  1801,  under  Peace  Establish- 
ment Act. 
Turner,  Henry  E. 

Midshipman,  30  November,  1814.     Died  October,  1820. 
Turner,  James  S. 

Acting  Second  Assistant  Engineer,  16  October,  1861.     Killed  in  action  30  January, 
1863. 
Turner,  James  W. 

Mate,  21  September,  1861.     Acting  Ensign,  13  September,  1862.     Appointment 
revoked  26  September,  1864. 
Turner,  John. 

Acting  Ensign,  13  June,  1804.     Honorably  discharged  25  November,  1865. 

Turner,  J.  M. 

Midshipman,  18  February,  1841.     Dismissed  by  Court-Martial  5  August,  1842. 

Turner,  I.i,  W. 

Mute.     Resigned  28  July,  1862. 
Turner,  Obadiah  C. 

Acting  Assistant  Surgeon,  12  August,  1864.     Resigned  6  July,  1865. 

Turner,  Peler. 

Mii'shipman,  4  March,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant. 
20  December,  1832.     Reserved  list,  13  September,  1855.     Commander  on  Re 
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served  list,  1  July,  1861.     Commodore  on  Retired    list,  4   April,  1867.     Died 
19  February,  1871". 
Turner,  Renben  A. 

Acting  Ensign,  24  January,  1863.     Acting  Master,  21  August,  1863.     Accident- 
ally killed  23  August,  1863. 
Turner    Robert  M. 

Mate,  28  April,  1864.     Honorably  discharged  12  October,  1865. 
Turner,  Samuel  A. 

Midshipman,  3  February,  1839.     Resigned  6  June,  1836. 
Turner,  Samuel  S. 

Midshipman,  4  March,  1800.     Died  October,  1823. 
Turner,  Samuel  V. 

Sailmaker,  29  December,  1857.     Resigned  18  April,  1861. 
Turner    Thomas. 

Midshipman,  21   April,   1835.     Passed   Midshipman,  4  June,  1831.     Lieutenant, 
23  December,  1835.     Commander,  14  September,  1855      Captain,  16  July,  1862. 
Commodore,  13  December,  1862.     Rear- Admiral,  37  May,   1868.     Retired  list, 
21  April,  1870. 
Turner,  Thomas  J. 

Assistant  Surgeon,  16  December,  1853.     Passed  Assistant  Surgeon,  23  May,  1859. 
Surgeon,  20  June,  1861.     Medical  Inspector,  26  April,  1873.     Medical  Director, 
2  April,  1879. 
Turner,  William. 

Assistant  Surgeon,  3  July,  1798.     Surgeon,  31   August,  1799.     Died  27  October, 
1802. 
Turner    William  C. 

Mate,  1  •October,  1863.     Acting  Ensign,  8  December,  1863.     Dismissed  10  June, 
1864. 
Turner,  William 'H. 

Midshipman,  22   July,   1865.     Graduated   June,   1869.      Ensign,   12  July,    1870. 
Master,  13  April,  1872.     Lieutenant,  13  May,  1875. 
Turpin,  Eben  A. 

Mate,  7  June,  1864.     Appointment  revoked  24  December,  1864. 
Tuthiil,  Samuel  B. 

Assistant  Surgeon,  30  July,  1861.     Resigned  38  June,  1864. 
Tuttle,  A. 

Acting  Ensign,  2  November,  1863.     Honorably  discharged  15  November,  1865. 

Tuttle,  Francis. 

Mate,  22  December,  1863.     Acting  Ensign,  18  November,  1864.     Honorably  dis- 
charged 24  January,  1869.     Mate,  37  January,  1870.     Resigned  9   September, 
1870. 
Tuttle,  Horace  P. 

Acting  Assistant  Paymaster,  17  February,  1863.     Assistant  Paymaster,  2  July, 
1864.     Paymaster,  4  May,  1866.     Dismissed  3  March,  1875. 
Tuttle,  John  P. 

Midshipman,  30  November,  1814.    Lieutenant,  13  July,  1835.    Died  10  June,  1837. 

Tuttle,  I>?iciMS  B. 

x\.cting  Assistant  Paymaster,  31  August,  1864.     Honorably  discharged  21   Novem- 
ber, 1865. 
Tuttle,  Renben. 

Acting  Second  Assistant  Engineer,  14  July,  1863.     Dismissed  31  August,  1863. 

Tuttle,  Robert  C. 

Acting  Assistant  Surgeon,  25  September,  1863.    Honorably  discharged  19  Jamiary, 
1866. 
Tuttle,  Thomas. 

Acting  Third  Assistant  Engineer,  8  July,  1863.     Acting  Second  Assistant  Engi- 
neer, 18  October,  1864.     Appointment  revoked  (Sick,)  9  November,  1865. 
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Tnttle,  William  I.. 

Acting  Master,  14  September,  18G1.     Resigiipd  28  May.  1863. 
Tnxbiiry,  James. 

Master,  24  January,  1809.     Appointment  re\X)ki.l  8  May,  1809. 
Twanibley,  Henry  15. 

Acting  Ensign,  1  June,  1SC4.     Honorably  discliargeil  'A  .Vugust,  1865. 
Twicliell,  Thomas  J. 

Mate,  24  January,  ISCo.     Resigned  8  August.  1863. 
Twiggs,  I>enni»«. 

Acting   Boatswain,   7    March.    1877.      .Appointment   revoked    18   August,   1^7". 
Acting  Boatswain,  1.5  Marcli,  1S78.     Aiipointment  revoked  2  September,   18'iJ. 
Twining,  Theodore  IV. 

Acting  Assistant  Paymaster,  ;il  July,  18(!o.     Died  17  August,  1864. 
Tyler,  Asahel  H. 

Acting  Second  Assistant   Engineer,   '23    January.    1SG4.     Honorably    discliarL'<-d 
19  October,  1865. 
Tyler,  Benjamin  S. 

Assistant  Surgeon,  "iQ  December,   1814.     Last  appearance   on   Records  of  Navy 
Department,  1815.     New  York. 
Tyler,  Frederick  H. 

Midshipman,  20  June,  1868.     Graduated  31    May,   1873.     Ensign,   10  July,   1874. 
Master,  11  July,  1880. 
Tyler,  George  S. 

Acting  Third  Assistant  Engineer,  15  December,  1862.     Acting  Second  Assistant 
Engineer,  9  April,  1863.     Honorably  discharged  22  November,  186.'). 
Tyler,  George  W. 

Midshipman,  3  October,   1864.     Graduated  June,   1868.     Master.   12  July,  1870. 
Lieutenant,  18  April,  1873. 
Tyler,  Gorliam  P. 

Acting  Ensign   and  Pilot,  26  November,   1864.     Honorably  discharged  28  July 
1865. 
Tyler,  Hanson  R. 

Midsliiinnan.  27  July,  1866.     Graduated   7  June,   1870.     Ensign,   13   July,   1871. 
Master,  11)  September,  1874. 

Tyler,  Uulns  C. 

Mute,  S  October,  1864.     Resigned  15  June,  1865. 
Tyler,  Tobias. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Boston, 
Tyler.  Thomas. 

Boats^vain,  11  June,  1839.     Resigned  4  July,  1842. 
Tyler,  M'illiani. 

Assistant  Surgeon,  23  May,  1829.     Died  14  January,  1832. 
Tynan.  John  W. 

Third    Assist:nit  Engineer,   21     November,   1857.      Second    Assistant   Engineer, 
2  .Vugust,  18(i0.     Name  stricken  from  the  Rolls,  6  May,  1861. 
Tyrrell,  Stephen  IS. 

Acting  Ensign,  15  December,  1862.     Died  whilst  Prisoner  of  W.-ir,  6  :May,  1864, 
Tyson,  Klijah  R. 

Third  Assistant  Engineer.  3  August,  1863.     Died  23  March,  186r,. 
Tyson,  £ngene  T. 

Mate,  20  March,  1862.     Honorably  discharged  2  September.  ]«66. 

Tyson,  Herbert  R. 

Acting  Midshipman,  22  October,  1857.     Lieutenant,  1  .\ngnst,    1862.     Resigned 
14  March.  1866. 
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Uber,  Carlton  A. 

Third   Assistant .  En-incM-,  17  Marrb,   ]8fi3.     Retii-'nl  27  March,   1867.     Second 
Assistant  Engineer,  ]!ftired  list,  2-J:  July,  18G7.     First  Assistant  Engineer,  Re- 
tired list,  28  May,  1872. 
TJfford,  Henry. 

Mate,  28  September,  1864.     Honorably  discharged  30  September,  1865. 
Tlhler,  William  E. 

Midshipman,  27  July,  1864.     Graduated  2  June,  1868.     Ensign,   19  April,  1869 
Lost  in  "  Oneida^''  24  January,  1870. 
Uhlricli,  George. 

Master,  4  December,  1809.     Died  6  June,  1822. 
TJInier,  Albert  F. 

Mate,  17  January,  1863.     Actinjj  Ensign,  7  August,  1866.     Honorablv  discharged 
17  December,  1868. 
Xlluier,  Philip. 

Master,  6  February,  1800.     Warrant  revoked  8  May,  1809. 
Underdown,  Thomas  H. 

Mate,  3  November,  1864.     Honorably  discharged  9  April,  1868. 
Underhill,  Joseph  O. 

Mate,  16  October,  1863.     Resigned  30  May,  1865. 
Underhill,  William  C 

Mate,  23  December,  1861.     Acting  Ensign,  26  September,  1862.     Appointment  re- 
voked 21   January,  1863.      Re-appointed   7  February,   1803.      Honorably  dis- 
charged 27  October,  186.5. 
Underwood,  Clark  M. 

Acting  Carpenter,  1  October,  18C2.     Resigned  29  July,  ISOo. 
Underwood,  £dniund  B. 

Midshipman,  26  June,  1869.     Graduated  31   May,  1873.     Ensign,  16  July,  1874. 
Master,  10  March,  1880. 
Underwood,  James  I*. 

Midshipman,  29  June,  1869.     Graduated  31   May,  1873.     Ensign,  16  July,  1874. 
Died  9  July,  1879. 
Underwood,  John  A. 

Midshipman,  7  January,  1832.     Resigned  2  July,  1832. 
Underwood,  Jos.  A. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  3  July,  1835.     Killed  by 
Fejee  Islanders  24  July,  1840. 
Unger,  Edward. 

Mate,  15  September,  1863.     Dismissed  24  May,  1866. 
Unswortli,  John. 

Boatswain,  2  July,  1808.     Warrant  revoked  28  February,  1805. 
Upham,  Charles  C. 

Purser,  30  July,  1852.     Died  10  June,  18'o8. 
Uphan.,  Cieor'ge  B. 

Acting  Mastw,  3  September,  1861.     Acting  Volunteer  Lieutenant,  13  April,  1864. 
Resigned  13  May,  1865. 
Upham,  Henry  M. 

Mate,  31  October.  1864.     Honorably  discharged  4  August,  1866. 
Upham,  Joseph  Badger. 

Third   Assistant   Engineer,   18   November,    1862.       Second   Assistant   Engineer 
23  March,  1864.     First  Assistant   Engineer,   1    January,   1868.      Retired   list,' 
27  December,  1875. 
Upshnr,  A.  W. 

Purser,  26  March,  1843.     Died  in  September,  1844. 
Upshnr,  Georse  P. 

Midshipman,  23  April,  1818.     Lieutenant,  3  March,  1827.     Commander,  27  Feb- 
ruary, 1847.     Died  3  November,  1852. 
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Upshur,  John  H. 

Midshipman,  4  November,  1S41.     Passed  Jlidshipman,  10  August,  1847.     Master,. 
18  April,  1855.       Lieuteuaut,   14   September,   1855.       Lieutenant-Commander, 
16  July,  1862.      Commaader,  25  July,  1866.     Captain,  31  January,  1872.     Com- 
modore, 11  July,  1S80. 
Vpstone,  George  Li. 

Mate,  10  September,  1864.     Honorably  discharged  27  August,  1865. 
Upton,  Daniel  P. 

Acting  Volunteer  Lieutenant,  21  October,  1861.     Dismissed  15  August,  1863. 
Upton,  Franois>  C. 

Assistant  Paymaster,  14  September,  1861.     Resigned  14  February,  1862. 
Upton,  Frederick  £. 

Midshipman,  1    November,  1864.     Graduated  3  June,  1868.     Master,  3  December, 
1873.     Retired  list,  21  November,  1877 
Upton,  Oeorge. 

Mate,  2-1  September,  1863.     Dismissed  19  June,  186t). 
Upton,  William  G. 

Acting  Ensign,  22  December,  1863.     Honorably  discharged  31  July,  1865. 
Urann,  William  D. 

Acting  Master,  29  October,  1861.     Acting  Volunteer  Lieutenant,  18  June,  1864. 
Honorably  discharged  30  October,  1868. 
Urnor,  Edward  C 

Mate,  5  June,  1863.     Acting  Ensign,  14  December,  1864.     Honorably  discharged 
21  November,  1865. 
Urqnhart,  Richard  A. 

Assistant  Surgeon,  7  January,  1875.     Passed  Assistant  Surgeon,  29  May,  1878. 
Usher,  James  D. 

Midshipman,  24  March,  1887.     Resigned  15  June,  1839. 
Usher,  Nathaniel  R. 

Cadet  Midshipman,   22   September.   1871.      Graduated    1    June.    1875.     Ensign 
18  July,  1876. 
Usher,  Richard  R. 

Midshipman,  4  March,  1823.     Dismissed  22  Augiwt,  1826. 
Utley,  Joseph  H. 

Midshiiunan,  22  September,  1865.     Graduated   7  June,  1870.     Resigned  30  Sep- 
tember, 1874. 
Utter,  John. 

Mate,  6  December,  1861.     Acting  Ensign,  13  February,  1864.     Acting  Master 
1  November,  1864.     Honorably  discharged  14  February,  1866. 

Vail,  Abraham  W. 

Midshipman,  28  Sejjtember,  1861.     Graduated  September,   1865.     Ensign,  1   De- 
cember, 1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 
Tail.  A  brain  U. 

Acting  Assistant  Surgeon,  17  January,  1863.     Resigned  15  September,  1864. 
Tail,  Fdwas-d  H. 

."\latc,  23  .January,  1863.     Resigned  24  June,  1863. 
Tail,  Edward  51. 

.Midshipman,  1  December,  1821.     Lieutenant,  27  Mav,   1830.     Dismissed  3  July, 
1843. 
Tail,  George  A. 

Midshipman,  27  September,  1867      Graduated  6  June,  1871.     Retired  list,  14  Julj, 
1874. 
Tail,  Saninel. 

Midshipman,  1  January,  1809.     Died  14  April,  1812. 
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Taile,  John  H. 

Acting  Third  Assistant  Engineer,  9  September,  1863.     Acting  Second  Assistant 
Engineer,  13  August,  18g4.     Honorably  discharged  31  September,  1865. 
Talclos,  Pedro  C. 

Midshipman,  17  June,  1833.     Passed  Midshipman,  33  March,  1839.     Lieutenant, 
3  March,  1831.     Resigned  6  February,  1834. 
Taleiiline,  Edward  K. 

Mate,   5   November,   1863.     Acting   Ensign,   3   October,   1863.     Acting  Master, 

27  September,  1864.     Dismissed  25  August,  1868. 
Valk,  Jacob  R. 

Midshipman,  24  July,  1798.     Resigned  13  August,  1802. 
Valk,  William  W. 

Assistant  Surgeon,  23  February,  1835.     Resigned  10  October,  1888. 
Valle,  Bartlioloiiiew. 

Midshipman,  26  January,  1841.     Resigned  30  November,  1841. 
Vallett,  J.  K. 

Midshipman,  1  January,  1815.     Died  in  1825. 
Tallette,  E.  A.  F. 

Master,  25   June,  1813.     Lieutenant,  9  December,  1814.     Commander,  e  March, 
1831.     {See  LavalletU.) 
Tallelte,  Eli. 

Chaplain,  26  February,  1800.     Discharged  8  June,  1801,  under  Peace  Establish- 
ment Act. 
Tallette,  S.  I>. 

Midshi-pman,  8  December,  1835.     (See  LavalUtte.) 
Valloslicr,  Martin. 

Acting  Ensign,  7  December,  1864.     Honorably  discharged  27  September,  1865. 
Tanalstine,  Cornelius  J. 

Midshipman,  27  February,  1833.  Passed  Midshipman,  8  July,  1839.  Lieutenant, 
11  April,  1845.  Resigned  18  May,  1859.  Acting  Master,  31  October,  1861. 
Acting  Volunteer  Lieutenant,  13  October,  1863.  Acting  Volunteer  Lieutenant- 
Commander,  14  August,  1865.     Honorably  discharged  30  April,  1866.     Died 

13  August,  1866. 
Tananda,  O.  J. 

Mate,  21  May,  1864.     Honorably  discharged  8  November,  1865. 
Tanartsdalt,  J. 

Midsjipman,  34  September,  1799.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 
Tan  Reiiren,  Egbert. 

Master,  23  January,  1815.     Resigned  22  February,  1815. 
Tan  ISibber,  Frederick. 

Assistant  Surgeon,  23  JNIay,  1857.     Dismissed  6  May,  1861. 
Tan  Bo»!)kirk,  James. 

Mate,  18  December,  1831.     Acting  Master,  14  April,  1862.     Honorably  discharged 

14  January,  1868. 
Tan  Rrunt,  C.  H. 

Assistant  Surgeon,  26  May,  1830.     Died  28  July,  1835. 
Tan  Rrunt,  Frank. 

Acting  Third  Assistant  Engineer,   18  February,   1865.      Honorably   discharged 
17  April,  1866.     Acting  Third  Assistant  Engineer,  9  August,  1866.     Mustered 
out  34  September,  1868. 
Tan  Rrunt,  Gershom  J. 

Midshipman,  1  January,  1818.  Lieutenant,  3  March,  1827.  Commander,  29  May, 
1846.     Captain,  14  September,  1855.     Commodore,  16  July,  1863.     Retired  list, 

28  April,  1863.     Died  17  December,  1863. 
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Tan  Bnren,  John  D. 

Third  Assistant  Engineer,  13  May,  ISGl.     Second  Assistant  Engineer,  21   April, 
1803.      First  Assistant  Engineer,   1   .Taniiarv.   ISdr,.     Resigned   2'i   Seijtember, 
1808. 
Van  Itnron,  ]tlarlin. 

Acting  Tliird  Assistant  Engineer,  5  .luly,  IsO'i.     Dismissed  ]  1  December,  1SG2. 
Van  Ituskirk,  J.  N. 

Acting  Ensign,  13  December,  1802.     Honorably   discharged   10  September,   1805. 
Van   Bnskirk.  P.  C 

JIate,  28  Febrnary,  1870. 
Vance,  CJeorge. 

.Mate,  30  July,  1803.     Acting  Ensign,  37  May,  1864.     Died  on  "Pfoste,"  4  July, 
1864. 
Vance,  Liewis  R. 

Acting  Ensign,  2  March,  1864.     Honorably  discharged  21  December,  1805. 
Vanclain,  Janie^  Ij. 

Third  Assistant  Engineer,  11  August,  1860.     Second  Assistant  Engineer,  30  July, 
1802.     First  Assistant  Engineer,  20  July,  1804.     Died  27  September,  1874. 
V  ancleave,  G.  W. 

Midshipman,   10    January,  1809.       Lieutenant,   9   December,   1814      Cashiered, 
9  February,  1820. 
Van  Cleef,  Charles  H. 

Acting  Midshipman,  2  October,  1850.     Dropped  24  January,  1851. 
Van  Cleef,  Samnel  M. 

Acting  Third  Assistant  Engiiirer,  27  February,  1803.     Resigned  13  June,  1865. 
Van  Cleft,  George  H. 

Civil  Engineer,  27  January,  1870.     Dropped  2  March,  1871. 
Van  Cleve,  Aaron. 

Acting  Third  Assistant  Engineer  19  April,  1804.     Honorably  discharged  4  Octo- 
ber, 1805. 
Van  CleTe,  John  W.,  Jr. 

Acting  Assistant  Paymaster,  28  October,  1803.     Mustered  out  7  November,  1805. 
Van  de  Carr,  William  H. 

Midshipman,   26  July,  1865.     Graduated  7  June,  1870.     Resigned  21   November, 
1873. 
Vandegrift,  Nieholas  G. 

Acting  Third  Assistant  Engineer,  3  August,  1864.     Honorably  discharged  7  Au- 
gust, 1800. 
Vandenbergh,  William. 

Acting  Third   Assistant  Engineer,    17  October,  1861.     Resigned    17    February, 
1802. 
Van«lenbos,  Jacob. 

Sailmaker,  3  April,  1807.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Frigate  "  Chesapeake." 
Vanderbilt,  Aaron. 

Mate,  20  July,  1803.     Acting  Ensign,  1   February,  1805.     Honorably  discharged 
12  October,  1805. 
Vanderbilt,  William  W. 

Third   Assistant  Engineer,   18   November,    1803.       Second   Assistant    Engineer, 
23  March,  1804.     Resigned  30  October,  1805. 
Vanderford,  II. 

Boatswain,  15  October,  1830.     Dismissed  10  February,  1831. 
Vanclcr  Horst.  Clias. 

Midshipman,  10  September,  1841.     Passed  Midshipman,  10  August,  1847.     Died 
17  ."March,  1850. 
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Tanderslice.  Thaddens  li. 

Third  Assistant  Engineer,  8  September,  1863.     Second  Assistant  Engineer,  15  Oc- 
tober, 1865.     Resigned  31  December,  1871. 
Van  Densen,  George  H. 

Acting  Assistant  Surgeon,  14  February,  1862.     Resigned  in  Marcii.  1864. 
Van  de  Vanter,  J.  C. 

Mate,  34  October,  1861.     Acting  Ensign,  28  .Tannary.  1864.     Appointment  revoked 
12  May,  1865. 
Vandeveer,  IfanUerson. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discliarged  15  August,  1865. 
Van  Duzer,  George. 

Mate,  31   June,  1862.     Dismissed   6   September,  1862.     Mate,  28   May,  1863.     Re- 
signed 9  February,  1865. 
Van  Dyke,  Alexander. 

Midshipman,  10  May,  1820.     Resigned  17  August,  1820. 
Vandyke,  Alexander. 

Midsliipman,  6  May,  1822.     Resigned  10  Marcli,  182G. 
Van  Dyke,  Benjamin  G. 

Jlate,  11  June,  1863.      Acting  Ensign,  27   June,  1864.      Honorably  discharged 
31  October,  1865. 
Vandyke,  Henry. 

Midshipman,   16  March,   1798.     Lieutenant,   1    May,   1800.     Last  appearance  on 
Records  of  Navy  Department,  8  September,  1802.     Killed  in  a  duel. 
Vandyke,  J.  C. 

Midshipman,  4  March,  1823.     Resigned  5  June,  1823. 
Van  Forsen.  Morris. 

Acting  Third  Assistant  Engineer,  30  November,  1862.     Resigned  31  May,  1864. 
Van  Gieson,  Ransford  £. 

Assistant  Surgeon,  24  January,  1862.     Resigned  26  May,  1863. 
Van  Gieson,  Henry  C. 

Acting  Assistant  Surgeon,  10  February,  1864.     Resigned  17  May,  1865. 
Tan  Hook,  B.  F. 

Midshipman,  2  January,  1840.     Resigned  15  June,  1843. 

Van  Horn,  D'illiaui  li. 

Assistant  Surgeon,  4  April,  1831.     Surgeon,  8  September,  1841.     Died  3  April, 
1854. 
Van  Houlen,  D.  W. 

Acting  Assistant  Paymaster,  7  September,   1864.      Mustered  out  13   December, 
1865. 
Van  Hovenberg,  John. 

Third  Assistant  Engineer,  12  August,  1861.     Second  Assistant  Engineer,  21  April, 
1863.     First  Assistant  Engineer,  11  October,  1866. 
Van  Iderstine,  Jared. 

Acting  Third   Assistant  Engineer,  15   November,  1861.     Resigned   21   August, 
1862. 
Van  Mater,  Garrett. 

Sailmaker,  25  January,  1873. 
Van  Meter,  John  B. 

Chaplain,  19  December,  1871. 
Van  Xess,  Ralph  G. 

Mate,  15  December,  1863.     Honorably  discharged  9  March,  1866. 
Van  West,  John  F. 

Mate,  4  January,  1864.     Drowned  18  August,  1864. 
Van  Pelt,  Elbert  C. 

Acting  Ensign,  28  November,  1862.     Resigned  3  March,  186-5. 
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Tan  Renselaer,  H.  H. 

Midshipman,  10  May,  1820.     Dismissed  G  April.  1829. 
Tan  Renselaer,  K.  H. 

Lieutenant,  7  January,  1700.     Lust  appearance   on  Records  of  Navy  Department, 
16  April,  1800. 
Tan  Ranselaer.  W. 

Midshipman,  1  November,  1830.     Resigned  14  September,  1830. 
Tan  Reypen,  IVilliaui  K. 

Assistant  Surgeon,  24  January,  1862.     Passed  Assistant  Surgeon,  20   May,  186.5. 
Surgeon,  12  May,  1SG8. 
Tanii^ant,  Ira. 

Midshipman,  16  January,  1809.     Last  appearance   on   Records   of  Navy    Depart- 
ment, 1815.     Philadelphia. 
Tansant,  John. 

Assistant  Surgeon,  1  May,   1855.     Passed   Assistant  Surgeon,  4   May,   ISGO.     Ite- 
signed  23  June,  1860. 
Tan  Scliaiek,  S. 

Midshipman,  30  December,  1798.     Lieutenant,  18  May,  1804.     Resigned  9  July, 
1807. 
Tan  Sice,  Edward. 

Acting  Master,  26  August,  1861.     Resigned  7  October,  1864 
Tan  Slj  ck,  Edgar. 

Acting  Master,  19  July,  1861.     Honorably  discharged  28  October,  1805. 

Tantin,  Clandins. 

Acting  Third  Assistant  Engineer,    17   December,  1863.     Honorablj  discharged 
1  October,  1865. 
Tan  Tine,  Charles  M. 

Third  Assistant  Engineer,  16  January,  1863.     Second  Assistant  Engineer,  28  May, 
1864.     Resigned  4  January,  1866. 
Tan  Telson,  Henry. 

Mate,  26  October,  1868.     Honorably  discharged  4  November,  1865. 
Tan  TIeck,  William  A. 

Acting   Midshipman,   25    November,    1849.      Acting   Ensign,    1    October,    1863. 
Master,  10  May,  1866.     Lieutenant,  21  February,  1867.     Lieutenunt-Commander, 
13  March,  1868.    Died  29  June,  1869. 
Van  Toorhis,  Rarker. 

Actino'  Ensign,  9  September,  1862.     Acting  Master,  22  September,  186-3.     Honora 
bly  discharged  30  August,  1865. 
Van  Toorhis,  Henry. 

Sailmaker,  11  August,  1819.     Died  30  August,  1826. 
Tan  Toorhis,  Richard. 

Sailmaker,  8  February,  1834.     Retired  list,  21  September,  1861.     Died   12  April, 
1880. 
Tan  Toorhis,  R.  R. 

Master,  28  February,  1809.     Last  appearance  on   Records  of  Navy   Dei)artment, 
1815.     New  York  Navy  Yard. 
Tan  Warner,  John. 

Acting  Third  Assistant  Engineer,  4  November,  1801.     Resigned   17   November, 
1862. 
Tan  Wert,  William  H. 

Actino-  Third  Assistant  Engineer,  25  March,  1864.     Honorably  discharged  14  No- 
vember, 1865. 
Van  Wyek,  Edward  H. 

Assistant  Surgeon,  20  June,  1838.     Retired  list,  8  May,  1861. 

Van  Wyek,  P.  C. 

Midshipman,  4  December,  1834.     Died  31  December,  1841. 
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Tan  Wyek,  P.  C. 

Assistant  Surgeon,  3  March,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Frigate  "  CoiistUution." 
Tan  Wj'ck,  Washington. 

Mate,  2i  May,  1803.     Honorably  discharged  23  .June,  18GG. 
Tan  Wyck,  Willi  am. 

Midshii)man,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Lost  in 
"■Porpoise,"  21  Se^Jtember,  1S55. 
Tan  Zandt,  James. 

Acting  Third  Assistant  Engineer,  1  October,  1SC2.     Acting  Second  Assistant  En- 
gineer, 26  December,  1S03.     Honorably  discharged  4  November,  1865. 
Tan  Kanilt,  James  I>. 

Acting  Third  Assistant  Engmeer,  8  .January,  1864.     Appointment  revoked  (Sicli,) 
19  July,  1864. 
Tan  Zanclt,  Joseph  A. 

Third  Assistant  Engineer,  20  February,  1847.     Died  7  April,  1849. 
Tan  Zandt,  Nicholas  II. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Dismissed  24  December, 
18G1. 
Tan  Zandt,  William  T.  R. 

Mate,  6  September,  1863.     Resigned  18  June,  1863. 
Tarney,  William  H. 

Assistant  Naval  Constructor,  29  July,  1869. 
Tarnum,  Frederick, 

Midshipman,  18  June,  1S12.     Lieutenant,  28  March,  1820.     Commander,  8  March, 
1841.     Dropped  13  September,  1855. 
Tarnnm,  William  Ii. 

Midshipman,  5  June,  1871.     Graduated  20   June,  1876.     Ensign.  30  November, 
1878. 
Tassallo,  I^.  Oustav. 

Acting  Master,  11  January,  1863.     Acting   Volunteer   Lieutenant,   7   November, 
1864.     Resigned  1  November,  1868. 
Tasse,  James. 

Midshipman,  18  June,  1813.     Resigned  13  July,  1813. 
Tanghan,  Charles  E. 

Acting  Assistant  Surgeon,  15  May,  1863.      Honorably  discharged  31   October, 
1865. 
Tanghan,  IDdwin. 

Acting  Third  Assistant  Engineer,  11   October,  1863.     Acting  Second  Assistant 
Engineer,  14  May,  1864.     Honorably  discharged  19  September,  1865. 
Tanghan,  Hiram  C. 

Acting  Assistant  Surgeon,  10  March,  1864.     Honorably  discharged  31  October, 
1865. 
Tanghan,  William. 

Master,  13  August,  1833.     Reserved  list,  14  September,  1855.     Died  10  December, 
1856. 
Tanghn,  Henry. 

Acting  Master,  23  September,  1861.     Honorably  discharged  10  February,  1869. 

Tanghn,  Henry  A. 

Mate,  ?3  June,  1863.     Resigned  31  July,  1864.     Acting  Ensign,  24  April,  1865. 
Honorably  discharged  36  January,  1866. 
Tanghn,  John  A. 

Midshipman,  34  September,  18G1.     Graduated  September,  1865.     Ensign,  1  De- 
cember, 1866.     Master,  13  March,  1868.     Resigned  6  December,  1870. 
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Tangbn,  IV^athan  F. 

Mute,  13  August,  1SU3.     Actintj  Ensign,  17  February,  18G4.     Honorably  discharged 
1  December,  1SG5. 
Veacock,  Gilbert  W. 

Mate.     Disuiissed  lU  March,  1863. 
Veatcli,  James  C. 

Acting  Tliird  Assistant  Engineer,  10  May,  1SG4.     Honorably  discharged   13  Octo- 
ber, 18U7. 
"Vedder,  Alexander  M. 

Assistant  Surgeon,  12  September,   185G.     Passed  Assistant   Surgeon,  2.j   March, 
1801.     Surgeon,  14  November,  18G1.     Resigned  29  December,  1864. 
Teecler,  Ten  Ej  ck  de  W. 

Midshipman,  25  September,  1868.     Graduated  31  May,  1873.     Ensign,  16  July, 
1874. 
Yeitch,  William. 

Acting  Third  Assistant  Engineer,  18  November,  1861.     Acting  Second  Assistant 
Engineer,  0  November,  1863.     Honorably  discharged  16  October,  1865. 
Veitinj;er,  Jacob. 

Acting  Third  Assistant  Engineer,  30  March,  1863.     Honorably  discharged  16  May, 
1868. 
Yeltnian,  William  F. 

Mate,  7  August,  1863.     Resigned  6  June,  1864. 
Tenable,  Cbarles  H. 

Mate,  3  April,  1866      Resigned   17   August.   1867.      Mate,   4   September,   1869. 
Gunner,  .5  September,  1871. 
Tenable,  Joseph  G. 

Acting  Gunner,  6  May,  1864.     Honorably  discharged  9  January,  1866. 
Tenable,  Tbonias  P. 

Gunner,  19  March,  1847.     Resigned  15  May,  1854.     Gunner,  23  October,  1855. 
Tennard,  Jolin  I<. 

Mate,  9  May,  1862.     Acting  Ensign,  9  May,  1864.     Honorably  discharged  5  Janu- 
ary, 1868.     Mate,  36  April,  1870. 
Ter  Meulen,  Edmund  C. 

Assistant  Surgeon,  24  January,  1863.     Passed  Assistant  Surgeon,  3G  May,  1865. 
Surgeon,  26  April,  1872. 
Termillion,  D. 

Carpenter,   8   June,   1822.     Last  appearance   on   Records   of  Na\'y   Department. 
•     Ordered  to  Sloop  '■'■Peacoehy 
Tersier,  Henry. 

JIaster,  5  December,  1812.     Last  appearance  on  Records  of  Na\'y   Department, 
1815.     Charlestown,  Mass. 
Tcrnon,  Samuel. 

Assistant  Surgeon,  11  January,  1812.     Discharged  5  February,  1814. 
Ternon,  William  G. 

Acting   Third   Assistant  Engineer,   6   September,    1864.     Honorably   discharged 
16  July,  1865. 
Ternon,  William  R. 

Acting   Second  Assistant  Engineer,   28   October,    1864.     Honorably    discharged 
23  September,  1865. 
Tery.  Abrabam  .4. 

Acting  Ensign,  5  January,  1864.     Honorably  discharged  33  June,  18C7. 
Tery,  Edward  W. 

Midshipman,  20  February,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1808.     Master,  21  March,  1870.     Lieutenant,  29  September,  1871. 
Tery,  Samuel,  Jr. 

Acting  Master,  3  August,  1861.     Honorably  discharged  6  Octoiber,  1867. 
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"Very,  Samuel  W.  ^    .        ^„  „      . 

Midshipman,  23  February,  ISfi^.  Graduato.l  .lutiu,  It^Cl,.  Ensign,  13  March, 
1868.     Master,  26  March,  ISO'J.     Lifiiteiiaiit,  21  March,  1870. 

Vestler.v,  David. 

Boatswain,  8  June,  1823.     Died  6  November,  1828. 

VcTcrs,  Rioliard. 

ActingMaster,  26  August,  1861.     Resigned  25  March,  1803. 

Tiall,  Tlioiiias  It. 

Mute,  8  February,  1865.     Appointment  revolted  18  November,  1865. 

Vickerey,  Jacob. 

Midshipman,  25  June,  1800.     Resigned  C  Feliruary,  1803. 

Victor,  Henry  C 

Third  Assistant  Engineer,  2  August,  1865.  Resigned  38  August,  1858.  Re- 
instated in  original  position,  11  April,  1859.  Second  Assistant  Engineer, 
20  December,  1860.  First  Assistant  Engineer,  1  July,  1861.  Resigned  16  De- 
cember, 1863. 

Vieiie,  lionis.  ,      ^  xt        tv 

Midshipman,  1  December,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 17  August,  1810. 

¥inall,  Joseph  T. 

Acting  Third  Assistant  Engineer,  1  December,  1864.  Mustered  out  3  June, 
1868. 

Yilas,  R.  A. 

Acting  Assistant  Paymaster,  10  January,  1805.     Mustered  out  7  October,  18U.j. 

Tillazon,  Bfarceliuo. 

Acting  Third  Assistant  Engineer,  1  March,  1864.  Acting  Second  Assistant  En- 
gineer. 15  December,  1864.     Honorably  discharged  10  May,  1806. 

Vincent,  David. 

Mate,  33  July,  1803.     Killed  on  "TFmona,"  14  December,  1863. 

Vincent,  Freeman. 

Mate,   1   October,   1863.      Acting   Ensign,    1    September,    1863.    Acting   Master, 
20  May,  1865.     Honorably  discharged  33  November,  1865. 
Vincent,  William  J. 

Mate,  5  March,  1862.     Appointment  revoked  11  November,  1865. 

Vining,  Seton. 

Midshipman,  16  January,  1809.     Resigned  27  July,  1810. 

Vinton,  Benjamin. 

Surgeon,  2  May,  1799.     Resigned  31  July,  1800. 
Vinton,  FredericU  B. 

Cadet  Midshipman,  21  September,  1871.     Graduated  17  September,  1875.    Ensign, 
9  October,  1876. 
Vinton,  George  A. 

Acting  Gunner,  33  January,  1865.     Houoralily  discharged  1  August,  1865. 

Voelkers,  Frederick  T. 

Mate,  38  September,  1866.     Resigned  11  April,  1867. 

Voice,  George  W. 

Actino-  Third  Assistant  Engineer,  29  December,  1862.     Dismissed  24  December, 
1863. 
Vollnin,  Samnel. 

Acting  Third  Assistant  Engineer,  13  January,  1863.     Dropped  2  May,  1863. 

Voorhees.  A.  H. 

Midshipman,  12  July,  1800.     Lost  in  the  "  Insurgent:' 

Voorhees,  James. 

Midshipman,  18  May,  1809.     Killed  in  a  duel  19  December,  1809. 
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Voorliees,  li.  D.  I>. 

Acting  Master,  8  June,  1861.     Acting  Volunteer  Lieutenant,  20  August,  1861. 
Appointment  revoked,  and  appointed  Acting  Master,  23  Septeniljer,  18G1.     Act- 
ing Volunteer  Lieutenant,  5  November,  18(34.     Honorably  discharged  11   No- 
vember, 1865. 
Toorlieoji),  Philip  F. 

Midshijjman,  15  November.  1809.     Lieutenant,  9  December,  1814.     Commander, 
24  Ai)ril,  1828.     Captain,  28  February,  1838.     Reserved  list,  13  September,  1855- 
Died  26  February,  1863. 
Toorlieos,  Pliilip  R. 

Third  Assistant  Engineer,  19  February,  1861.     Second  Assistant  Engineer,  16  Jan- 
uary, 1863.     First  Assistant  Engineer,  1  December,  1864.     Resigned  18  Febru- 
ary, 1868. 
Toorlieefii,  Ralph. 

Midshipman,   1    September,   1811.       Lieutenant,   5   March,   181T.       Commander, 
9  February,  1837.     Died  27  July,  1842. 
Tose,  Edwin  H. 

Acting  Assistant  Surgeon,  2  December,  1863.     Resigned  22  March,  1864. 

Toshel,  James. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Furloughed. 
Treeland,  Benjamin. 

Assistant  Surgeon,   9   May,   1850.     Passed   Assistant   Surgeon,  30  March,   1857. 
Surgeon,  26  April,  1861.     Died  20  March,  1866. 
Vreeland,  Charles  E. 

Midshipman,  31  July,  1866.     Graduated  7  June,  1870.     Ensign,   13  July,   1S71. 
Master,  2  April,  18^74. 
Vultee,  Francis  P. 

Mate,  23  November,  1864.     Discharged  May,  1866.  ' 

Waddell,  Charles. 

Midshipman,   14   March,   1840.     Passed   Midshipman,   11    July,   1846.    Died  30 
August,  1847. 
Waddell,  Henry. 

Midshipman,   29  September,   1832.     Passed   Midshipman,  23  June,  1838.     Died 
27  September,  1839. 
Waddell,  Henry  C. 

Mate,  1861.     Resigned  28  February,  1862.     Mate,  15  October,  1863.     Dismissed 
11  May,  1864. 
Waddell,  James  J. 

Midshipman,  10  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master. 
14  September,  1855.     Lieutenant,  15  September,  1855.     Dismissed  18  Januar 
18C2. 
Waddell,  John. 

Lieutenant,  15  October,  1798.     Resigned  16  January,  1799. 
Wade,  Charles. 

Gunner,  27  September,  1834.     Died  27  February,  1841. 
Wade,  Edwin  I.. 

Sailmaker,  16  May,  1871.     Resigned  14  June,  1875. 
Wade,  Euaene  J. 

Acting  Third  Assistant  Engineer,  27  May,  1861.     Resigned  22  August,  1SC2. 
Wa«le,  tJeorge  II. 

Acting  First  Assistant  Engineer,  28  May,  1861.     Honorably  discharLjrd   'J-l    No- 
venibcr,  1865. 
%VSide    Cjieor£re  S. 

Master,  29  January,  1809.     Dismissed  21  July,  1810. 
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Waile.  Henry  C. 

ActingMuster,  20  October,  1801.     Died   13  Septembei-,  1807. 
Wsule,  John  T. 

JIaster,  6  February,  1800.     Lieutenant,   9  December,  1814.     Died  35  NovemDer, 
1810. 
Wnilc,  Joseph  91. 

Acting  Assistant  Paymaster,  3  June,  18G1.     Mustered  out  1  March,  1860. 
Wnde,  Russell  .4. 

Acting    Tliinl    Assistant    Engineer,    2-1    August,    1864.     Honorably   discharged 
10  June,  1867. 
^Va«le,  Thomas  F. 

Acting  Lieutenant,  8  May,  18G1.     feting  Volunteer  Lieutenant,  28  October,  1801. 
Master,  13  March,   1808.      Jjieuteuaiit,   18  Decemljer,  18U8.      Lieutenant-Com- 
mander, 1  July,  1870.     Retired  list,  3  Novemljer,  1877. 
Wa<le,  William. 

j\Iate,  20  August,  1864.     Resigned  7  June,  1865. 
Wade.   William. 

Acting  Gunner,  10  August,  1861.     Dismissed  4  January,  1863. 
Waclell,  George. 

Acting  Tliird  Assist'int  r^ngincpr,  19  January,  1863.     Acting  Second  Assistant 
Engineer,  13  August,  1803.     Honorably  discharged  5  Se^jtember,  1805 
Wadhaiiis,  Albion  V. 

Jlidshipman,  20  September,  1804.      Graduated    June,   1868.     Ensign,   19   April, 
1809.     Master,  13  July.  1870.     Lieutenant,  23  Maich,  1873. 
Wadleigh,  Oeorgc  il. 

Acting  Midshijiman.  27  September,  1800.     Ensign,  58  May,  1803.     IMaster,  10  No- 
vember,  1805.       Lieutenant,    10    Noveml>ei',     1806.       Lieutenant-Commander, 
13  March,  1868.     Commander,  13  March,  1880. 
Wadswortli,  Alexander  S. 

Midshipman,  3  April,  1801.     Lieutenant,  21    April,  1810.     Commander,  27  April. 
1816.     Captain  3  March,  1825.     Died  5  April,  1B51. 
Wadswortli,  Charles. 

Purser,  28  May,  1798.     Died  July,  1S09. 
Wadsworlh,  C.  E. 

Midsliipman,  1  December,  1824.     Died  8  May,  1837. 
WadsM'orth,  Ilenr.y. 

Midsliipman,  28  August,  1799.     Died  1805. 
Wads^vorth,  Henry  91. 

Mate,  8  December,  1864.     Deserted  5  July,  1865. 
Wadsworth,  P. 

Actnig  Assistant  Surgeon,  10  March,  1805.     Resigned  3  July,  1865. 
Wager,  Charles. 

Midshipnim,  3  Ap]il,  1SC5.     Resigned  19  February,  1843. 
Wajier,  Peter,  Jr. 

Midshipman,  13  February,  1810.     Passed   Midshipman,   11   July,   1840.     Master, 
1  March,  1855.     Dropped  13  September,  1855. 
Wagg,  Manriee, 

Mate,  21  April,  1804.     Honorably  discharged  0  January,  ISOG. 
Waggener,  Jatnes  15. 

Assistant  Surgeon,  29  July.  1872.     Passed  Assistant  Surgeon.  31   DeccniDcr   ''875 
Wagner,  David. 

Mate,  13  August,  1863.     Acting  Ensign,  21  July,  1804. 
Wagner,  Frederic. 

Acting  Third  Assistant  Engineer.  3  October,  1863.     Hoiwrably  discharged  2)  No 
vember,  1805. 
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Wagner,  Frederic  M. 

Acting  Third  Assiitaut  Engineer,  4  June,  1864.     Honorably  discharged   13  .lun;: 
1SU5. 

Wagner,  Jnniem. 

Acting;  First  Assistant  Engineer,  15  October,  1SC3.     Appointment  revoked  1  .Jum:. 
IbOl. 

Wagner,  Jnnies  J. 

Acting  Fi  1st  Assistant  Engineer,  1  October,  18G2.     .Vpponitment  revoked  (Sick,> 
1  January,  IbU-i. 
Wagner,  Peter. 

Acting  First  Assistant  Engineer,  23  April.  18G3.     Honorably  discharged  20  Feb- 
ruary, 18GG. 
Wagner,  William. 

Acting  Ensign,  1  October,  1863.     Honorably  discharged  G  December,  1865. 
Wagstait;  Robert  91. 

Mate,   11   December,   1861.     Acting   Ensign,  19  January,   1863.     Honorably  dis- 
charged 2-5  September,  18G7. 
Wahl,  Jacob. 

Acting  Third  Assistant  Engineer,  23  July,  18G4.     Honorably  discharged   30  De.- 
cember,  18G5. 
Wailes,  John  P. 

Midshii5man,  1  January,  1813.     Resigned  3  May,  1813. 
Waine,  Thomas. 

Purser,  24  July,  1813.     Last  appearance  on   Records  of  Navy  Department,  1820. 
Frigate  "./ajja." 
Wainwright,  (nairdner  S. 

Acting  Midshipman,  1  November,  1849.     Dropped  3  September,  1850. 
Wainwright,  Jonathan  91. 

Midshipman,  13  June,  1B37.     Passed  Midshipman,  29  June,  1843.    Acting  Master, 
10  November,  1849.     Lieutenant,  17  Sejitember,   1800.     Commander,  IG  July, 
1SG2.     Killed  in  action  1  January,  1863. 
Wainwrip^ht,  Jonathan  91. 

MiWshi].in;in,  30  .lulv,  18G3.     Graduated  June,  1867.     Ensisrn.  18  December,  1«(;8. 
Died  19  June,  ISTO. 
Wainwright.  Joseph  II. 

Mate,   4    Ai)ril,    18G3.     Acting    Ensign,   20   Mav.    1864.      Honorably    discharged 
9  April,  1866. 
Wainwright,  Richard. 

Midshipman,  11  May,   1831.     Passed  Midshipman,   15   June,  1837.     Lieutenant, 
8  September,  1841.     Commander,  24  Ajoril,  1861.     Killed  in  battle   10  August, 
1862. 
Wainwright.  Richard. 

Midshipman,  28  fSeptember,  1804.     Graduated  June,  18G8.     Master,  12  July,  1870. 
Lieulenaiit.  25  Sf])tember,  1873. 
Wainwright,  Tiiomas  B. 

Midshipman,  21  September,  1841.     Passed   !\Iidshi]iman,  10  .Vugust,  1847.     Died 
4  August,  1850. 
Wait,  George  91. 

Acting  Fiist  Assistant  Engineer,  3  October,  1861.     Resigned  7  February,  1862. 
Wait,  G.  W. 

Acting  Second  Assistant  Engineer,  17  May,  1861.     Resigned  7  February,  1862. 
Wait,  Horatio  L.. 

Assistant  Paymaster,  14  July,  1802.    Paymaster,  1  April,  1866.    Resigned  22  .luly, 
1870. 
Wait,  Israel  C. 

Midshipman,  28  December,  1836.     Passed  Midshipman,  1  July,  1843.    Acting  Mas- 
ter, 31  January,  1848.     Lieutenant,  39  May,  1850.     Dropped  13  September,  1855. 
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Wait,  :Va(iinn  W. 

Mute,  4  April,  1803.     Acting  Ensigu,  11  September,  18G3.     Honorably  dischurj;!'.] 
19  November,  1865. 
Waito,  Cephas  K. 

Acting  Ensign,  13  January,  1804.     Honorably  discharged  15  May,  1887. 
Waite,  Ficileriok  H. 

Acting  Ensign,  10  July,  18G3.     Honorably  discharged  23  November,  1868. 
Wailo,  Henry. 

Acting   First  Assistant  Engineer,  7  December,  1861.     Acting   Chief  Engineer, 
19  January,  1863.    Honorably  discharged  39  February,  1866. 
Waite,  William  H. 

Acting  Third  Assistant   Engineer,  14   .January,    1865.       Honorably   discharged 
11  November,  1865. 
Wakefield,  Charles  H. 

Acting  Third  Assistant  Engineer,  10  March,  1863.     Honorably  discharged  29  July, 
1865. 
Wakefield,  George  W. 

Acting  Third  Assistant  Engineer,  22  August,  1864.     Honorably  discharged  11  Sep- 
tember, 1865. 
Wakefield,  Henry. 

Acting  Ensign,  7  November,  1863.     Honorably  discharged  22  November,- 1865. 
Wakeinan,  Iiewis  H. 

Sailmaker,  31  October,  1855.     Resigned  12  June,  1865. 
W^akenshaw,  H.  C. 

Cadet  Midshipman,  10  June,  1873.     Graduated  18  June,  1879. 
Walbach,  John  J.  K. 

Midshipman,  1  December,  1827.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
25  February,  1841.     Dropped  28  September,  1855.      Lieutenant,  Active  listi 
25  February,  1841.     Resigned  18  February,  1861. 
Walcott,  Henry  O. 

Acting  Second  Assistant  Engineer,  9   February,  1864.      Appointment  levoksil 
19  December,  1864. 
Walcott,  W.  F. 

Mate,  18  January,  1865.     Honorably  discharged  30  October,  1865. 
Walentt,  John. 

M  idshipnian,  2  March,  1840.     Passed  Midshipman,  11  July,  1846.     Master,  30  Jan- 
uary, 1855.     Dropped  28  September,  1855. 
Waldeniar,  Charles  F. 

Acting  Ensign,  7  June,  1864.     Died  October,  1864. 
Waldo,  Charles. 

Master,  10  March,  1813.     Killed  30  August,  1838. 
Waldron,  R.  R. 

Midshipman,  15  June,  1837.     Died  30  October,  1846. 
Wales,  Philip  S. 

Assistant  Surgeon,  7  August,  1856.     Passed  Assistant  Surgeon,  25  March,  1861. 
Surgeon,  12  October,  1861.     Medical  Inspector,  30  June,  1873. 
Waike,  Frank  A. 

Assistant  Surgeon,  31  May,  1854.     Resigned  6  August,  1856. 
Walke,  Henry. 

Midshipman,  1  February,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 
9  December,  1839.     Reserved  list,  13  September,  1855.     Commander  on  Active 
list,  14  September,  1855.    Captain  on  Active  list,  16  July,  1862.     Commodore, 
25  July,  1866.     Rear-Admiral,  13  July,  1870.     Retired  list,  26  April,  1871. 
Walkenshaw,  Samuel  li. 

Acting  First  Assistant  Engineer,  22  October,  1863.     Honorably  discharged  10  Oc 
tober,  1865. 
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fl'alkcr.  Asa. 

MiiUliipnuiii.  '31    N()vciiil>er,  1m',.'.     Gniduatcd    June.   1860.     Knsisrn,    12   March, 
ISOS.     MasU-r,  2C,  M;iiL-li,  INil'.i.     Lietcnaiit,  21  iMarch,  1S70. 
H'alker,  Beiijaiiiiii. 

Mute,  13  September.  ISUl.     AiiiiiL;  r;iisign.3  March,  18C3.     Honorably  dischar^rod 
13  October,  186.J. 
Walker,  Charles. 

Boatswain,  <j  June,  ISOU.     Last  appearance  on  Records  of  Navy  Department. 
Walker,  Charles  II. 

Mate,  30  Autrust,  18C.3.     Resigned   26  May,  1863.     Acting  Ensign,  4  June,  1863. 
Dismissed  7  October,  1804. 
Walker,  I>aiiiel  R. 

Midshipman,  'J  June,  1811.     Resigned  21  November,  1820. 
Walker,  Dndlej. 

Purser,  21  August,  182G.     Dismissed  24  February,  1853. 
Walker,  Kdward  A. 

Acting  ^lidshipman,  26  September,  1835.     Midshipman,  15  June,  1860.     Master, 
19    September,    IfOl.     Lieutenant.    16    July,    1803.     Lieutenant-Commander, 
25  July,  1806.     Commander.  5  June,  1874.     Died  8  March,  1S76. 
Walker,  Edward  H. 

Mate,  1  October,  ISir.'.     Dismissed  13  December,  1802. 
Walker,  George  AV. 

Acting  Chief  Engineer,   1   October,    1863.     Honorably    discharged    13  Fubruarv, 
1866. 
Walker,  Henry. 

Acting  Third  Assistant  Engineer,  1  August,  1864.     Honorably  discharged  8  .Tulv, 
1805. 
Walker,  H.  H. 

Acting  Ensign,  1  October,  1SC2.     Resigned  24  November,  1SC2. 
Walker,  James. 

Boatswain,  11  February,  1851.     Retired  list,  13  November,  1871. 
Walker,  .iaiites  C 

Midshipman,  13  February,  1849.     Resigned  8  October,  1855. 
W^alker,  James  G. 

Acting   Third   Assistant   Engineer,  7   October,   1SG4.     Honorably  discharged   20 
July,  1805. 
W^alker,  James  M. 

Acting  Ensign,  1  October,  1803.     Resigned  17  June,  1803. 
Walker,  Joliii. 

Mate,  11    Dpcenilier,  1803.     Acting  Ensign,  27  February,  1805.     Honorably  dis- 
charged 20  AugUbt,  1807. 
W'alker,  John. 

Boatswain,  0  February,  1802.     Retired  list,  15  August,  1877. 
Walker,  John. 

Acting  Second  Assistant  Engineer,  10  September,  1801.     Resigned  30  July,  1863. 
W^alkcr,  John  G. 

Acting  Midshipman,  5  October,  1850.  Midshipman,  1 1  December,  1852.  Passed 
Midshipman,  20  June.  1856.  Master,  33  January,  1858.  Lieutenant,  23  January, 
1858.  L'eutenant-Commander,  16  July,  1863.  Commander,  35  July,  1800.  Cap- 
tain, 25  June,  1877. 

Walker,  John  T. 

Midshipman,  18  February,  1841.  Passed  Midshipman,  10  Ancjust,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Died  25  November. 
1856. 
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Walker,  IVatlianioI  B. 

Mute,  15  October,  ism.     Dismissed  27  August,  lSfi2.     Mate,  22  June,  1804.     Act- 
ing Ensign,  13  March,  ]SU5.     Honorably  discharged  29  Oetoljur,  ISlio.     Mute, 
23  June,  IbCO.     Resigned  13  August,  1S67. 
Walker,  THieotloric  Jj. 

Midsliipnian,  10  September,  1841.     Passed  Midshipman,  10  Auarust,  1847.     ]\Ias- 
ter,  26  July,  18.55.     Lieutenant,  14  September,  1855.     Died  17  March,  1S58. 
Walker,  Thomas. 

Acting  Third  Assistant   Engineer,  20   February    1804.      Honorably   discharged 
10  July,  1805. 
Walker.  Thomas  3. 

Mate,  15  June,  1S03.     Resigned  11  May,  1865. 
Walker.  Thomas  W. 

Acting  Ensign,  31  March,  1863.     Dismissed  23  July,  1863. 
Walker,  W.  D. 

Acting  Assistant  Paymaster,  16  November,  1864.     Mustered  out  5  November,  1865. 
Walker,  William. 

Acting   Ensign,  31  October,   1862.     Dismissed   19  June,    1863.     Acting  Ensign, 
4  October,  1864.     Deserted  13  January,  1865. 
Walker,  William 

Midsliipmau,  2  April,  1804.     Appointment  revoked  4  August,  1809. 
Walker,  William  M. 

Miilshipnian,  1  November,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 
8  December,  1838.     C(mimander,  14   September-,  1  So.").     C.-.ptaiii,  16  July,  1863. 
Died  19  November,  1866. 
Walker,  William  8. 

Midshipman,  30  November,  1814.     Lieutenant,  13  January,  1825.     Captain,  8  Sep- 
tember, 1841.    Captain  14  September,  1855.    Commodore  on  Retired  list,  16  July, 
1862.     Died  24  November,  1863. 
Wall,  A.  «,, 

Midsliipman,   1' January,  1813.      Lieutenant,  1    April,   1818.     Died    31    August, 
1825. 
Wall,  Aiignstns. 

Midshipman,  1  Septemlser,  1811.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 
Wall,  FJlieott  C. 

Midshipman,  12  February,  1842.     Dismissed  2  October,  1845. 
Wall,  John  W 

Acting  Third  Assistant  Engineer,  28  December,   1861.     Resigned  20  December, 
1863. 
Wall,  John  W. 

Acting  Third  Assistant  Engineer,  26  October,  1861.     Resigned  13  February,  1864. 
Acting  Second  Assistant  Engineer,  3  November,  1864.     Honorably  discharged 
7  October,  1865. 
Wall,  Riehard. 

Acting  Ensign,  IS  May,  1863.     Dismissed  8  August,  1863. 
Wan,  RoBwrt  E. 

Assistant  Surgeon,  37  November,  1844.     Died  15  December,  1853. 
WalSat-e,  Alexanrter. 

Acting  Master,  5  July,  1862.     Acting  Volunteer  Lieutenant,  1  May,  1865.     Honor- 
aljly  discharged  28  November,  1865. 
Wallace,  Francis. 

Mate,  16  June,  1862.     Acting  Ensign,  11  December,  18G3.     Ilonoralily  discharged 
25  August,  1805. 
Wallace,  Oeorge  C. 

Midshipman,  20  July,  1864.     Graduated  June,  1868.     Resigned  26  May,  1870. 
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Resigned  8  August,  1859. 
IG    September.    1802. 


Died 


Mate,  23  August,  1864. 


Honorablv  discbarged 


Mate,  ].-)  March,  1867. 


Wallace,  James. 

TliirJ  Assistant  Engineer,  11  November,  1858. 
Wallace,  James. 

Acting   INIidsliipman,   1    November,   1859.      Ensign, 
25  Feb.-uary,  1864. 
Wallace,  Joliu. 

Acting  Master,  31  January,  1862.     Honorably  discharged  11  August,  186.'}. 
Wallace,  John  S. 

Chaplain,  10  March,  1863. 
Wallace,  Jolin  T. 

Midshipman,  1  March,  1825.     Resigned  27  July,  1837. 
Wallace,  Joseph  W^ 

Mate,  9  Decemlier,  1862.     Resigned  13  November,  1863. 
Acting  Ensign,  21  April,  1865. 
Wallace,  Matthew  J. 

Acting  Third  Assistant  Engineer,  29  November,   1864. 
21  August,  1865. 
Wallace,  Richard  W. 

Mate,  23  September,  1SG4.     Resigned  20  December,  1866. 
Mustered  out  29  July,  1867. 
Wallace,  Robert. 

Acting  Third  Assistant  Engineer,  20  September,  1862.     Acting  Second  Assistant 
Engineer,  12  March,  1864.     Honorably  discharged  15  May,  1865. 
Wallace.  Rnsh  R. 

Acting  Midshipman,  25  May,  1852.     Midshipman,  20  June,  1856.     Passed  Mid- 
shipman, 29  April,  1859.    Master,  5  September,  1859.     Lieutenant,  17  Jonuary, 
1861.      Lieutenant-Commander,   1    Octooer,   1863.      Commander,   23   October, 
1870. 
Wallace,  Samuel. 

Acting  Third  Assistant  Engineer,  28  September.   1864. 
14  August,  1865. 
Wallace,  W.  II. 

Midshipman,  7  July,  1833. 
Wallace,  William  M. 

Midshipman,  3  June,  1833. 
Wallach,  Cnthhert  P. 
Pavmaster,  1  ,lune,  1861. 
1880. 
Waller,  I^ittleton  T. 

Purser,  13  September,  1841.     Resigned  12  January,  1853. 
Walling,  Bnrns  T. 

Midshipnum,  5  June,  1872.     Graduated  20  June,  1876. 
1877. 
Wallis,  John  E. 

Actin"-  Ensign,  30  July,  1863.     Honorably  discharged  10  September,  1865. 

Wallis,  John  P. 

Midshi])man,  26  July,  1864.     Graduated  20  June,  1869.     Ensign,  12  July,  1870. 
Master,  19  August,  1872.     Lieutenant,  14   August,   1875.     Died  23  February, 
1880. 
Walpole.  Horace. 

Midshipman,  4  July,  1805.     Lieutenant,  13  June.   1810.     Resigned  8  December 
1814. 
Walsh.  <  hailcs. 

JU.Uhii.uuai,  2  April,  1804. 

Walsh,  John. 

Profosscir  of  Mathematics,  5   December,  1837.     Last  appearance  on  Records  ot' 
Navy  Department,  1839. 


Droi5j)ed  6  December,  1836. 
Resigned  1  November,  1833. 
Pay  Inspector,  3  March,  1871. 


Honorably  discharged 


Pay  Director,  9  March, 


Ensign,  36  November, 


Resigned  6  June,  1809. 
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IVali^h,  John  J. 

Guuner,  la  April,  1871. 
Walsh,  John  K. 

Acting  Assistant  Surgeon,  5  September,  1863.     Honorably  discharged  6  Septem- 
berri805. 

"{^'alsh,  Joseph  C. 

Alidshipman,  1  Novenil>er,  1828.     Passed  Midshipman,  14  June,  1834.     Lieuten- 
ant, y  December,  1839.     Resigned  18  September,  1854.     Acting  Lieutenant, 
11  February,  1862.     Resigned  1  May,  1862. 
Walsh,  Kegi-an. 

Miflshipman,  25  November,  1799.     Discharged  12  May,  1801,  under  Peace  Estab- 
lishment Act. 

Walsh,  S.  W. 

Midshipman,  13  February,  1821.     Resigned  2  December.  1825. 

WaSstrom,  Charles  G. 

Acting  Ensign,  16  December,  1862.     Resigned  27  March,  1865. 
Waller,  Horace. 

Acting  Ensign,  14  May,  1863.     Resigned  (Sick,)  18  August,  1804. 

Walter,  Joseph. 

Acting  Third  Assistant  Engineer,  4  June,  1864.     Resigned  0  June,  1865. 

WaKer.  Robert. 

Acting  JIaster,.20  August,  1801.     Dismissci  2'J  October,  1864. 

Walter,  ft.  Price. 

Acting  Master,  4  November,  1861.     Honorably  discharged  14  December,  1865. 

Walters,  C.  P.  .       ^  „„  ,,     ^ 

Mate,  3  October,  1861.     Acting  Ensign,  4  October,  1862.     Resigned  30  March, 
1864. 
Walters,  Henry. 

Acting  Ensign,  19  January,  1863.     Dismissed  31  November,  1868. 

Walters,  Henry. 

Mate,  20  January,  1864.     Honorably  discharged  1  November,  1865. 

Walters,  William  !>. 

Third  Assistant  Engineer,  21  May,  1857.     Died  37  May,  1858. 
Waltmeyer,  John  S. 

Carpenter,  30  December,  1874. 
Walton,  Edmnnd  W. 

Mate,  7  April,  1864.     Appointment  revoked  14  December,  1864. 
Walton,  James  C. 

Boatswain,  9  May,  1859. 

Walton,  Benjamin  O. 

Acting  Assistant  Surgeon,  15  November,  1862.     Appointment  revoked  10  April, 

1865. 
Walton,  Jesse  Fletcher. 

Thinl  Assistant  Engineer,  35  August,  1863.     Resigned  31  March,  1865. 

Walton,  Thomas  C. 

Assistant  Surgeon,  24  January,   1863.     P.assed  Assistant  Surgeon,  5  March,  1866. 
Siu-geon,  33  October,  1868. 

Walton,  Thomas  O.  ,.,,,, 

Acting    Assistant   Surgeon,  23    April.    1873.      Honorably    discharged    oO    June, 
1879. 

Walton.  Walter.  ^^  ,^,      ,.    i 

Mate,  28,January.  1862.     Acting  Ensign,  23  July,   1864.     Honorably  discharged 
30  October,  1805. 
Walton,  William. 

Boatswain,  17  September,  1813.     Died  March.  1822. 
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Wainaliug,  C  Thomas. 

ALfing  Third  Assistant  Engineer,   30    December,    18G3.     Honorably   dischargeJ 
'SO  August,  1865. 
Wainalins.  Robert  Liewis. 

Tliird  Assistant  Engineer,  8  July,  1SG2.     Resigned  17  November,  ISCo. 
Waudell,  Augustus. 

Acting  Third  Assistant  Engineer,  14  September,  1801.     Acting  Second   Assistant 
Engineer,  26  July,  1864.     Honorably  discharged  13  December,  lS6o. 
Wandell,  Martin  K. 

Mate,  19  August,  1803.     Acting  Ensign,  21  August,  180.3.     Honorably  discharged 

2  August,l805.     Mate,  20  January,  1870.     Resigned  9  August,  1871. 
Wanklin,  Henry. 

Acting  Second  Assistant  Engineer,  8  April,  1803.     Honorably  discharged  21  Sep 
tember,  1^0-5. 
Wap|>eulians,  C.  F.  R. 

Mate,  22  Deccriiber,   1803.     Acting  Ensign,  8  January,    18G3.     Acting   Master, 

3  Jfay,  180.J.     Honorably  discharged  29  September,  1868. 
Warbnrton,  Edgar  T. 

Cadet  Engineer,  Kaval  Academy,  1   October,  1872.     Graduated  21   June,   1875. 
Assistant  Engineer,  1  July,  1878. 
Warbnrton,  William  F. 

Acting  Third  Assistant  Engineer,  5  July,  1801.     Acting  Second  Assistant  En 
gineer,  17  June,  1863.     Honorably  discharged  21  January,  1868. 
Ward,  Aaron. 

Midshipman,  28  September,  1867.     Graduated  6  June,  1871.     Ensign,  14  July, 
1872.     Master,  8  February,  1875. 
Ward,  Andrew  A. 

Acting  blaster,  2  November,  1801.     Resigned  13  October,  1863. 
Ward,  Charles. 

Acting  Third  Assistant  Engineer,  11  June,  1804.     Deserted  March,  1865. 
Ward,  Charles  C. 

Acting  Assistant  Paymaster,  1  December,  1864.     Mustered  out  12  August,  1865. 
Ward,  Dnnicl. 

Acting  Third  Assistant  Engineer,  18  February,  1864.     Honorably  discliarged  8  Oc- 
tober, 18G5. 
Ward,  Daniel. 

Mate,  17  January,  1862.     Boatswain,  11  December,  1872. 
Ward,  E.  C. 

Professor,  4  Marcli,  1835.     Resigned  28  April,  1848. 
Ward,  Edward  C. 

Midshijiman,  2  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
8  September,  1841.     Dismissed  25  March,  1851. 
Ward,  Elijah. 

Acting  Assistant  Paymaster,  12  May,  1863.     Mustered  out  12  December,  1865. 
Ward.  George  W. 

Acting  jMaster,  21  October,  1861.     Dismissed  11  October,  1863. 
Ward.  Henry. 

Jliilshipmau,  9  November,  1813.     Lieutenant,  5  March,  1817.     Died  !)  Juiy,  1825 
Ward,  .lames. 

Acting  Third  Assistant  Engineer,  4  January,  1862.     Honorably  discharged  S  Dc 
cember,  1865. 
Ward,  James  II. 

Miilshipman,  4  JIarch,  1833.  Passed  Midshipman,  23  3Lnrch,  1820.  Lieutenant, 
3  March,  1831.  Commander,  9  Sei^tember,  1853.  Killed  in  action  27  June,. 
1861. 
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War«i,  John. 

Assistant  Surgeon,  28  April,  1848.     Passed   Assistant  Sargeon,  33  April,   185-1. 
Resigned  3  April,  1861. 
Ward,  John  H. 

Acting  Third  Assistant  Engineer,  9  January,  1865.     Honorably  discharged  31  0(;- 
tober,  1865. 
Ward,  Jos. 

Gunner,  27  December,  1834.     Dismissed  8  March,  1836. 
Ward,  Poter  T. 

Carpenter,  8  June,  1S70. 
Ward,  Kobert. 

MidshipuKiii,  18  May,  1800.     Dismissed  10  October,  1811. 
Ward,  ^tillinan  W. 

Mate,        November,  1862.     Acting  Ensign,  8   August,  1804.     Resigned  30  May, 
1865. 
Ward,  Thomas;. 

Sailmaker,  25  September,  1879. 
Ward.  William. 

Saiimaker,  14  August,  18c4.     Died  34  May,  1844. 
Ward,  William. 

Midsliipnian,  1  February,  1820.     Passed  Midshipman,  28  April,  18.32.     Lieutenant,. 
8  March,  1S37.     Died'lO  June,  1838. 
Ward.  William  G. 

Mate,  13  March,  1805.     Honorably  discharged  4  September,  1805. 
Ward,  William  H. 

Midshipman,  7  April,  1847.     Resigned  10  December,  1852. 
Ward,  William  H. 

Mi(lshi]]nuin,   17  February,  1849.    Passed  Midshipman.  12  June,   1855.     Master, 
10  September,  1855.     Lieutenant,  9  September,  1856.     Dismissed  10  July,  1861. 
Ward,  William  H. 

Mate,  1  October,  1862.     Resigned  18  January,  1864. 
WardHl,  Z.  P, 

Midshipii.an,  1  March,  1826.     Cashiered  10  December,  1830. 
Warden,  Halsten. 

Acting  Tliird  Assistant  Engineer,  20    December,  1801.      Appointment   revoked 
(Sick,)  21  May,  1862. 
Wardle.  K.  C. 

Assistant  Surgeon,  10  December,  1814.     Drowned  in  August,  1810. 
Wardrop.  Williaiii. 

Acting  Ensign,  29  October,  1862.     Appointment  revoked  (Sick,)  26  January,  1864. 
Ware.  Charles  F. 

Acting  Ensign,  16  September,  1864.     Resigned  3  May,  1865. 
Ware,  Edward  H. 

Acting  Assistant   Surgeon,  27  April,   1806.     Assistant  Surgeon,   18  June,   1866. 
Passed  Assistant  Surgeon,  10  June,  1870.     Surgeon,  25  Novembei-.  1ST7.     Died 
13  August,  1878. 
Ware.  Joseph. 

Acting  Ensign,  19  May,  1864.     Honorably  discharged  30  September,  1865. 
Ware,  Paul,  Jr. 

Actiu.g  Ensign,  18  December,  1803.     Honorably  discharged  30  September,  1865. 
Ware,  Thomas  Jl. 

Purser,  38  June,  1843.     Dismissed  13  June,  1801. 
Warfield,  Anderson. 

Surgeon,  1  July,  1799.     Discharged  31  August,  1801,  under  Peace  Establishment 
Act 
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Ttai-neld.  Lot. 

Midsliii.iiiaii,  Hi  .hilv.  ITiili.     Disciiargf.I  :i  Jiil>.  KSQl. 
'\V:ire1:aiii.  Richard. 

Acting  Tliird  Assistant  Engineer,  25  September,  1863.     Acting  Second   Assistant 
Engineer,  3  June,  1865.     Honorably  discharged  15  November,  1805. 
IVarinK.  ArobibaKl  H. 

Midsliipnuui,  19  October,  1841.     Resigned  11  July,  1848. 
"IVarins'.  Ileiirj'. 

Acting  Ensign,  8  August,  1863.     Honorably  dischiirged  .S  Nr.vtmlier,  1865. 
Warins^  Horatio  S. 

Assistant  burgeon,  12  March,  1813.     Resigned  28  June,  1813. 
Waring,  Howard  S. 

Midshipman,  26  June,   1867.     Graduated    1   June.  1872.     Ensign.   15   July,  1873. 
Master,  12  July,  1878. 
Wark,  David. 

Midshipman,  20  June,  1806.     Last  appearance  on   Rironls  of  Navv  Dep.irtnient, 
5  December,  1806. 
Warley,  Alexander  F. 

Midshipman,  17  February,   1840.     Passed  Midshijiman,   11  July,   1840.     Master, 
1   March,   1855.      Lieutenant,   14   September.    1855.      Resigned  24  December, 
1800. 
Warner,  Charles  K. 

Acting  Third  Assistant  Engineer,  11  December.  1863.     Third  Assistant  Engineer, 
1  February,  1865.     Resigned  li  October,  1806. 
Warner,  Francis  W. 

Acting  Second  Assistant  Engineer,  3  June,  1861.    Acting  First  Assistant  Engineer, 
30  Julj',  1863.     Honorably  discharged  24  December,  1805. 
Warner,  Franklin  C 

Acting  Ensign,  7  July,  1864.     Resigned  26  February,  1867. 
Warner,  Cteorge  H. 

Acting  First  Assistant  Engineer,  16  July,   1803.     Appointment  revoked   (Sick,) 
22  December,  1863. 
Warner,  Ifenry,R. 

Midshipman,  28  June,  1812.     Lieutenant,  5  March,  1817.    Cashiered  1 1  December, 
1824. 
Warner,  Hiram. 

Acting  Third  Assistant  Engineer,  27  September,  1802.     Acting  Second  Assistant 
Engineer,  6  October,  1863.     Acting  First  Assistant  Engineer,  31  August,  1864. 
Resigned  7  January,  1865. 
Warner,  James  TK, 

Third  Assistant  Engineer,  6  February,  1851.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     First  Assistant  Engineer,  26  June,  1850.     Chief  Engineer,  6  De- 
cember, 1859.     Name  stricken  from  the  Rolls,  8  July,  1861. 
Warner,  John. 

Lieutenant,  2  October,  1798.     Last  appearance  on  Records  of  Navy  Department, 
29  November,  1798. 
Warner,  John. 

Master,  15  "September,  1813.     Died  24  August,  1814. 
Warner,  John  E. 

Acting  Assistant  Surgeon,  28  July,  1863.     Resigned  12  November,  1864. 
Warner,  Oswald. 

Acting  Assistant  Surgeon,  18  December,  1861.     Resigned  9  June,  1864. 

Warner,  Rnssell. 

Acting  Tliird  Assistant  Engineer,  11  November.  1864.     Resigned  17  May,  1865. 

Warner,  Samuel  P.  jV. 

Acting  Assistant  Pavmaster,  30  June,  1862.     Dismissed  19  February,  1863. 
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Warnick,  William  F. 

Mate,  9  June,  1864.     Honorably  discharged  0  December.  1866. 
Warrcl,  Tliomas  W. 

Midshipman,  4  July,  1805.     Dismissed  7  January,  1807. 
Warrpii,  Angiisfns  A. 

Sailmakcr,  13  September,  1853. 
Warren,  Benjamin  H. 

Cadet  Engineer,  Naval  Academy,   1   October,   1871.      Graduated  30  May,   1874. 
Assistant  Engineer,  26  February,  1875.     Retired  list,  11  June,  1878. 
Warren,  Chadbnrn  H. 

.\cting  Third  Assistant  Engineer,  30  April,  1864.     Resigned   (Sick.)  15  October 
1864. 
Warren,  Charles  S. 

Acting  Assistant  Paymaster,  17  December,  l^i61.     Resigned  14  November,  1863. 
Warren,  Epiiraim  R. 

Acting  Ensign,  5  January,   1863.      Honorably   discharged   18  September,    1865. 
Acting  Ensign,  1  May,  1866.     Mustered  out  15  October,  1867. 
Warren,  George  A. 

Acting  Assistant  Surgeon,  8  July,   1864.     Honorably  discharged  14  September, 
1865. 
Warren,  H.  G. 

Mate,  14  December,  1863.     Resigned  35  July,  1863. 
Warren,  Isaac. 

Acting  Master,  1861.     Resigned  33  July,  1863. 
Warren,  Joslina  I>. 

Acting  Master,  3  October,  1861.     Acting  Volunteer  Tjieutenant,   13  May,  1863. 
Resigned  21  October,  1864. 
Warren,  IVahuni. 

Master's  Mate,  6  February,  1815.     Died  10  June,  1843. 
Warren,  O.  B. 

Acting  Master,  23  March.   1863.      Appointment  revoked  fSick,)   23  November, 
1864. 
Warren.  Robert. 

Lieutenant,  13  July,  1799.     Discharged  10  May,  1801. 
Warren,  Sylvanus. 

Acting  Sec(nid  Assistant  Engineer,  21   May,  1863.     Honorably  discharged  39    De- 
cember, 1865. 
Warrington,  Franklin  C 

Acting  Third   Assistant   Engineer,   10   December,  1863.     Honorably   discharged 
14  November,  1865. 
Warrington,  Joseph  H. 

Third  Assistant  Engineer,  31  May,  1857.     Resigned  1  February,  1860. 
Warrington,  Liewis,  Jr. 

Purser,  13  September,  1841.     Dismissed  11  June,  1863. 
Warrington,  Liewis. 

Midshipman,   6   January,    1800.      Lieutenant,   7   February,    1807.      Commander, 
24  July,  1813.     Captain,  33  November,  1814.     Died  13  October,  1851. 
Warrington,  Miles  K. 

Midshipman,   30   January,   1838.      Passed  Midshipman,  20  May,  1844.     Master, 
3  December,  1851.     Lieutenant.  16  DecmlK']-.  1852.     Dismissed    IS  July,  185iJ, 
Lieutenant,  21  December,  1859.     Died  20  September,  1860. 
Washburn,  Alfred. 

Acting  Master,  28  December,  1861.     Died  14  May,  1865. 
Washburn,  Henry  W. 

Acting  Master,  36  February,  1862.     Honorably  discharged  3  April,  1866. 
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Wa!^lilMirn,  Saiiinol  K. 

Act iii<;  Master,  11  November,  1801.     Dismissed  30  December,  18G1.     Re-appointocI 

11  .laiuiary,  IbCi'i.     Actinic  Volunteer  Lieutenant,  21  January,  isf;4.     Honorably 
discharged  24  October,  18IJ.5. 

Waslibiirne,  diaries  P. 

Acting  Master,  21  January,  1802.     Appointment  revoked  (Sick,)  20  July,  1SG4. 
Wa<4iii>urne,  Cornelius. 

:Mate,   7   January,    1802.     Acting  Ensign,   11   December.  1862.     Honorably   dia- 
cbarged  10  December,  1865. 
Wasliiiig^toii,  Railo.y. 

Surgeon,  24  July,  1813.     Died  4  August,  1854. 
Washington.  11.  W.  M. 

Assistant  Sur£;enn,  17  A])ril,  1856.     Passed  Assistant  Surgeon,  25  March,   ISOL 
Dismissed  10  May,  1801. 
Washington,  Richard. 

Acting  Assistant  Paymaster,   IS   July,    18G1.     Assistant  Paymaster,  24   August, 
1801.     Paymaster,  14  April,  1862.     Pay  Inspector,  28  August,  187C>. 
Washington,  !S.  A. 

Midshipman,  1  November,  1826.     Resigned  17  April,  1834. 
Washington,  S.  S. 

Midshipnum,  1  December,  1828.     Lost  in  the  "  Homet,"  10  September,  1829. 
Washington,  S.  W. 

Midshipman,  13  November,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Alexandria. 
Washington,  T.  M. 

Midshiiiman,  21   October,  1824.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 

12  January,  1^80.     Resigned  17  August,  1838. 
Washington,  W.  S.  J. 

Midshipman,  5  Februai'y,  1812.     Dismissed  1  May,  1828. 
Wass<»n,  Alonzo  M.  li. 

Acting  Third  Assistant  Engineer,  18  April,  1863.     Honorably  discharged  7  No- 
vember, 1805. 
Wasson,  William. 

Acting  First  Assistant  Engineer,  17  November,  1802.     Died  7  July,  1863. 
Waterhury.  Saiitnel  A. 

Acting  Master,  8  Jlay,  1802.     Resigned  25  April,  1805. 
Waterman,  Linciiis  A. 

Acting  Ensign,  29  June,  1803.     Honorably  discharged   13  August,  1805.     Acting 
Ensign,  1]  December,  1800.     Mustered  out  20  March,  1809. 
Waterman,  Ruins.  Jr. 

Midshipman,  25  September,   1801.     Graduated  Juno,   ISOO.     Ensign,   12  March, 
ISOS.     Master,  21  March,  1809.     Lieutenant.  21  March.   1870.     Resigned   8  De- 
cern lier,  187'.. 
Waterman,  William  li. 

Acting  Third  Assistant  Engineer,   19  Sejitember.    1802.     Appointment  revoked 
15  February,  1805. 
Waters,  John  ii. 

Mate,   10   September,    1862.       Acting   Ensign,   28   November,    1802.       Resigned 

13  April,  1864. 
Waters,  Kirven. 

Midshipman,  1   September,  1811.     Lieutenant,  30  June,  1814.     Died,  of  wounds 
received  in  action,  26  Sejitember,  1815. 
Waters.  IViolioIas  R. 

Midshijjman,  1  November,  1827.     Resigned  0  October,  1832. 
Waters.  WiSlisBim. 

Hnatswaiii,  s  Di'i'cniber.  1835.     Died  7  September,  1S51. 
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Walkeys,  Edward  H. 

Acting  Eusigu,  13  January,  1863.     Died  30  .luly,  1804. 
Watkins$,  C'lareiiot'. 

Midshipman,  1  December,  1828.     Died  19  .Tuly,  1834. 
Watkin««,  FrasniU!«. 

Midsiiipman,  1  .hinuary,  1812.     Resigned  1  Deeember,  1817. 
Wafkins,  SJeorge  B. 

Acting  Assistant  Paymaster,  31  December,  1803.     Honorably  discharged  5  Deccm- 
ber,"lS65.     Pessed  Assistant  Paymaster,  23  .Inly,  1S(J(>.     Paymaster,  10  February, 
1870. 
Watkins,  Henry  J. 

Acting  Tliird  Assistant  Engineer,  24  September,  1862.     Acting  Second  Assistant 
Engineer,  17  August,  1864.     Honorably  discharged  25  September,  186-3. 
Watkins,  Mayo  Carrington. 

Midshipman,  8  Mav,  1834.    Passed  Midshipman,  10  .Jnly,  1840.    Master.  32  March, 
1847.     Lieutenant,  1.5  July,  1847.     Died  19  September,  1860. 
IVatkins,  Milton  W. 

Saihnalier,  18  April,  1879. 
Wat  kins,  Tobiai^. 

Assistant  Surgeon,  20  July,  1799.     Resigned  1  January,  1801. 
Watkiiis,  T.  Ka:«ooin. 

Gunner,  5  Octol>er,  l8"oi. 

Watinougia,  James  H. 

Acting  Midshipman,  24  November,  1843.     Purser,   12  December,  1844.     Pay  Di- 
rector, 3  March,  1871.     Acting  Paymaster  General,  1  March,  1873,  to  23  Febru- 
ary, 1877.     Paymaster  General,  23  February,  1877,  to  17  November,  1877. 
Watniongii,  Pendleton  O. 

Midshipman,  20  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 
14  September,  1855.    Lieutenant,  15  September,  1855.    Resigned  26  April,  1859. 
Acting  Lieutenant,  13  May,  1861.     Lieutenaut-Commander,  10  July,  1802.     Re- 
signed 28  July.  1865. 
Watniotigb,  William  ^. 

Acting  Assistant  Paymaster,  7  November,  1862.     Assistant  Paymaster,  30  June, 
1864.     Paymaster,  4  May,  1866. 
Watson,  Andrew  J. 

Purser,  1  May,  18:!1.     Lost  in  ^'Levant"  18  September,  1800. 
Watson,  A.  Engenc. 

Purser,  31   Aumist,  1836.     Retired  list,  1.5  Nove'nber,  1863.      Pay  Director  on 
Retired  list,  3  March,  1871.     Died  10  July,  1876. 
Watson,  Charles  F. 

Mate,  25  August,  1863.     Acting  Ensign,  19  January,  1863.    Honorably  discharged 
9  November,  1868. 
Watson,  BaTid. 

Acting  Assistant  Surgeon,  14  September,  1863.     Resigned  3  July,  1805. 
Watson,  Ensenp  W\ 

Acting  En  i-n,  18  September,  1863.     Ensign,  13  March,   1868.     Master,   18   De- 
cember, 18iis.     Lieutenant,  21  March,  1870. 
Watson,  E.  W. 

Act'ing  Master,  25  June,  1882.     Resigned  30  August,  1863. 
Watson,  Frank. 

Mate,  13  Mav,  1863.     Acting  Ensign,  39  March,  1364.      Appointment  revoked 
(Sick,)  25.1anuary,  1865. 
Watsonc,  Fr!3nk. 

Sailmaker,  3  March,  1877. 
Watson.  George  W. 

Acting  Master,  27  May,  18G1.     Resigned  4  November,  1861. 
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Watson,  Henry. 

Mate,  9  December,  180;!.     Honorahly  discliurged  1  November,  ISliS. 
Watson,  James. 

Boatswain,  9  March,  IHO'J.     designed  9  April,  1H07. 
Watson,  James. 

Midshipman,  18  Juue,  IfSl'i.     Discharged  from  the  Service  0  July,  1813. 
Watson,  James. 

Boatswain,  date  not  known.     Died  ol  December,  1819. 
Watson,  James  M. 

Midshipman,  1  February,  1823.     Passed   Midshipman,  23  March,  1839.     Lieuten- 
ant, 30  December,  1831.     Reserved  list,  13  September,  1855.     Commander  on 
Reserved  list,  1  February,  1861.     Commodore,  Retired  list,  4  April,  1SG7.    Died 
17  April,  1873. 
Watson,  James  P. 

Lieutenant,  13   February,  1799.     Last   appearance   on  Records  of  Navy  Departs 
meut,  27  November,  1800. 
Watson,  J.  Crittenden. 

Acting  Midshipman,  29  September,  1856.     Midshipman,  15  June,  1860.     Master, 
19    September,    18G1.     Lieutenant,    16    July,    1862.      Lieutenant-Commander, 
25  July,  1806.     Commander,  23  January,  1874. 
Watson,  Jobn. 

Carpenter,  29  July,  1799.     Warrant  given  up. 
Watson,  Jolin  1,. 

Chaplain,  8  August,  1855.     Retired  list,  21  December,  1861. 
Watson,  John  S.,  1st. 

Acting  Master,  9  September,  1861.     Acting  Volunteer  Lieutenant,  7  August,  1865. 
Honorably  discharged  21  October,  1866. 
Watson,  John  S.,  Snd. 

Acting  JIaster,  17  November,  1863.     Acting  Volunteer  Lieutenant,  3  June,  1864. 
Honorably  discharged  30  October,  1865. 
Watson,  Joseph. 

Purser,  26  May,  1824.     Died  16  February,  1831. 
Watson,  Joseph. 

ActiE  J  Assistant  Paymaster,  18  August,  1862.     Honorably  discharged   7  Novem- 
ber 1865. 
Watson,  Joshna. 

Midshipman,  4  July,  1805.     Died  1  June,  1811. 
Watson,  M.  D.  E.  W. 

Midshipman,  21  October,  1831.     Dismissed  20  May,  1836. 
Watson,  Benben  Ci. 

Acting    Third    Assistant    Engineei',   4   October,    1864.      Honorably    discharged 
29  August,  186.5. 
Watson,  Thomas  O. 

Acting  Ensign,  Id  June,  1864.     Honorably  discharged  33  February,  1867. 
Watson,  W.  Ars.yle. 

Acting  Assistant  Surgeon,  21  May,  1861.     Resigned  3  February,  1,'^64. 
Watson,  wasiiam. 

Acting  Ma-,tur,  311  August,  1861.     Resigned  29  July,  1863.     Re-appointed  •)  A  ugust. 
1862.     Honorably  discharged  29  October,  1865. 
Watson,  William  II. 

Midshipman,   1   January,  1808.     Lieutenant,  7  .March,  1813.     Died  13  Septeml>er, 
1823. 
Watters,  II.  H. 

Midshipman,  1  June,  1826.     Resigned  16  March,  1S30. 
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Walters,  John. 

Midshipman,  13  February,  1840.     Passed  Midshipman,  8  June,   1853.     Master, 

15  September,  1855.     Lieutenant,  l(i  September,  18-'55.     Lieutenant-Commamlir, 

16  July,  1863.     Commander,  25  July,  1866.     Died  22  January,  1874. 
Watters,  Joseph. 

Third  Assistant  Enscineer,  32  October,  1860.     Second  Assistant  Engineer,  8  Dc 
ceniber,  1863.    First  Assistant  Engineer,  1  December,  1864.     Died  13  September, 
1866. 
Watters,  William  H. 

Acting  Third  Assistant  Engineer,   17  November,   1864.     Honorably  discharged 
27  October,  1865. 
WatHes.  Charles  T. 

Midshipman,  1  May,  1833.     Died  10  November,  1833. 
Watts,  Andrew  C 

Mate,  39  November,  1864.     Resigned  9  May,  1865. 

Watts,  Edward. 

Midshipman,  18  June,  1813.     Last  appearance  on   Records  of  Navy  Department, 
35  September,  1815.     Killed  by  a  fall  from  masthead. 
%watts    Cireor&^e. 

Master,  30  April,  1813.     Killed  in  action  38  November,  1813. 

Watts,  H.  K. 

Acting    Assistant    Surgeon,   39     .Vpril,    1864.      Honorably   discharged   2    April, 
1866. 
Watts.  James  £. 

Third  Assistant  Engineer,  17  March,  1863.     Second  Assistant   Engineer,  28   Sirp- 
tember,  1864.     Drowned  9  July,  1871. 
Watts,  Joseph. 

Acting  Third  Assistant  Engineer,  9  July,  1863.     Acting  Second  Assistant  Engi- 
neer, 21  October,  1864.     Resigned  13  May,  1865. 
Watts,  Thomas. 

Master,  9  February,  1809.    Last  appearance  on  Records  of  Navy  Department,  1H15. 
Charleston,  S.  C. 
Watts,  William. 

Midshipman,  10  April,  1862.     Graduated  June,  1866.     Ensign,  12  March,   1868. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Wangh,  Alexander. 

Acting  Master,  6  December,  1861.     Appointment  revoked  13  January,  1864. 
Wangh,  Edward  J. 

Gunner,  1  July,  1861.     Dismissed  4  April,  1879. 
Wangh,  Jos. 

Midshipman,  30  November,  1814.     Resigned  31  February,  1815. 
Wangh,  William  F. 

Assistant  Surgeon,  3  April,  1873.     Resigned  1  April,  1870. 
Wanklin,  Henry. 

Acting  Third  Assistant  Engineer,  36   September,   1863.     Honorably  discharged 
21  September,  1865. 
Wanklin,  John  D. 

Acting  Third  Assistant  Engineer,  6  May,  1804.     Honorably  discharged  9  Decem- 
ber, 1865. 
Way,  Francis  S. 

Mate,  11  September,  1862.     Dismissed  18  January,  1864. 
Wayne,  Charles. 

Assistant  Surgeon,  29  August,  1835.     Died  19  August,  1828. 
Wayne.  T.  S. 

Midshipman,  1  January,  1825.     Resigned  18  December,  1837. 
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Wayne,  M'illiam  A. 

Midshipman,  27  October,  1833.     Passed   Midshipman,  8  July.  1839.     Lieutenant, 

4  .June,  1844.     Resigned  1  May,  18G1 
Wayine.  M'illiaiii  C 

MidsliipnuiM,  17   DtcemlK'r,  1810.     Last  appearance  on   Hecorcis  of  Xa'-y  Depart- 
ment, 18Io.     Slo(ip  "  Urtijo." 
Weaver,  Aaron  W. 

Midslii'Muun.  10  Jlay,  1848.     Passed  Midshipman,  15  June.  18-54.     :Master,  15  Scp- 
teiiiljer,   ls55.     J.ientenant,    11    September,   1855.     Lieutenant-Commander.    IC 
Jul}',  1863.     Coinnuuider,  23  July,  1866.     Captain  8  August,  1876. 
Wearer,  Cliarles  II. 

Mate,  7  .January,  lS(i'^.     Resigned  23  June,  1863. 
Weaver,  Calvin  IS. 

Acting  Second  Assistant   Engineer,   10   October,   1863.      Honorably  discharged 

19  September,  1865. 
W'eaver,  I>.  Edward. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Acting  Chief  Engineer,  9  June, 
1803.     Resigned  26  July,  1864. 
Weaver.  George  F. 

Midshipman,  3  August,  1816.     Died  5  October,  1825. 
Weaver,  James  IS. 

Midshipman,  30  November,  1861.     Graduated  November,  1864.     Ensign,  1  No- 
vember, 1806.     Muster,  1  December,  1806.     llesigned  4  December,  1807. 
Weaver,  'Santnel. 

Acting  Second  Assistant  Engineer,  9  December,  1803.     Honorably   discharged 

20  October,  1805. 
Weaver,  W  illiain  A. 

Midshipman,  4  February,  1811.     Lieutenant,  37  April,  1810.     Cashiered  27  No- 
vember, 1824. 
Weaver,  William  Dixon. 

Cadet  Engiucer,   Naval   Academy,   14   September,   1876.      Graduated    10  June, 
lt<80. 
Weaver,  William  II. 

Midshipman,  I'J  October,  1841.     Passed  Midshipman,  10  August,  1847.    Died 
24  September,  1851. 
W^eaver,  William  fj. 

Mate,  7  January,  1803.     Resigned  23  June,  1863. 
Wel>l»,  Cliarles. 

Assistant  Surgeon,  30  March,  1800.     Surgeon,    19   November,    1800.     Cashiered 
10  July,  It^Ol. 
Wel>l».  Ciiarles  li. 

Acting  Assistant  Paymaster,  17  December,  1801.     Appointment  revoked  (Sick,) 
13  bfcemlier,  1802. 

Webb,  Francis  R. 

Acting  Knsii^u,  14  October,  1863.     Acting  Master,  33  January,  1864.     Honorably 
discharged  4  October,  1805. 

Webb,  Gilbert. 

Acting  ThJid  Assistant  Engir>eer,  8  August,  1803.     Resigned  15  August,  1865. 
Webb.  Henry. 

M..te,  7  Maich,  1864.     Dismissed  11  April,  1805. 
Webb,  JiiKies. 

Suilmakcr,  1 1  November,  ]7n8.    Last  appearance  on  Records  of  Navy  Department, 

5  December,  171)8.     Discharged. 
W^ebb,  Janses  P. 

Midshipman,  3  April,  1804.     Resigned  15  May,  1806. 
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TVebb,  James  R. 

Acting  Second  Assistant  Engineer,   27   Januarj',   1863.     Honorably   discharged 
28  October,  18G.5. 
Webb,  John. 

Boatswain,  12  November,  1799.     Discharged    14   September,  1801,  under   Peace 
Establishment  Act. 
Webb,  John  B. 

Acting  Assistant  Paymaster,  9  March,  1803.     Dismissed  10  November,  1863. 
Webb,  John  M. 

Carpenter,  21  January,  1840.     Died  16  -June,  1847. 
Webb,  John  S. 

Midshipman,  4  June,  1799.     Discharged  5  June,  1801,  under  Peace  Establishment 
Act. 
Webb,  Robert  JLesIie. 

Third  Assistant  Engineer,  11  February,  1862.     Second  Assistant  Engineer,  15  Oc- 
tober, 1803.     Dropped  9  March,  1868.      Restored  to  original  place,  6  April, 
1868.     Died  13  June,  1870. 
Webb,  Thomas  E. 

Assistant  Naval  Constructor,  27  February,  1865.     Naval  Constructor,  17  July,  18C8. 
Webb,  Thomas  T. 

Midshijiman,   1  January,   1808.      Lieutenant,   19  December,   1814.      Commander. 

8  March,  1831.     Captain,  8  March,  1841.     Died  11  April,  1853. 
Webb,  Thomas  M. 

Mate,  5  September,  1863.     Appointment  revoked  (Sick.)  24  October,  1864. 
Webb,  William  A. 

Midshipman,   26   January,   1838.     Passed   Midshipman,   3   July,  1845.     Master. 

9  October,  1853.     Lieutenant,  13  June,  1854.     Resigned  17  May,  1861. 
Webb,  William   H. 

Mate,  19  June,  1863.     Acting  Ensign,  37  January,  1864.     Ensign,  13  March,  1868. 
Master,  18  December,  1868.     Lieutenant,  31  March,  1870. 
Webber,  George  C 

Acting  Assistant  Surgeon,  14  November,  1863.     Honorably  discharged  13  July. 
1865. 
Webber,  John. 

Gunner,  20  May,  1853.     Died  28  November,  1869. 
Webber,  John  J.  N. 

Acting  Master,  28  December,  1861.     Dismissed  24  June,  1863. 
Webber,  8amnel  G. 

Assistant  Surgeon,  23  May,  1862.     Resigned  10  April,  186r,. 
Webber,  William   E. 

Acting  Gunner,  9  September,   1863.     Honorably  discharged  38  February,  1866. 
Gunner,  27  August,  1873. 
Weber,  Jiawrence. 

Acting  Ensign,  13  January,  1864.     Resigned  33  October,  1864. 
Weber,  Robert  li. 

Assistant  Surgeon,  20  May,  1859.     Passed  Assistant  Surgeon,  17  December,  1862. 
Surgeon,  25  January,  1863.     Retired  list,  33  November,  1863. 
Webster,  Ednin. 

Acting  Assistant  Paymaster,  19  April,  1864.    Honorably  discharged  36  September, 
1865. 
Webster,  Harrie. 

Acting  Third  Assistant  Engineer,  8  February,  1863.  Third  Assistant  Engineer, 
30  May,  1864.  Retired  list,  29  December,  1865.  Restored  to  Active  list  as  Third 
Assistant  Engineer,  with  original  date  and  position,  26  January,  1866.  Second 
\ssistant  Engineer,  1  January,  1868.  Passed  Assistant  Engineer,  39  October, 
1874. 

4" 
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Webster,  H.  C. 

Mate,  19  September,  1801.     ])ifMl  19  September,  1S62. 
Webster,  John. 

Acting  Third  Assistant  Enjj-.iKor.  2  July,  18GC.     HonoralMy  discliargcd  3-1  Decem- 
ber, 18G5. 
Webster,  John  A. 

Master,  1  March,  1814.     Discharged  15  April,  1815. 
Webster,  John  Ti. 

Acting  Assistant  Paymaster,  9  October,  1SG2.     Resigned. 
Webster,  Liewis  D. 

Midshipman,  26  September,  18G3.     Graduated  June,  1807.     Ensign,  IS  December, 
1808.     Master,  21  March,  1870.     Lieutenant,  21  Mareli.  1 87 ! .    ]{esigned  28  Feb- 
ruary, 1873. 
Webster,  :^IiIton. 

Acting  Ensign,  24  June,  18G3.     Honorably  discharged  19  September,  K-G7. 
Webster,  IVelson. 

Midshipman,  16  January,  1809.     Lieutenant,  9  December,  1814.     Died  24  August. 
1825. 
Webster,  Tbaddens  D. 

Acting  Third  Assistant  Engineer,  4  January,  1862.     Ilesigned  19  October,  1864. 
Webster,  Walter  A. 

Acting  Third  Assistant  Engineer,  27  December,   1864.     Ilonorablv  discharged 
14  September,  1865. 
Webster,  William  E. 

Acting  Third  Assistant  Engineer,  23  March,  1863.     Honorably  discharged  12  No- 
vember, 1868. 
Wedderburm,  A.  J. 

Assistant  Sursjeon,  22  December,   1835.     Passed  Assistant  Surgeon,   1   Januan. 
1842.     Resigned  14  June,  1844. 
Wederstrandt,  P.  C. 

Midshipuiiin,  10  March,  1798.    Lieutenant,  25  June,  1800.    Commander,  27  August. 
1807.     Resigned  2  May,  1810. 
Weed.  John  B. 

Midshipman,  13  December,  1837.     Dismissed  13  July,  1838. 
Weed,  Joseph  D. 

Mate,  33  January,  1862.     Resigned  (Sick,)  26  March,  1863. 
Weeden,  George  W. 

Acting  Master,  4  December,  1861.     Resigned  5  August,  1863. 
Weeden,  Charles  li. 

Mate,  26  March,  1863.     Acting  Ensign,  18  June,  1804.     Resigned  3  December. 
1804. 
Weeks,  Benjamin  >S. 

Acting  Master,  20  December,  1801.     Resigned  18  A_pril,  1805. 
Weeks,  Edninnd  C 

Acting  Master,  4  September,  1801.     Resigned  6  July,  1864. 
Weeks,  George  M. 

Acting  Assistant  Surgeon,  1  July.  1862.     Resigned  18  November,  1863. 
Weeks,  James  C 

Acting  Ensign,  22  June,  1863.     Honorably  discharged  5  November.  1865. 
Weems,  Edward  D. 

Third  Assistant  Engineer,  25  March,  18G3.     Second  Assistant  Engineer,  1  Novem- 
ber, 1803.     Resigned  6  September,  1867. 
"Weems.  John. 

Midshipiiian,  1  JLirch,  1825.  Resigned  20  June,  1827.  Midshipman,  4  August, 
1837.  Passed  Midshipman,  10  Jane,  1833.  Lieutenant,  23  December,  l>::;s. 
Died  29  Mav,  1840. 
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Weeuis,  :x^.  T. 

Assistant  Surgeon,  21  September,  1802.     Surgeon,  1  -July,  1803.    Resigned  30  Foli- 
ruury,  1800. 
Weeiiis.  Rollsi. 

Midsliipnuin,  1  .January,  1818.     Died  October,  1823. 
Wegiiiaiiii.   llbert. 

Midshipman,  22  September,  1870.     Graduated  1  June.  1874.     Resigned  16  Jlarcli, 
1875. 
Weideiiberu.  Charles. 

Mate,  8  April,  1S63.     Acting  Ensign,  2  September,  1863.     Honorably  discharged 
16  Se])tember,  1865. 
IVeidnian.  John. 

Acting  Midshipman,  33  September,  1857.     Midshipman,  1  Jun«,  1861.     Lieuten- 
ant,  16   July,   1863.      Lieutenant-Commander,   35    July,   1866.      Retired    list, 
30  June,  1875. 
Weil,  Saiiinel  H. 

ActiUf,  Assistant  Surgeon,  13  January,  1863.     Resigned  23  Feliruary,  1865. 
Weir,  Andrew. 

Midshipman,  6  July,  1836.     Passed   Midshipman,!   July,  1843.     Master,  2   June. 
1849.     Lieutenant,  32  January,  1850.     Resigned  8  June,  1853. 
Weir,  Robert. 

Third  Assistant  Engineer,  25  August,  1863.     Second  .Assistant  Engineer,  30  Feb- 
ruary, 1864.     Resigned  19  June,  1865. 
Weir,  Robert  9IcQ. 

Acting  Second  Assistant  Engineer,  3  September,  1864.     Honorably  discharged 

20  May,  1868. 
Weisenthall,  T.  ¥. 

Assistant  Surgeon,  10  December,  1814.     Dismissed  7  April,  1839. 
Welch,  Aristides. 

Purser,  27  June,  1846.     Resigned  9  February,  1856. 
Welch,  Charles  P. 

Midshipman,  39  September,  1864.     Graduated  June,  1868.     Ensign,  19  April,  1869, 
Retired  list,  8  November,  1873. 
Welch.  Daniel. 

Mate,  1  October,  1863.     Died  18  March,  1863. 
Welch,  Daniel. 

Acting  Third  Assistant  Engineer,  29  April,  1864.     Honorably  discharged  28  Au- 
gust, 1865. 
Welch,  George  E. 

Acting  Volunteer  Lieutenant,  31  October,  1861.    Resigned  12  April,  1863.    Acting 
Volunteer   Lieutenant,   1   July,   1863.      Honorably   discharged    13   September, 
1865. 
Welch,  John  H. 

Acting  Ensign,  16  April,  1863.     Acting  Master,  1  August,  1864.     Honorably  dis- 
charged 10  December,  1865. 
Welch,  William. 

Mate,  13  June,    1864.     Honorably  discharged   15  May,  1866.     Mate,  30  August, 
1866.      Ensign,    13   March,   1868.      Master,   18   December,   1868.     Lieutenant, 

21  March,  1870. 
Welch,  William  E. 

Acting  Master,  4  November,  1861.     Dismissed  6  August,  1863. 
Welcker,  William. 

Acting  Third  Assistant  Engineer,  4  November,  1863.     Acting  Second  Assistant 
Engineer.  9  December,  1864.     Honorably  discharged  25  August,  1867. 

W^eld,  A.  D. 

Acting  Assistant  Paymaster,  fi  February.  1862.     DcmiI. 
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Weld,  Francis  M. 

Assistant  Surgeon,  22  ]\I:iy.  180)2.     Resigned  31  December,  1803. 
Wel<l,  Milliain  W. 

Mate,  19  Septeniljer,  1801.     Acting  Ensign,  20   Sejitember,  1802      Honorably  dis- 
charged 26  December,  ISO.i. 
1Vel4leii,  James. 

blaster's  Mate,  23  April,  1800.     Aiipointnient  revoked  22  May,  1805. 
Weldoii.  William  H. 

Assistant  Pavuiaster,  20  Stptenibor.  1801.     Resigned  31  December,  1803. 
Welles,  Charles 

Mate,  28  July,  1802.     Acting  Ensign,  19  January,  18G4.     Honorablv  discharged 
24  August,  18G5. 
Welles,  Joseph  D. 

Mate,  13  September,  1802.     Acting  Ensign,  9  May,  1863.     Acting  Master,  7  No- 
vember, 1804.     Honorably  discharged  22  April,  1860. 
Wells,  Alexander  H. 

Midshipman,  14  December,  1831.     Drowned  30  November,  1830. 
Wells.  Benjamin  A. 

Assistant  Surgeon,  10  December,  1814.     Died  20  November,  1825. 
Wells,  Benjamin  F. 

Midshipman,  22  September,  1841.     Dismissed  28  August,  1849. 
Wells,  Bezaleel. 

Midshipman,   1  July,  1825.     Last  aiJjjearance  on  Records  of  Navv  Department, 
1820.     Dead. 
Wells,  Charles. 

Midshipman,  22  December,  1847.     Dropped  28  February,  1849. 
Wells,  Charles  C. 

Acting   Master,   5   October,   1861.      Honorably   discharged   21    December.    1800. 
Acting  Master,  11  December,  1866.     Mustered  out  16  May,  1807. 
Wells,  Charles  J.  S. 

Assistant  Surgeon,  24  January,  1862.     Passed  Assistant  Surgeon,  30  October,  1805. 
Surgeon,  0  July,  1872.     Died  1  January,  1881. 
Wells,  Charles  S. 

Mate,  18  December,  1863.     Died  28  April,  1864. 
Wells,  Clark  H. 

Midshipman,  25   September,   1840.     Passed  Midshipman.  11  July,  1846.     Master. 
1   March,   1855.      Lieutenant,   14   September,    1855.      Lieutenant-Commander, 
16  July,  1862.     Commander,  25  July,  1866.     Captain,   19  June,   1871.     Com- 
modore, 23  January,  1880. 
Wells,  Fdwin. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  18  December, 
1862.     First  Assistant  Engineer,  30  January,  1865.     Chief  Engineer,  31   Mav, 
1880. 
Wells,  E.  (i. 

JLite.     Dismissed  16  March,  i863. 
Wells,  Francis  S. 

Acting  Master,  8  June,  1861.     Acting  "Volunteer  Lieutenant,  7  May,  1863.     Acting 
Volunteer    Lieutenant-Commander,    27    May,    1865.      Honorably    discharged 
31  March,  1800. 
Wells,  Frederick. 

Acting  Assistant  Paymaster,  5  April,  1865.     Honorably  discharged  30  October, 
1865. 
%Vells,  George. 

Midshipman,  18  December,  1833.     Passed  Midshipman,  8  July,  1839.     Lieutenai  ;, 
20  September  1845.     Retired  4  Februarv,  1802.     Died  27  October,  1804. 
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Wells,  Henry. 

Assistant  Surgeon,  35  July,  1798.     Surgeon,  2  August,  1799.     Last  appearance  on 
Records  of  Navy  Department. 
Wells,  Henry. 

Midshipman,  30  June.  1806.     Lieutenant,  fl  January,  1813.     Resigned  8  February, 
1820. 
Wells,  Henry  M. 

Assistant  Surgeon,  30  July,  1861.      Passed  Assistant   Surgeon,  22  June,    1S04. 
Surgeon,  9  October,  1866. 
Wells.  Henry  X. 

Mate,  33  April,  1863.     Acting  Ensign,  17  February,  1864.     Honorably  discharged 
6  June,  1866. 
Wells,  Howard. 

Assistant  Surgeon,  10  December,  1873.     Passed  Assistant  Surgeon,  33  December, 
1876. 
Wells,  James. 

Surgeon,  24   April,   1799.     Last    appearance   on    Records  of  Navy  Department, 
11  January,  1806.     Dead. 
Wells,  John  C. 

Acting  Iilaster,  36  February,  1863.     Acting  Volunteer  Lieutenant,  10  July,  1865. 
Honorably  discharged  21  November,  1865. 
Wells,  John  C. 

Acting  Third  Assistant  Engineer.  17  Octolier,  1863.     Ilonoralily  discharged  3  No- 
vember, 1865. 
Wells,  John  T. 

Acting  Assistant  Surgeon,  1  June,  1871.     Resigned  1  September,  1874. 

Wells,  Joseph  £. 

Acting    Second    Assistant    Engineer,    20    June,    1864.      Honorably   discharged 
21  August,  1865. 
Wells,  I>ynian. 

Acting  Master,  22  November,  1861.     Honorably  discharged  10  February,  1869. 

Wells,   Robert. 

Master,  8  September,  1798.     Last  appearance  on  Records  of  Navy  Department. 

Wells,  William. 

Lieutenant,  17  February,  1800.     Discharged  13  May,  1801    under  Peace  Establish- 
ment Act. 
Wells.  William  H. 

Acting  First  Assistant  Engineer,  24  August,  1803.     Resigned  1  August,  1864. 

Wells,  William  X. 

Acting  MastL-r,  19  September,  1861.     Honorably  dischargetl  26  (October,  1865. 

Wells,  William  R. 

Acting  Master,  33  October,   1862.     Acting   Volunteer    Lieutenant,   7    December, 
1803.     Honorably  discharged  5  September,  1865. 

Wells,  William  S.  . 

Third   Assistant  Engineer,   18   November,   1862.      Second   Assistant    Engineer, 
23  March,  1864.     Resigned  13  October,  1870. 
Welsh.  Edwin. 

Midshipnum,  1  May,  1823.     Resigned  11  August,  1835. 

Welsh,  CJeorge  P.  ^  ,     ,„,„     ., 

Midshipman,  4   September,  1840.     Passed  Midshipman,   11   July,  1846.     Master. 
13  August,  1854.     Lieutenant,  18  April,  1855.     Died  36  April,  1860. 

Welsh,  John. 

Boatswain,  4  January,  1833.     Died  in  1825. 

Welsh,  Joseph. 

Acting  Assistant  Surgeon,  10  September,  1864.     Dismissed  18  February,  I860. 
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Welsh,  Robert  P. 

Midshipuuiii,  1  April,  1828.     Resigned  6  July,  1835. 
WelHh,  Tbouias. 

Mate,  6  July,  18G3.     Acting  Ensign,  20   November,  18G4.     Honorably  di.«charged 
12  March,  1866. 
Wolish,  Thomas. 

Acting  Assistant  Surgeon,  1  September,  1861.     Resigned  ;;o  April.  IsOl. 
"Weltoii,  Henry. 

Gunner,  17  October,  1840.      Resigned  23  February,   184:3.      Gunner.   27  Marcli, 
1847.     Appointment  revolced  6  Marcli,  1848. 
Welton,  Henry. 

Acting  Ensign,  9  January,   1861.     Acting  Master,  4   January.    186."i.     Honorably 
discharged  3  October,  186.5. 
Welton,  Henry. 

Boatswain,  8  August,  1837.     Appointment  revolced  12  May,  1838. 
Weniple,  David  D. 

Acting  Midshipman,  24  September,  18.58.     Ensign,  25  November,  1862.     Lieuten- 
ant, 22  February,  1864.     Killed  24  December,  18G4. 
Wendell.  J.  W. 

Midshipman,  18  June,  1812.     Resigned  16  December,  1814. 
Wendell,  Tunis  D. 

Mate.     Resigned  13  December,  1862.     Mate,  23  July,  1864.     Died  22  June,   1871. 
Wentworth,  Jere.  C 

Mate,  2  March,  1863.     Acting  Ensign,  1  December,  1863.     Acting  Master,  29  June, 
1864.     Honorably  discharged  20  May,  1865. 
Wentrworth,  Lieonard. 

Carpenter,  5  June,  1861.     Dismissed  80  September,  1864. 
Wentworth,  Walter  W. 

Acting  Assistant  Surgeon,  28  April,  1863.     Honorably  discharged  28  November, 
1865. 
Werden,  Reed. 

Midshipman,  9  January,  1834.     Passed  Midshipman,  16  July,  1840.     Lieutenant, 
27  February,  1847.     Commander,  16  July,  1862.     Captain,  25  July,  1866.     Com- 
modore, 27  April,   1871.      Rear-Admiral,  4   February,  1875.     Retired  list,  27 
March,  1877. 
Werlhoff,  Theodore. 

Acting  Master,  15  May,  1862.     Honorably  discharged  10  August,  1865. 
Werlioli,  Peroival  J. 

Cadet  Midshipman,  6  June,  1873.     Graduated  18  June,  1879. 
Werner,  Theodore  J. 

^Miite,    1   Feliruarv,  18G3.     Acting  Ensign,  8  May,  1865.     Honorably  discharged 
30  November,  1868. 
Werner,  Joseph. 

Acting  Third  Assistant  Engineer,  3  January,  1863.     Honorably  discharged  4  Oc- 
tober, 1865. 
Wesoott,  William. 

Master,  4  December,  1800.     Last  appearance  on  Records  of  Navy  Department. 

Weseott,  William  H. 

Acting  Assistant  Surgeon,  4  August,  1862.     Assistant  Surgeon,  21  June,  1864. 
Resigned  27  April,  i8G5. 
Weskett,  Samnel. 

Acting  Ensign  and  Pilot,  1   January,  1865.     Honorably  discharged   14  August, 
1865. 
Wessels,  Frederick. 

Assistant  Surgeon,  11  March,  1829.     Died  15  November,  1834. 
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Wesson,  Oeoi'gc  91. 

Acting  Assistant  Paymaster,  21  July,  1802.     Resigned  4  Derember,  1863. 
West,  Abiier. 

Acting  blaster,  18  Dece;nber,  1801.     Resigned  20  June,  1863. 
West,  Alexander  F.   II. 

Acting   Ensign,  29   April,   18G3.      Resigned  25   March,   1864.      Acting   Ensign, 
21    April,  1864.      Honorably  discharged    14   October,   1805.      Acting  Ensign, 
31  Novembei-,  1860.     Mustered  out  14  May,  18GS. 
West,  Charles  H. 

Acting  Assistant  i-aymaster,  S>  December,  1801.     Resigned  28  December,  1864. 
West,  Cliflord  II. 

Midshipman,  23  September,  180:!.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
West,  George, 

Acting  Third  Assistant  Engineer,  10  June,  1862.     Resigned  6  June,  1863.     Acting 
Third  Assistant  Engineer,  8  November.  1864.     Honoralily  discharged  24  Sep- 
tember, 1865. 
West,  tJeorge  E. 

Midshipman,  27  M°rch,  1880.     Resigned  24  June,  1844, 
West,  Creorge  S. 

Acting  Ensign,  6  December,  1802.     Died  0  August,  1803. 
West,  H. 

Mate,  29  July,  1802.     Appointment  revoked  (Sick,)  13  July,  1863. 
West,  Jantes. 

Mate,  4  November,  1863.     Acting  Ensign,  30  JIarcli,  1805.     Honoralily  discharged 
13  May,  1805. 
West,  Jaiues  E. 

Midshipman,  12  June,  1799.     Discharged   12  October,   1801,  under  Peace   Estab 
lishment  Act. 
West,  Job. 

Master,  12  May,  1813.     Resigned  4  October,  1813. 
West,  John. 

Acting  Master,  24  July,  1802.     Honorably  discharged  36  October,  1805. 

West,  John. 

Lieutenant,  4  July,  1798.     Resigned  23  .lanuary.  1799. 

West,  John  W. 

Midshipman,  3  November,  181S.  Lieutenant,  3  March,  1827.  Dismissed  23  No- 
vember, 1844.     Master..  19  March,  1847.     Died  24  November,  1852. 

West,  John  W. 

Midshipman,  3  November,  1318.     Lieutenant,  3  March,  1827.     Dismissed  22  No- 
vember, 1844. 
West,  liOwis. 

Acting  Master,  23  August,  1801.     Resigned  25  March,  1865. 

West,  Montgomery. 

Acting  Third  Assistant  Engineer,  9  September.  1863.  Honorably  discharged 
37  October,  1865. 

West,  Nathsamiel  T. 

Midshipman,  18  February,  1844.      Passed  Midshipman,   10  August,   1847.     Re- 
served Hst,  13  September,  1855.    Ensign  (retired.)  10  March,  1803.    Commander, 
Reserved  Hst,  4  April,  1867. 
West,  Thomas. 

Acting  Ensign,  3  January,  1864.     Honorably  discharged  38  October,  1805. 

West,  William  C. 

Midshipman,  30  January,  1841.  Passed  Midshipman,  10  August,  1847.  i\Iaster, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1802.  Retired  List,  26  April,  1806.  Commander  on  Retired  list, 
4  April, 'l807.     Died  32  June,  1879. 
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West,  William  H. 

Acting  Mastii-,   llj  ;M:iy,  ISCil.     Acting  Volunteer  Lieutenant,  24  February,  1863.. 
Acting  Viiliiiiteer  LiLUtenaut-Commander,  30  November,  1864.     Honorably  dis- 
charged 24  October,  1865. 
West,  William  H.  Ci. 

Tliird  Assistant  Engineer,   13  May,  1861.     Second  Assistant  Engineer,  19  Feb- 
ruary, 18'i3.     First  Assistant  Engineer,   1   January,   1865.     Drowned  at  Cape 
3Iay",  19  July,  1873. 
Westcott,  Bayse  ]V. 

Midshipman,  5  December,  1837.     Passed  Midshipman,  29  June,  1843.     Master, 
18  Octolier,   1850.     Lieutenant,  11   June,   1851.     Retired   list,   14  May,   1863. 
Commander,  Retired  list,  4  April,  1807. 
M'estontt,  Edward  R. 

.Voting  Ensign,  26  October,  1864.     Died  9  March,  1865. 
Westcott,  Hampton. 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,  1826. 
Westcott,  John  J. 

Acting  Ensign,  24  FeViruary,  1865.     Appointment  revoked  28  January,  1865 
Westcott.  R.  T. 

Acting  Ensign,  16  October,  1862.     Resigned  23  October,  1863. 
Western,  Henry,  Jr. 

Mate,  13  September,  1862.     Acting  Ensign,  7  June,  1805.     Honorably  discharged 
3  December,  1865. 
Westervelt,  Jacob. 

Acting  Master,  8  February,  1862.     Killed  in  action  25  February,  1804. 
Westfall,  liCwis. 

Acting  Assistant  Surgeon,  19  March,  1863.    Honorably  discharged  6  November, 
1865. 
Westingboiise,  George,  Jr. 

Acting  Third  Assistant   Engineer,    1    December,   1864.     Honorably   discharged 
1  August,  1865. 
Westinghonse,  John. 

Acting  Tliird  Assistant  Engineer,  24  August,   1803.      Acting  Second  Assistant 
Engineer,  11  July,  1864.     Honorably  discharged  31  October,  1865. 
Weston,  .Ibijah. 

Midshipman,  2  July,  1801.     Resigned  4  November,  1805. 
Weston,  Alfred. 

Acting  Master,  4  November,  1861.     Acting  Volunteer  Lieutenant,  17  December, 
1SIJ4.     Honorably  discharged  27  February,  1867.     Acting  Master,  5  April,  1867. 
Mustered  out  2  October,  1808. 
Weston,  Charles. 

Midsliipman,  11  March,  1837.     Cashiered   27  October,  1842.     Acting   Lieutenant, 
13  May,  1861.     Resigned  10  August,  1861. 
Weston,  Daniel. 

Acting  Third  Assistant  Engineer,  7  July,  1864.     Honorably  discharged  28  Octo- 
ber, 1865. 
Weston,  George. 

Gunner.  1  August,  1800.     Dismissed  7  May,  1804. 
Weston.  Gerald. 

Mate,  27  January,  18o4.     Honorably  discharged  1  August,  1866. 
Welhercll.  Hiram  IS.,  Jr. 

Acting  .Vssistant  Paymaster,  13  July,  1863.     Mustered  out  25  March,  1866. 
Wetherell,  :»Iillord  H. 

Acting  Assistant   Surgeon,   27   Ai^ril,    1865.     Honorably   diseharo-ert   15   March. 
1866. 
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Wetmore,  Henry  S. 

Mate,  1861.     Resigned  2  May,  1862.     Mate,  1   October,  1863.     Acting  Ensign,  5 
December,  1862.     Acting  Master,  14  December,  1863.     Acting  Volunteer  Lieu- 
tenant, 9  July,  1864.     Honorably  discharged  14  November,  1865. 
Wetmore,  William  C 

Midshipman,  18  June,  1813.     Lieutenant,  13  January,  1835.     Commander,  8  Sep- 
tember, 1841.'    Died  7  August,  1840. 
Wey,  Riitns  S. 

Midshipman,  5  April,  1834.     Resigned  15  July,  1837. 
Weyman,  E.  A. 

Midshipman,  30  March,  1838.     Resigned  21  September,  1839. 
Whalen,  Daniel. 

Acting  Assistant  Paymaster,  5  March,  1862.     Resigned  13  February,  1866. 
Whall,  Charles  F. 

Mate.     Killed  5  November,  1863. 
Whann,  David. 

Purser,  9,April,  1804.     Resigned  17  April,  1809. 
Wharton,  Arthur  D. 

Acting  Midshipman,  33  September,  1856.     Midshipman,  15  June,  1800.     Dismissed 
36  August,  1861. 
Wbarton,  Benjamin  B.  H. 

Third   Assistant   Engineer,   21    November,    1857.      Second   Assistant    Engineer, 

3  August,  1859.     First  Assistant  Engineer,  16  October,  1861.     Chief  Engineer, 
10  November,  1863. 

Wharton,  J.  P. 

Midshipman,  19  October,  1799.     Discharged  30  May,  1801,  under  Peace  Establish- 
ment Act. 
Wheaton,  Seth. 

Midshipman,  4  March,  1814.     Last  appearance  on  Records  of  Navy  Department, 
1810. 
Whedon,  Robert  H. 

Acting  Assistant  Surgeon,  10  October,  1863.     Honorably  discharged  1  November, 

1865.  Acting  Assistant  Surgeon,  27  April,  1866.     Assistant  Surgeon,  18  June, 

1866.  Resigned  19  October,  1869. 
Wheeden,  Sladison. 

Sailmaker,  19  August,  1834.     Retired  27  February,  1863.     Died  28  March,  1875. 
Wheelen,  E.  S. 

Acting  Assistant  Paymaster,  1861.     Appointment  revoked  20  December,  1861. 
Wheeler,  Byron  C. 

Mate,  IS  October,  1863.     Acting  Ensign,   23  July,  1864.     Honorably  discharged: 

4  November,  1865. 
Wheeler,  Edmund  S. 

Acting  Assistant  Paymaster,  24  September,  1863.     Mustered  out  31  October,  1865. 
Wheeler,  Frederielc  IL, 

Acting  Assistant  Paymaster,  24  August,  1864.     Mustered  out  29  August,  1865. 
Wheeler,  Frederick  A. 

Mate,  5  March,  1804.     Resigned  20  March,  1865. 
Wheeler,  Henry. 

Mate,  8  November,  1863.     Acting  Ensign  and  Pilot,  30  July,  1804.     Honorably 
discharged  3  November,  ISO.j. 
Wheeler,  llorace  K. 

Acting  Assistant  Surgeon,  24  May,  1862.     Honorably  discharged  13  August,  1866.. 
Wheeler,  James  B. 

Acting  Master,  29  October,  1861.      Acting  Volunteer   Lieutenant,  7  February,. 
1865.     Honorably  discharged  11  February,  1807. 
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Wbeeler,  Joel  M. 

Acting  Third  Assistant  Eugineer,  23  July,  1863.     Acting  Second   Assistant  Engi- 
neer, 2  September,  1864.     Honorably  discharged  3  May,  ISUy. 
Wheeler,  9Iortiiiier  M. 

Acting  Ensign,  23  January,  1»M.     Iloimralily  discharged  2  February,  1867. 
Wheeler,  Russell  M. 

Acting  Third  Assistant  Engineer,  2()  October,  1863.      .Vcting  Second   Assistant 
Engineer,  13  February,  1865.     Honorably  discharged  9  December,  liSCi.'). 
Wlieeler,  Thoiiias  II. 

Mate,28  January,  1864.    Actini;  Ensign,  2  December,  1864.    Honorably  discharged 
28  October,  1865. 
Wheeler,  William  C. 

Third  Assistant  Engineer,  14  April,  ?84~.     Second  Assistant  Engineer,  26  Febru- 
ary, 1851.     Fir.>^t  Assistant  Engineer,  26  June,  1856.     Chiet  Engineer,  10  April, 
1861.     Dismissed  17  January,  1863. 
Wheeler,  William  K. 

Acting  Midshipman,  7  Decemocr,  1859.     Acting  Ensign,  1  October,  1863.     Mas- 
ter, 10  May.  1866.     Lieutenant,  21   February,  1867.      Lieutenant-Commander, 
12  March,  1868.     Died  14  March,  1876. 
Wheeler,  William  L.. 

Assistant  Surgeon,  30  July,  1861.     Resigned  9  May,  1864.     Acting  Assistant  Sur- 
geon, 11  July,  1864.     Acting  Passed  Assistant  Surgeon,  20  September,   1866. 
Honorably  disohargea  15  November,  1868. 
Wheelock,  E.  M. 

Acting  Ensign,  1  October,  1862.     Apjiointment  revoked  27  April,  1863. 
Whceloek,  Frederick  P. 

Midshipman,  10  March,  1840.    Passed  Midshipman,  11  Julv,  1846.     Died  11  April, 
1848. 
Wheelwright,  Charles  W. 

Assistant  Surgeon,  17  October,  1839.    Surgeon,  5  April,  1854.    Died  30  July,  1862. 
Whelen,  Ilenry. 

Midshipman,  23  September,  1862.     Graduated   June,  1866.     Ensign,  13  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  31  March,  1870.     Resigned  3  June, 
1873. 
Whelen,  William. 

Assistant  Surgeon,  3  January,  1828.     Surgeon,  9  February,  1837.     Died  11  June, 
1S65. 
Whetcroff,  W.  W. 

Midshipman,  1823.     Resigned  26  Novembar,  1827. 
Wherry,  William. 

Mate,  1  October,  1863.     Resigned  30  July,  1863. 
Whiclbee,  J.  W. 

Midshipman,  Ki  January,  1800.    Last  appearance  on  Records  ofNa^'y  Department, 
17  March,  1800. 
Widden,  Philon  C. 

Acting  Assistant  Surgeon,  16  December,  1863.    Honorably  discharged  19  October, 
1865. 
Wliifflin,  Julius  W. 

Acting  Assistant  Paymaster,  17  December,  1861.     Resigned  23  September,  1864. 
Whipi>le,  Arnold. 

Midshipman,  6  October,  1798.     Discharged  .00  April,  ISOl,  under  Peace  Establish- 
nieut  Act. 
Whipple.  F.dward  A. 

Third  Assistant  Engineer  10  July,  1847.  Second  Assistant  Engineer,  31  October, 
1848.  First  Assistant  Engineer,  26  February,  1851.  Resigned  20  February, 
1854. 
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^""S^'^^tJ^^  ,.:,..inecr,12  November,  18.2.  '  Acting  Chief  Engineer, 
37  January,  ISlVi.    Houoiably  discharged  3  September,  18UU. 

^^**iSg  VSStant  Engineer,  28  July,  1802.     Resigned  25  February,  1803. 

""'".SrF^frr'ZfisS;*  Engineer,   15  February,    1803.     Resigned    25    February, 

isua. 

'^^'^S^'asS'"  Si'crineer,  13  March,  18-17.  Second  Assistant  Enginee,^  13_  Sep- 
tember, 1849.  Fi?st  Assistant  Engineer,  30  February,  ISol.  Chief  Engmeer, 
27  June,  1855.     Died  20  September,  1804. 

^^^'SH;nm;'VJune,  1813.     Lieutenant,  28  March,  1830.     Died  11  May,  1837. 

™Spmmi;  30  April,  1800.     Last  appearance  on  Records  of  Navy  Department, 

9  June,  1800. 
^^"^Mate,  32  Febma'ry,  1805.     Honorably  discharged  15  August,  1805. 

^Vhitakei',  John  G.  „    .       ,  „„  ,r      lo^n 

Midshipman,  10  September,  1841.     Resigned  33  May,  1849. 

^^^'icd'nJ^'AS'stant  Surgeon,  5  December,  1873.     Honorably  discharged  30  June, 

1879. 
''^**i\*t'e,??j'^  W,  1804.     Honorably  discharged  20  October,  1865. 

^**i^i;tS  SuJjL'^Sl  January,  1862.     Passed  Assistant  Surgeon,  30  October,  1865. 
*   Surgeon,  18  November,  1869. 

^^AcUnr™*^  Engineer,  9  December,    1863.      Resigned  8  September, 

1804. 
^^^ictinJ'SiJtrnt^Surgeon,  19  December,  1862.     Honorably  discharged  30  Septem- 

ber,''l8G5. 

^**i*!in?M^sU■!^*2Wanuary,1862.  Honorably  discharged  15  July,  1807.  Acting 
Master,  37  July,  1807.     Mustered  out  9  July,  1868. 

^'**\lid'sh'h'mTn"3*o  November,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vembetlSGO.  Master,  1  December,  1866.  Lieutenant,  13  March,  1868.  Lieu- 
tenant-Commander, 15  September,  1869. 

^**ictinfS  Assistant  Engineer,  1  February,  1863.     Dismissed  13  July,  1863. 

'^'"icHnfSitpman,  28  September,  1854.  Midshipman,  11  June,  1858.  Passed 
Shipm^^^^^^^^  1861-      M^^t^^'  28   February,   1861        Lieutenan  , 

Mids^tupman,^     Lieutenant- Commander,  3  March,  1865.    Commander,  13  A  ugust, 

1873. 

'*^^lf^;h?prn^t  J?ne,  1828.     Resigned  17  July,  1829. 

^**Thtr'd*¥sSt'E'n.'ineer,  21  Julv,  1858.  Resigned  14  October,  1859^  Third 
Astistu  Cineer"  23  May,  ISei." '  Second  Assistant  Engineer  28  October,  1863. 
First  As  istaSrEngineer,  1  January,  1865.     Chief  Engineer,  33  November,  1S78. 
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Wblte,  George  IT. 

Purser,  13  Septemljer,  18-11.     Retired  18  April,  1863.     Died  18  November,  1867. 
"niiKe,  George  II. 

Mate,  24  Septi-mbcr,  1861.     Resigned  21  June,  18G-1. 
IVtalte,  George  M. 

Midshipman,  1  November,  1828.    Passed  Midshipman,  14  June,  1834.    Lieutenant,. 

25  February,  1841.     Reserved  Ust,  13  September,  1855.     Captain,  Reserved  list, 
4  April,  1807. 

White,  George  W. 

Acting  Assistant  Paymaster,  10  February,  1865.     Mustered  out  27  October,  ISU."). 
Wbite,  Gideon,  Jr. 

Surgeon's  Mute,  10  December,  1814.     Assistant  Surgeon,  2  Jlay,  1825.     Dismissed 
13  January,  1832. 
White,  Henry. 

Mate,  1  November,  1864.     Honorably  discharged  13  June,  1867. 
Wliite,  Henry  C. 

Midshipman,  16  October,  1861.     Graduated  November,  1864.     Ensign,  1  Novem- 
ber, 18()6.     Master,  1  December,  laOO.     Lieutenant,  13  March,  1868.     Lieutenant- 
Commauder,  26  March,  1869. 
W^hite,  Henry  C. 

Acting  Second  Assistant  Engineer,  27   February,   1805.     Honorablv  discharged 
6  September,  1865. 
White,  Isaac. 

Carpenter,  29  November,  1825.     Discharged  15  December,  1828. 
Wliite,  James. 

Midshipman,  20  August,  1814.     Resigned  22  August,  1815. 
White,  James  H. 

Acting   Third    Assistant    Engineer,   3    January,    1865.      Honorably   discharged 
10  August,  1865. 
White,  J.  Henry. 

Mate,  27  October,  1862.     Resigned  11  October,  1864. 
White,  John. 

Mate,  8  October,  1863.     Acting  Ensign,  26  August,  1803.     Acting  :\Iaster,  15  De- 
cember, 1864.     Lost  on  "Fatapsco,''  15  Jan.uary,  1805. 
White,  John. 

Master,  24   April,  1814.     Lieutenant,  -27   April,  1816.     Commander,  9  February, 
1837.     Died  14  April,  1840. 
White,  John. 

Acting  Master,  7  October,  1861.     Died  30  October,  1861. 
White,  John. 

Master,  2  December,  1813.     Resigned  20  April,  1814. 

White,  John. 

Mate,  8  April,  1864.     Resigned  (Sick.)  6  October,  18C4. 
White,  John. 

Acting  Third  Assistant  Engineer,  16  November,  1803.     Died   15  April,  1864. 
White,  John  B. 

Acting  Assistant  Surgeon,  12  May.  1865.     Honorably  discharged  27  .\ugiist.  ISOO. 

White,  John  J. 

Midshipman,    1     July,    1826.     Passed    Midshipman.    10    June,    is:!3.     Resigned 

26  February,  1839. 
White,  Joseph. 

Cari)cnter,  29  August,  1825.     Last  appearance  on   Records  of  Navy   Department, 
1S27.     Frigate  ''  Constellaticm." 
White,  Joshua. 

Midshipman,  1  June,  1812.     Resigned  30  January,  1817. 
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White,  lererett  H. 

Mate,  30  August,  18(il.     Anting  Ensign,  26  November,  1864.     Appointment  re- 
voked 13  January,  ISOT. 
White,  liiitber. 

Gunner,  23  August,  1800.     Last  appearance  on  Records  of  Navy  Department. 
White,  Alichael. 

Boatswain,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
White,  Osear. 

Midshipman,  21  September,  1861.     Graduated  October,  186.5.     Ensign,  1  Decem- 
ber, 1866.     Master,  13  March,  1868.     Resigned  38  November,  1868. 
White,  Philip  H. 

Third   Assistant  Engineer,    16   October,    1861.      Second   Assistant  Engineer,   3 
August,  1863.     Resigned  27  April,  1865. 
White,  Pliilip,  Jr. 

Acting    Third    Assistant    Engineer,    30    April,     1865.      Honorably    discharged 
34  .January,  1868. 
White,  Pliilo. 

Purser,  11  May,  1830.     Resigned  31  October,  1834.     Purser,  13   April,   1837.     Re- 
signed 15  September,  1845. 
White,  Robert  H. 

Acting  Third  Assistant  Engineer,  39   September,   1863.      Resigned  11   October, 
1863. 
White,  Samuel. 

Carpenter,  4  May,  1841.     Died  30  August,  1843. 
White,  Saiiinel  G. 

Assistant  Surgeon,  36  April,  1847.     Resigned  16  May,  1849. 
White,  Sainiiel  J. 

Acting  Master  and  Pilot,  1  October,  1864.     Resigned  37  March,  1865. 
White,  Triinian  B. 

Sailmaker,  35  July,  1870. 
White,  r.  S.  G. 

Civil  Engineer,  23  January,  1877. 
White,  William. 

Mate,  33  May,  1863.     Honorably  discharged  2  November,  1867. 
White,  William. 

Mate,  10  February,  1864.     Acting  Ensign,  25  November,  1864.     Honorably  dis- 
charged 1  August,  1865. 
White,  William  A. 

Master,  15  July,  1812.     Killed  in  action,  1  June,  1813. 
White,  William  E. 

Mate,  25  January,  1863.     Dismissed  30  September,  1862. 
White,  William  H. 

Acting  Third  Assistant  Engineer,  12  January,  1865.    Honorably  discharged  14  No- 
vember, 1865.      Acting  Third  Assistant  Engineer,  4  December,   18ii6.      Died 
9  February,  1868. 
White,  William  H. 

Acting  Third  Assistant  Engineer,  5  July,  1862.     Resigned  (Sick,)  3  November, 
1864. 
White,  William  P. 

Cadet  Midshipman,  30  June,  1874.     Graduated  4  June,  1880. 
Whitehead,  Frederick. 

Mate,  24  August,  1864.     Resigned  29  March,  1865. 
Whitehead,  Ira  C. 

Acting  Assistant  Surgeon,  13  August,  1861.     Resigned   16  March,  1865.     Acting 
Assistant  Surgeon,  25  February,  1871.     Honoral^ly  discharged  30  June,  1879. 
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WliitolieacI,  Mavill. 

Acting  Third  Assistant  ICiiginecr,  11  May,  1SG4.    Honorably  diccTiai'ge'i  3  Novem- 
ber, 18U5. 
U'bitelieiMi,  Thomas. 

Boatswain,  27  >[ay,   1800.      Last  appearance   on  Records  of  Na.vy  Department, 
8  Uctol.or,  ISOS. " 
Wliiteliead,  William. 

Boatswain,  5  May,  18:S8.     Died  !t  April,  1854. 
Whitehead.  William. 

Acting  Midshipman,  23  September,  1850.     Midshipman,  15  June,  1860.     Master, 
19    September,    1861.       Lieutenant,    16    .Inly,    1802.      Lieutenant-Commander. 
25  July,  1860.     Commander,  4  June,  1874. 
Whitehill,  J.  F. 

Assistant  Surgeon,  16  May,  1820.     Lost  in  the  "Hornet,  10  September.  1829. 
Whitehill,  Robert,  Jr. 

Acting  Third  Assistant  Engineer,  2  December,   1863.     Acting  Second  Assistant 
Engineer,  16  February,  1865.     Acting  First  Assistant  Engineer.  7  March.  1865. 
Honorably  discharged  8  August,  1865. 
Whitehouse,  Edward  X. 

Acting  Assistant' Paymaster,  34  December,  1862.     Assistant  Paymaster,  23   .Jui_, , 
1866.     Passed  Assistant  Paymaster,  6  September,  1867.     Paymaster,  13  April, 
1877. 
Whitehoiise,  .Saiaiiel  X. 

Carpenter,  17  July,    801. 
Whiteside,  Franklin  W. 

Mate,  17  March,  1864.     Honorably  discharged  1  September.  1865. 
Whiteside,  James  E. 

Mate.     Appointment  revoked  30  July,  1862. 
Wliltesides,  John  A. 

Mate,  26  December,  1863.     Honorably  discharged  3  November,  1865. 
Whitesides,  William. 

Midshipman,  24  June,  1799.     Lost  in  the  "Insurgent.'' 
Whitfield,  Frederick  A. 

Acting  Third  Assistant  Engineer,  17  February,  1862.     Died  14  October,  1865. 
Wbitneld,  George. 

Mate,  19  January,  1862.     Dismissed  18  January,  1862. 
Whitfield,  W.  A. 

Midshipman,  16  December,  1836.     Resigned  6  December,  1838. 
Whitfield,  William  E. 

Midshipman,  2  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1875. 
Whitin,  lionis  F. 

Acting  Assistant   Paymaster,  20   January,   1865.      Mustered    out    10    November. 
1865. 
Whiting,  Adoniram. 

Mate,  8  January,  1862.     Honorably  discharged  4  October,  1866. 

Whiting,  Charles  G. 

Acting  Ensign,  5  August,  1864.     Honorably  discharged  22  January.  1866. 
Whiting,  F.  B. 

Midbhipmuu,  6  July,  1803.     Resigned  6  December,  1805. 
Whiting,  George  B. 

Acting  Chief  Engineer,  28   February,  1865.     Honorably   discharged    :'.l   October. 
1868. 
Whiting,  Henry  W. 

Acting  Third  Assistant  Engineer,  19  April,  1864.     Honorably  discharged  3  i\o- 
vember,  1865. 
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Wliiting,  James  B.  '' 

Assistant  Surgeon,  1  May,  1851.     Died  1  June,  1855. 
Whiting,  James  W. 

Acting  Gunner,  4   October,   1864.      Honorably  discharged  30   September,   1865. 
Wliiling,  Rolx'i-i. 

Assistant  Surgeon,  'Zi  .June,  1875. 
Whiting,  Samuel. 

Boatswain,  for  duty  in  the  Arctic  Expedition,  9  May,  1855.     Appointment  ended 
with  return  of  Exi^edition,  1857. 
Whiting,  William. 

Boatswain,  19  February,  1848.     Accidentally  killed  1  April,  1855. 
Whiting,  William  B. 

Midshipman,  10  February,  1869.     Passed  Midshipman,  4  June,  1836.     Lieutenant, 
8  September,  1841.     Reserved  list,  28  September,  1855.     Commander  on  Retired 
list,  21  July,  1861.     Captain   on  Retired  list,  4  April,  1867.     Commodore,  Re- 
tired list,  15  February,  1872. 
Whiting,  William  D. 

Midshipman,   1  March,   1841.     Passed  Midshipman,   10  August,  1847.      Master, 
1  May,  1855.    Lieutenant,  14  SeiJtember,  1855.    Lieutenant-Commander,  16  July, 
1863.     Commander,  25  July,  1866.     Captain,  19  August,  1873.     Chief.  Bureau 
Navigation,  11  June,  1878. 
Whiting,  William  II. 

Acting  Midshipman,  31  September,  1860.     Acting  Ensign,  1  October,  1863.     Mas- 
ter, 10  May,  1866.      Lieutenant,  21   February,  1867.     Lieutenant-Commander, 
13  March,  1868. 
Whiting,  William  W. 

Acting  Second  Assistant  Engineer,  28  October,  1861.     Acting  First  Assistant  En- 
gineer, 17  March,  1864.     Honorably  discharged  11  January,  1866. 
Whitlock,  E.  D. 

Midshipman,  1   January,  1812.     Lieutenant,  1   April,  1818.     Dismissed  33  Alay, 
1833. 
Whitlock,  Isaac. 

Midshipman,  4  April,  1800.     Lost  in  the  '^Insurgent." 
Whitman,  C.  S. 

Mate.     Resigned  34  July,  1863. 
Whitman,  John  F. 

Acting  Ensign,  1   July,  1864.     Honorably  discharged  4   October,  1866.     Acting 
Ensign,  11  December,  18G6.     Mustered  out  37  March,  1869. 
Whitman,  Joseph  A. 

Mate,  17  April,  1806.     Appointment  revoked  27  July,  1866. 
Whitmarsh,  Zachariah,  Jr. 

Boatswain,  3  February,  1849.     Died  30  November,  18C9. 
Whitmore,  A.  H. 

Acting   Second   Assistant  Engineer    24   October,   1862.     Appointment   revoked 
(Sick,)  19  December,  1S62. 
WhituBore,  Benjamin. 

Midshipman,  31  January,  1800.     Resigned  16  February,  1801. 
Whitmore,  Benjamin. 

Acting  Master,  24  ]\Iurch,  1862.     Honorably  discharged  10  November,  1865. 
Whitmore,  Henry  €. 

Jlate,  23  December,  1801.     Acting  Ensign,  18  March,  1804.     Honorably  discharged 
18  August,  1868. 
Whitmore,  Joseph. 

Master,  21  August,  1799.     Discharged  SO  April,  1801.  under  Peace  Establishment 
Act. 
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Wbitmore,  Walter  P. 

Acting   Third    Assistant    Engineer,   17    August,   1864.     Honorably    discharged 
23  November,  ISli.j. 
Whitiiiorc,  William  B. 

Acting  Third  Assistant  Engineer,  11  December,   1861.      Honorably  discharged 

1  December,  1865. 
Whitniore,  William  T. 

Acting  Assistant  Paymaster,  18  August,  1862.     Honorably  discharged  3  October, 
1865. 
Whitney,  Alfred  C. 

Acting  Second   Assistant  Engineer,  8  November,  1863.     Acting  First  Assistant 
Engineer,  13  September,  1864. 
Wbitney,  Davi<l  V. 

Acting  Assistant  Surgeon,  26  May,  1863.     Assistant  Surgeon,  22  September,  1863. 
Dismissed  8  May,  1866. 
Whitney,  George  E. 

Acting  Third  Assistant  Engineer,  2  June,  1862.     Acting  Second   Assistant  En- 
gineer, 7  March,  1865.     Honorably  discharged  6  Jlay,  1866. 
Whitne.y,  Isaac. 

Sailmaker,  10  January,  1837.     Appointment  revoked  2  November,  1847. 
Whitney,  John  91. 

Acting  Assistant  Surgeon,  27  June,  1861.     Drowned  16  August,  1864. 
Whitney,  Thomas  H. 

Assistant  Surgeon,  30  July,  1861.     Resigned  9  May,  1864. 
Whitney,  W.  H. 

Mate,  6  January,  1863.     Dismissed  4  June,  1863. 
Vhitney,  William. 

Sailmaker,  16  May,  1871.     Died  3  January,  1874. 
Whittaker,  Ezra  J. 

Third  Assistant  Engineer,  19  February,  1861.     Second  Assistant  Engineer,  17  De- 
cember, 1802.     First  Assistant  Engineer,  1   December,  1864.     Chief  Engineer, 
6  June,  1873. 
Whittaker,  Frederick  W.  H. 

Acting  Third  Assistant  Engineer,  26  February,  1862.     Resigned  16  August,  1862. 
Acting  Third  Assistant  Engineer,  13  September,  1862.    Acting  Second  Assistant 
Engineer,  20  July,  1863.     Resigned  15  February,  1865. 
Whittaker,  James. 

Acting  First  Assistant  Engineer,  21    November,  1862.      Appointment  revoked 
(Sick,)  12  May,  1863. 
Whittaker,  James  Washington. 

Third   Assistant  Engineer,   21    November,   1857.      Second  Assistant    Engineer, 

2  August,  1859.     First  Assistant  Engineer,  16  October,  1861.     Chief  Engineer, 
10  November,  1863. 

Whittaker,  John. 

Acting  Third  Assistant  Engineer,  21   August,  1861.     Acting  Second  Assistant 
Engineer,  12  November,  1863.     Resigned  5  June,  1865. 
Whittaker,  John  A. 

Acting  Third  Assistant   Engineer,  17   February,  1862.      Honorably  discharged 
15  August,  1865. 
Whittaker,  Robert. 

Boatswain,  16  February,  1842.     Died  27  September,  1858. 
Whittemore,  Ceorge  H. 

Acting  Third  Assistant  Engineer,  30  December,  1863.     Acting  Second  Assistant 
Engineer,  18  April,  1865.     Honorably  discharged  22  December,  1868. 
Whittemore,  Harry  D. 

Acting  Ensign,  1  June,  1864.     Appointment  revoked  6  November,  1866. 
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liVhitteniore,  Henry  M. 

Acting  Assistant  Paymaster,  11  July,  18G3.     Mustered  out  13  December,  1803. 
Whittemore,  Jobn  91. 

Third  Assistant  Engineer,  34  August,  18G1      Killed  in  action  7  November,  1861. 
Wtaitteniore,  Menaiigh. 

Acting  Assistant  Paymaster,  19  October,  18G1.     Died  36  April,  1863. 
Wliittemore,  Theo.  W. 

Acting  Assistant  Paymaster,  13  March,  18G3.     Honorably  discharged  3  February, 
1866. 
TVbittciiiore,  W.  91. 

Acting  Assistant  Paymaster,  18  August,  1863.     Resigned  17  February,  18G4. 
Wliitteii,  Elijali. 

Gunner,  1  January,  1818.     Resigned  in  1825. 
Wliittliornc.  De  Witt  €. 

Midshijiman,  10  September,  1847.     Resigned  13  July,  1849. 
Whittier,  A.  S. 

Midshipman,  8  July,  1833.     Passed  Midshipman,  8  July,  1839.     Died  34  January, 
1841. 
Whittier,  Rufiis  A. 

Acting  Midshipman,  4  March,  1850.     Dropped  34  Januiiry,  1851. 
IVhittiiigton,  C.  S. 

Midshipman,  18  June,  1813.     Resigned  17  February,  183G. 
Wbittington,  George  Iff. 

Acting   Third    Assistant    Engineer,   36   August,    18G3.       Honorably   discharged 
36  August,  1865. 
Whitliiigtoii,  Henry. 

Carpenter,  11  December,  1827.     Died  28  January,  1828. 
IVhittington,  S.  B. 

Assistant  Surgeon,  7  July,  1813.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Sloop  "  Ontario." 
Whidle,  Jolin  S. 

.Assistant  Surgeon,  30  Juno,  1838.     Died  5  April,  1850. 
Whittle,  William  C. 

Midshipman,  10  May,  1830.     Lieutenant,  17  May,  1838.     Commander,  4  August, 
1850.     Resigned  30  April,  1861. 
Whittle,  William  C,  Jr. 

Acting  Midshipman,  28  September,  1854.     Midshipman,  11  June,  1858.    Passed 
Midshipman,  28  January,  1861      Master,  38  February,  1861.     Resigned  15  May, 
1861. 
Whittlesey,  John  C. 

Acting  Master,  36  August,  18G1.     Resigned  31  November,  1861. 
Whittlesey,  W.  C. 

Surscon,  37  April,  1816.     Last  appearance  on  Records  of  Navy  Department,  1819. 
Kurloughed. 
WhiUon,  Elisha. 

Gunner,  13  April,  1838.     Died  17  June,  1849. 
Whitton,  W^illiam  H. 

Mate,  3  June,  1864.     Appointment  revoked  16  August,  1864. 
Whitworth,  Horace. 

Acting   Third   Assistant   Engineer,  8    December,   1863.     Honorably  discharged 
16  Novemlier,  1865.     Acting  Third  Assistant  Engineer,  26  April,  1806.     Mus- 
tered out  7  December,  1808. 
Why  born,  David  T. 

Acting  Assistant  Surgeon,  10  March,  1864.     Resigned  9  September,  1865. 
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Whyte,  Harry  M. 

Acting  Third  Assistant  Engineer.  23  August.  18G4.     Honorably  discharged  4   De- 
cember, 18(55. 
Wickes,  Roscoc  V. 

M.ate,  18  October,  1868.     Resigned  19  August,  1871. 
Wickes,  Silas  D. 

Assistant  Surgeon,  24  July,  1813.    Surgeon,  27  March,  1818.     Died  21  August,  1811). 
Wiokliaui,  George. 

Jlidshipman,  5  .January,   1832.     Passed   Jlidshipman,   23  .Tune,  1838.     Resigned 
26  July,  1839. 
Wickwise,  Jonathan  IV. 

Mate,  31  December,  18C3.     Appointment  revoked  8  November,  1864. 
Widgeon.  William. 

SailmakcT.  20  June,  1812.     Resigned  12  June,  ISI.'i. 
Widnp,  .411en  W. 

Mate,  21  November,  1863.     Resigned  24  April,  186.5 
Wigand,  Raymond. 

Mate,  24  January,  1863.     Dismissed  30  June,  1863. 
Wiggin,  Alexanfler  S. 

Acting  Master,  27   February,  1862.     Died  from  wounds  received  in  action  at 
Bayou  Teche,  La.,  9  February,  1863. 
Wiggin,  Oeorge. 

Acting  Master,  3  July,  1861.     Acting  Volunteer  Lieutenant,   3  November,   1862. 
Honorably  discharged  25  February,  1865. 
Wight,  Charles  li. 

Cadet  Engineer,  Naval  Academy,   1   October,   187J.     Graduated  20  June,  1878. 
Wight,  Danforth  P. 

Acting    Assistant    Paymaster,  20    January,    1864.     Passed    Assistant   Paymaster, 
23  July,  1866.     Paymaster,  12  February,  1870. 
Wight,  James  JI. 

Midshipman,   1   July,   1867.     Graduated   6  Jnnc,  1871.     Ensign,   14  July,  1873. 
Master,  30  June,  1873.     Lost  on  "  Huron,''  24  November,  1877. 
Wight,  liOthrop. 

Mate,  19  August,  1863.     Acting  Ensign,  21   May,  1863.     Acting  Master.  2   July, 
1864.     Honorably  discharged  10  August,  1865. 
Wightman,  George  A. 

Acting  Sailmaker,  5  June,  18G1.     Resigned  3  October,  1861. 
WickofT,  Holmes. 

Acting  Assistant  Surgeon,  29  June,  1871.     Assistant  Surgeon,  26  February,  1875. 
Died  17  July,  1378. 
Wilbnr,  Charles  C. 

Mate,  4  Januarv,  1864.     Acting  Ensign,  27  September,  1864.      Honorably  dis- 
charged 28  October,  1866. 
Wilbnr,  James  B. 

Acting  Third  Assistant  Engineer,  24  June,  1863.     Resigned  23  June,  1865. 
Wilcox,  Abraham  H. 

Acting  First  Assistant  Engineer,  21   March,  1865.     Honorably  discharged  6  Sep- 
tember, 1866. 
Wilcox,  Amos  C. 

Acting  Tliird  Assistant  Engineer,  19  April,  1864.     Honorably  discharged  26  Oc- 
tober, 1865. 
Wilcox,  B.  C. 

Midshipman,  1  April,  1837.     Resigned  15  December,  1838. 
Wilcox,  Calvin  S. 

Mate,  15  September,  1863.     Acting  Ensign,  13  December,  1864.     Honorably  dis- 
charged 10  August,  1865. 
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Wilcox,  David  JL. 

Acting  Master,  14  August,  1861.     Resigned  17  January,  1SG3. 
Wilcox,  Henry  F. 

Acting   Second   Assistant   Engineer,   35    January,   1804.      Honorably  discliarL;ed 
15  August,  1865. 
Wilcox,  John. 

Mate.     Dismissed  26  May,  1863. 
Wilcox,  Ricbard 

Mate,  15  April,  1863.     Resigned  3  December,  1864. 
Wilcox,  Samuel. 

Midshipman,  11  June,  1840.     Kesigned  17  August,  1847. 
Wilcoxson,  James. 

Midshipman,  18  November,  1839.     Passed  Midshij^man,  2  July,  1845.     Drowned 
21  December,  1850. 
Wild,  Edward  ]V. 

Mate,  4  April,  1864.     Honorably  discharged  3  November,  1865. 
Wilde,  George  F.  T. 

Midshipman,  30  November,  1801.     Graduated  November,  1864.     Ensign,  1  No- 
vember, 1866.     Master,  1   December,  1866.     Lieutenant,  12  March,  1868.     Lieu- 
tenant-Commander, 26  June,  186EI. 
Wilde,  Richard, 

Midshipman,  1  December,  1809.     Resigned  1  November,  1810. 
Wilder,  Charles  B. 

Acting  Master,  17  October,   1861.     Acting  Volunteer  Lieutenant,  13  April,  1864. 
Killed  in  action  at  Smithfield,  Virginia,  14  April,  1804. 
Wilder,  Henry  M. 

Acting  Gunner,  25  May,  1865.     Honorably  discharged  12  October,  1865. 
Wildes,  Frank. 

Acting  Midshipman,  21  September,  1860.     Ensign,  28  May,  1863.     Master,  10  No- 
vember,   1805.       Lieutenant,    10    November,    1866.       Lieutenant-Commander, 
13  March,  1868.     Commander,  1  April,  1880. 
Wildes,  William. 

Lieutenant,  23  April,  1799.     Resigned  4  August,  1800. 
Wlldnian,  James  T. 

Acting  Assistant  Paymaster,  11  January,  18G4.     Honorably  discharged  5  June, 
1865. 
Wiley,  Charles. 

Acting  Ensign,  4  May,  1863.     Resigned  30  March,  1805. 
Wiley,  Edwin  H. 

Midshipman,  27  July,   1865.     Graduated   June,   1869.     Ensign,   13  July,   1870. 
Master,  12  July,  1871.     Resigned  1  July,  1875. 
Wiley,  George. 

Purser,  4  August,  1800.     Dismissed  8  October,  1800. 
Wiley,  George  F, 

.     Mate,  34  June,  1867.     Resigned  6  May,  1808. 
Wiley,  James. 

Midshipman,  9  March,  1840.     Resigned  8  June,  1847. 
Wiley,  J.  H. 

Mate,   19   September,    1801.      Acting;   Ensign,   13   September,   1863.     Dismissed 
7  June,  1803. 
Wiley,  John  S. 

Assistant  Surgeon,  9  May,  1835.     Died  30  June,  1853. 
Wiley,  Robert. 

Acting  Ensign,  14  August,  1862.     Killed  on  the  " •Vontfjomer!/,'"  15  January,  18G-T. 
Wilhelm,  William. 

Mate,  14  April,  1862.     Resigned  30  April,  1864. 
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Wilkes,  Charles. 

Midshipman,  1  January,  1818.     Lieutenant,  28  April,  1826.     Commander,  13  July, 
1843.    Captain  14  September,  ly55.     Retired  list,  21   December,  1801.     Com- 
modore on  Retired  list  from  IG  .luly,  18G2.     Rear- Admiral,  Retired  list,  6  Au- 
gust, 186G.     Died  8  February,  1877. 
Wilkes,  Jolin,  Jr. 

Midshipman,  9  Sejjtember,  1841.    Passed  Midshipman,  10  August,  1847.    Resigned 

8  November,  1S.J4. 
Wilkins,  Charles  R. 

Acting  Master,  27  March,  1802.     Honorably  discharged  12  December,  1805. 
Wilkins,  George  F. 

Acting  Ensi!,'n,   22   May,   1803.      Acting   Master,   5   September,    1864.      Master, 
12  March, "1868.     Lieutenant,    18   December,   1808.     Retired  list,  31    October, 
1879. 
Wilkins,  Heber  C. 

Acting  Third  Assistant  Engineer,  22  June,  1804.     Honorably  discharged  17  July, 
1835. 
Wilkins,  Henry. 

Mate.     Resigned  18  March,  1863. 
Wilkins,  Henry  H. 

Acting  Assistant  Surgeon,  3  October,  1864.     Resigned  12  May,  1865. 
Wilkins,  James. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Honorably  discharged  6  De- 
cember, 1805. 
Wilkins    John. 

Gunner,  12  January,  1853.     Dismissed  23  February,  1853. 
Wilkins,  li.  M. 

Midshipman,  13  June,  1831.     Resigned  5  December,  1837. 
Wilkins,  William  W. 

Acting  Assistant  Surgeon,  21  October,  18G1.     Resigned  22  December,  1862. 
Wilkinson,  Alfred. 

Acting    Third    Assistant    Engineer,   11    January,   1864.     Honorably   discharged 

9  December,  1865. 
Wilkinson,  O    B. 

Midshipman.  1  February,  1823.     Died  in  1825. 
Wilkinson,  Oeorge  W. 

Third  Assistant  Engineer-,  21  September,  1801.     Resigned  22  September,  1863. 
Wilkinson,  H. 

Master,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Lake  Ontario. 
Wilkinson,  James. 

Acting  First  Assistant  Engineer,  14  November,  1861.     Resigned  7  January,  1863. 
Wilkinson,  J.  It. 

Purser,  20  March,  1814.     Resigned  2  June,  1829. 
Wilkinson,  J.  It. 

Midshipman,  15  November,  1799.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 
Wilkinson,  Jesse. 

Midshipman,  4  July,  180.5.     Lieutenant,  10  April,  1810.     Commander,  18  April, 
1818.      Captain,  11  March,  1829.     Reserved  list,  13  September,  1855.     Died 
23  March,  1801. 
Wilkinson,  John. 

Midshipman.  18  December,  1837.     Passed  Midshipman,  29  June,  1843.     Master, 
25  June,  1850.     Lieutenant,  5  November,  1850.     Dismissed  20  April,  1801. 
Wilkinson,  .lohn  H. 

Mate,  30  October,  1802.     Dismissed  11  July,  18G3. 
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Wilkinson,  J.  M. 

Midshipman,  30  November,  1814.     Resigned  6  March,  1815. 
WiIkinM>n,  Richard. 

Acting  Ensign,  38  October,  1863.     Honorably  discharged  23  June,  1805. 
Wilkint^on,  Robert. 

Acting  Ensign,  1  October,  1863.     Honorably  discharged  9  Ajiril,  isofi, 
Wilkinson,  S.  W. 

Midshipman,  1  April,  1838.     Passed  Midshipman,  14  .June,  1834.     Died  14  No- 
vember, 1839. 
Wilkinson,  T.  H. 

Midshipman,  1  January,  1813.     Dismissed  6  May,  1813. 
Wilkinson,  William  W. 

Midshipman,  4  November,  1841.     Passed  Midshipman,  10  August,  1847.     Resigned 
7  March,  1851. 
Wilks,  Frank  H, 

Mate,  33  October,  1861.     Acting  Ensign,  13  January,  1863.     Acting  Master,  recom- 
mendation of  Admiral  Lee,  0  September,  1864.     Resigned  15  March,  1865. 
Wilky,  Thomas. 

Lieutenant,  25  May,  1798.      Last  appearance  on  Records  of  Navy  Department, 
15  April,  1801.     Declined. 
Willard,  Andrew. 

Acting  Ensign,  30  July,  1804.     Honorably  discharged  6  August,  1865. 
Willard,  Charles  F. 

Mate,  19  July,  1863.     Resigned  35  March,  1808. 
Willard,  George  J. 

Midshipman,  1  May,  1823.     Struck  off  33  August,  1828. 
Willard,  J.  M. 

Acting  Ensign,  8  October,  1862.     Honorably  discharged  23  November,  1865. 
Willard,  lewis  H. 

Acting  Assistant  Surgeon,  29  September,  1862.     Appointment  revoked  9  March, 
1861. 
Willard    Robert. 

Acting  Assistant  Surgeon,  6  May,  1863.     Assistant  Surgeon,  1   June,  1803.     Re- 
signed 31  May,  1865. 
Willcomb,  Charles  li. 

Acting  Master,  14  August,  1861.     Appointment  revoked  17  March,  1864.     Acting 
Ensign,  3  June,  1864.     Acting  Master,  7  March,  1865.     Honorably  discharged 
30  October,  1865. 
Willcox,  William  H. 

Midshipman,  80  January,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
3  March,  1855.     Lieutenant,  14  September,  1855.     Resigned  30  June,  1857. 
Willeox,  William   H. 

Professor,  3  June,  1858.     Died  30  August,  1870. 
Willcoxen,  John  S. 

Acting  Third  Assistant  Engineer,  1   October,  1803.      Acting   Second   Assistant 
Engineer,  6  October,  1863.     Honorably  discharged  13  November,  1865. 
Willfs,  William  S. 

Assistaut  Surgeon,  38  March,  1868.     Died  39  January,  1870. 
Willett,  Samnel  E. 

Assistant  Surgeon,  24  September,  1800.  Last  appearance  on  Records  of  Navy 
Department,  31  December,  1803. 

Willett,  Silas  S. 

Mate,  26  December,  1863.  Acting  Ensign,  11  May,  1865.  Honorably  discharged 
27  February,  1866.  Acting  Ensign,  37  April,  1866.  Mustered  out  8  February, 
1868.     Mate,  6  August,  1869.     Resigned  15  March,  1873. 
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Willelt,  Stephen  E. 

Mate,  31  December,  ISOl.     Acting  Ensign,  23  November,  1864.      Appointment 
revoked  24  July,  18G(i. 
Willett.  William  91.,  Jr. 

Tliird  Assistant  Engineer,  24  December,  1853.     Resigned  li  Marcli,  Is.'iT. 
Willetts,  Albert  B. 

Cadet  Engineer,  Naval  Academy,  1   October.   1872.     (Jraduat.'il  :',f)  May,   1874. 
Assistant  Engineer,  2(5  February,  1875.     Resigned  Ml  Deceinljir,  I8T;i. 
Willetts,  JVicliolas  B. 

Gunner,  2G  July,  1858.     Acting  JIaster,  10  .luly,  18(5:!.     HononiMv  discharged 
24  October,  1865.    Ensign,  12  March,  1868.     Died  23  Marcli,  1S(J8." 
Willey,  GranTille  C. 

Acting  Third  Assistant  Engineer,  13  January,  1864.     Resigned  16  July,  1864. 

Willey,  L,evi  C. 

Mate,  25  May,  1863.     Died  13  September,  1863. 

M'illey,  O.  S. 

:Mate.     Dismissed  27  March,  1868. 
Wille.v,  M'illiam  A. 

Actin"  First  Assistant  Engineer.  1  October,  1862.     Honorably  discharged  11    No- 
vember, 1865. 
Williams,  Alexander. 

Assistant  Surgeon,  28  I\Iarch,  1820.     Resigned  14  June,  1820. 
Williams.  Anthony. 

Acting  Third  Assistant  Engineer,  21  October,  1863.     Acting  Second  Assistant 
Engineer,  10  September,  1864.     Honorably  discharged  3  October,  1866. 
Williams,  Angnstns  P. 

Actini'-  Assistant  Surgeon,  30  May,  1861.     Resigned  7  June,  1861. 
Williams.   B.  T. 

Midsliipmau,  0  November,  1813.     Resigned  19  April,  1815. 
Williams,  B,  T. 

Assistant  Surgeon,  27  April,  1818.     Last  ajjpearance  on  Records  of  Navy  Depart- 
ment, 1821.     Schooner  "Zynj." 
Williams,  Charles  L.. 

Acting  Third  Assistant  Engineer,  23  December,  1864.     Honorably  discharged 
7  July,  1865. 
Williams.  Charles  S. 

Assistant  Paymaster,  16  June,  1880. 
Williams,  Charles  W. 

Actin"-   Tliird    Assistant  Engineer,  19    October,  1863.      Honorably   discharged 
22  August,  1865. 
Williams,  C.  Henry. 

JIate.     Deserted  1  May,  1863. 
Williams,  Conrtland  P. 

Actino- Ensign,  30  January,  1868.    Acting  Master,  11  November,  1863.     Honorably 
disdiarged  13  August,  iS66. 
Williams,  Edward,  Jr. 

Carpenter,  4  November,  1853.     Dismissed  13  July,  1861. 
Williams,  E.  Conrt. 

JIate,  1  October,  1862.    Acting  Ensign,  15  February,  1864.    Honorably  discharged 
15  September,  1865. 
Williams,  Edward  P. 

j\Iidshipman,  9  September,  1847.     Passed  Jlidshipman,  10  June,  1853.     Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1863.     Commander,  25  July,  1866.     Lost  on  "Oneida,'''  24  January, 
1870. 
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Williams,  Flarins  J. 

Acting  Assistant  Surgeon,  18  March,  1864.     Resigned  24  February,  1865. 
Willianis,  George. 

Boatswain,  13  July,  17!)!).     Dismissed  15  September,  1800. 
Williams,  George. 

Acting  Master,  13  August,  1861.     Resigned  17  December,  1864. 
Williams,  George. 

Boatswain,  11  July,  1842.     Dismissed  11  November,  1851. 
Williams..  George  (.'. 

jMate,  10  June,  18ri2.     Acting  Ensign,  3  December,  ISOo.     Honorably  discliarged 
10  November,  ISiio. 
Williams,  George  M, 

Midshipman,  26  September.  1863.     Graduated  June,  186T.     Ensign,  IS  December, 
1868.     Resigned  26  October,  1869. 
Williams,  George  R. 

Mate,  5  April,  18G4.     Appointment  revoked  (Sicli,)  Ifi  .lime,  1864. 
Williams,  George  W. 

Acting  Ensign,  30  January,  1863.     Honorably  discharged  30  September,  1865. 
Williams,  Henry. 

Carpenter,  1  June,  1880. 
Williams,  Henry  E. 

Acting  Master,  23  November,  1861.     Dismissed  7  October,  1862. 
M'illiaiiis,  James. 

Midshipman,   1   September,  1811.     Lieutenant,  28  March,   1820.     Died   14  May, 
1837. 
Williams,  James. 

Mate,  6  December,  1862.     Honorably  discharged  28  October,  1865. 
Williams.  James. 

Boatswain,  14  October,  1854.     Dismissed  2  April,  1855. 
Williams,  James. 

Mate,  2  March,  1866.     Resigned  24  June,  1867. 
Williams,  James. 

Acting  Second  Assistant  Engineer,  13  April,  1864.     Honorably  discharged  28  Au- 
gust, 1365. 
Williams,  James, 

Mate,  3  November,  1804.     Appointment  revoked  25  November,  1865. 
Williams,  James  B. 

Acting  Ensign,  11   March,  1863.     Acting  Master,  1    September,  1864.     Honoraljly 
discharged  20  December,  1865. 
Williams,  James  M. 

Acting   Master,  30  May,  1861       Acting  Volunteer  Lieutenant,   12    April,   1864. 
Honorably   discharged   2   March,   1866.      Acting  Master,   6   December,   1866. 
Mustered  out  31  March,  1867.     Acting  Master,  6  April,  1867.     Mustered  out 
8  September,  1868. 
Williams,  James  S. 

Mate,  4  December,  1861.     Acting  Ensign,  24  November,  1862.     Acting  Master, 
36  December,  1863.     Honorably  discharged  7  December,  1865. 
Williams,  John. 

Master,  7  August,  1812.     Dismissed  9  March,  1813. 
Williams,  John. 

Mate,  26  June,  1863.     Discharged  4  February,  1868. 
Williams,  .Tolin. 

Mate,  14  April,  1862.     Deserted  39  September.  1862. 
Williams,  John 

Mate,  28  June,  1863.     Resigned  (Sick,)  19  December,  1864. 
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Williams,  Jobn. 

Acting  Ensign,  20  August,  1S63.     Honorably  discharged  12  October,  1865. 
Williams,  John. 

Acting  Master,  4  March,  18G2.     Dismissed  7  May,  1862. 
Williams,  John  A. 

Acting  Ensign,  24  June,  1S04.     Honorably  discharged  14  September,  1865. 
Williams,  John  D. 

Acting  Third  Assistant  Engineer,  36  May,  1864.     Resigned  10  March,  1865. 
Williams,  John  H. 

Mate,  l.i  January,  1864.     Deserted  13  May,  1864. 
Williams,  John  R. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Resigned  15  May,  1363. 
Williams,  J.  T. 

Miilishipman,  1    April,   1828.      Passed   Midshipman,   14   June,    1834.      ResignetT 
13  September,  1838. 
Williams,  liCwis  E. 

Acting  Third  Assistant  Engineer,  17   August,  1864.     Resigned   10  January,  1865. 
Williams,  liCwis  J. 

Assistant  Surgeon,  25  January,  1842.     Surgeon,  30  August,  1856.     Medical  Inspec- 
tor, 3  March,  1871.     Medical  Director,j28  May,  1871. 
Williams,  L.loy«l  A. 

Third  Assistant  Engineer,  16  February,  1852.     Second  Assistant  Engineer,  9  May, 
1857.     First  Assistant  Engineer,  3  August,  1859.    Retired  20  December,  1866. 
Chief  Engineer,  Retired  list,  24  July,  1867.     Died  38  December,  1873. 
Williams,  Peter. 

Mate,  25  March,  1863.     Acting  Ensign.  10  Januarv,  1863.     Honorably  discharged 
9  November,  1867. 
Williams,  Richarcl. 

Acting  Third  Assistant  Engineer,  22  June,  1863.     Resigned  27  August,  1868. 
Williar.is,  R.  91. 

Acting  Ensign,  4  June,  1803.     Resigned  23  December,  1863. 
Williams,  Robei-i  A. 

Carpenter,  20  July,  1859. 
Williams,  Stephen. 

23  April,  1813.     Dismissed  2  April,  1814. 
Williams,  Theodore  S. 

Midshipman,  27  Sc']itenilier.   1862.     Graduated  June,  1866.     Ensign,  12  March, 
INC.S.     Master,  26  3[arch,  1809.     Died  13  June,  1871. 
Williams.  Thomas. 

Captain,  17  .luly,  1798.     Resigned  28  May,  1799. 
Williams,  Thomas. 

Acting  Ensign,  16  May,  1804.     Resigned  20  June,  1865. 
Williams,  Thomas  W. 

Acting  Master,  3  April,  1802.     Dismissed  17  April,  1863. 
Williams,  Wesley. 

Acting  Midshipman,  4  October,  1850.     Dismissed  12  June,  1851. 
Williams,  William. 

Acting  Master,  38  March,  1802.     Honorably  discharged  4  December,  1868. 
Williams,  William  C. 

Mate,  24  January,  1803.     Acting  Ensign,  20  March,  1805.     Appointment  revoked 
20  April,  1865. 
Williams,  William  C. 

Acting  Ensign  and  I'ilut,  80  October,  1864.     Dismissed  18  November,  1864. 
Williams,  William  II. 

Midshipman,  8  August,  1799.     Resigned  20  August,  1799. 
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Williams,  William  H. 

Acting  Ensign,  15  July,  1SG4.     Honorably  discharged  11  May,  1865. 
Williams,  William  H.  IS. 

Assistant  Paymaster,  6  September,   18G1.     Paymaster,  14  April,  1862.     Resigned 
31  March,  1866. 
Williams,  William  W. 

Acting  Assistant  Paymaster,  11  July,  1861.    Assistant  Paymaster,  29  August,  1861. 
Paymaster,  6  February,  1862.     Pay  Inspector,  24  October,  1871. 
Williams,  Zalmon  T. 

Acting  Third  Assistant  Engineer,  26  August,  1863.    Resigned  12  November,  1864. 
Williamson,  Andrew  F. 

Mate,  23  May,  1862.     Resigned  7  February,  1865. 
Williamson,  Charles  H. 

Assistant  Surgeon,  24  September,  1850.     Passed  Assistant  Surgeon,  24  SejJtember, 
1855.     Dismissed  10  May,  1861. 
Williamson,  C  li. 

Midshipman,  1  September,  1811.    Lieutenant,  5  March,  1817.    Commander,  9  Feb- 
ruary, 1837.     Cashiered  27  October,  1842. 
Williamson,  David. 

Midshipm-an,  11  April,  1837.     Resigned  10  May,  1843. 
Williamson,  Gabriel  O. 

Midshipman,  3  June,  1824.     Passed  Midshipman,  20  February,  1830.     Lieutenant, 
29  March,  1834.     Reserved  list,  13  September,  1855.     Commander  on  Active 
list,  14  September,  1855.     Died  17  October,  1859. 
Williamson,  George. 

Midshipman,  8  May,  1799.     Discharged  5  June,  1801,  under  Peace  Establishment 
Act. 
Williamson,  George  H. 

Mate,  12  November,  1863.     Resigned  31  May,  1864. 
Williamson,  James  C. 

Midshipman,  7  January,  1832.     Passed  Midshipman,  8  July,  1839.     Lieutenant, 
25  November,  1844.     Commander,  16  July,  1862.     Captain,   10  October,  1866. 
Died  24  July,  1871. 
Williamson,  J.  B. 

Mate,  8  July,  1862.     Dismissed  25  February,  1863. 
Williamson,  J.  I>. 

Midshipman,  1  September,  1811.     Lieutenant,  27  April,  1816.     Commander,  9  Feb- 
ruary, 1837.     Died  10  April,  1844. 
Williamson,  J.  G. 

Gunner,  20  June,  1839.     Appointment  revoked  26  November,  1847. 
Williamson,  John  I>. 

Acting  Second  Assistant  Engineer,  2  December,  1861.     Acting  First  Assistant 
Engineer,  27  July,  1863.     Acting  Chief  Engineer,  30  July,  1864.     Honorably 
discharged  2  October,  1865. 
Williamson,  J.  S. 

Master,  4  August,  1807.     Last  appearance  on  Records  of  Navy  Department,  1815. 
New  Orleans. 
Williamson,  Thomas. 

Third  Assistant  Engineer,  21  May,  1853.     Second  Assistant  Engineer,  25  Jane, 
1855.     First  Assistant  Engineer,  23  April,  1859.     Chief  Engineer,  5  August, 
1861. 
Williamson,  Thomas. 

AsMstiiut  Surgeon,  27  May,  1818.     Died  12  January,  1859. 
Williamson,  Y.  T>. 

Midshipmaa,  12  March,  1832.     Died  6  September,  1834. 
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tVillianison,  William. 

Assistant  Surgeoui  28  March,  1820.     Resigned  2  Kovember.  1827. 
Wllliaiii8on.,  William  C. 

Third  Assistant  Engineer,  19  Fi  I'viiary,  1861.     Second  Assistant  Engineer,  16  Jan- 
uary, 1863.     First  Assistant  Kugiueer,  1  December,  18U4.     Resigned  10  January, 
1866. 
Williaiu8on,  William  P. 

Chief  Engineer,  20  October,  1842.     Name  stricken  from  tlie  Rolls.  6  May.  1861. 
Williamson,  W.  S. 

Midshipman,  3  Februaiy,  182n.     Resigned  29  June,  1830. 
Willis,  Elia!«. 

Midshipman,  4  June,  1790.     Last  appearance  on   Records  of  Navy  Department, 
24  J  uue,  1799.     Lost  at  Sea. 
Willis,  Fos<or. 

Acting  Master,  22  January,  1862.     Resigned  24  April,  1865. 
Willis.  Goorge  K. 

Boatswain,  22  October,  1878. 
Willis,  Henry. 

Midshipman,"lO  September,  1841.     Dismissed  28  August,  1849. 
Willis.  Robert. 

Lieutenant,  14  February,  1799.     Last  appearance  on  Records  of  Navv  Department, 
3  May,  1800. 
Willis,  Thomas  N. 

Midshipman,  13  August,  1799.     Last  appearance  on  Records  of  Navy  Department, 
3  December,  1800.     Furloughed. 
Willisoii,  Charles. 

Midshipman,  2  January,  1800.     Resigned  .5  July,  1803. 
Williss,  John  W. 

Midshipman,  1  May,  1825.     Resigned  7  October,  1831. 
W^illiston.  John. 

Carpenter,  17  November,  1831.     Resigned  14  October,  1836. 
Williston,  Joseph. 

Master,  26  November,  1814.     Died  14  April,  1833. 
Willits,  George  S 

Cadet  Engineer,  Naval  Academy.  1   October,  1873.      Graduated  21   June.  1875. 
Assistant  Engineer,  1  July,  1877. 
Willitson,  Joseph. 

Jlidsiiipman,  5  June,  1799.     Resigned  15  August,  1801. 
Willitson,  Joseph. 

MidsliiDmuD,  11  June,  1799.     Last  appearance  on  Records  of  Navy  Department, 
28  ISovember,  1800     Furloughed. 
Willmnth.  George. 

Boatswain,  16  September,  1841.     Retired  list,  21  December,  1861.     Died  5  August, 
1873. 
Willuiuth,  John  A.  H. 

Mate,  25  August,  1862.     Acting  Ensign,  19  September,   1865.     Honorably  dis- 
charged 9  January,  1869.     Mate,  20  April,  1870. 
Willson.  John. 

Assistant  Surgeon,  30  July,  1801.     Resigned  14  July,  1862. 
Willson,  William  O.  G. 

Assistant  Burgeon,  9  December,  1839.     Resigned  8  September,  1843. 
Willson.  William  G.  G. 

Assistant  Surgeon,   1    December,   1876.      Passed   Assistant   Surgeon,   7   August, 
1880 
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TVillsoii,  William  H. 

Acting  Assistant  Surgeon,  \  October,  1S02.     Resigned  9  September,  1864. 
Wilmar,  James. 

Bout-swain,  9  June,  1803.     Dismissed  18  June,  1807. 
Wilnier,  Abraham. 

Midshipmaii,  4  April,  1799.     Resigned  10  February,  1800. 
WiIiiioi%  Eiiiinannel. 

Midshipman,  1  June,  1S08.     Resigned  18  September,  1813. 
Wilmer.  James  P. 

Midsliipmaii,   27    December,   1802.       Lio'.r.er.ant,    Ifi   February,   1809.     Killed    in 
action  38  March,  1814. 
Wilmer.  J.  B.  B. 

Chaplain,  7  March,  1839.     Resigned  23  July,  1844. 
Wilmer,  Joseph  R. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  20  June,  1878. 
Wilner,  Frank  A. 

Midshipman,  30  June,  18G9.     Graduated  31   May.  1873.     Ensign,   16  July,  1874. 
Master,  35  March,  1880. 
Wilson,  Albert. 

Acting  Master,  29  October,  1861.     Appointment  revoked  (Sick,)   18  February, 
1803. 
Wilson,  Alexander  W. 

Midshipman,  27  November,  1835.     Resigned  13  June,  1839. 
Wilson,  Andrew. 

Gunner,  24  September,  1859.     Dismissed  8  January,  1866. 
Wilson,  Andrew. 

Acting  Second  Assistant  Engineer,  4  September,  18G3.     Resigned  15  June,  1865. 
Wilson,  Benjamin  F. 

Acting  Assistant  Surgeon,  15  August,  1861.     Resigned  18  February,  1864. 
Wilson,  Benjamin  T. 

Midshipman,  15  October,  1834.     Dismissed  10  January,  1838. 
Wilson,  Bryce. 

Acting  Third  Assistant  Engineer,  33  November,  1863.     Acting   Second  Assistant 
Engineer,  38  December,  1863.     Honorably  discharged  30  December,  1868. 
Wilson,  Byron. 

Acting  Midshipman,  31  January,  1853.     Midshipman,   10  June,   1857.      Passed 
Midshipman,  35  June,  1860.     Master,  24  October,  1860.     Lieutenant,  16  April, 
1861.     Lieutenant-Commander,  5  November,   1863.     Commander,  20   January, 
1872. 
Wilson,  Csesar  R. 

Midshipman,  30  November,  1814.     Resigned  31  December,  1816.     Master,  1  Janu- 
ary, 1817.     Died  November,  1820. 
Wilson,  Charles. 

Acting  Ensign,  21  June,  1864.     Honorably  discharged   19  October,  1868.     Mate, 
25  January,  1870. 
Wilson,  Charles  Howard. 

Acting  Third  Assistant  Engineer,  14  July,  1864.     Died  24  April,  1865. 
Wilson,  Charles  II. 

Acting  Third  Assistant  Engineer,  3  January,  1865.    Honor.ablv  dischar<:;ed  2  Octo- 
ber, 1865. 
Wilson,  Oharles  W. 

Acting  Master,  23  April,  1863.     Acting  Volunteer  Lieutenant,  3  February,  1864. 
Honorably  discharged  13  November,  1866. 
Wilson,  DaTid. 

Mate,  39  April,  1864.    Appointment  revoked  9  August,  1865. 
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Wilson,  Downs  li. 

Midshipman,  22  June,  1807.     Graduated  G  .June,  1S71.     Ensign,  14  Jul}     1873. 
JIaster,  31  September,  1S76. 
Wilson,  Fletcher  A. 

Third  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer,  21  Octo- 
ber, 1861.    First  Assistant  Engineer,  1  October,  1863.    Chief  Engineer,  5  March, 
1871. 
Wilson,  George. 

Acting  Assistant  Paymaster,  3  August,  1861.     Resigned  19  October,  1801. 

Wilson,  George  M. 

Master,  24  July,  1812.     Resigned  20  May,  1818. 
Wilson,  George  T. 

Acting  First  Assistant   Engineer,  28  November,   1863.      Honorably   discharged 
4  November,  1865. 
Wilson,  George  W. 

Mate,  9  July,  1863.     Honorably  discharged   IS   May,  1865.     Mate.  25  July,  1866. 
Discharged  23  April,  ISO". 
Wilson,  George  W. 

Acting  Assistant  Surgeon,  25  September,  1862.     Died  21  September,  1864. 
Wilson,  G.  P. 

Gunner,  24  July,  1827.     Dropped. 
Wilson,  Henry. 

Acting  Master  18  November,  1863.     Resigned  3  March,  1863. 
Wilson,  Henry. 

Midshipman,  2     October,  1847.     Passed  Midshipman,  10  June,  1853.      Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Oommander, 

16  July,  1862.     Commander,  30  April,  1867.     Captain,  9  Alay,  1878. 
Wilson,  Henry. 

Acting  Third  Assistant  Engineer.    13   February,    1865.     Honorably    discharged 
9  August,  1866. 
Wilson,  Henry. 

Purser,  17  June,  1846.     Resigned  11  Februury,  1S51. 
Wilson,  Horatio  R. 

Midshipman,  17  April,  1862.     Gradimted  June,  1866.     Ensign,  13  March,  1868. 
Master,  26    March,   1869.     Lieutenant,  31    March,   1870.      Died   33  January, 
1875. 
Wilson,  Jacob. 

Acting  Second  Assistant  Engineer,  5  June,  1863.     Appointment  revoked   (Sick.) 
36  June,  1863.     Acting  First  Assistant  Engineer,  19  February.  1.S64.     Appoint- 
ment revoked  (Sick,)  18  July,  1864. 
Wilson,  James. 

Midshipman,  3  April,   1804.     Lieutenant,    19   May,    1812.     Last  appearance   on 
Records  oi  Navy  Department,  1814. 
Wilson,  James. 

Midshipman,  18  May,  1809.     Appointment  revoked  24  July,  1809. 
Wilson,  James. 

Acting  Third  Assistant  Engineer,   19   September,   1864.     Honorably  discharged 
25  July,  1865. 
Wilson,  James. 

Acting  Assistant  Surgeon,  1  September,  1803.     Assistant  Surgeon,  21  June,  1864. 
Wholly  retired  24  April,  1800. 
Wilson,  James. 

Acting  Ensign,  13  November,  1863.     Dismissed  IS  July,  1864. 
Wilson,  James. 

Boatswain,  8  August,  1866.     Dismissed  8  April,  1871. 
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Wilson,  James. 

Mate,  21   Maj',  1S63.     Acting  Ensign,  30  August,  1865.     Honorably  discharged 
9  November,  1868. 
Wiliiion,  James. 

Mate,  1  October,  1864.     Appointment  revoked  38  September,  1866. 
TVilson,  James. 

M.ite,  3  November,  1865.     Appointment  revoked  3  August,  1866. 
Wilson,  Jiiiiies  JI. 

Acting  Tliird   Assistant   Engineer,   38   February,    1865.     Honorably   discharged 

13  February,  1809. 
Wilson,  James  li. 

Acting  Ensign,  10  December,  1864.     Honorably  discharged  15  September,  1865. 
Wilson,  James  P. 

Midshipman,  1   January,  1817.     Lieutenant,   38  April,  1836.     Commander,  3   No- 
vember, 1843.     Died  13  March,  1848. 
Wilson,  James  R. 

Purser,  2f  April,  1813.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Purloughed. 
Wilson,  James  W. 

Acting  Assistant  Surgeon,  3   February,  1865.     Honorably  discharged   9  October, 
lSti5. 
Wilson,  Jarris. 

Acting  Ensign  and  Pilot,  36  November,  1864.     Honorably  discharged  4  October, 
1865. 
Wilson,  John. 

Acting  First  Assistant  Engineer,  3  May,  1864.     Honorably  discharged  13  October. 
1805. 
Wilson,  John. 

Third  Assistant  Engineer,  19  February,  1861.     Second  Assistant  Engineer,  17  De- 
cember, 1803.     Resigned  19  May,  1866. 
Wilson,  John  A. 

Acting  Second  Assistant  Engineer,  19  July,  1864.     Honorably  discharged  19  Sep- 
tember, 1805. 
Wilson,  John  A. 

Acting  Master  and  Pilot,  1  January,  1865.    Honorably  discharged  1  August,  1865. 
Wilson,  John  C. 

Midshipman,  20  July,  1805.     Graduated  June,  1809.    Ensign,  13  July,  1870.    Mas- 
ter, 9  December,  1871.     Lieutenant,  3  February,  1875. 
Wilson,  John  H. 

Mate,  7  November,  1863.     Resigned  17  October,  1804. 
Wilson,  John  U. 

Acting  Tiiird  Assistant  Engineer,  33   November,   1864.     ITonorably   discharged 
27  October,  1865. 
Wilson,  John  U. 

Mate,  13  June,  1805.     Honorably  discharged  7  September,  1865. 
Wilson,  John  J. 

Acting  Becnnd  Assistant  Engineer,  37  December,   1864.     Honorably  discharged 
1  December,  1865. 
Wilson,  John  JK. 

Midshipman,  3  March,  1841.      Passed  Midshipman,  10  August,  1847.     Master, 

14  September,  1855.     Lieutenant,  15  September,  1855.     Resigned  9  May,  1856. 
Wilson,  John  li. 

Acting  Second  Assistant  Engineer,  4  March,  1863.     Dismissed  17  October,  1863. 
Wilson,  John  O. 

Midshipman,  3  February,  1839.     Resigned  1  July,  1836. 
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Wilson,  John  $i. 

Gumur,  date  not  known.     Last  appearance  on  Records  of  Navy  Department,  ISlo. 
Biig  "  Firefli/r 
Wilson,  Josepb. 

Purser,  L'4  J iilv,  1813.     Retired  list,  31  December,  1861.     Pay  Director  on  Retired 
list,  3  March,  1871.     Died  19  June,  1875. 
Wilson,  Joseph. 

Sailmaker,  13  April,  1870. 
Wilson,  Joseph. 

Assistant  Surgeon,  13  May,  1843.     Surgeon,  23  May,  1S57.     Medical  Inspector, 
3  March,  1871.     MedicalDirector,  26  April,  1872.     Retired  list,  6  January,  1878. 
Wilson,  Josiah  31. 

Midshipman,  21  September,  1861.     Graduated  October,  1865.     Ensign,  1  Decem- 
ber, 18C6.     blaster,  13  March,  1868.     Retired  list,  7  March,  1870.     Died  29  Oc- 
tober, 1871. 
Wilson,  Mason. 

Midshipman,  1  January,  1818.     Died  31  October,  1822. 
Wilson,  9Iatt.  H. 

Mate,  7  December,  1861.     Resigned  8  March.  1865. 
Wilson,  Miles. 

Carpenter,  21  March,  1838.     Resigned  6  September.  1838. 
Wilson,  Xathaniel. 

Purser,  6  October,  1829.     Died  26  October,  1849. 
'*]l'ilson,  Richard  A. 

Midshipman,  3  January,  1804.     Resigned  i!  December,  1805. 
M'ilson  Robert  H. 

Acting  Jlidshipman,  18  June,  1850.     Resigned  14  December.  1850. 
Wilson,  Samuel  I^. 

Midshipman,  20  September,  1861.     Graduated  November,  1864.     Ensign,!  No- 
vember, 1866.     Master,  1  December,  1866.     Lieutenant,  13  March,  1868.     Lieu- 
tenant-Commander, 31  December,  1869.     Died  1  August,  1879. 
Wilson,  Stephen. 

Midshipman,  15  November,  1809.     Dismissed  3  May,  1813. 
Wilson,  Stephen  B. 

Midshipman,    1    January,    1812.      Lieutenant,   13   January,    1823.      Commander- 
8  September,  1841.     Captain,  14  Seplember,  1855.     Died  15  March,  l^G';!. 
Wilson,  Theodore  D. 

Carpenter,  3  August,  1861.     Resigned  24  May.  1866.     Assistant  Naval  Constructor 
17  May,  1866.     Naval  Constructor,  1  July,  1873.    ' 
Wilson,  Thomas. 

Boatswain,  27  July,  1799.     Last  apijearance  on  Records  of  Navy  Department, 
29  July,  1799. 
W^ilson,  Thomas. 

Mate,  15  October,  1863.     Appointment  revoked  5  January,  1867. 
Wilson,  Thomas  E. 

Acting  Third  Assistant   Engineer,   4    November,    1863.     Honorablv   discharged 
12  August,  1865. 
Wilson,  Thomas  P. 

Midshipman,  20  September,  1861.     Graduated  October,  1865.     Ensign  1  Decem- 
ber, 1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869.     Retired  list, 
2  August,  1873.     Died  10  March,  1S77. 
Wilson,  Thomas  R. 

Midshipman,  22  January,  1816.     Killed  in  1821. 
Wilson,  Thomas  R. 
Guuner,  31  January,  1853. 
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Wilson,  Thomas  S. 

Alidshipman,  7  April,  1862.     Graduated  November,  1804.     Resigned  28  August^ 
1805. 
Wilson,  W.  G.  G. 

Assistant  Surgeon,  9  December,  1839.     Resigned  8  September,  18.43. 
Wilson,  William. 

Gunner,  10  .June,  18C1. 
Wilson,  William. 

Mldsliipnian,  1  January,  1808.     (See  Mariite  Crops., 
Wilson,  William  A. 

Acting  Assistant  Surgeon,  1  October,  1802.     Resigned  9  September,  1864 
Wilson,  William  K. 

ilatu,  2  September,  1804.     Resigned  3  May,  1SG5. 
W^iltbank,  James. 

Cliaplain,  30  September,  1833.     Resigned  12  October,  1883.     CJiaplain,  25   Febru- 
ary, 1837.     Died  19  March,  1843. 
Wilton,  Ric-liard  W. 

Acting   Tliird   Assistant   Engineer,  3  September,   1804.     Ilonorabl-    discharged 
19  July,  1805. 
Wiltse,  Gilbert  C. 

Acting  Midshipman,  20  September,  1855.     Midshipman,  9  June,  1859.     Lieutenant, 
31    August,    1861.      Lieutenant-Commander,   6   January,   1860.      Commander, 
8  November,  1873. 
Wiltsee,  Isaac  P. 

Mate,  6  June,  1803.     Acting  Ensign,  4  November,  1864.     Honorably  dischai-tred 

30  November,  1865. 
Wiltz,  Alexander. 

Mate,  30  August,  1864.     Drowned  27  August,  1864. 
Wiltze,  Robert. 

Mate,  18  January,  1868.     Mustered  out  13  March,  1869. 
Winans,  George  W. 

Acting  Assistant  Paymaster,  30  October,  1863.     Drowned  1864. 
Winans,  Herman  W. 

Acting  Third  Assistant  Engineer,  8  May,   1863.     Appointment  revoked  (Sick,; 
18  June,  1864. 
Winans,  John. 

Midshipman,  1  July,  1835.     Died  31  January,  1831. 
Winans,  Xelson. 

Acting  Chief  Engineer,  9  March,  1863.     Honorably  discharged  28  September,  1865. 
Winch,  Thomas  G. 

Midshipman,  30  September,  1873.     Graduated  30  June,  1876.     Died  8  Januiu". 
1879. 
Winchester,  Felix. 

Acting  Midshipman,  25  October,  1849.     Dropped  3  September,  1850. 
Winchester,  John  F. 

Acting  Master,  9  August,  1861.     Honorably  discharged  30  September,  1865. 
Winchester,  J.  O. 

Acting  Ensign,  27  July,  1863.     Honorably  discharged  9  August,  1865.     Acting 
Ensign,  11  December,  1806.     Mustered  out  27  Jlarch,  1869. 
Winchester,  William. 

Boatswain,  28  October,  1858.     Dismissed   17  October,  1863.     Acting  Boatswain, 

31  July,  1869.     Appointment  revoked   20  December,  1869.     Acting  Boatswain, 
31  November,  1873.     Appointment  revoked  11  July,  1874. 

Winder,  Fdward  Ju. 

Midshipman,  29  April,  1836.     Passed  Midshipman,  1  July,  1842.     Master,  25  Oc- 
tober, 1849.     Lieutenant,  20  April,  1850.     Dismissed  22  April,  1861. 
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Winder,  LiCTin  W. 

Midsliipman,  3  June,  1799.     Resigned  25  Murcb,  1801. 
Winder,  Tlionias  Jone)^. 

Surgeon,  24  September,  1799.     Resigned,  date  not  linown. 
Winder,  William. 

Midshipman,  21   September,  1S09.     Graduated  31  Mar,  1873.     Ensign,  16  July, 
1S74, 
Windsor,  William  AngUKlus. 

Third   Assistant   Engineer,    IG    September,    18C2.       Second    Assistant   Engineer, 
1  March,  18G4.     First  Assistant  Ebgiueer,  1  January-,  1808 
Wines,  Charles. 

Acting  Third  Assistant  Engineer,  24   February,  18C3.     Acting  Second  Assistant 
Engineer,  1  March,  1804.     Appointment  revolted  (Sick,)  22  September,  18t)4. 
Wing,  Frank  H. 

Mate,  21  February,  18G5.     Honorably  discharged  10  September,  1868.     Mate,  18 
January,  1870.     Ajjpointment  revolted  8  April,  1873. 
Wing,  Cieorge  E. 

Acting  Ensign,  21  August,  1863.     Honorably  discharged  15  November,  1865 
Wing,  James. 

Acting  Assistant  Paymaster,  8  February,  1863.     Resigned  13  August,  1862. 
Wing,  William. 

Acting  Ensign,  28  April,  1864.     Honorably  discharged  27  October,  1865. 
Wingate,  George  E. 

Acting  Ensign,  31   October,  1863.     Master,  13  March,  1868.     Lieutenant,  18  De- 
cember, 1868.     Lieutenant-Commander,  13  July,  1870. 
Wingate,  James  W. 

Sailmaker.  17  January,  1876. 
Wingate,  Henry  T. 

Midshipman,  13  December.  1831.     Passed  Midsbii^man,  15  June,  1837.     Lieuten- 
ant, 8  September,  1841.     Died  4  May,  1854. 
Wingate,  James  W. 

Sailmaker,  17  January,  1876. 
Wingate,  Jolin  D. 

Mate,  9  December,  1863.     Honorably  discharged  35  November,  1865. 
Wingate,  William  H. 

Acting  Third  Assistant  Engineer,  14  October,  1804.     Honorablv  discharged  30  Oc- 
1867. 
Wlngerd,  George  B. 

Midshipman,  1  Slarch,  1825.     Dismissed  by  Court-Martial  C  November,  1828. 
Wlnget,  Oaniel. 

Mate,  31  March,  1863.     Resigned  23  March,  1864. 
Wingood,  William,  Jr. 

Mate,  28  August,  1862.     Acting  Ensign,  21    September,   1864.     Honorably  dis- 
charged 1  November,  1865. 
Winloek,  James  II. 

Midshipman,  25  September,  1868.     Graduated  1  June,  1872.     Died  2  March,  1873. 
Winloek,  Joseph. 

Professor,  26  June,  1856.     Resigned  1  May,  1806. 
Winn,  Charles  F. 

Midsjipman,  1  Januai^,  1818.     Died  3  May,  1820. 
Winn,  Fdn-ard  A. 

JIate,  17  August,  1866.     Mustered  out  4  September,  1868. 
Winn,  John  K. 

Mate,  8  September,  1863.  Acting  Ensign,  3  June,  1863.  Acting  Master,  6  August, 
1864.  Acting  Volunteer  Lieutenant,  37  July,  ISOd.  ikldstcr,  13  March,  i868. 
Lieutenant,  18  December,  1808.     Lieutenant-Commander,  11  December,  iS77. 
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"Winn,  Elinor. 

Midsliipman,  16  January,  1806.     Resigned  8  May,  1809. 
Winn.  Tininlhy. 

i^irser,  17  May,'l815.     Died  18  February,  1836. 
Winn,  Joseph. 

Acting  Volunteer  Lieutenant,  28  September,  1861.     Resigned  24  July,  1862. 
Winneiuore,  Edward. 

Acting  Ensign,  6  June,  186-1.     Died  of  wonnds  at  Fort   Fisher,  24   December, 
1864. 
Winrani,  John. 

Mate,  9  June,  1863.     Honorably  discharged  3  October,  1805. 
Winrajss.  Naninel  R. 

Mute,  24  January,  1803.     Resigned  31  May,  1804. 
Winsliip,  Alvin  A. 

Acting   Second   Assistant   Engineer,   25   August,    1864.      Honorably   discharged 
21  July,  1805. 
Winsliip,  Amos. 

Surgeon,  12  Se]jtember,  1799.     Last  appearance  on  Records  of  Navy  Department, 
li  August,  1800. 
Winship,  E.  K. 

Acting  Assistant  Paymaster,  18  December,  1862.     Resigned  11  November,  1864. 
Winsliip,  Thomas. 

Acting  Third  Assistant  Engineer,  28  May,  1802.     Acting  Second  Assistant  En 
gineer,  27  November,  1803.     Resigned  16  March,  1865. 
Winslow,  Cameron  M. 

Midshipman,  29  September,  1870.     Graduated  21   .Tune,   1875.     Ensign,  18  Jniy, 
1876. 
Winslow,  Edward  D. 

Acting  Assistant  Surgeon,  1  October,  1862.     Appointment  revoked  18  November, 
1863. 
Winslow,  Ezra  D. 

Chaplain  10  March,  1803.     "Wholly  Retired  from  service  11  January,  1809 
Winslow,  Francis. 

Midshipman,  8  July,  1833.    Passed  IMidshipman,  8  June,  1839.    Lieutenant,  24  No- 
vember, 1S44.     Commander,  6  May,  18ti2.     Died  26  August,  1862. 
Winslow,  Francis. 

Midshipman,  26  July,  1865.     Graduated  7  June,   1870.     Ensign,  13  July,  1871. 
Master,  7  October,  1874. 
Winslow,  George  F. 

Mate,  2i  January,  1862.     Acting  Ensign,  23  May,  1803.     Acting  Master,  14  Janu- 
ary, 1864,     Honorably  discharged  5  January,  1868. 
Winslow^  George  F. 

Acting  Assistant   Surcreon,   26   July,  1802.      Assistant   Surgeon,   28   May,  1804. 
Passed  Assistant  Surgeon,  14  June,  1867.     Surgeon,  2  April,  1875. 
Winslow,  Henry  A. 

Mate,  23  August.  1863.     Acting  Ensign,  31  October,  1864.     Honorably  discharged 
28  August,  1865. 
Winslow,,  Herbert. 

Midshipman,  20  July,  1865.    Graduated  Jnne,  1809.     Ensign,  12  July,  1870.    Mas- 
ter, 1  April,  1872.     Lieutenant,  3  May,  1875. 
Winslow,  John  A. 

Midshipman,  1  February,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
9  December,  1839.  Commander,  14  Se])teml)er,  1855.  Captain,  10  July,  1802. 
Commodore,  19  June,  1864.  Rear-Admiral,  3  March,  3  870.  Died  29  September, 
1873. 
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Winslow,  It'illiani  II. 

Mate,  2«  June,  1802.     Acting  Ensign,  3  October,  18G2.     Acting  Master,  12  Sep- 
tember, 1803.     Honorably  discharged  26  October,  18C5. 
Winslow,  William  R. 

Acting  Assistant  Pavmaster,  24  December,  1SG2.     Assistant  Paymaster,  2    luly, 
1804.     Paymaster,  4  May,  1866.     Died  25  February,  1869. 
Winsor,  r>iistavnH  A. 

Acting  Ensign,  8  .lune,  1864.     Appointment  revoked  (Sick,)  8  June,  1804. 
Wiiisor,  II«raoo  E. 

Tliird  Assistant  Engineer,  21  May,  1853.     Second  Assistant  Engineer,  27  July, 
1853.     Resigned  20  August,  1856. 
Winston.  John  I^. 

Acting  First  Assistant  Engineer,  13  August,  1803.     Honorably  disclaarged  20  No- 
vember, 1S05. 
Winter,  Asa  C. 

Acting  Assistant  Paymaster,  1  August,  1861.     Died  28  June,  1804. 
Winter,  James. 

Acting    Assistant    Paymaster,   10    October,   1863.     Mustered    out    12    October, 
1865. 
Winter,  Riobard. 

Midshipman,  15  November,  1809.     Lieutenant,  9  December,  1814.     Died  January, 
1819. 
Winter,  Waiter. 

Midsbipman,  22  March,  1799.     Lieutenant,  26  April,  1809.     Last  appearance  on 
Records  of  Navy  Department,  1  June,  1813.     Drowned. 
Winters,  James  F. 

Acting  Third  Assistant  Engineer,  22  October,  1803.     Honorably  discharged  23  Oc- 
tober, 1SG5. 
WintoM,  David  I^. 

Acting  Third  Assistant  Engineer,  21  July,  1803.     Resigned  30  January,  1864. 
Winton.  J.  L.. 

Mate,  24  September,  1861.     Dismissed  21  April,  1862.     Acting  Ensign,  29  June, 
1803.     Dismissed  17  October,  1873. 
Wise,  Edward  E. 

Midshipman,  5  June,  1871.     Graduated  20  June,  1876.     Resigned  1   September, 
1880. 
Wise,  Francis. 

Midshipman,  23  August,  1802.     Dismissed  22  December,  1803. 
Wise,  Frederick  M. 

Midship'Uian,  23  September,  1862.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Wise,  George  E. 

Acting  Ensign,  28  November,  1864.     Resigned  22  May,  1865. 
Wise,  George  S. 

Purser,  25  April,  1812.     Died  20  November,  1824. 
Wise,  Henry  A. 

Midshipman,  8  February,  1834.  Passed  Midshipman,  16  July,  1840.  Master, 
31  October,  1846.  Lieutenant,  25  February,  1847.  Commander,  16  July,  1862. 
Captain,  29  December,  1800.     Died  2  April,  1869. 

Wise,  John. 

Assistant  Surgeon,  10  December,  1814.     Resigned  24  August,  1818. 

Wise,  John. 

Acting  Assistant  Surgeon,  1  October,  1802.     Resigned  4  June,  1864. 

Wise,  John  C. 

Assistant  Surgeon,  28  April,  1870.     Passed  Assistant  Surgeon,  10  June,  1874. 
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Wise,  Williiim  C. 

ActinET  Midshipman,  29  September,  1860.      Ensign,  1  October,  1863.     Master, 
10  May,  1866.   Lieutenant,  21  February,  1867.    Lieutenant-Commander,  13  March, 
1868. 
Tl'ish,  John  A. 

Midsliipman,  7  Decembc:-   1810.     Lieutenant,  27  April,  1810.     Died  25  October, 
1833. 
Wisliart,  Aloxniifler. 

Acting  Midshipman,  3  October,  1850.     Resigned  22  March,  18.51. 
Wisner,  George. 

Carpenter,  30  December,  1841.     Died  21  March,  1866. 
Wisnei,  Henry  C. 

Midshipman,  17  April,   1862.     Graduated  ,Tune,  1866.     Ensign,  12  March,  1868. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870.     Resigned  17  April,  1873. 
Wisner,  Robert. 

Mate.  22  May,  1862.     Died  28  .Tune,  1864. 
Wishing,  Herman 

Mate,  30  February,  1864.     Resigned  8  May,  1865. 
Wister,  Owen  J. 

Assistant  Surgeon,  6  March,  1848.     Resigned  24  July,  1853. 
Wiswnll,  William  J. 

Midshipman,  1  .January,  1825.     Resigned  7  February,  1837. 
Witliani,  Thomas  A. 

Acting  Ensign,  39  December,  1863.     Honorably  discharged  3  October,  1865 
Witherbee,  John  J. 

Acting  Assistant  Surgeon,  7  January,  1863.     Died  30  August,  1863. 
Witherell.  A.  D. 

Acting  Third  Assistant  Engineer,  37  July,  1863.     Acting  Second  Assistant  En- 
gineer, 3  May,  1864.     Appointment  revoked  (Sick,)  30  April,  1865. 
Witherell,  J.  B. 

Midshipman,  10  March,  1820.     Died  30  October,  1833. 
Withers,  J.  Francis. 

Acting  Third   Assistant   Engineer,   3   November,   1864.     Honorably   discharged 
4  December,  1865. 
Witherspoon,  David. 

Midshipman,  11  December,  1799.     Resigned  1  January,  1801. 
Witherspoon,  John. 

Midshipman,  5  February,  1800.     Discharged  13  October,  1801,  under  Peace  Estab- 
ment  Act. 
Withington,  Samuel  li. 

Mate,  19  November,  1861.     Resigned  13  February,  1865. 
Withington.  ^ninner. 

Acting  Master,  29  October,  1861.     Resigned  31  December,  1863. 
Witzel,  Horace  M. 

Cadet  Midshipman,  5  June,  1873.     Graduated  IS  June,  1879.     Ensign,  18  March, 
1830. 
Wixon,  Oscar  F, 

Mate,  17  December,  1862.     Acting  Ensign,  31  December,  1863.     Resigned  10  May, 
1865. 
Woart,  William. 

Midshipman,  29   September,  1863.     Graduated   June,  1868.     Drowned   18  June, 
1869. 
Wolbert,  Frederick  G. 

Midshipman,  18  June,  1813.     Lieutenant,  28  March,  1830.     Cashiered  17  Septem- 
ber, 1825. 
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Woloott,  Oliver  S. 

Midshipman,  1  January,  1818.     Resigned  l:J  JMarcli,  1819. 
IVoId,  I^iiiiirifz. 

Acting  Kusign,  3  August,  18G3.     Honorable  discharged  IG  September,  1865. 
Wolfe,  Henry. 

Mate,  IG  February,  1804.     Honorably  discharged  13  August,  18G5. 
Wolfenden,  Jolin. 

Master,  27  June,  1813,    Discharged  10  June,  1815. 
Wolff,  Charles. 

Acting  Third   Assistant    Engineer,   20  October,   18C3.      Honorably   discharged 
29  August,  18Go. 
Wolllej,  iewis. 

Assistant  Surgeon,  21  June,  1832.     Passed  Assistant  Surgeon,  8  November,  183G. 
Surgeon,  29  July,  1841.     Died  31  July,  1844. 
Wolsteiilioline,  John. 

Mate,  21  January,  lt)tj4.     Resigned  10  May,  1865. 
Woobridge,  D.  Cii. 

1  January,  1835.     Died  21  January,  1832. 
Wood,  Albert  X. 

Cadet  Midshipman,  24  September,  1873.     Graduated  4  June,  1880. 
Wood,  Alonzo  D. 

Acting  Third  Assistant  Engineer,  10  November,  1863.     Acting  Second  Assistant 
Engineer,  24  January,  180j.     Honorably  discharged  16  August,  ISCG. 
Wood,  Rcnjauiin  F. 

Third  Assistant  Engineer,  1   July,  18G1.     Second  Assistant  Engineer,  21   Ajiril, 
1803.     First  Assistant  Engineer,  11  October,  1SG6. 
Wood,  Chester  O. 

Acting  Third  Assistant  Engineer,  9  August,  1864.     Honorably  discharged  I.j  Sq)- 
tember,  1865. 
Wood,  D.  R. 

Midshipman,  3  March,  1841.     Resigned  26  October,  1841. 
Wood,  Edward  P. 

Midshipman,  1   October,  1863.     Graduated  June,  18G7.     Ensign,  18  December, 
1SG8.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Wood,  £dwin  M. 

Mate,  1   October,  1862.      Acting  Ensign,  28  November,  1863.     Honorably  dis- 
charged 18  September,  ItiUo. 
Wood,  Frederick- 
Acting  Ensign,  23  October,  1864.     Honorably  discharged  1  July,  1863. 
Wood,  George  H. 

Mate,  24  A|jril,  1863.     Acting  Ensign,  16  September,  18G2.     Honorably  discharged 
28  October,  1865. 
Wood,  CJeorge  W. 

Acting  Miilshipman,  23  Septeml>er,  1859.     Ensign,  24  February,  1863.    Lieutenant, 
22   February,   18G4.       Lieutenant-Commander,   25    July,   1866.       Commander, 
26  February,  1878. 
Wood,  George  W. 

Mate,  26  February,  1868.     Mustered  out  30  No-  ember,  1868. 
Wo«>d,  Godfrey. 

Lieutenant,  IG  February,  1800.     Resigned  11  August,  1802. 
Woo«l,  Henry. 

Chaplain,  11  September,  1856.     Retired  list,  21  December,  1861.     Died  S  October, 
1S73. 
Wood,  Henry. 

Acting  Tiiird  Assistant  Engineer.     Dismissed  11  August,  1864. 
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Wood,  H.  P.  T. 

Midshipman,  1  March,  1835.     Passed  MidshiiJiuaii,  2S  April,  1833.     Died  0  Octo- 
ber, 1836. 
Wood,  James  B. 

Acting  Master,  35  January,  1863.     Honorably  discharged  'J  January,  ISGC.     Act- 
ing Master,  36  June,  1866.     Mustered  out  9  November,  186«. 
Wood,  Jaiiios  D. 

Acting  Master,  38  September,  1861.     Resigned  25  March,  1863. 
Wood,  James  P. 

Sailmaker,  24  November,  1841.     Resigned  28  April,  1843. 
Wood,  Joliii. 

Midshipman,  18  July,  1800.     Resigned  4  March,  1804. 
Wood,  Jolin. 

Midshipman,  7  December,  1799.     Last  appearance  on  Records  of  Navy  Depart- 
ment.   Dead. 
Wood,  Jobn  F. 

Acting  Assistant  Paymaster,  37  September,  1862.     Mustered  out  17  October,  1865. 
Woo«1,  John  Taylor. 

Midshipman,  7  April,  1847.     Passed  Midshipman,  10  June,  1853.     Master,  15  Sep- 
tember, 1855.     Lieutenant,  16  Sejitember,  1855.     Dismissed  3  AiJril,  1861. 
Wood,  Joseph  H. 

Acting  Assistant  Paymaster,  28  September,  1863.     Mustered  out  12  June,  1866. 
Wood,  Joseph  Liearned. 

Cadet  Engineer,  Naval  Academy,  14^Sei3tember,  1876.     Graduated  10  June,  1880. 
Wood,  lieiniiel  C. 

Acting  Master,  23  May,  1861.     Resigned  33  June,  1863. 
Wood,  li.  C,  Jr. 

Acting  Assistant  Paymaster,  6  April,  1865.     Mustered  out  3  September,  1865. 
Wood,  Minard. 

Mate,  36  June,  1863.     Appointment  revoked  28  November,  1863. 
W^ood,  Moses  L.. 

Cadet  Midshipman,  31    September,   1871.     Graduated   31    June,   1875.     Ensign, 
18  July,  1876. 
Wood,  OJJver  W. 

Midshipman,  30  November,  1814.     Died  in  1833. 
Wood,  SaniMcl  S. 

Acting  Assistant  Paymaster,  37  September,  1863.     Passed  Assistant  Paymaster, 
33  July,  1866.     Resigned  19  March,  1868. 
Wood,  Theodore  T. 

Midshipman,  29  September,  1864.     Graduated  June,  1868.     Master,  13  July,  1870. 
Lieutenant,  3  April,  1873. 
Wood,  Thomas  C. 

Midshipman,  30  July,  1866.     Graduated  6  June,  1871.     Ensign,  14  July,  1873. 
Wood,  William  H. 

Acting  Master,  25  July,  1861.     Acting  Volunteer  Lieutenant,  34  December,  1864. 
Hdnorably  discharged  23  February,  1866.     Acting  Master,  25  Julv,  1866.     Mus- 
tered out  13  April,  1868. 
Wood,  William  II. 

Mate,  23  September,  1863.     Honorably  discharged  5  December,  1865. 
Wood,  William  M. 

Assistant  Surgeon,  16  May,  1829.    Surgeon,  30  February,  1838.    Medical  Director, 
3  March,  1871.     Retired  list,  37  May,  1871.     Died  1  March,  1880. 
Wood,  William  Maxwell. 

Midshipman.  20  July,  1865.     Graduated  7  June,   1870.     Ensign,   13  July,  1871. 
Master,  3  August,  1873.     Lieutenant,  11  December,  1S77. 
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Wood,  William  W.  W. 

C'iiiff  Engineer,  15  March,  184.",.     Cliiel  of  JUircau  Steam  Engineering,  20  March, 
1S73.     Successor  appointed  3  March,  1877.     Retired  list.  31  May,  18S0. 
Woodbridge,  Henry  R. 

I'lirscr,  ^7  March,  1861.     Died  2.5  October,  18G1. 
WoodJ>iir.y,  Cieorge  A. 

Mate,  'J  November,  1804.     Ilonor.ably  discharged  30  June,  1865. 
Woodlmry,  Jesse  P. 

ArtiiiLC  .\ssi3tant  Paymaster,  14  August,  1861.     Assistant  Paymaster,  24   Septem- 
ber, lsi;2.     Resigned  18  April,  ISUG. 
Woodbury,  Josiah  tic. 

Acting  Assistant  Paymaster,   10  November,   1862.     Killed  in  action  17  August, 
1863. 
Woodbury,  I^eander  S. 

Acting  Assistant  Paymaster,    20  January,  1865.     Honorably  discharged  25  Sep- 
tember, 1865. 
Woodend,  fiieorge  R. 

Tliird  Assistant  Engineer,  21  May,  1853.     Resigned  20  April.  18.'J7. 
Woodboiise,  Saiiiiiel. 

Midshipman,  2  May,   1801.     Lieutenant,    4    May,  1808.     Cuniniander,  27    April, 
1816.     Captain,  3"March,  1827.     Died  10  July,  1843. 
WoodhuII,  Maxfrell. 

Midsliipman,  4  June,  1833.     Passed  Midshipman,  26  June,    1838.     Lieutenant, 
17  July,  1843.     Commander,  1  July,  1861.    Died  19  February,  1863. 
WoodhuII,  W  illiam  W. 

Acting  Assistant  Paymaster,  13  May,  1863.     Passed  Assistant  Paj-master,  23  July, 
1806.     Paymaster,  10  February,  1870. 
Woodland,  Ciiarles. 

Boatswain,  27  June,  1848.     Retired  list,  13  August,  1864.     Died  11  May,  1873. 
Woodland,  Wesley. 

Acting  Third  Assistant  Engineer,  14   January,   1862.     Dismissed   2   September, 
1802. 

W^oodinaii.  Edward. 

Mi.lsliipman,  30  September,  1862.     Graduated  June,  1866.     Ensign,    12   March, 
1868.     Master,  26  March,  1809.     Lieutenant,  21  March,  1870.     Died  2  August, 
1877. 
Woodman,  John. 

Mate,  28  October,  1862.     Drowned  27  October,  1804. 
Woodrow,  DaTi«l  C. 

Midshipman,  21   September,  1861.     Graduated  November,   1864.     Ensign,  1  No- 
vember, 1866,     Master,  1   December,  1866.     Lieutenant,  12   March,  1808.     Lieu- 
tenant.Commander,  26  March,  1809. 
WoodruflT,  Abner. 

Miflsbipman,  1   September,  1798.     Lieutenant,  4   March,  1803.     Resigned   20  No- 
vtmbei',  1803. 
Woodruff,   Harry. 

Mute,  24  November,  1803.     Acting  Ensign,  19  May,  1804.     Resigned  5  ]\Iay,  1805. 
Woodruff.  Joseph,  Jr. 

Midshipman,  1  February,  1827.     Dropped. 
Woodruff,  Timothy. 

Acting  Third  Assistant  Engineer,  9  May,  1804.     Honorably  discharged  4   April, 
1808. 
Woodrnll'e,  Joseph. 

Midshipman,  1  January,  1808.     Resigned  10  January,  1809. 
Woods,  Arthur  Tannatt. 

CVidet  Engineer,  Naval  Academy,  14  September,  1870.     Graduated  10  June,  ISSO. 
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Woods,  Benjamin. 

Mate,  21  March,  18(i2.     Acting  Ensigu,  1  October,  1803.     Resigned  15  May,  1865. 
Woods,  C'liarles  H. 

Acting  Tliird  Assistant  Engineer,  28   February,   18G5.      Honorably  dischar<Tcd 
24  May,  1866. 
Woods,  David  C. 

Acting  Master,   13  May,   1861.     Acting  Volunteer  Lieutenant,   6   January,  1864. 
Honorably  discharged  10  September,  1865. 
Woods,  George  H. 

Mate,  13  December,  1861.     Acting  Ensign,  6  May,  1863.     Acting  ]\raster,  6  Janu- 
ary, 1865.     Honoral)]y  discharged  10  September.  1805. 
Woods,  George  W. 

Assistant  Surgeon,  24  January,   1862.     Passed  Assistant  Surgeon.   8  May,  1805. 
Surgeon,  10  December,  1809. 
Woods,  Henry  T,.  R. 

Mate,    3   April,    1803.     Acting   Ensign,    7    April,    1804.      Honorably   discharged 

12  May,  1865. 
Woods,  John  C. 

Boatswain,  8  July,  1815.     Died  31  January,  1886. 
Woods,  William  C. 

Acting  Third  Assistant  Engineer,  24   September,   1864.     Honorably   discharged 
30  September,  1867. 
Woodward,  Edwin  T. 

Acting  Midshipman,  23  November,  1859.      Lieutenant,  23  February,  1804.     Lieu- 
tenant-Commander, 25  July,  1860.     Commander,  2  February,  1878. 
Woodward,  Edward. 

Assistant  Surgeon,  10  December,  1814.     Died  26  January,  1818. 
Woodward,  James  91. 

Gunner,  8  March,  1851.     Died  21  December,  1857. 
Woodward,  J.  W. 

Midshipman,  28  August,  1789.     Resigned  21  April,  1800. 
Woodward,  Roland  E. 

Acting  Assistant  Surgeon,  15  July,  1864.     Appointment  revoked  6  IMarch,  1865. 
Woodward,  Thomas  J. 

Acting  Master,  23  September,  1861.     Acting  Volunteer  Lieutenant,  1  .\ugust,  1862. 
Honoraljly  discharged  12  September,  1865. 
Woodward,  William  II. 

Acting    Third    Assistant    Engineer,   29    March,    1864.       Honorably    discharged 
19  March,  1808. 
Woodward,  William  It. 

Acting  Assistant  Paymaster,  11  May,  1863.     Mustered  out  4  September,  1865. 
Woodweli,  Itenjaiitin. 

Carpenter,  31  January,  1800.     Last  appearance  on  Records  of  Navy  Department. 
Woodwortli,  Henry  W. 

Acting  Second  Assistant  Engineer,  17  May,  1861.     Resigned  23  August,  1801. 
W^ood worth,  Robert. 

Assistant  Surgeon,  23  February,  1835.     Surgeon,  1   December,  1846.     Retired  list, 

13  May,  1867.     Died  17  March,  1870. 
Woodworth,  Selini  E. 

Midshipman,  16   June,   1838.      Passed   Midshipman,  20   May,   1844.      Resigned 
11    February,  1850.      Acting   Lieutenant,   10   September,   iSOl.      Connuander, 
16  July,  1803.     Resigned  3  March,  1800. 
Woodworth,  Seliin  E. 

Cadet  Jlidshipman,  30  September,  1873.     Graduated  18  June,  1879. 
Woodyear,  W.  R. 

Midshipman,  2  April,  1804.     Resigned  10  April,  1810. 
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Wooland,  Cbarles. 

Boatswain,  13  November,  1833.     Dismissed  8  March,  183G. 
Wooloy,  Charles  \V. 

I\Iic_l>liilinian,  30  November,  i841.      Passea  Midshipman,  10  August,  l'S47.      Re- 
si-iR-d  ;!1  December,  1854. 
Woolso.v,  Molanctlion  B. 

Midshipman,  24  September,  1833.     Passed  Midshipman,  10  .July,  1840.     Master, 
23  Marcli.  1847.     Lieutenant,  10  July,  1847.     Reserved  list,  13  September,  1855. 
Commander  on  Active  list.  10  July,  1803.    Captain,  25  July,  1SG6.    Commodore, 
25  May,  1S71.     Died  3  October,  1874. 
Woolsoy,  M.  T. 

Midshipman,  9  April,  ISOO.    Lieutenant,  14  February,  1807.    Commander,  24  July, 
1813.     Captain  27  April,  1810.     Died  IS  May,  1838. 
Woolsey,  W.  G. 

Midsliipman,  1  January,  1817.     Lieutenant,  28  April,  1830.     Died  35  October, 
1810. 
Woolson,  Joliii  .S. 

Assistant  Paymaster,  19  March,  1803.     Resigned  13  December,  1805. 
Woolverton,   Theoroii. 

Assistant  Surgeon,  17  July,  1803.     Passed  Assistant  Surgeon,  35  September,  1865. 
Surgeon,  33  November,  1808. 
Wooster,  T^ncius  W. 

Cadet  Engineer,  Naval  Academy,   1    October,  1871.     Graduated  31   May,  1873. 
Second  Assistant  Engineer,  23  January,  1874.     Passed  Assistant  Engineer,  1 
November,  1879. 
Worcester,  George  II. 

Midshipman,  27  September,  1871.     Graduated  21  June,  1805.     Ensign,  18  July, 
1870. 
Worcleii,  Isaac  G. 

Acting  Assistant  Paymaster,  1  April,  1803.     Resigned  9  November,  1804. 

Wordon,  John  £i. 

Midshipman,  10  January,  1834.     Passed  Midshipman,  10  July,  1840.     Master,  15 
August,   1840.     Lieutenant,  30  November,  1846.     Commander,   10  July,  1803. 
Captain,  3  February,  1803.     Commodore,  27  May,  1808.     Kear-Admiral,"20  No- 
vember, 1872. 
Wording,  W.  11. 

Mate,  8  September,  1864.     Dismissed  22  March,  1805. 

W^ork,  George. 

Acting  Assistant  Paymaster,  2  February,  1804.    Lost  on  "  Tccumseh,^'  5  August,  1SC4. 
Worniley,  Wallace. 

Midshipman,  24   November,   1800.     Discharged   31    August,  1801,  under  Peace 
Establishment  Act. 
Worniley,  W.  W. 

Midshipman,  25  March,  1802.     (See  Marine  Corps.) 

Worstell.  Frank  W. 

Mate,  8  December,  1803.     Acting  Ensign,  11   January,  1805.     Resigned  11  April, 
IbOO. 
Worth,  Algernon  S. 

Midshipman,  1  February,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 
28  February,  1838.     Died  3  February,  1841. 
Worth,  George  II. 

Mate.     Dismissed  31  July,  1802. 

W   rth,  George  II. 

ate.     Resigned  24  November,  1803.     Mate,  13  June,  18GG.     Appointment  re-- 
voked  27  .Tuly,  1800. 
Worth,  Jethro. 

Acting  Ensign,  38  October,  1803.     Honorably  discharged  14  August,  1805. 
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Wortherspoon,  William  W. 

Mate,  9  March,  1870.     Resigned  9  October,  1873. 
Woilhinston,  C.  T.  li. 

Mid»bi]jman,  1  September,  1811.     Resigned  3  July,  1812. 
Wortliinsrton,  Edward. 

Midshipman,  1  March,  1S2.5.     Died  18  July,  1827. 
Worlliingtou,  Henry. 

Master,  15  September,  1813.     Discharged  15  April,  1815.     Master,  3  May,  1815. 
Died  18  November,  1848. 
TVorthington,  John  IL<eeds. 

Cadet  Engineer,  14  September,  187G.     Graduated  10  June,  1880.     Died  14  July, 
1881. 
Wortliington,  T.  I?. 

Midshipman,  1  January,  1817.     Killed  in  a  duel,  4  February,  1823. 
Worthington,  Walter  F. 

Cadet  Engineer,  1  October,  1873.     Graduated  31  June,  1875.     Assistant  Engineer, 
1  July,  1877. 
WragjS,  Jos. 

MKlbhipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     Died  18  April,  1835. 
Wrau,  John. 

Acting  Gunner,  17  June,  1868.     Honorably  discharged  23  November,  1806. 
Wright,  Albert  J.,  Jr. 

Acting  Assistant  Paymaster,  23  May,  1863.     Mustered  out  3  December,  1865. 
Wright,  Arthur  H. 

Acting  Midsliipman,  28  September,  1860.     Ensign,   1   October,  1863.      Master, 
10    May,   1806.       Lieutenant,   31    February,   1867.       Lieutenant-Commander, 
13  March,  1868. 
Wright,  B.  B. 

Midshipman,  10  September,  1841.     Resigned  24  October,  1843. 
Wright,  Charles  A. 

Acting  Ensign,  1   October,   1863.      Acting  Master,   7  February,   1863.      Acting 
Volunteer  Lieutenant,  33  August,  1863.     Honorably  discharged  9   September, 
1805. 
Wright,  Charles  B. 

Acting  Third  Assistant  Engineer,  18  May,  1863.     Acting  Second  Assistant  Engi- 
neer, 13  November,  1864.     Resigned  7  April,  1865. 
Wright,  Clinton. 

Midshipman,  18  May,  1809.     Resigned  5  August,  1809. 
Wright,  D.  V.  X. 

Acting  Master  and  Pilot,  1   September,  1804.     Appointment  revoked   14  April, 
1865. 
Wright,  Edward. 

Jlidshipman,  30  November,  1814.     Resigned  10  April,  1817. 
Wright,  Edward  E. 

Cadet  Midshipman,  30  September,  1873.     Graduated  18  June,  1879. 
Wright,  Emory. 

Acting  Assistant  Paymaster,  30  June,  1803.     JIustered  out  4  November,  18&5. 
Wright,  F.  B. 

Midshipman,  1  April,  1838.     Resigned  34  August,  1833. 
Wright,  George. 

Surcceon,  27  June,  1798.     Discharged  16  June,  1801,  imdcr  Peace  Establishment 
Act. 
Wright,  George. 

blaster,  19  January,  1809.     Last  appearance  on  Records  of  Navy  Department. 
Wright,  George  F. 

Midshipman,  20  July,  1865.     Graduated  June,  1869.     Resigned  35  April,  1871. 
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Wrigbt,  George  P. 

Acting  Assistant  Surgeon,  30  Scptcmiber,  1803.     Honorably  discharged  9  October, 
1865. 
Wright,  Henry  C. 

Acting  Second  Assistant  Engineer,  18  November,  1363.     Appointment  revoked 
3  August,  186.5. 
Wright,  Henry  T. 

Acting   Assistant  Paymaster,   19   February,   1864.     Passed   Assistant  Paymaster, 
23  .July.  1800.     Paymaster,  10  March,  1870. 
Wright,  IJenry  X. 

Third  Assistant  Engineer,  3  May,  1859.     Name  stricken  from  the  Rolls,  6  Mav, 
INOl. 
Wright,  James. 

:^luster,  10  February,  1814.     Discharged  1  February,  ISM. 
Wright,  James  It. 

-Master,  19  November,  1813.     Cashiered  15  November,  1820. 
Wright.  James  B. 

Midshipman,  4  March,   1819.     Last  appearance  on  Records  of  Navy  Department, 
1622.     Dead. 
Wright,  James  D. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  17  January, 
1861.     Resigned  10  October,  1861. 
Wright,  James  H. 

Acting  Third  Assistant  Engineer,  22  July,  1864.     Honorably  discharged  9  March, 
1866. 
Wright,  James  K. 

Acting  Third   Assistant  Engineer,   11   November,   1863.     Honorably   discharged 
12  August,  1865. 
Wright,  Jesse. 

Acting  Third    Assistant   Engineer,   27   October,   1863.      Honorably    discharged 
28  October,  1805. 
Wright,  J.  H. 

Acting  Assistant  Surgeon,  19  December,  1864.     Honorably  discharged  11  Febru- 
ary, 1806. 
Wright,  John. 

Midshipman,  20  December,  1804.     Resigned  14  February,  1807. 
Wright,  John. 

Mate,  6  Dt-cember,  1862.     Dead. 
Wright,  John  T.. 

Mate,   13  August,  1863.     Acting  Ensign,  18  July,  1864.     Honorably  discharged 
6  October,  1805. 
Wright,  John  H. 

Assistant  Surgeon,  9  December,   1839.     Surgeon,  18  April,  1855.     Retired  list, 
25  April,  1861.     Medical  Director  on  Retired  list.  3  March,  1871.     Died  26  De- 
cember, 1879. 
Wright,  Joseph  T,. 

Acting  Third    Assistant    Engineer,    16   August,    1804.       Honorably   discharged 
20  June,  180."".. 
Wright,  Miers  F. 

Midshipman,  1  October,  1860.     Gr.aduated  7  June,  1870.     Ensign,  13  July,  1871. 
Master,  5  April,  1874.     Lieutenant,  1  April,  1880. 
Wright,  Perry  C. 

Acting  Ensign,  5  June,  1803.     Honorably  discharged  12  November,  1865. 
Wriglit,  Robert  Armstrong. 

Third  Assistant  Engineer,  10  J  uno,  1862.     Second  Assistant  Engineer,  31  Novem- 
ber, 1863.     Resigned  16  October,  1865. 
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Wrigbt,  Robert  C. 

Mate.     Actiijf,  Ensign,  1   October,  1863.     Resigned   :0  December,  1862.     Acting 
Ensign,  7  January,  1863.     Appointment  revoked  (Sick.)  10  July,  1863.     ActLng 
Ensign,  9  October,  1863.     Resigned  17  February,  1804. 
Wright,  Robert  D. 

Acting  Third  Assistant  Engineer,  16  March,  1804.     Hononilily  discharged  20  Jan- 
uary, 1866. 
Wright,  Robert  K. 

Cadet  Midshipman,  11  June,  1873.     Graduated  4  June,  ISSO. 
Wright,  Thomas. 

Acting  Ensign,  1  October,  1863.     Resigned  20  May,  1863.     Actii:;;  Muster,  17  No- 
vember, 1803.     Dismissed  8  June,  1864. 
Wright,  Thomas. 

Acting  Master,  7  December,  1861.     Resigned  7  April,  1803. 
Wright,  William. 

Acting  Master,  28  October,  1861.     Honorably  discharged  17  September,  1865 
Wright,  William. 

Midshipman,  4  July,  1805.     Resigned  20  February,  1806. 
Wright,  William. 

Acting  Third  Assistant  Engineer,  9  March,  1864.     Honorably  discharged  22  Sep- 
tenlber,  1865. 
Wright,  William. 

Acting  Third  Assistant  Engineer.     Appointment  revoked   (Sick,)  12  December. 
1863. 
Wright,  William  F. 

Acting  First  Assistant  Engineer,  17  October,   1861.      Acting   Chief   Engineer, 
19  January,  1863.     Resigned  15  May,  1865. 
Wright,  William  G. 

Acting  Master,  1  October,  1861.     Honorably  discharged  5  May,  1866. 
Wright,  William  <3. 

Acting  Third  Assistant  Engineer,  15  June,  1864.     Honorably  discharged  30  Octo- 
ber, 1865. 
Wrightington,  Charles  D- 

Acting  Third   Assistant  Engineer,  30  December,    1864.     Honorably   discharged 
27  October,  1865. 
Wroten,  W.  H. 

Acting  Master  and  Pilot,  1   October,   1864.     Honorably  discharged  17  January, 
1800. 
Wunderlicli,  Frederick  W. 

Acting   Assistant  Surgeon,   18   May,   1804.        ssistant   Surgeon,    10   May,    1865. 
Passed  Assistant  Surgeon,  22  January,  1869.     Resigned  31  March,  1870. 
Worts,  Daniel. 

Midshipman,  31  December,  1798.     Resigned  28  January,  1802. 
Wnrts,  William  A. 

Midshipman,  1  April,  1826.     Passed  Midshipman,  28  April,  1832.     Lieutenant, 
9  February,  1837.     Died  6  February,  1847. 
Wyatt,  liemnel  C. 

Acting  Third  Assistant  Engineer,  11  December,  1861.     Dismissed  28  May,  1862. 
Wyatt,  Robert  T. 

Acting  Master,  14  August,  1861.     Honorably  discharged  28  August,  1865. 
Wyatt,  S.  €. 

Acting  First  Assistant  Engineer,  1861.     Resigned  19  October,  1861. 
Wyatt,  Thomas  A. 

Acting  Master  and  Pilot,  1  October,  1864.     Appointment  revoked   9   March,  1865. 
Wyatt,  Thomas  H. 

Acting  JIaster  and  Pilot,  15  September,  1863.     Appointment  revoked  9  February, 
1865. 
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M^ybrnnt,  John. 

Acting  First  Assistant  Engineer,  22  June,  18G3.     Resigned  3  June,  1864. 
Wyckoft',  Ambrose  B. 

Midshipman,  29    September,  18G4.      Graduated  June,  1868.     Ensign,  19  iipril, 
laU'J.     Master,  13  July,  1870.     Lieutenant,  25  October,  1872. 
WyckoiT,  John. 

Mate,  25  January,  1870.     Resigned  15  March,  1873. 
Wyer,  JCdMard. 

Midsliipmun,   26   April,   17G8.     Lieutenant,   18   March,    1800.     Left    the   service 
15  January,  1S05. 
Wylie,  »MTul  U. 

Acting  Third  Assistant  Engineer,  25  October,   1802.     Acting  Second  Assistant 
Engineer,  G  July,  1863.     Honorably  discharged  23  September,  IbUo. 
IVylie,  James. 

Third    Assistant    Engineer,    19   February,    1863.      Second   Assistant   Engineer, 
20  June,  1864.     Died  26  April,  1SU9. 
IFyman,  Francis  S. 

Acting   Second    Assistant    Engineer,   8   August,    1864.      Honorably    discharged 
11  December,  1865. 
Wyman,  llonry. 

Mate,  24  September,  1861.     Resigned  5  April,  1865. 
TVyman,  John. 

Midshipman,  1  April,  1828.     Resigned  17  March,  1829. 
Wyman,  Robert  II. 

Midshipman,  11  Mai'ch,  1837.     Passed  Jlidshipman,  29  June,  1843.     Acting  Mas- 
ter, 13  June,  1848.     Lieutenant,  16  July,  1850.     Commander,  16  July,  1862. 
Captain,  25  July,  1866.     Commodore,  19  July,  1872.     Rear-Admiral,  26  April, 
1878. 
Wyman,  Thomas  W. 

Midshipman,   17   December,   1810.      Lieutenant,   27   April,  1816.      Commander, 
9  February,  1837.     Captain,  2  November,  1843.     Died  24  February,  1854. 
Wynch,  George  J. 

Midshipman,  2  February,  1839.     Passed  Jlidshipman,  3  July,  1835.     Lieutenant, 
8  September,  1841.     Died  24  October,  1843. 
Wyntle,  Henry  J. 

Mate,  21  January,  1864.     Honorably  discharged  13  August,  1867. 
Wynn,  William  P. 

Acting  Third  Assistant  Engineer,  3  July,  1863.     Resigned  1804. 
Wysham,  William  £. 

Assistant  Surgeon,  24  September,  1824.  Passed  Assistant  Surgeon,  16  May,  1800. 
Dismissed  10  May,  1861. 

Yancey,  A.  K. 

Midshipman,  1  April,  1825.     Resigned  25  June,  1833. 
Yancey,  Itenjamin. 

Midshipman,  14  March,  1799.     Discharged  10  :\Iay,  1801. 
Yancey,  C.  C. 

Midshipman,  1  January,  1808.     Resigned  24  O.tolier.  1808. 
Yancey,  €.  C 

Midshipman,  18  June,  1812.     Resigned  25  September,  1813. 
Yancey,  Charles  K. 

Assistant  Surgeon,   1   March,   1871.      Passed   Assistant  Surgeon,   12  June,   1876. 
Retired  list,  21  May,  1880. 
Yard,  Edward  ]»I. 

MidsiiipniMii,  1  November.  1827.  Passed  Midshipman.  10  June,  1S33.  Lieutenant, 
28  Febiimrv,  1838.  Commander,  14  September,  1855.  Retij-ed  list,  18  January, 
1863.     Resigned  3  May,  1860. 
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Tai-d,  Thomas  S. 

Acting  Assistant  Surgeon,  25  January,  1862.     Honorably  discliarged  24  October, 

Yuriiall,  .Sokii. 

Mitlsliipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     Lost  in  the '^Epcrvier." 
Yarn  all,  9IorfIecai. 

Proit'ssor.    '   i^'-'iiiary,  1830.     Retired   list,  16  April,   1878.     Died  27  February, 
1«79. 
Yates,  Arthur  K. 

Acting  Midshipman,  24  September,  1856.     Midshipman,  10  June,  1857.     Passed 
Midshipman,  25  June,  18(i0.     Master,  24  October,  1860.     Lieutenant,   18  April, 
1861.     Lieutenant-Commander,  10  November,  1804.     Commander,  6  February, 
1873. 
Tates,  Cliarles. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Norfolk. 
Yates,  Isaac  I. 

Midshipman,  31  September,   1861.      Graduated  June,  1866.     Ensign,  13  March, 
1SIJ8.     Master,  30  March,  1869.     Lieutenant,  31  March,  1870. 
Yates,  James  R. 

Midshipman,  29  December,  1841.     Resigned  11  May,  1848. 
Yates,  John. 

Acting   First  Assistant  Engineer,  20   September,  1862.     Acting  Chief  Engineer, 
19  January,  1863.     Honorably  discharged  33  November,  1865. 
Yates,  John  A. 

Acting  Ensign,  1  October,  1862.      Promoted  to  Acting  Master,  19  February,  1863. 
Resigned  3  June,  1863. 
Yates,  William. 

Acting  Gunner,  5  December,  1861.     Dismissed  30  September,  1863. 
Yeager,  Charles  F. 

Acting  Second  Assistant  Engineer,  5  December,  1862.     Acting   First   Assistant 
Engineer,  1  November,  1804.     Honorably  discharged  28  November,  1865. 
Yeateman,  T.  H. 

Midshipman,  1  M^y,  1822.     Resigned  13  June,  1827. 
Yeates,  Donaldson. 

Assistant  Surgeon,  14  May,  1812.     Died  28  October,  1815. 
Yeaton,  John  H. 

Acting  Ensign,  14  March,  1804.     Dismissed  29  December,  18G4. 
Yeaton,  Joseph  N. 

Mate,  18  February,  1803.     Dismissed  4  December,  1803. 
Yeaton,  Samnel. 

Acting  Master,  20  August,  1861.     Resigned  11  February,  1863. 
Yeaton,  Saninel  K. 

Acting   Third  Assistant  Engineer,  22   February,  1864.      Appointment  revoked 
21  June,  1864. 
Yeaton,  William  Harper, 

Mate,  30  January,  1802.     Resigned  28  February,  1867. 
Yeiser,  John  H. 

Midshipman,  1  May,  1822.     Died  in  September,  1833. 
Yeo,  William  F. 

Male,  13  April,  1863.     Resigned  25  July,  1863. 
Yeonian.s!,  James. 

Carpenter,  3  November,  1798.     Resigned  27  July,  1799. 
Yocnm,  Reuben. 

Acting  Third  Assistant  Engineer,  3  July,  1803.     Honorably  discharged  3  Novem- 
ber, 1805. 
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Toe,  George  W. 

Acting  Third  Assistant  Engineer,  8  August,  18G3.    Honorablj'  discharged  2G  July, 

1SIJ5. 

York,  I>ewis  S. 

Acting  Assistant  Paymaster,  24  February,  1862.    Mustered  out  28  September,  18G5. 
Torke,  liCwis  A. 

Assistant  Paymaster,  2C  October,  1809.    Passed  Assistant  Paymaster,  12  May,  1875. 
Torstoii,  Matthew  M. 

Mate,  29  September,  18G4.     Honorably  discharged  4  October,  1SG5. 
Toil,  Isaac  S.  li.. 

Midshipman,  3   July,   1835.     Passed   Midshipman,  22  June,   1841.     Lost   in  the 
"ffra.j«j»«s,"  March,  1843. 
Tonne,  Adam. 

Master's  Mate,  29  September,  1840.     Resigned  22  March,  1858. 
Tonng,  Albert  Osborn. 

Cadet  Engineer  Naval  Academy,  14  September,  187G.     Graduated  10  June,  ISSO. 
Tonng,  Carrington  A. 

Mate,  14  September,  18GG.     Gunner,  9  April,  1875. 
Tonng,  £dwarcl  l.. 

Master,  9  Jlay,  1812.     Last  appearance  on  Records  of  Navy  Department,   181G. 
Furloughed. 
Tonng,  Franklin. 

Acting  Ensign,  20  January,  1865.     Honorably  discharged  30  August,  1865. 
Tonng,  George  M. 

Mate,  13  December,  1861.     Deserted  26  December,  1861. 
Tonng,  George  W. 

Acting  Third  Assistant  Engineer,  14  April,  1804.     Resigned  27  June,  1865. 
Tonng,  George  W. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Conim.inder, 
16  July,  1802.     Commander,  25  July,  1806.     Died  30  August.  1SG7. 
Tonng,  H.  A.  F. 

Master,  16  May,  1829.     Reserved  list,  14  September,   1S55.     Resigned  15   May, 
1861. 
Tonng,  Henry  C. 

Acting  Assistant  Surgeon,  8  March,  1865.     Honorably  discharged  9  January,  1866. 
Tonng,  Horace  H. 

Acting  Master,  18  July,  1861.     Honorably  discharged  19  September,  1805. 

Tonng,  James  G. 

Acting  First  Assistant  Engineer,  28  July,  1802.     Acting  Chief  Engineer,  5  Julv, 
1803.     Honorably  discharged  6  May,  1866. 
Tonng,  James  G. 

Third  Assistant  Engineer,  27  January,  1848.     Second  Assistant  Engineer,  6  No- 
vember, 1849.     First  Assistant  Engineer,  20  February.  ISol.     Resigned  14  No- 
vember, 1855. 
Tonng.  James  X. 

Acting  Assistant  Surgeon    8  March,  1865.     Honorably  discharged  23  .January, 
1866. 
Tonng,  Jefferson. 

First  Assistant  Engineer,  21  Septetnber,  1801.     Retired  list,  7  March,  1871. 

Tonng,  John. 

Midshipman,  4  March,  1823.     Resigned  19  October,  1827. 

Tonng.  John. 

Acting  Second  Assistant  Engiueer,  2  November,  1S61.     Discharged  19  July,  18G2. 
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Toniig,  Jobn. 

Boatswain,  6  April,  1838.     Resigned  3  July,  1841. 
Yoniig,  John,  Jr. 

Assistant  Surgeon,  9  July,  1812.     Last  apiaearance  on  Records  of  Navy   Depart- 
ment, ISlo. 
Young.  John  J. 

Boatswain,  5  April,  1847.     Resigned  12  July,  1858. 
Young,  John  J. 

Midshipman,  1  January,  1812.     Resigned  25  May,  1814.     Midshipman,  17  June, 
1814.     Lieutenant,  28  March,   1820.      Commander,  15  April,  1840.     Reserved 
list,  13  September,  1855.     Commodore,  Retired  list.     Died  4  November,  1875. 
Yonng,  John  li. 

Acting  Third  Assistant  Engineer,  26  October,   1803.     Honorably  discharged   12 
June,  18G6.     Acting  Third  Assistant  Engineer,  30  January,  1867.     iMustered  out 
6  August,  1869. 
Young,  John  91. 

Acting  Third   Assistant   Engineer,  27   December,    1864.     Resigned   24   January 
1867. 
Young,  Jonathan. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 

14  September,  1855.     Lieutenant,  15  September,  1S55.     Lieutenant-Commander, 
16  July,  1862.     Commander,  25  July,  1866.     Captain,  8  November,  1873. 

Young,  Joseph  S. 

Mate,  21  November,  1862.     Acting  Ensign,  23  September,  1864.     Honorably  dis- 
charged 14  May,  1867. 
Young,  I^uoien. 

Midshipman,  21  June,  1869.     Graduated  31  May,  1873.     Ensign,  16  July,  1874. 
Master,  24  November,  1877. 
Young,  Nathan  Li. 

Mate,  23  June,  1863.     Resigned  7  August,  1863. 
Yonng,  N.  C 

Mate,  9  March,  1866.     Deserted  17  August,  1806. 
Young,  Perrit  D. 

Acting  Second  Assistant  Engineer,  23  February,  1864.     Died  on  "  General  Lyon  " 

15  August,  1864.  ' 
Young,  Philanrter  S. 

Acting  First  Assistant  Engineer,  2  December,  1864.     Resigned  20  June,  1865. 
Yonng,  Samuel. 

Purser,  34  July,  1800.     Last  appearance  on  Records  of  Navy  Department. 
Young,  Stephen. 

Gunner,  1  October,  1801. 
Yonng.  Thomas. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master 
14  September,  1855.     Lieutenant,  15  September,  1855.     Resigned  8  September' 
1856. 
Young,  V.  J. 

Acting  Ensign,  31  May,  1864.     Appointment  revoked  (Sick,)  13  December,  1864. 
Y'oung,  William. 

Acting  Second  Assistant  Engineer,  28  May,  1861.     Resigned  28  October,  1861 
Young,  William. 

Mate,  17  June,  1863.     Dismissed  1  August,  1863. 
Young,  William. 

Acting  Ensign,  28  February,  1863.     Honorably  discharged  10  September,  1865. 
Young,  William  S. 

Midshipman,  1  March,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant 
28  February,  1838.     Commander,  14  September,  1855.     Died  17  October,  1861.' 


800  GENERAL   NAVY  HEttTSTER. 

Zane,  Abraham  \. 

Cadet  Engineer,   Naval   Academy,    1    October,    1871.     Graduated   3  Jlay,    1874. 
Assistant  Engineer,  26  February,  1875. 
ZaniKinger,  II.  D. 

]\Iidsliii)man,  1  January,  1817.     Died  in  1822. 
Zantzinger,  John  P. 

Midshipman,  lo  November,  1809.     Lieutenant,  9  December,   1814.     Commander, 

3  .March,  1831.     Captain,  23  December,  I8:i8.     Drojjped  13  September,  1855. 
Zantzinger,  W.  P. 

Purser,  25  June,  1832.     Dismissed  17  January,  1844. 
Zautzinger,  tV.  P. 

Purser,  24  July,  1813.     Cashiered  31  May,  1830. 
Zeigler,  Asa  II. 

Acting  Assistant  Surgeon,  8  March,  18';5.     Honorably  discharged  !)  October,  18G5. 

Zeller,  Theodore. 

Third  Assistant  Engineer,  13  June,  1843.     Second  Assistant  Engineer,  10  July, 
1847.     First  Assistant  Engineer,  26  February,  1851.     Chief  Engineer,  27  June, 
1855. 
Zenzen,  liouis. 

Assistant  Surgeon,  24  January.  1862.    Passed  Assistant  Surgeon,  25  September, 
1865.     Siu-geon,  10  May,  1867.     Died  22  November,  1868. 
Zerega.  Alfred  L,.  B. 

Actiug  blaster,  24  July,  1861.     Resigned  1  September,  1864. 
Zetf iek,  John  P. 

Acting  Ensign,  24  February,  1864.     Honorably  discharged  23  September,  18G6. 

Ziegler.  David  II. 

Mate,  26  November,  1863.     Resigned  6  June,  1864. 
Ziegler,  John  Qiiiiicy  Atlanis. 

Acting  First  Assistant  Engineer,  24   Februar.y,   1862.     Acting  Chief  Engineer, 

4  February,  18ii3.     Chief  Engineer,  18  June,  1868. 
Zininiernian,  Charles. 

Acting  Ensign,  2  June,  1864.     Honorably  discharged  21  February,  1866. 
Zininiernian,  Charles  W. 

A.eting  Midshipman,  20  September,   1858.      Acting  Master,   12  February,  1862. 
Lieutenant,  1  August,  1862.     Killed  in  iJattle,  1  January,  1863. 

22iinniernian,  Eugene. 

Acting  Ensign,   13  May,  1863.     Acting  Master,  12  June,  1864.     Honorably  dis- 
charged 25  October,  1865. 
Ziinnierman,  IVilliain. 

Mate,  18  April,  1863.     Acting  Ensign,  2  November,  1863.     Honorably  discharged 
24  October,  1865. 


THE 


UNITED  STATES  NAVAL  ACADEMY. 


The  United  States  Naval  Academy  was  founded  in  1845,  by  Hon.  George  Bancroft, 
Secretary  of  the  Navy,  in  tlie  administration  of  President  .Tames  K.  Polk.  It  was  for- 
mally opened  October  10,  of  that  year,  under  the  name  of  the  Naval  School,  with  Com- 
mander Franklin  Buchanan  as  Superintendent.  It  was  placed  at  Annapolis,  Md.,  on 
the  land  occupied  by  Fort  Severn,  which  was  given  up  by  the  War  Department  for 
the  purpose.  The  course  was  fixed  at  five  years,  of  which  the  first  and  last  only  were 
spent  at  School,  the  intervenintj  three  being  passed  at  sea.  This  arrangement  was 
not  strictly  adhered  to,  the  exigencies  of  the  service  making  it  necessary,  in  many 
■cases,  to  shorten  the  period  of  study.  In  .January,  18-16,  four  months  after  the  opening 
■of  the  School,  the  students  consisted  of  30  Midsliijuiu'ii,  of  the  date  of  1840,  who  were 
preparing  for  the  examination  f  )r  promotion  ;  13  of  the  date  of  1841,  who  were  to  re- 
main until  drafted  for  service  at  sea;  and  7  Acting  Midshipmen,  appointed  since  Sep- 
tember of  the  previous  year.  The  Midshipmen  of  the  date  of  1840  were  the  first  to  be 
graduated,  finishing  their  limited  course  in  July.  1840,  and  they  were  followed  in  order 
by  the  subsequent  dates  until  the  re-organization  of  the  School,  in  1851. 

In  September,  1849.  a  Board  was  appointed  to  revise  tlie  ])lan  and  regulations  of  the 
Naval  School.     The  Board  was  composed  of  the  following  oliicers : 

Commodore  William  B.  Shubrick, 
Commander  Frankli>j  Buchanan, 
Comuuuider  Samuel  F.  Dupont, 
C(unmander  G£01K4e  P.  Upshou, 
Surgeon  W.  S.  W.  Kusc  henbeeger, 
Professor  William  CiiAnvENET, 
Captain  Henry  Brewerton,  U.  S.  A. 

The  plan  reported  by  the  Board  was  approved,  and  went  into  operation  .Inly  1, 1850. 

The  new  organizatif)n  provided  for  a  course  of  seven  years,  the  first  two  and  last  two 
at  the  School  and  the  three  intermediate  years  at  sea.  The  School  was  placed  under 
the  supervision  of  the  Bineau  of  Ordnance  and  Hydrography,  and  its  name  was 
■changed  to  the  United  States  Naval  Academy.  The  corps  of  professors  was  enlarged, 
the  course  was  extended,  and  the  system  of  separate  departments,  with  executive 
heads,  was  fully  adopted.  It  was  provided  that  a  Board  of  Visitors  should  make  an 
annual  inspection  ot  the  Academy,  and  report  upon  its  condition  to  the  Secretary  of 
the  Navy.  A  suitable  vessel  was  attached  to  the  Academy  as  a  practice-ship,  and  the 
annual  practice-cruises  were  begun. 

After  the  system  had  been  in  operation  a  year  new  changes  were  proposed,  and  the 
recommendations  oi  the  Academic  Board  on  the  subject  were  referred  to  the  Board  of 
Examiners  of  the  year  1851,  composed  of  the  following  officers: 

Commodore  Daviu  Conner, 
Captain  Samuel  L.  Breese, 
Commander  C.  K.  Stiubling, 
Commaiuler   A.  Bigelow, 
Commander  Franklin  Buchanan, 
Lieutenant  Thomas  T.  Craven. 
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The  change  recommended  by  the  Board  of  Examiners,  and  adopted  by  the  Depart- 
ment, consisted  mainly  in  leaving  out  the  requirement  of  three  years  of  sea-service  in 
the  middle  of  the  course,  thus  making  the  four  years  of  study  consecutive.  The  prac- 
tice-cruise supplied  the  place  of  the  omitted  sea-service,  and  gave  better  opportuni- 
ties of  training.  The  change  went  into  operation  in  November,  1851,  together  with 
other  imi)rovements  recoramcnikd  by  the  Board.  The  system  has  continued,  with 
slight  modifications,  to  the  present  time.  The  first  rlass  to  receive  the  benefit  of  it 
was  that  which  entered  in  ISol.  Six  members  of  this  class  completed  the  course  in 
three  years,  and  were  graduated  in  .June,  IS.j-i  :  the  rest  of  the  class  followed  in  1855. 

In  May,  18G1,  on  the  outbreak  of  the  war,  the  Academy  was  removed  to  Newport, 
R.I.  The  three  upper  classes  were  detached  and  ordered  to  sea,  and  the  remaining 
Acting  Midshipmen  were  quartered  in  the  Atlantic  House  and  on  board  the  frigates 
Constitution  and  Santee.  In  Sejjtember,  1805,  the  Academy  was  moved  back  to  An- 
napolis, where  it  has  since  remained. 

When  the  Bureau  of  Navigation  was  established,  July  5,  1802,  the  Academy  was 
placed  under  its  supervision;  March  1,  1807,  it  was  placed  under  the  direct  care  and 
supervision  of  the  Navy  Department,  the  administrative  routine  and  financial  man- 
agement being  still  conducted  through  the  Bureau.  On  the  11th  of  March,  1869,  all 
official  connection  with  the  Bureau  came  to  an  end. 

The  term  of  the  academic  course  was  changed  by  law,  March  3,  1873,  from  four  to 
six  years.  The  change  took  effect  with  the  class  which  entered  in  the  following  sum- 
mer. 

In  180G,  a  class  of  Acting  Third  Assistant  Engineers  was  ordered  to  the  Academy 
for  instruction.  The  course  emljraced  the  subjects  of  steam-engineering,  iron-manu- 
facture, chemistry,  and  mechanics,  and  practical  exercises  with  the  steam-engine  and 
in  the  machine-shop.  This  class  was  graduated  in  June,  1808,  together  with  two  Ca- 
det-Engineers who  had  entered  the  Academy  in  1807.  After  an  interval  of  four  years, 
in  Octoijcr,  1871,  a  new  class  of  Cadet-Engineers  was  admitted.  This  class  followed 
a  two  years'  course,  somewhat  more  extended  than  that  of  the  class  of  1808,  and  was 
graduated  in  1873.  In  1873  and  1873,  new  classes  were  admitted,  the  first  of  which 
left  the  Academy  in  1874  and  the  second  in  1875.  By  an  act  of  Congress  approved 
February  24,  1874,  the  course  of  instruction  for  Cadet-Engineers  was  made  four  years 
instead  of  two ;  and  the  new  provision  was  first  applied  to  the  class  entering  the 
Academy  in  the  year  1874.     This  class  was  graduated  in  June,  1878. 


SUPERINTENDENTS  OF  THE  NAVAL  ACADEMY 
SINCE  ITS   FOUNDATION. 

Assumed  Command — 

Sept.    3,  1845. — Commander  FnANKLiN  Bi'cn.^NAN. 
Mar.  15,  1847.— Commander  George  P.  Upsmuk. 
July     1,  1850. — Commander  Cornelius  K.  Stkibling. 
Nov.    1,  1853. — Commander  Louis  M.  Goldsborough. 
Sept.  15,  1857.— Captain  George  S.  Bi.ake. 
Sept.   9,  1865. — Rear-Admiral  David  1).  Porter. 
Dec.     1,  1869.— Commodore  John  I,.  "Worden. 
Sept.  23,  1874.— Rear-Admiral  C.  R.  P.  Rodgers. 
July    1,  1878. — Commodore  Foxiiali.  A.  Parker. 
Aug.   3,  1879.— Rear-Admiral  George  B.  Balch. 
June  13,  1881.— Rear-Admiral  C.  R.  P.  Rodgers. 


J 


Midshipmeii  and  Acting  Midshipmen 

AT    THK 

NataIj  Acadeihy,    1840-1880,   ixcLUsrvE, 


AJUEA>«GEU    IX    Cl>ASi*i;S. 


1S40. — ]fXidstalpiiiau. 


Aby,  Charles  W. 

8  February,  1S40.     Graduated. 
Alston,  Tlionins  P. 

15  February,  lb'40.     Resigned. 
Auliek,  Ricliiiiond. 

1!)  October,  1S4U.     Graduated. 
Anstiii,  WilliaiBi  1>. 

3  November,  lb-10.     Graduated. 
Barrett,  Edward. 

3  November,  la-10.     Graduated. 
Beard,  lionis. 

10  January,  1840.     Resigned. 
Beokwith,  James  li.  S. 

16  January,  1840.     Dismissed. 
Bennett,  John  W. 

10  February,  1840.     Graduated. 
Blake,  Homer  C 

3  March,  1840.    Graduate:!. 
Bradford,  James  M. 

10  January,  1840.     Graduated. 
Brand,  Frederick  B. 

17  July,  1840.    Graduated. 
Branie,  Charles  £. 

25  January,  1840.     Dropped. 
Brinley.  Edward,  Jr. 

14  September,  1840.     Graduated. 
CamphelS,  James  C. 

29  December,  1840.     Resigned. 
Carr,  IVathaniel  F. 

3  February,  1840.    Dropped. 
Carter,  Jonathan  II. 

13  Marcli,  1840.     Graduated. 
Carter,  Samuel  P. 

14  February,  1840.     Graduated. 


Colborn,  Heuder^.on  A. 

18  January,  1840.     Dropped. 
Conover,  Francis  S. 

11  May,  1840.     Graduated. 
Cowden,  Samnel  I>. 

19  February,  1840.     Dismissea. 
Crawford,  J.  Q.  A. 

17  February,  1840.     Dismissed. 
Cnnningham,  Geor^^e  F. 

14  February,  1840.     Dropped. 
DaTidson,  Washington  F. 

20  February,  1840.     Graduated. 
Benniston.  Garret  V. 

10  March,  1840.     Graduated. 
Dyer,  Charles,  Jr. 

25  January,  1840.     Drowned. 
English,  Earl. 

25  February,  1840.     Graduated. 
Enos,  Albert  G. 

7  November,  1840.     Dismissed. 
Gregory,  Francis. 

23  May,  1840.     Graduated. 
Hammond,  Washington. 

29  December,  1840.     Resigned. 
Hall,  John  P. 

29  December,  1840.     Graduated. 
Harris,  Reuben. 

25  January,  1840.     Graduated. 
Henderson,  Benjamin  I.. 

3  January,  1840.     Resigned. 
Hewitt,  William. 

31  March,  1840.     Resigned. 
Hopkins,  Edward  A. 

23  January,  1840.     Resigned, 
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Hopson,  John  E. 

25  September,  1840.     Dismissed. 
Hunt,  IVilson. 

20  February,  18-10.     Resigneil. 
Jeffers,  William  ?f.,  Jr. 

25  September,  IS-tO.     Graduated. 
Kenible,  Peter. 

19  December,  1810.     Resigned. 
liOwry,  Reigert  B. 

31  January,  1840.     Grtiduated. 
Marr,  Robert  A. 

29  April,  1840.     Graduated. 
Madigan,  John. 

19  February,  1840.     Graduated. 
McArann,  Robert  M. 

12  Jlay,  1840.     Graduated. 
Mct'anly,  James  B. 

8  February,  1840.     Graduated. 
Mclianglilin,  Angnstns. 

11  January,  1840.     Graduated. 
Miller,  Sam n el  A. 

3  January,  1840.     Dismissed. 
Nelson,  William. 

28  January,  1840.     Graduated. 
JVones,  JetTerson  II. 

19  December,  1840.     Dismissed. 
Panl<Iing,  lieonard. 

19  December  1840.     Graduated. 
Phelps,  Thomas  S. 

17  January,  1840.     Graduated. 
Polk,  William  W. 

(Changed  to     Pollock.)      30    June, 
1837.     Graduated. 
Porter,  Henry  O. 

3  November,  1840.     ^Resigned. 
Pringle,  John  J. 

23  September,  1840.     Graduated. 
Quaokenbnsli,  Stephen  P. 
1.5  February,  1840.     Graduated. 


Robinson,  Lawrenee  B. 

4  March,  1840.     Resigned. 
Savage,  Robert. 

27  March,  1840.     Graduated. 
Simpson,  Edward. 

11  February,  1840.     Graduated. 
Smith,  Crawford  T.. 

2  January,  1840.     Dropped. 
Smith,  William  Ilenry. 

31  July,  1640.     Graduated. 

Stevens,  George  A. 

13  May,  1840.     Gi'aduated. 
Stont,  Edward  C. 

18  February,  1840.     Graduated. 
Temple,  Willian*  C 

13  Ajiiil,  1S40.     Graduated. 
Terrett,  Colville. 

3  January,  1840.     Graduated. 
Tan  ITook,  Ben  jam  in  I^.  T. 

2  .laiuuiry,  1840.     Resigned. 

Waddell,  Charles. 

14  :\Iarch,  1840.     Graduated. 
Wager,  Peter,  Jr. 

12  February,  1840.     Grailuated. 
Walentt,  John. 

2  .March,  1»40.     Graduated. 
Warley,  Alexander  F. 

19  February,  1840.     Graduated. 
Wells,  Clark  H. 

25  September,  1840.     Graduated. 

Welsh,  George  P. 

14  SepUuiber,  1840.     Graduated. 
Wheeloc-k,  Frederick  P. 

10  Murcli,  1840.     Graduated. 
Wileox,  Samnel. 

11  January,  1840.     Resigned. 
Wiley,  James. 

9  Marcli,  1840.     Resigned. 


1841. — midshipmen. 


Abercrombie,  Alexander  R. 

19  October,  1841.     Dismissed. 
Allniand,  Albert. 

10  September,  1841.     Graduated. 
AndriMS,  Elijah  T. 

10  Octobei.  1S41.     Died  1848. 
Armslrong,  James. 

9  September,  1841.     Graduated. 
Ashmead,  Eehman  P. 

19  October,  1841.    Resigned. 
Badger,  Oscar  C. 

9  September,  1841.     Graduated. 


Bally,  Alfred. 

28  .January.  1841.     Resigned. 
Baldwin,  Fre«lerick  P. 

10  Sc])tembcr,  1841.     Dismissed. 
Barker,  John  R. 

11  Febriiary,  1841.     Drojiped. 

Barrand,  John  T. 

20  September,  1841.     Graduated. 
Bartlett,  Joseph  T. 

9  Seiitembcr,     1841.      Drowned     30 
Marcli,  1846. 

Bassctt,  Simeon  S. 

10  S<'iiteiiil.(r.  1S41.     Graduated 
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Sayard,  Charles  C. 

9  December,  1841.     Graduated. 
Beadel,  Edninnd  X. 

19  October,  1841.     Lost  in  Grampus, 
March,  1843. 
Bell,  Charles  S. 

9  September,  1841.     Dismissed. 
Beverly,  McKenzie. 

19  October,  1841.     Dropped. 
Bier,  George  H. 

VJ  October,  1841.     Graduated. 
Blis»«,  Sylrantis  J. 

19  October,  1841.     Graduated. 
Bridge,  William  King. 

14  January,  1841.     Graduated. 
Brodliead,  Thomas  W. 

3  March,  1841.     Graduated. 
Brooke,  John  M. 

3  March,  1841.    Graduated. 
Brown,  Hexeliiah  G.  I>. 

19  February,  1841.     Resigned. 
Browne,  William  B. 

19  October,  1841.     Died  1 1  Aug.,  1843. 
Buckner,  Washington  P. 

9  September,  1841.    Graduated. 
Burwell,  William  T. 

27  September,  1841.     Resigned. 
Byers,  Josiah  S. 

19  October,  1841.     Resigned. 
Byreits,  Allen  T. 

2U  February,  1841.     Graduated. 
Carmichael,  Edward  T. 

17  Sept.,  1841.     Died  7  August,  1847. 
Chenoweth,  Gideon  D. 

19  October,  1841.     Died  April,  1847. 
Chever,  DaTid  A. 

19  October,  1841.     Resigned. 
Cilley,  Greenleaf. 

26  February,  1841.    Graduated. 
Clarke,  Francis  G.«  Jr. 

19  October,  1841.    Graduated. 
Coleman,  DaTid. 

19  October,  1841.    Graduated. 
Collins,  Charles  F. 

19  February,  1841.     Resigned. 
Comegys,  Cornelius. 

9  September,  1841.     Dismissed. 
Cook,  Albert  G. 

27  October,  1841.     Dismissed. 
Cook,  Joseph  J. 

19  October,  1841.     Graduated. 
Crahh,  Horace  N. 

19  October,  1841.     Graduated. 


Crain,  Walter  O. 

27  October,  1841.  Graduated. 
Craney,  W^illlam. 

September,  1841.  Resigned. 
Cnshman,  William  S. 

18  February,  1841.  Resigned. 
Dallas,  Francis  G. 

8  November,  1841.  Graduated. 
Danels,  Joseph  D. 

19  October,  1841.  Graduated. 
Davidson,  Hniiter. 

29  October,  1841.  Graduated. 
Davis,  John  li. 

9  .January,  1841,  Graduated. 
DeBree,  Alexander  Ma 

19  October,  1841.  Graduated. 
De  Haven,  Joseph  E. 

19  October,  1841.  Graduated. 
Dekoven,  William. 

9  September,  1841.  Graduated. 
DeKrafft,  J    C.  P. 

19  October,  1841.  Graduated. 
Denny,  Ebenezer  D. 

17  September,  1841.  Graduated. 
Dibble,  George  M. 

1  j\Iarcli,  1841.  Graduated. 
Deslonde,  Adrian. 

27  October  1841.  Resigned. 
Donglas,  George  B. 

10  September,  1841.  Dropped. 
DnvJBll,  Robert  ('. 

19  October,  1841.  Graduated. 
Eaton,  Thoiiaas  C. 

9  Septeuiber,  1841.  Graduated. 
Faunileroy,  WiSJiana  H. 

3  March,  1841.  Graduated. 
Fergnson,  James  T,. 

9  September,  1841.  Resigned. 
Fillebrown,  Thomas  S. 

19  October,  1841.  Graduated. 
Flonrnoy,  Thomas. 

10  September,  1S41.  Dropped. 
Ford,  Joseph  M. 

18  January,  1841.  Resigned. 
Forrest,  Joseph  A. 

(Changed  to   Dulant    Abell    For. 
KEST.)     3  March,  1841.     Graduated. 
Franklin,  Samuel  B. 

18  February,  1841.  Graduated. 
Friend,  Joseph  E. 

27  October,  1841.  Graduated. 
Fry,  Joseph. 

1  o  September,  1 84 1 .     Graduated. 
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Ciale,  John. 

19  October,  1841.     Graduated. 
(•amble,  William  SI. 

I  March,  1841.     Graduated. 
GianseToort,  Stanwix. 

u  November,  1841.     Resigned. 
(jienet,  Kdiiiniid  C 

22  February,   1841.      Resigned, 
apjjointed.     Dismissed. 

Gibson,  Williaui. 

II  February,  1841.     Graduated. 
Gillis,  Walter  V. 

27  October,  1841.     Graduated. 
Cxodmaii,  Stewart  A. 

4  iS'ovember,  1841.     Resigned. 
Gordaii,  Edward. 

21  September,  1841.     Dismissed. 
Grafton,  E<lward  C 

5  October,  1841.     Graduated. 
Graham,  Charles  Ik. 

19  October,  1841.     Resigned. 
Gray,  Charles. 

19  October,  1841.     Graduated. 
GrifHn,  Sauinel  P. 

9  September,  1841.     Graduated. 
Habersham,  Alexander  W. 

3  JMurch,  1841.     Graduated. 
Ilallett,  Frederick  A. 

13  September,  1841.     Resigned. 
Hanson,  John  J. 

21  September,  1841.     Graduated. 
Hare,  George  11. 

19  October,  1841.     Graduated. 
Harris,  Thomas  C. 

9  September,  1841.     Graduated. 
Harrison,  GnstaTiis. 

27  October,  1841.     Graduated. 
Harrison,  M'alter  P. 

19  October,  1841.     Resigned. 
Hart,  John  E. 

23  February,  1841.     Graduated. 
Haxtnn,  Slilton. 

19  October,  1841.     Graduated. 
Haywood,  Philemon  H. 

19  October,  1841.     Dismissed. 
Heron,  James. 

19  October,  1841.     Dismissed. 
Hofl'man,  William  G. 

19  October,  1841.     Graduated. 
Holmes,  William  W. 

21  September,  1S41.     Graduated. 
Hopkins,  Charles  F. 

19  October,  1841.     Graduated. 


Horton,  William  S. 

19  Octolier,  1S4I.     Dropped. 
Hngnnin,  Daniel  C. 

3  March,  1841.     Lost  in  the  AVarrens, 
13  November,  184G. 
Hnnter,  Henry  C. 

10  September,  1841.  Graduated. 
Hunter.  Henry  St.  George. 

19  November,  1841.  Graduated. 
Irvine,  Thomas. 

10  September,  Is-H.  Dropped. 
Jackson,  Alonzo  C 

23  February,  1841.  Graduated. 
Johnson,  Andrew  W. 

19  October,  1S41.  Graduated. 
Johnson,  John  H. 

19  October,  1S4I.     Resigned. 
Johnston,  Flliott. 

IT  September,  IMl.      Ki-i-ned. 

Johnston,  James  I.. 

27  September,  1S41.  Dismissed. 
Jones,  Copeland  P. 

21  September,  1:^41.  Resigned. 
Jones,  John  P. 

19  October,  1841.  Graduated. 
Jones,  M.  Patterson. 

9  September,  Ibll.  Graduated. 
Jones,  Walter  F. 

20  September,  1^41.  Graduated. 
Jouett,  James  E. 

10  September,  l!?41.  Graduated. 
Kell,  John. 

9  September,  1841.  Graduated. 
Kellog,  Frederick. 

23  February,  1S4I.  Resigned. 
Key,  Henry  H. 

10  September,  1841.  Resigned. 
Kinkead,  Joseph  B. 

19  October,  ls41.     Resigned. 
liatimer,  Charles. 

9  September,  1841.  Graduated. 
Lianrens,  John. 

13  November,  1841.  Resigned. 
I.aw,  Richard  L>. 

17  February,  1841.  Graduated. 
LiCe,  Theodoric. 

9  September,  1S41.  Graduated. 
Licwis,  Andrew  J. 

20  September,  1841.  Graduated. 
Licwis,  Robert  F.  R. 

19  October,  1841.  Graduated. 
L.aw,  William  W. 

3  March,  1841.     Graduated. 
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I^iicc,  Stephen  B. 

19  October,  1841.    Graduated. 
r.yiie,  lieonard  H. 

10  September,  1841.     Graduated. 
9Iagaw,  SaiHiicl. 

33  November,  1841.     Graduated. 
.Halion,  Tlionia»«  1>. 

10  September,  1841.     Dismissed. 
^larcli,  John  II. 

19  October,  1841.     Graduated. 
;tIa8on,  £<uciiis  M. 

19  October,  1841.      Died  7  .Jan.,  1845. 
Manry,  Jeflerson. 

9  September,  1841.     Graduated. 
>Iayo,  William  H. 

18  October,  1841.     Graduated. 
McCarthy,  James  B. 

9  .January,  1841.     Died  11  Aug.,  1843. 
MeCanley.  Edward  Y. 

9  Septeml)er,  1841.     Graduated. 
3IcCollum,  John  Van. 

3()  February,  1841.     Graduated. 
ItlfCook,  John  J. 

37  .Jan.,  1841.     Died  30  March,  1842. 
MeCorkle,  David  P. 

21  Septemljer,  1841.     Graduated. 
IMcDermnt.  I>aniel  A. 

8  November,  1841.     Graduated. 
McGary,  Charles  P. 

19  October,  1841.     Graduated. 
McKeithen.  William  J. 

3  March,  1841.     Dropped. 
.McRoberts,  Jefferson. 

3  March,  1841.     Dismissed. 
]t(ercer,  W^illiaiii  R. 

8  December,  1^41.     Graduated. 
Miller,  Thomas  J. 

9  September,  1841.     Resigned. 
Mills,  John  K. 

10  January,  1841.     Resigned. 
Minor,  Robert  D. 

2G  February,  1841.     Graduated. 
Mitchell,  Alexander  J. 

9  September,  1841.     Resigned. 
Mitchell,  Charles  M. 

19  October,  1841.     Resigned. 
Mitchell,  William. 

24  September,  1841.     Graduated. 
Monroe,  Andrew  F. 

3  March,  1841.     Graduated. 
Morgan,  George  E. 

18  February,  1841.     Graduated. 
Mnrdangh,  William  II. 

9  September,  1841.     Graduated. 


Murphy,  John  McL. 

IS  February,  1841.     Graduated. 
Neilson,  Edward  R. 

27  October,  1841.     l^esigned. 
Oliver,  Edwin  W. 

9  November,  1841.     Resigned. 
Otis,  Arlhnr  II. 

9  September,  1841.     Ivesigned. 
Patton,  Robert. 

9  September,  1841.     J\esigned. 
Parker,  William  II. 

19  October,  1841.     Graduated. 
Parrish,  .loiseph. 

19  October,  1841.     Dismissed. 
Psistenr.  I^dward  C. 

32  .lanuary,  1841.      Resigned.        ' 

Phelps,  8efh  li. 

19  October,  1841.     Graduated. 
Phenix,  Dawson. 

30  September,  1841.     Graduated. 
Philip,  John  V.  X. 

2.5  February,  1841.     Graduated. 
Pillsbnry,  Wingatc. 

9  Sep., 'l 811.     J)n.w]ied  3.j  .luly,  1847. 
Prentiss,  .lohn  E. 

19  Octolier,    1841.     Died    31    Decem- 
ber, 1843. 
Price,  Richard  J.  D. 

9  September,  1811.     Graduated. 
Powell,  William  I>. 

30  Septemlier,  1841.     Graduated. 
Oueeii,  Walicr. 

7  Octoljer,  is41.     Gi-aduated. 
liathbone.  Kaiiiiicl  B. 

3  March,  If^ll.      liesigned. 

Reily,  William. 

9  February,  1841.     Graduated. 
Renshaw,  Edward. 

4  November,  1841.     Graduated. 
Rochelle,  James  H. 

9  September.  1841.     Graduated. 
Roe,  Francis  A. 

19  October,  1841.     Graduated. 
Roiiey,  Thomas. 

3  March,  1841.     Graduated. 
Russell,  .lohn  II. 

10  Sejjtember,  1841.     Graduated. 
Scott,  Robert  W . 

9  September,  1841.     Graduated. 
SeoveM,  Edward  II. 

19  OctohiT,  IMl.     Dismissed. 
Selden,  Edward  A. 

19  October,  1841.     Graduated. 
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Seidell,  Robert. 

9  September,  1S41.     Graduated. 
Seuiiiies,  Alexander  A. 

27  October,  lt!41.  Graduated. 
Sharp,  M'illiaui. 

S)  beiJtember,  1841.  Graduated. 
Slieplierd,  Edninnd. 

19  October,  1841.  Graduated. 
Shnbrick,  Thouias  B. 

3   March,   1841.      Killed    2.5    March, 
1847. 
Sinies,  George  T. 

19  October,  1841.  Graduated. 
Slniiuoiis,  Alexanfler  R. 

19  October,  1841.  Dismissed. 
Smith,  Jesse  91. 

9  February,  1841.     Died. 
Smith,  Joseph  B. 

19  October,  1841.  Graduated. 
Smitli.  Marshall  J. 

19  October,  1841.  Graduated. 
Sniitli,  M'atsou. 

19  October,  1841.  Graduated. 
Souierrille,  James  II. 

10  September,  1841.  Graduated. 
Speiice,  Stephen  D. 

9  Septembui',  1841.  Resigned. 
Spencer,  Philip. 

20  November,   1841.     Died  1  Decem- 
ber, 1843. 

Stephenson,  Byrd  W. 

9  Septembei-,  1841.  Dropped. 
Stewart,  John  B. 

9  SepteniiK-r,  1841.  Graduated. 
Stone.  Edwar«l  E. 

19  October,  1841.  Graduated. 
Storer,  Rol>ert  B. 

4  November,  1841.    Died  4  .July,  1847. 
Stuart,  Robert. 

19  October,  1841.  Graduated. 
Thomas,  M  illiam  R. 

15  January,  1841.  Graduated. 
Thornton,  James  S. 

15  January,  1841.  Graduated. 
Thruston,  John. 

27  October,  1841.     Resigned. 
Tillotson,  James  li. 

19  October,  1841.     Resigned. 
Toler,  William  P. 

19  October,  1841.     Resigned. 
Trnxtnn,  William. 

9  February,  1841.  Graduated. 
Turner,  James  91. 

18  February,  1841.     Dismissed. 


IJpshnr,  John  H. 

4  November,  1841.     Graduated. 
Tander  Ilorst,  Elias. 

10  September,  1841.     Graduated. 
Talle,  Bartholomew. 

28  January,  1841.     Resigned. 
Van  IVyek,  William. 

19  October,  1841.     Graduated. 
Van  Zandt,  Nicholas  II. 

19  October,  1841.     Graduated. 
Waddell,  Janie«i  J. 

10  September,  1841.     Graduated. 
Wager,  Charles. 

2  April,  18:J5.    Resigned.    Reinstated 
Iti  March,  1841.     Resigned. 
Wainwright,  Thomas  B. 

21  September,  1841.     Graduated. 
Walker,  John  T. 

18  February,  1841.     Graduated. 
Walker,  Theodoric  I.. 

10  September,  1841.     Graduated. 
Waring,  Archibald  II. 

19  October,  1841.     Resigned. 
Watmongh,  Pendleton  G. 

20  September,  1841.     Graduated. 
Wearer,  William  H. 

19  October,  1841.     Graduated. 
Wells,  Benjamin  F. 

22  September,  1841.     Dismissed. 
West,  Nathaniel  T. 

18  February,  1841.     Graduated. 
West,  William  C. 

30  January,  1841.     Graduated. 
Whitaker,  John  G. 

10  September,  1841.     Resigned. 
Whiting.  Willianii  I>. 

1  JIarch,  1S41.     Graduated. 
Wilcox,  William  Henry. 

30  January,  1841.     Graduated. 
Wilkes,  John,  Jr. 

9  September,  1841.     Graduated. 
Wilkinson,  William  W. 

4  November,  1841.     Graduated. 
Willis,  Henry. 

10  September,  1841.     Dismissed. 
Wilson,  John  K. 

3  March,  1841.     Graduated. 
Wood,  Dallas  R. 

3  Murch,  1841.     Resigned. 
Woolley,  Charles. 

30  November,  1841.     Graduated. 
Wright,  Benjamin  B. 

10  September,  1841.     Resigned. 
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Tafes,  James  B. 

29  December,  18-11.     Resigned. 
Tonng,  Jonathan. 

19  October,  1841.     Graduated. 


Young,  Thomas. 

27  October,  1841. 


Graduated. 


1843.— Midshipmen. 


Carter,  Robert  R. 

SO  March,  1842.     Graduated. 
Debnys,  Gaspartl. 

4  Jauuary,  1B42.     Resigned. 
Henry,  Edmuncl  W. 

7  April,  1842.     Graduated. 
Hunter,  Charles  C. 

2  July,  1842.     Graduated. 
King,  George  S. 

25  March,  1842.     Graduated. 
Lianghorne,  John  I>. 

G  J  uly,  1842.     Graduated. 
McFane,  Allan. 

34  May,  1842.     Graduated. 


Minchall,  George  A. 

30   July,  1843.     Lost   in    the' 
pus,"  March,  1843. 
Oakley,  C^yrns  H. 

30  JIarch,  1842.     Dismissed. 
Seawell,  Joseph  A. 

2  July,  1842.     Gi-aduated. 
Shaw,  ilenry  G.  C. 

30  July,  1842.     Resigned. 
Tillotsoii,  John  H. 

30  July,  1842.     Resigned. 
Wall,  Elliott  D. 

19  July,  1842.     Dismissed. 


1S45. — Midshipmen. 


Adams,  John. 

5  September,  1845.     Dropi^ed. 
Chandler,  Ralph. 

27  September,  1845.     Graduated. 
Goodloe,  John  J. 

14  October,  1845.     Resigned. 
Grundy,  Felix. 

21  October,  1845.     Dismissed. 
Hamilton,  John  R. 

8  September,  1845.     Graduated. 
Hays,  William  B. 

7  November,  1845.     Graduated. 


Hodge,  George  B. 

10  December,  1845.     Graduated. 
Houston,  Thomas  T. 

2(>  August,  1845.     Graduated. 
McGunnegle,  Wilson. 

15  December,  1845.     Graduated. 
McKean,  Frankliia  B. 

30  Septcniljcr,  1,S45.     Resigned. 
Smith,  William  U. 

10  October,  1845.     Resigned. 


1840 — Midshipmen. 


Allen,  Olirer  P. 

28  September,  1846.     Dismissed. 
Barclay,  Alexander  J. 

14  May,  1840.     Resigned. 
Braine,  Daniel  li. 

30  May,  1840.     Graduated. 
Bredin,  James. 

37  July,  1840.     Resigned. 
Breese,  Kidder  R. 

0  November,  1846.     Graduated. 

Breese,  Samnel  li. 

llilay,  1846.     Graduated. 
Brodhead,  Fdgar. 

9  July,  1846.     Graduated. 
Carnesi,  Edwin  O. 

24  June,  1840.     Graduated. 


Childress,  Thomas  B. 

0  February,  1840.     Resigned. 
Dallas,  Alexatider  J. 

24  March,  1840.     Dismissed. 
Foster,  James  P. 

14  May,  1840.     Graduated. 
Gherardi,  Bancroft. 

29  June,  1840.     Graduated. 
Gray,  Edwin  F. 

8  April,  1840.     Graduated. 
Johnson,  Philip  C,  Jr. 

31  August,  184ii.     Graduated. 
Johnson,  Oscar  F. 

14  August,  1840.     Graduated. 
Kennon,  ISeverl.^',  Jr. 

22  August,  1840.     Graduated. 
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Kiniberly,  Liewis  A. 

8  December,  lyKi.     Graduated. 
Lodge,  Aiigiitiitiis. 

2i  August,  l.'S-KJ.     Resigned. 
liooker,  Tlioiiias  11. 

G  Noveml'er,  ls|i;.     Resigned. 
liyiicli,  Doiiiiiiick  II. 

(i  NoveiuljcT,  1!>40.     Dismissed. 
Maflitt,  Wclliaiii  II. 

:!0  M;i\-,  lS4(i.     Dismissed. 
Nilligsiii,  Jaiue»«  F. 

ii«  .iuly,  1S4().     Resigned. 
jMorris,  George  U. 

14  August,  1^40.     Graduated. 
Parker,  .Tamest,  Jr. 

14  November,  1840.     Graduated. 


Raiiie.v,  John  D. 

l'.»  March,  1^40.     Graduated. 
Robinson,  Frederick  W. 

14  August,  184(j.     Dismissed. 
Sawyer,  liBwis  C. 

14  August,  1840.     Resigned 
Shunk,  Williani  F. 

1. June,  1840.     Resigned. 
Sniitli,  Charles  It. 

SO  November,  1840.     Graduated. 
Smith,  Charles  I... 

'i7   July,    l^<40.     Died    10  Nov..  1S48. 
Sproston,  John  <>. 

1.5  July,  1840.     Graduated. 

Watters,  John, 

12  February,  1846.     Graduated. 


1847.— Midshipmen. 


Baker,  John  P. 

11  February,  1847.     Resigned. 
Kelknap,  Oeorge  E. 

7  October,  1847.     Graduated. 
Benham,  Andrew  £.  K. 

24  November,  1847.     Graduated. 
Blake,  Joseph  I>. 

9  September,  1847.      Graduated. 
Bowen,  Riehard  T. 

24  December,  1847.     Graduated. 
Brose,  Frederick  F. 

9  September,  1847.     Graduated. 
Bryant,  Robert. 

11  December,  1847.     Resigned. 
Bnell,  Salmon  A. 

1  Februaiy,  1847.     Resigned. 
Bnrke,  Fdinnnd  C. 

20  October,  1847.     Resigned. 
Caldwell,  Robt.  M. 

9  September,  1847.     Dismissed. 
Campbell,  It'illiam  P.  A. 

14  December,  1847.     Graduated. 
Cannon,  Chastain  C. 

7  April,  1847.     Dropped. 
Chapman,  George  II. 

9  September,  1847.     Resigned. 
Chapman,  Robert  T. 

7  April,  1847.     Graduated. 
Cornwell,  John  J. 

1  February,  1847.     Graduated. 
Canimings,  Anflrew  B. 

7  April.  1847.     Graduated. 
Eggleston,  John  R. 

3  August,  1847.     Graduated. 


Fitzhngh,  William  E. 

2    Februarv,    1847.      Out   of   service 
from  7  July,  1 847. 
Flnsser,  Charles  "W. 

19  July,  1847.     Graduated. 

Fyfle,  Joseph  P. 

9  September,  1847.  Graduated. 
Gift.  George  W. 

SO  November,  1847.  Resigned. 
Gwin,  William. 

7  April,  1847.     Graduated. 
Hauler,  Thomas  Itl. 

20  June,  1847.     ]{esigned. 
Hammond,  Charles  l.i.  O. 

8  November,  1847.     Resigned. 
Hand,  Bayard   F. 

7  April,  1847.     Graduated. 
Hand,  George  D. 

9  September,  1847.  Resigned. 
Haralson,  Charles  I<. 

10  SejJtember,  1847.  Resigned. 
Harmon.y.  David  B. 

7  April,  l'^47.     Graduated. 
Hntehinson.  M'illiam  T. 

24  Sept.,  1847.     Died  7  Feb.,  1848. 
Irwin,   John. 

9  Septendier,  1847.  Graduated. 
Ives,  RaiTorfl  W. 

7  April,  1847.     Died  2.T  March,  1850. 
lianghlin,  John  J. 

1  May,  1847.     Resigned. 
l^ovell,  William  S. 

8  November,  1847.     Graduated. 
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Maxwell,  James  G. 

15  December,  1847.     Graduated. 
Miller,  Joseph   B. 

7  April,  1847.     Died  19  March,  1850. 
Mygatt,  Jared  P.  K. 

24  September,  1847.     Graduated. 
iRTevpuiaii,  li.  II. 

24  September,  1847.     Graduated. 

Oakley,  £ngeue  H. 

2  August,  1847.     Graduated. 
Qiiackeiibiish,  John  IV. 

24  September,  1847.     Dismissed. 
Kowaii,  James  II.,  Jr. 

8  November,  1847.     Resigned. 
Stillwell,  James. 

9  September,  1847.     Graduated. 


Tboburii;^  Charles  E. 

9  September,  1847.     Graduated. 
Totteu,  Wasliintfton. 

8  Noveuiber,  1847.     Graduated 
Ward,  William  II. 

7  April,  1N47.     licsigned. 
Wells,  C  harles. 

22  December,  1847.     Dropped. 
Whitthoriie.  De  WiU  V. 

10  September,  1817.     Resigned. 
Williams,  Kdward  P. 

9  September,  1847.     (Jraduated. 
Wilson,  Henry. 

22  October,  1847.     Graduated. 
Wood,  John  S. 

7  April,  1847.     Graduated. 


1848. — Midshipmen. 


Abbot,  Trevett. 

13  October,  1848.     Graduated. 
Abbott,  William  A. 

];3  October,  1848.     Resigned. 
Armstrong,  William  McN. 

20  November,  1848.     Resigned. 
Baker,  Francis  H. 

12  October,  1848.     Graduatea. 
Beatty,  John  T. 

21  October,  1848.     Resigned. 
Bratt,  Carlos. 

12  October,  1848.     Resigned. 
Brintnall,  John  P. 

21  December,  1848.     Resigned. 
Brnce,  James. 

12  October,  1848.     Graduated. 
Bntler,  James  I<. 

11  April,  1848.     Resigned. 
Carter,  Carey. 

12  October,  1848.     Resigned. 
Coddington,  £thelbert  F. 

12  October,  1848.     Died  8  Nov.,  1853. 
Duret,  John  B. 

0  December,  1848.     Dropped. 
Erben,  Henry,  Jr. 

17  June,  1848.     Graduated. 
FitKhngh,  William  F. 

20  November,  1848.     Graduated. 
Garland  Hndson  M. 

20  November,  1848.     Graduated. 
»ayle,  Richard  H. 

ISOctober,  1848.     Resigned. 
Gillis,  James  H. 

12  October,  1848.     Graduated. 


Glassell,  William  T. 

15  March,  1848.     Graduated. 
Greene,  Charles  H. 

13  May,  1848.     Graduated. 
Greer,  James  A. 

10  January,  1848.     Graduated. 
Grout,  John  K. 

31  November,  1848.     Dropped. 
Heileman,  Jnlins  G. 

10  March,  1848.     Graduated. 
Hester,  Isaac  W. 

12  October,  1848.     Graduated. 
Hodges,  James  B. 

13  October,  1848.     Resigned. 
Johnston.  John   E. 

9  August,  1848.     Graduated. 
Liagow,  John   K. 

31  March,  1848.     Resigned 
LiCgare,  James  I>. 

26  December,  1848.     Resigned. 
Liivingston.  Be  Grasse. 

7  March,  1848.     Graduated. 
Iiyne,  William  II. 

5  June,  1848.     Resigned. 
McCann,  William  P. 

1  November,  1848.     Graduated. 
Mcintosh,  John  B. 

27  April,  184S.     Resigned. 
McThorne,  Henry. 

18  April,  1848.     Dismissed. 
Means,  Edward  J. 

12  October,  1848.     Resigned. 
Owen,  Elias  K. 

7  December,  1848.     Graduated. 
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Paliuer,  Marshall  E. 

33  March,  1848.     Resigned. 
Porter,  Piiiekney  J. 

G  March,  18-18.     Resigned. 
Priokett,  iVathanicl   P. 

10  June,  1848.     Died  23  March,  1850. 
Riddell,  John  W. 

12  October,  1848.     Resigned. 
Pendergrast,  Austin. 

14  October,  1848.     Graduated. 
Scaiitland,  Robert  A. 

30  December,  1848.     Droj)iDed. 
Skerrett,  Joseph  S. 

12  October,  1848.     Graduated. 


>Spal<Iing,  Rnfns  C. 

12  October,  1848.     Resigned. 
Speddeii,  £dward  T. 

20  Kuvember,  1848.     Graduated. 
Sullivan,  Jeremiah  C 

12  October,  1848.     Resigned. 
Toon,  M'illiam  II. 

21  April,  1848.     Resigned. 
Trotter,  George  A. 

20  Nov.,  1848.     Died  20  Dec,  1849. 
Weaver,  Aaron  W. 

10  May,  1848.     Graduated. 


1849 — Midshipmen. 


Adams,  Henry  A.,  Jr. 

10  October,  1849.     Graduated. 
Adams,  :KapoIeon  B. 

25  January,  1849.     Dropped. 
Boardman,  Frederick  A. 

20  October,  1849.     Resigned. 
Briscoe,  Warner  I^. 

20  November,  1849.     Dropped. 
Brown,  George. 

5  February,  1849.     Graduated. 
Chapman,  George  T. 

10  October, -1849.     Appt.  revoked. 
Chever,  Williani  H. 

19  October,  1S49.     Graduated. 
Cnshuiau,  Charles  H. 

24  March,  1849.     Graduated. 
Davis,  Andrew  McF. 

10  Marcl),  1849.     Resigned. 
Drake,  Benjamin. 

22  October,  1849.     Dropped. 
Dunnington,  John  W. 

10  April,  1849.     Graduated. 
nawley,  Charles  E. 

3  December,  1849.     Graduated. 
Holland,  Hick.  V.  B. 

23  February,  1849.     Dropped. 
lioyall,  Benjamin  P. 

5  March,  1849.     Graduated. 
May,  Robert  li. 

7  November,  1849.     Graduated. 
McCrea,  Edward  P. 

10  October,  1849.     Graduated. 
Misli,  Simon  C. 

8  January,  1849.     Resigned. 


Morrison,  George  F. 

5  November,  1849.     Graduated. 
Pelot,  Thomas  P. 

2  June,  1849.     Graduated. 
Shepperd,  Francis  E. 

10  October,  1849.     Graduated. 
Shirk,  James  W. 

20  Marcli,  1849.     Graduated. 
Shubrick,  Edward  R. 

9  February,  1849.     Resigned. 
Stanton,  Uscar  F. 

29  December,  1849.     Graduated. 
Stockton,  Edward  C. 

10  October,  1849.     Graduated. 
Tabb.  Blncher  H. 

17  Jan.,  1849.     Killed  5  March,  1850. 
Taylor,  Bushrod  U. 

3  April,  1849.     Graduated. 
Taylor,  Jesse,  Jr. 

"o  December,  1849.     Graduated. 
Thomas,  Calvin  F, 

10  October,  1849.     Graduated. 
Tipton,  John. 

24  November,  1849.     Appt.  revoked. 
Wainwright,  Gardner  S. 

1  November,  1849.     Dropped. 
Walker,  James  C". 

12  February  1849.     Resigned. 
Ward,  William  H. 

17  February,  1849.     Graduated. 
Wincliester,  Felix. 

25  October,  1849.     Dropped 
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1850. — Miflsliipiiien. 


Armstrong,  ^neas. 

3  October,  1800.     Graduated. 
Ai?noI«l,  Ttaoiuas. 

11  November,  1850.     Resigned. 
Babcoek,  Charles  A. 

8  April,  1850.     Graduated. 
Babcr,  George  F.  B. 

24   April,    1850.      Lost  in  the  " 
poise,''''  21  September,  1854. 
Bacon,  George. 

1  October,  1850.     Graduated. 
Beardslee,  I<ester  A. 

5  March,  1850.     Graduated. 
Blocker,  Smith  B. 

3  October,  1850.     Dropped. 
Bowen,  ISobcrt  3. 

20  November,  1850.     Resigned. 
Boyd,  Robert,  Jr. 

14  January,  1850.     Graduated. 
Bradford,  William  I.. 

1  October,  1850.     Graduated. 
Campbell,  Marshall  C. 

5  February,  18»0.     Graduated. 
Carpenter,  Charles  C. 

1  October,  1850.    Graduated. 
Carroll,  Ferdinand. 

4  October,  1850.     Dismissed. 
Chaplin,  James  C. 

4  October,  1850.     Graduated. 
Cooper,  Edward  B. 

6  November,  1850.     Dismissed. 
Cooper,  Richard  F. 

25  October,  1850.     Dismissed. 
Dana,  William  H. 

1  May,  1850.    Graduated. 
Dawson,  Lincien  TV. 

27  April,  1850.     Resigned. 
Dodge,  George  P. 

1  October,  1850.     Dismissed. 
Dozier,  William  G. 

1  April,  1850.     Graduated. 
Ellege,  John  W. 

20  May,  1850.     Dismissed. 
Foot,  Samuel  C. 

4  April,  1850.     Resigned. 
Foster,  Robert  C,  Jr. 

1  October,  1850.     Resigned. 
Harrison,  George  R. 

3  October,  1850.     Dismissed. 
Izard,  Allen  C. 

3  October,  1850.     Graduated. 


Kirkland,  William  A. 

3  July,  1850.     Graduated. 
liieber,  Alfred  II. 

3  October,  1850.     Dismissed. 
liittle,  W  illiam  A. 

8  April,  1850.     Died  24  A  ugust,  1852. 
Matliis,  George  M. 

7  October,  1850.     Dropped. 
McCartney,  Andrew  J. 

3  October,  1850.     Graduated. 
McEntee,  Maurice  W. 

4  October,  1850.     Resigned. 
Mcl/anahan,  James  W. 

3  Octolier,  1850.     Resigned. 
Meade,  Richard  W.,  Jr. 

3  October,  1850.     Graduated. 
Mitchell,  John  G. 

3  October,  1850.     Graduated. 
Offley,  Robert  H. 

19  October,  1850.     Dismissed. 
Pearce,  William. 

1  October,  1850.     Dismissed. 
Peck,  Charles  F. 

3  October,  1850.     Graduated. 
Potter,  Edward  E. 

5  February,  1850.     Graduated 
Ramsay,  Francis  M. 

5  October,  1850.     Graduated. 
Roche,  James  R. 

30  May,  1850.     Resigned. 
Shields,  William  B. 

3  October,  1850.     Dismissed. 
Smith,  William  II. 

3  October,  1850.     Resigned. 
Sparks,  Charles  D. 

18  April,  1850.     Died  13  April,  1853. 
SteTcns,  Douglas  II. 

1  October,  1850.     Dismissed. 
Simmer,  Edward  E. 

3  October,  1850.     Resigned. 
Van  Cleef,  Charles  M. 

3  October,  1850.     Dropped. 
Walker,  John  G. 

5  October,  1850.     Graduated. 
Whittier,  Rnfns  A. 

4  March,  1850.     Dropped. 
Williams,  Wesle.y. 

4  October,  1850.     Dismissed. 
Wilson,  Robert  II. 

18  June,  1850.     Resigned. 
Wishart,  Alexander. 

3  October,  1850.     Resigned. 


GENEHAJ.    NAVY   KLGISTER. 


1851. — Midshipmen. 


Allen,  Edmund  S. 

3  October,  1851.  Dropped. 
Armington,  Adolphiis  O. 

2  October,  1851.  Dropped. 
Barnes,  John  S. 

1  October,  1S51.     Graduated. 
BIod$;ett,  George  M. 

3  October,  1851.     Graduated. 
Buchanan,  Thonia<4  MoK. 

1  October,  1851.     Gruduuted. 
Cain,  John,  Jr. 

4  October,  1851.     Graduated. 
Campbell,  John  B. 

1  October,  1851.  Resigned. 
Carriere,  Albert. 

3  October,  1851.  Dropped. 
Cecil,  Walpole. 

3  October,  1851.  Dropped. 
Clarke,  Frederic  J. 

3  October,  1851.  Dismissed. 
Cooke,  George  II. 

1  October,  1851.  Resigned. 
Cortex,  Rene  E. 

-     1  October,  1851.     Dropped. 
Crawford,  John. 

3  October,  1851.  Resigned. 
Crosinan,  Alexander  F. 

3  October,  1851.  Graduated. 
Balton,  Hamilton  H. 

1  October,  1851.  Graduated. 
Dodge,  George  P. 

1  October,  1851.     Drojjped. 

Dooley,  Edwin  II. 

1  October,  1851.  Resigned. 
Douglas,  James  X. 

1  October,  1851.  Dropped. 
Box,  Henry  B. 

3  October,  1851.  Resigned. 
Erwin,  Jason  C. 

1  October,  1851.     Resigned. 

Etting,  J.  M. 

3  October,  1851.  Resigned. 
Fitch,  L,eroy. 

1  October,  1851.  Graduated. 
Fortier,  Charles  E. 

1  October,  1851.  Dropped. 
Glasson,  David  G.  II. 

1  October,  1851.  Resigned. 
Graham,  Richard  W.  M. 

3  October,  1851.  Graduated. 
Hopkins,  Alfred. 

]  October,  1851.     Graduated. 


Hubbell,  S.  De  Witt. 

3  October,  1851.  Resigned. 
Huguniii,  Robert. 

1  October,  1851.  Resigned. 
Jtty,  Joseph  9IcD.  C 

1  October,  1851.  Dropjied. 
Kearney,  Edward. 

,  4  October,  1851.     Dismissed. 
Liaw,  George  E. 

4  October,  1851.  Gniduated. 
Liawson,  Ilirant  A. 

14  October,  1851.  Dmpped. 
liCa,  Edward. 

2  October,  1851.  Graduated. 
tull,  Edward  P. 

7  October,  1851.     Graduated. 

Matthews,  Edmund  O. 

3  October,  1851.  Graduated. 
McEntee,  Maurice  W. 

1  October,  1851.  liesigiied. 
McKee,  Samuel. 

1  Octolier,  1851.  Resigned. 
Meeds.  Benjamin  X. 

1  October,  1851.     Disnnssed. 

Miller,  .Tosepli  X. 

1  October,  1851.  Graduated. 
Noble,  James. 

1  October,  1851.  Dropjied. 
IVorton,  Charles  S. 

3  October,  1851.  Graduated. 
Perkins,  George  H. 

1  October,  1851.  Graduated. 
Poreher,  Philip. 

3  October,  1851.  Graduated. 
Seabrook,  E.  M. 

4  October,  1851.  Resigned. 
Seely,  Carlton,  M ..  Jr. 

]  October,  1851.  Dropped. 
Selfridge,  Thomas  O. 

3  October,  1851.  Graduated. 
Sicard,  Montgomery. 

1  October,  1851.  Graduated. 
Sloan,  George  J. 

1  October,  1851;  Resigned. 
Smith,  Samuel  A. 

3  Octolier,  1851.  Dismissed. 
Stribling,  John  M. 

7  October,  1 851.  Graduated. 
Sumner,  Edward  E. 

1  October,  1851.  Resigned. 
Taylor,  John  R. 

1  October,  1851.     Dropped. 
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Todd,  James  M. 

2  October,  1851.     Graduated. 


White,  Hainllton  C. 

1  October,  1851.     Resigned. 


18S3. — Alidi^hipnien. 


Allen.  Weld  N. 

2-1  May,  1852.     Graduated. 
Ashe,  William  W. 

HI  May,  1852.     Resigned. 
Barrett,  Clarence  Li. 

25  May,  1852.     Resigned. 
Bigelow,  George  A. 

2a  May,  1852.     Graduated. 
Bishop,  Henry  J. 

20  May,  1852.     Dropped. 
Bradford,  Robert  F. 

21  May,  1852.     Graduated. 
Brodhead,  Alfred  W. 

25  May,  1852.     Died  23  Jan..  1853. 
Bnnce,  Francis  M. 

28  May,  1852.     Graduated. 
Barton,  Fdward  H. 

31  May,  1852.     Dropped. 
Bntler,  Samuel  M. 

25  May,  1852.     Dismissed. 
Cooke,  Augustns  P. 

37  May,  1852.     Graduated. 
Crenshaw,  Cyrns  W. 

20  May,  1852.     Dropped. 
Cnshnian,  Charles  F. 

25  May,  1852.     Resigned. 
Dunn,  Denton. 

28  May,  1852.     Dropped. 
Fnierson,  William  R. 

24  May,  1852.     Resigned. 
Evans,  William  F. 

4  .June,  1852.     Graduated. 
Gilchrist,  Miller  H. 

31  May,  1852.     Dropped. 
Gorman,  Richard  L. 

24  May,  1852.     Resigned. 
Gove,  Gilnian  D. 

22  May,  1852.     Graduated. 
Green,  Xathaniel. 

28  May,  1852.     Graduated. 
Hale,  Matthew. 

31  May,  1852.     Dropped. 
Hatfield,  Chester. 

31  May,  1853.    Graduated. 


Holley,  Robert  Y. 

24  May,  1852.     Dropped. 
Ingrahani,  Henry  Li. 

29  May,  1852.     lirsigned. 
Johnson,  Robert  MoA. 

28  Jlay,  1852.     Resigned. 
Kendall,  George  T. 

20  May,  1852.     Dropped. 
Famar,  South  worth  H. 

2(5  May,  1852.     Dropped. 
McDougal,  Charles  J. 

20  May,  1852.     Graduated. 
McFnery,  Samuel  I>. 

25  May,  1852.     Resigned. 
Merchant,  Clarke. 

29  May,  1852.     Graduated. 
Miller,  Henry  W. 

29  May,  1852.     Graduated. 
Mills,  Thomas  B. 

31  May,  1852.     Graduated. 
Morgan,  William  H. 

35  May,  1852.     Resigned. 
Mosely,  James  C. 

20  May,  1853.     Graduated. 
Porter,  Thomas  Si. 

20  May,  1852.     Graduated. 
Potter,  James  F. 

25  May,  1852.     Resigned. 
Prichett,  James  M. 

27  May,  1852.     Graduated. 
Raglantl,  Fldred  B. 

25  May,  1853.     Dropped. 
Seely,  Henry  B. 

26  May,  1853.     Graduated. 
Shyrock,  George  S. 

33  May,  1853.     Graduated. 
Stebbins,  Be  Wayne. 

20  May,  1853.     Resigned. 
Sutherland,  Robert. 

29  May,  1853.     Resigned. 
Tickner,  George  P. 

31  May,  1852.     Dismissed. 
Wallace,  Rush  R. 

35  May,  1853.    Graduated. 


1853.— Midshipmen. 


Adams,  Feonard  J. 

31  .January,  1853.     Resigned. 


[  Alexander,  Joseph  W. 

31  September,  1853.     Graduated. 
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Ashe,  Alexander  S. 

ol  Jiiiuiaiy.  1853.     Resigned. 
Barrett,  ^Valter. 

28  September,  1853.     Dropped. 
Bcekwith,  Josiah  G. 

1  February,  1853.     Resigned. 
Blake,  Franci»«  B. 

:50  Scpteiubor,  185.3.     Graduated. 
BoikK  Francis  W. 

•M  SeptumbtT,  185.3.     Dropped. 
Brown.  James  F. 

1  April,  1853.     Dropped. 
Cameron,  M'illiani. 

1  April,  1853.     Dropped. 
Colt,  George  DeWolf. 

21  September,  1853.     Resigned. 
Eastman,  Thomas  II. 

31  .luiiuary,  1853.     Graduated. 
Graves,  Charles  J. 

17  December,  1853.     Graduated. 
Harris,  Joseph  W. 

1  January,  1853.     Graduated. 
Ilosmer,  James  B. 

20  September,  1853.     Dropped. 
Hunter,  Clarence. 

20  September,  1853.     Dropped. 
Ingrahani,  Sarins  H. 

24  September,  1853.     Resigned. 
Kelly,  John  W. 

31  January,  1853.     Graduated. 
liallande,  Charles  I>. 

20  January,  1853.     Dropped. 
McCandless,  William  G. 

24  September,  1858.     Resigned. 


ncCrahh,  Alfred  P. 

2  April,  185:!.     Dni])pt-(]. 
McXair,  Frederick  V. 

21  September,   1853.     Graduated. 
Or  tun,  Jason  IC. 

2'.»  Si-jitfnilK'r,  1S53.     Dropped. 
Phylliian,  Robert   I.. 

28  January,  1853.     Graduated. 

Sawyer,  George  .1. 

27  September,  1853.     Resigned. 
Terry,  Edward. 

21  Septeinb(.'r,  ls.j3.     Graduated. 
Todd,  Henry  I>. 

2S  .^tay,  1N53.      Graduated. 
Vultee,  Franeis  P. 

3  January,  1853.     Dropped. 
Wagstaff,  Charles  S. 

21  September,  1853.     Resigned. 
Ward,  I<ewis  P. 

29  September,  1853.     Resigned. 
Warren,  H.  !>. 

20  Sejitember,  1853.     Resigned. 
Weisnian,  Harry  J. 

T  October,  1853.     Died  17  Nov.,  1854. 
Welch,  William. 

23  September,  1853.     Dismissed. 
Wheeler,  Fitsr,  Henry. 

30  Septemlier,  1853.     Dropped. 
Wilson,  ISyron. 

31  January,  1853.     Graduated. 
W'orthingtoii.  James  G. 

1  April,  1853.     Dro]iped. 

Tates,  Arthur  R. 

24  September,  1853.     Graduated. 


1854. — Midshipmen. 


Adams,  Samnel. 

21  September,  1854.     Resigned. 
Andrnss,  Flias  V. 

27  September,  1854.     Resigned. 
Beaumont,  Myron   II. 

28  September,  1854.     Resigned. 
Belknap,  Al«len  W. 

27  September,  1854.     Resigned. 
Bishop,  Joshua. 

20  September,  1854.     Graduated. 
Blue,  Henry  H. 

28  September,  1854.     Graduated. 

Bradle.v,  John. 

25  September,  1854.     Resigned. 

Brodrick,  Henry  H. 

25  September,  1854.     Resigned. 


Brown,  Hamilton  .4. 

25  September,  1854.     IJcsigned. 
Cams,  .indrew,  Jr. 

i)  October,  1854.     Resigned. 
Clevelan«l.  Charles  B. 

28  September,  1854.     Resigned. 
Collnm.  ICichard  S. 

20  September,  ls,"i4.     Resigned. 
Condict.  Henry  F. 

2'J  September,  1854.     Dismissed. 
Davis.  T.  W.  W. 

25  September,  1854.     Resigned. 
Be  Shields,  Alfred. 

23  Se|itember.  1854.     Resigned. 
Dewey.  George. 

23  Se-itember,  1854.     Graduated. 


GENERAL   NAVV    liE(;rsTKr!. 


Ewiiig,  Thomas. 

3  .  September,  1854.  Rcsigued. 
Farciiiliar,  Norman  H. 

27  September,  1854.     Graduated. 

Fraiililiii,  Charles  Li. 

23  Ostober,  1854.  Graduated. 
Fiirher,  Kdward  O. 

2  October,  1854.     Graduated. 
Gihhs,  liiieiiis  H. 

23  September,  1854.  Resigned. 
Griiaihsill,  John. 

23  September,  1854.  Graduated. 
nines,  Iverson  A. 

23  September,  1854.  Resigned. 
Hinman,  Cnrtis   P. 

30  September,  1854.  Resigned. 
Holliday,  Titus  T. 

17  October,  1854.     Resigned. 
Howell,  John  A. 

27  September,  1854.  Graduated. 
HoM'ison,   Henry  Li. 

2(j  September,  1854.  Graduated. 
Hiilhnrd,  Horace  R. 

2(i  September,  1854.  Resigned. 
Jones,  Kiehmond  I>. 

23  September,  1854.  Resigned. 
Jndson,  Charles  O. 

30  September,  1854.  Graduated. 
Kaulx:,   Albert. 

28  September,  1854.  Graduated. 
Herr,  William  A. 

20  September,  1854.  Graduated. 
Lane,  IVicholas  J. 

28  September,  1854.  Resigned. 
LiTingston,  Charles  S. 

22  September,  1854.  Resigned. 
Mailler,  Robert  C. 

10  October,  1854.     Resigned. 
Mallett,  Richardson. 

20  September.  1854.  Resigned. 
May,  liHther  C. 

20  September,  1854.  Graduated. 
McCook,  Edwin  S. 

21  September,  1854.  Resigned. 
McCook,  Roderick  S. 

21  September,  1854.  Graduated. 
Mcliiiistry,  Arthur. 

2'J  Septemljer,  1854.  Resigned. 
Slerrjani,  Oustavus  F. 

3(1  September,  1854.  Resigned. 
Milliken,  Samuel. 

20  September,  1854.  Resigned. 
.Mullay,  John  C.  K. 

22  September,  1854.     Resigned. 


Pardee,  Don  A. 

28  September.  1854.  Resigned. 
Phillips.  Clavius. 

3  October,  1854.     Resigned. 
Prentiss,  Roderick. 

21  September,  1S54.     Graduated. 
Reddin$;ton,  Thomas. 

30  September,  1854.  Resigned. 
Reed,  Allen  T. 

2(3  September,  1854.     Graduated. 
Ridgley,  Franklin  li. 

25  September,  1854.  Resigned. 
Ross,  James,  Jr. 

25  Septemlicr,  1854.  Resigned. 
Schooii (linker,  Cornelius  91. 

28  September,  1854.     Graduated. 
Smith,  Reatty  P. 

29  September,  1854.  Resigned. 
Smith,  Philip. 

20  September,  1854.  Resigned. 
Spencer,  Thomas  S. 

29  September,  1854.     Graduated. 
Stanbiirrough,  James  li. 

20  September,  1854.  Resigned. 
Storrs,  fteorge  S. 

23  Septemljer,  1854.     Graduated. 
Swasey,  Charles  H. 

28  September,  1854.     Graduated. 
Taylor,  Fdinund. 

29  Septemljer,  1854.  Resigned. 
Terry,  Feliv  G. 

9  October,  1854.     Resigned. 
Triplett,  Wellington. 

22  September,  1854.  Resigned. 
Yan  Santvoord,  Westbrook. 

38  Sejjtember,  1854.  Resigned. 
Taughan,  Vernon   H. 

21  September,  1854.  Resigned. 
Wadsworth,  James  M. 

28  September,  1854.  Resigned. 
Walls,  Augustus  S. 

37  September,  1854.  Resigned. 
Wheeler,  Charles  S. 

37  Sejjtember,  1854.  Resigned. 
Wheeler,  Richard  T. 

27  September,  1854.  Resigned. 
White,  George  B. 

28  September,  1854.     Graduated. 
Whittle,  William  C,  Jr. 

28  September,  1854.     Graduated. 
Wing,  Fdward  ]>.  C. 

25  Septemljer,  1854.  Resigned. 
Wright,  John  F. 

27  September,  1854.     Resigned. 
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Yates.  Robert  H. 

23  September,  1854. 


Resigned. 


I  Young.  Henry  F. 

yO  September,  1854. 


Resigned. 


1855. — Midshipmen. 


Ashe,  Saninel  A'Conrt. 

28  September,  1855.     Resigned. 
Arered.  Saninel  W. 

:_;  X(iv(nil)C'r.  lS5ri.     Graduated. 
Bort'lMTl.  <iiC'orse. 

^.'0  SeiPtrniber,  1855.     Graduated. 
Rtoyd.  Franii. 

21  Septcuiber,  1855.     Resigned. 
Bristown.  Benjamin  W. 

21  Septemljer,  1855.     Dismissed. 
Brown.  James  T. 

27  So]itpiiilier,  1855.     Resigned. 
Butt,  Walter  R. 

20  September,  1855.     Graduated. 
Cenas,  Hilary. 

21  September,  1855.     Graduated. 
Claiborne,  Henry  B. 

22  September,  1855.     Graduated. 
Crump,  Edward  H. 

28  September,  1855.     Resigned. 
Dauglierty,  Oliver  B. 

26  September,  1855.     Resigned. 
Fister,  Thomas  D. 

29  September,  1855.     Resigned. 
Freneli,  Samuel  Ii. 

36  September,  1855.     Dismissed. 
Graham,  Archibald. 

39  September,  1855.     Resigned. 
Greene,  Samuel  D. 

21  September,  1855.     Graduated. 
Haekett,  Samuel  H. 

38  September,  1855.  "  Graduated. 
Hall,  Wilburn   B. 

20  September,  1855.     Graduated. 


Harry,  Etlwin  C. 

20  September,  1855.     Resigned. 
Hodge.  Kosciusko. 

2«  Si'jiteiiiber,  1n05.     Resigned. 
Ivane.  Tlieo«lore  F. 

27  September,  1n55.     Graduated. 
McKenxie.   tlevander  S. 

29  September,  1S55.  Graduated. 
Northrop.  John  B. 

24  Seplemljc-r.  ls55.     Resigned. 
Pleasants.  C'lsarles  W. 

24  Septeiiibei',  1^55.     Dismissed. 
Read,  F«lmiind  G. 

35  September,  1855.  Graduated. 
Reniey,  George  C 

20  September,  1855.  Graduated. 
Saulsbury,  Gore  H. 

26  Sejitember,  1855.     Resigned. 
Slamm,  Jetlerson  A. 

3  October,  1855.     Resigned. 
Snyder,  Harid  H. 

31  September,  1855.     Resigned. 
Stanton,  Clarence  Ii. 

36  September,  1855.  Dismissed. 
Tayloe,  James  !•. 

34  September,  1855.  Graduated. 
Walker,  Edward  A. 

36  September,  1855.  Graduated. 
Ward.  George  A. 

21  September,  1855.  Resigned. 
Weisnian,  F.  P. 

25  September,  1855.  Resigned. 
Wiltse,  Gilbert  C. 

30  September,  1855.     Graduated. 


1856.— Midshipmen. 


Adams,  Thomas  E.  91. 

35  September,  1856.  Resigned. 
Allen,  John  W. 

27  September,  1856.  Resigned. 
Ames,  Sullivan  D. 

32  SeptiMubur,  1856.     Graduated. 
Barton,  William  H. 

22  September,  1856.     Graduated. 
Bradlord,  James  O. 

33  September,  1856.  Resigned. 
Brown,  Francis  S. 

24  September,  1856.    Graduated. 


Burt,  Liouis  J. 

30  September,  1856.     Resigned. 
Carnes.  William  W. 

30  September,  1856.     1  October,  1857. 
Resigned. 
Casey,  Silas 

35  September,  1856.     Graduated. 
Comstock,  John  H. 

37  September,  185C.     Resigned. 
Cordell,  Ernest  D. 

20  September,  1856.     Resigned. 
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Davenport.  Francis  O. 

32  September,  1850.     Graduated. 
Devanlt,  Edwin  R. 

20  September,  1856.  Resigned. 
Doolittle,  Ornius  A. 

26  September,  1856.  Dismissed. 
Uarnin,  Thomas  Li. 

33  September,  1856.     Graduated. 
Dowling,  John  C 

32  September,  1856.  Resigned. 
Foot,   Henry  D. 

30  September,  1856.  Dismissed. 
Foster,  layman  B. 

24  Sejjtember,  1856.  Resigned. 
Gillet,  Simeon  P. 

20  September,  1856.  Graduated. 
Gregory,  Benjamin. 

23  September,  1856.  Resigned. 
Greiner,  Theodore  S. 

27  September,  1856.  Resigned. 
Griswold,  George  K. 

20  September,  1856.  Resigned. 
Harris,  George  P. 

33  September,  1856.  Resigned. 
Harrison,  Thomas  li. 

39  September,  1856.  Graduated. 
Haywartl,  David  S. 

39  September,  1850.  Resigned. 
Herman,  Henry  M. 

20  September,  1856.  Resigned. 
Hesse,  John. 

23  September,  1856.  Resigned. 
Hoge,  Francis  L.. 

20  September,  1856.  Graduated. 
Hooe,  Boy  Mason. 

27  September,  1850.  Resigned. 
Hoole,  James  li. 

22  September,  1856.  Graduated. 
Howard,  George  T. 

23  September,  1856.  Resigned. 
Hunt,  Charles  S. 

37  September,  1856.  Resigned. 
Hunt,  John  J. 

30  September,  1856.  Resigned. 
Jacobs,  ITilllam  C. 

29  September,  1856.  Resigned. 
Kean,  Charles. 

30  September,  1856.  Resigned. 
King,  Charles  K. 

35  September,  1856.  Resigned. 
Kinney,  Francis  S. 

23  September,  1856.  Resigned. 
Knipe,  Samuel  W. 

23  Septeiiiljer,  185(i.     Resigned. 


I<amberl,  Bruce. 

20  September,  1856.     Resigned. 
liewis,  Harold. 

20  September,  1850.     Dismissed. 
Malian,  Alfred   T. 

30  September,  1850.     Graduated. 
Manley,  Henry  D. 

25  September,  1850.     Graduated. 
Marvin,  Joseph  D. 

35  September,  is5(i.     Graduated. 
McCarty,  Stephen  A. 

35  September,  1850.     Graduated. 
McKinley,  John  S. 

20  Scptern'oer,  1850.     Resigued. 
McNair,  Antoine  B. 

23  September,  1856.     Graduated. 
Meade,  Bohert  I,. 

30  September,  1850.     Resigned. 
O'Kane,  James. 

30  September,  1856.     Graduated. 
Paddock,  Samuel   B. 

36  September,  1856.     Graduated. 
Philip,  John  W. 

30  September,  1850.     Graduated. 
Porter,  Robert  H. 

33  September,  1850.     Resigned. 
Baynsford,  £dmund  J.  W. 

27  September,  1856.     Resigned. 
Read,  Charles  William. 

20  September,  1850.     Graduated. 
Reardon,  Simon  B. 

30  September,  1850.     Resigned. 
Bobeson,  Henry  B. 

25  September,  1850.     Graduated. 
Sanderson,  Philip  S, 

39  September,  1850.     Dismissed. 
Schenck,  Woodhnll  S. 

3-1  September,  1856.     Resigned. 
Schley,  Winfield  S. 

30  Sejitember,  1850.     Graduated. 
Shnte.  Francis  .4. 

34  September,  1856.     Resigned. 
Smith.  William  W. 

25  September,  1850.     Dismissed. 
Spencer,  Jnlieji  M. 

33  September,  1850.     Resigned. 
Stevenson,  John  M. 

33  September,  1850.     Resigned. 
Stuyvesaut,  Moses  S. 

39  September,  1850.     Graduated. 
Swann,  Thomas  li. 

8  December,  1850.     Graduated. 
Sydnor,  Bichard  D.  B. 

35  September,  1850.     Resigned. 
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TalboH,  RieliHiil  P.  S. 

2'J  September,  lS,j(i.  Resigned. 
YVhII,  William  II. 

27  September,  1850.  Resigned. 
Watsuii,  JoUn  C 

29  September,  185U.     Graduated. 
Webster,  Isaac  P. 

30  September,  185G.     Resigned. 


Weidiiiaii,  Joiiii, 

2.5  September,  1850.     Resigned. 
Wharton,  .4r(liiir  I>. 

23  September,  !S5U.     Graduated. 

Wbiteliead,  William. 

2:J  September,  lS5li.     Graduated. 
Whitman,  Charles  S. 

20  September,  1850.     Resigned. 


1857.— Alidshipuien. 


Armstrong,  Richard  F. 

21  Sejjtember,  1857.  Resigned. 
Bache,  George  91. 

19  November,  1857.     Graduated. 
Backns,  Sylvanus. 

28  September,  1857.     Graduated. 
Boggs,  Robert. 

30  September,  1857.  Resigned. 
Bowen,  Thomas  C. 

25  September,  1857.     Graduated. 
Churchill,  John  F. 

24  September,  1857.  Resigned. 
Clark,  Andrew  J. 

22  September,  1857.  Resigned. 
Conckliii,  George  Henry. 

28  September,  1857.  Resigned. 
Connally,  John  K.. 

28  September,  1857.  Resigned. 
Cooney,  Charles  D. 

22  September,  1857.  Resigned. 
Cromwell,  Bartlett  J. 

21  September,  1857.     Graduated. 
Cashing,  William  B. 

25  September,  1857.  Resigned. 
Dexter,  Adolphus. 

24  September,  1857.     Graduated. 
Btier,  Rufns  K. 

23  September,  1857.     Graduated. 
Farrington,  Thomas  P. 

20  Sept.  1857.    Appointment  revoked. 
Fisk,  James  F. 

28  September,  1857.  Resigned. 
Foster,  Charles  G. 

21  September,  1857.  Resigned. 
Frierson,  Thomas  II. 

20  September,  1857.  Resigned. 
Fuller,  James  F. 

22  September,  1857.  Resigned. 
Graham,  James  D. 

35  Sejitember,  1857.     Graduated. 
Grimes,  Howard. 

22  September,  1857.     Resigned. 


Hay  ward.  George  W. 

20  September,  1857.     Graduated. 
Haver  stick,  John  W. 

20  September,  1857.  Resigned. 
Hampstead,  Iiyman  P. 

23  September,  1857.  Resigned. 
Hicks,  William  A. 

23  September,  1857.  Resigned. 
Higginson,  Francis  J. 

21  September,  1857.     Graduated. 
Hobbs,  Odillon  B. 

20  Sept.,  1857.     Died  1  Oct.,  1860. 
Holden,  John  F. 

21  September,  1bi57.  Resigned. 
Hooper,  Thomas  W. 

21  September,  liS5T.  Resigned. 
Howard,  Ociiran  II. 

21  September,  1857.  Resigned. 
Hudgins,  Albert  G. 

24  September,  1857.  Resigned. 
Ingraham,  John  II. 

23  October,  1857.     Resigned. 
Jackson,  Crawford  M. 

29  September,  1857.  Resigned. 
lieeney,  Charles  T. 

28  September,  1857.  Resigned. 
Keniptr,  liOnis. 

25  September,  1857.     Graduated. 
tee,  W  illiam  P. 

21  September,  1857.  Resigned. 
IiConartl,  Joseph  A. 

18  November,  1857.  Resigned. 
Licster,  George. 

23  SeiJtember,  1857.  Resigned. 
liOdge,  Douglass. 

20  September,  1857.  Resigned. 
liord,  George  P. 

24  September,  1857.  Resigned. 
Malin,  Emery. 

24  September,  1857.  Resigned. 
Marsh,  William. 

25  September,  1857.    Resigned. 
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Hai'tin,  William. 

39  September,  1857.  Resigned. 
JTIcFarland,  Joliii. 

31  September,  1857.  Graduated. 
.^cGlensey.  John  F. 

38  September,  1857.  Graduated. 
HcKay,  €liarles  E. 

39  September,  1857.  Graduated. 
McKiiiley.  Robert  t. 

34  September,  1857.  Resigned. 
IMcVei^Ii.  Hiram. 

35  September,  1857.  Resigned. 
Meade.  Robert  Ij. 

39  September,  1857.  Resigned. 
Merriitiaii.  £dgar  C'. 

31  September,  1857.  Resigned. 
Moore,  Thomas  L>. 

oO  September,  1857.  Resigned. 
Morey,  Koswell  E. 

36  Sept.,  1857.    Appointment  revoked. 
Mnlleii,  Horace  E. 

35  September,  1857.  Graduated. 
Mniice,  Thomas  Q. 

33  September,  1857.  Resigned. 
Mniiroe,  Frank. 

35  September,  1857.  Resigned. 
Niirre,  John. 

33  September,  1857.  Resigned. 
Ogden,  Morgan  L>. 

39  September,  1S57.  Dismissed. 
Orth,  Christopher  H.,  Jr. 

30  September,  1857!  Resigned. 
Perry.  Renjamin  F. 

5  October,  1857.     Died  3  .July,  1860. 
Phcenix.  Uoyd. 

24  September,  1857.  Graduated. 
Piekiiig.  Henry  F. 

38  September,  1857.  Graduated. 
Piatt,  Frank  A. 

36  September,  1857.  Resigned. 
Polhemns,  Charles. 

31  September,  1857.  Resigned. 
Robertson,  James  P. 

28  September,  1857.  Graduated. 
Rod!?ers,  Frederic. 

■^•1  si'Ptcmber,  1857.  Graduated. 
Rowland,  John  H. 

31  September,  1857.     Graduated. 


Ryan,  CiJeorge  P. 

:30  September,  bs57.     Graduated. 
I^ianipson,  ^I'itliaiii  T. 

24  Septemb(  r,  lsr,7.     Graduated. 
Sleeper,  CJeoi-ge  A. 

26  September,  1S57.  Resigned. 
Smith,  Francis. 

25  September,  1857.  Resigned. 
Smith,  IVapoleoiB  J. 

25  Sejitember,  1857.  Resigned. 
Smyser,  Cliarles  J. 

22  September,  1857.  Resigned. 
Snell,  .41tied  T. 

26  September,  1857.     Graduated. 
Steeoe,  Tecnniseh. 

36  SeiJteraber,  1857.     Graduated. 
Stewart,  William  F. 

33  September,  1857.     Graduated. 
Stone,  Sardine  O.,  Jr. 

39  September,  1857.  Resigned. 
Sturdivant,  Theodore. 

31  September,  1857.  Resigned. 
Sturgeon,  Eugene  B. 

23  Sejitember,  1857.  Resigned. 
Swift,  Samuel. 

36  Sept.,  1857.     Died  28  Nov.,  1860. 
-Talbot,  Daniel,  Jr. 

26  September,  1857.  Resigned. 
Tallnian,  Henry  C. 

24  September,  1857.     Graduated. 
Thomas,  JVathaniel  W. 

34  Se])tember,  1857.     Graduated. 
Tyson.  Herbert  B. 

23  October,  1857.     Graduated. 
Tan  Comstock.  William. 

25  September,  1857.  Resigned. 
Walker,  CliWord   B. 

23  September,  ;857.  Dismissed, 
Weidnian,  John. 

23  September,  is.57.  Graduated. 
Wilson,  Joseph  0. 

33  September,  1857.  Resigned. 
Withers,  Henry. 

31  September,  1857.  Dismissed. 
Yorke,  Pat  ton  J. 

28  September,  1857.     Resigned. 


1858. — Midshipmen. 


Ahl,  James  W. 

24  September,  1858.     Resigned. 
.4ppIeton,  Giles  F. 

20  September,  1858.     Resigned. 


Barnum,  David. 

20  September,  1858.     Resigned. 
Benton,  Mortimer  M. 

2S  Septemljer,  is.^s.     Resigned. 
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Blake,  Elliott  €.  T. 

28  Sept.,  1858.    Promoted  1  Aug.,  1802. 
Blako.  Henry  J. 

2iJ  Sept.,  ls,-,y.  Promoted  24  Feb.,  180:5. 

ISratlley.  Juliii  It. 

21  September,  1858.     Killed  in  Action 
24  April,  18G2. 

JSrower,  Edwin  T. 

28  Sept.,  1858.   Promoted  1  Aug.,  1803. 
Carrotliers,  Jolin  K. 

23  Sept.,  1858.     Died  23  Dec,  1861. 
C'onistoek,  John  H. 

.    11  January,  1858.     Resigned. 
Cotton.  Charles  S. 

23  Sept.,  1858.  Promoted  1 1  Nov.,  1803. 
Crall.  George  A. 

20  September,  1858.     Dismissed. 
Crandall,  Frederick  II. 

34  Sept.,  1858.    Appointment  revoked. 
Daniel!;).  Charle<^  H. 

33  September,  1858.     Resigned. 
Day.  Benjamin  F. 

"20  Sept. ,1858.    Promoted  1  Aug.,  1862. 
Dongherty,  Harvey  H. 

20  September,  1858.     Resigned. 
Foreman.  Ivey. 

25  September,  1858.     Resigned. 
Forrest.  Morean. 

22  Sept.,  1858.    Promoted  1  Aug.,  18G3. 
Fonte.  Robert  C. 

20  September,  1858.     Resigned. 
Grafton.  Henry  T. 

23  September,  1858      Resigned. 
Harrison.  William  H. 

28  September,  1858.     Resigned. 
Hivling.  William  H. 

20  September,  1858.     Resigned. 
Holt.  Henry  C. 

21  September,  1858.     Resigned. 
Howard.  George  A. 

20  September,  1858.     Resigned. 
Hnmphre^  Charles  H. 

22  September,  1858.     Resigiieil. 
Hnntington,  Charles  I>. 

29  Sept.,  1858.    Promoted  1  Aug.,  1863. 
Hnntington,  Robert  P. 

24  Sept.,  1858.     Promoted  U  Oct.,  18G2. 
Huston,  Charles  St.  C. 

33  September,  1858.     Resigned. 
Kellog.  Edward  X. 

24  Sept.,  1858.    Promoted  8  Sept.,  1863. 
L.amson,  Roswell  H. 

20  Sept.,  1 858.    Promoted  1  Aug.,  1862, 


I.iittlepage.  H.  Beverly. 

23  September,  1858.     Resigned. 
Marmadnke,  Henry  H. 

20  September,  1858.     Resigned. 
9Iason,  Alexander  M. 

11  October,  1858.     Resigned. 
McDermott.  Edward  .:. 

23  September,  1858.     Jttsigned. 
McWillianis,  M<»rtiiiaer. 

23  September,  1858.     Hesigiied. 
Merriwether,  James  \. 

29  September,  1858.     Resigned. 
:*IitehelI,  Archibald  X. 

20  Sept.,  1858.    Promoted  1  Aug., 
Moodey,  David. 

22  September,  1858.     Resigned. 
Moon.  William  S. 

21  September.  1858.     Resigned. 
Xichols,  Smith  W. 

27  Sept.,  1858.    Promoted  1  Aug.. 
Payne.  Robert. 

20  September,  1858.     Resigned. 
Pinkney,  William. 

23  September,  1858.     Resigned. 
Preston.  Samuel  W. 

4  Oct.,  1858.     Promoted  1  Aug., 
Read,  John  J. 

31  Sept.,  1858.  Promoted  35  Nov., 
Read,  William  W. 

27  September,  1858.     Resigned. 
Robinson.  William  O'H. 

33  September,  1858.     Resigned. 
Roby,  Francis  M. 

38  September,  1858.     Resigned. 
Ruggles,  Edward  S. 

31  September,  1858.     Resigned. 
Shoemaker,  Charles  F. 

31  September,  1858.     Resigned. 
Smith,  Frederick  R. 

24  Sept.,  1858.    Promoted  1  Ar.p:. 
Sturgeon.  Eugene  B. 

20  September,  1858.     Resigned. 
Sumner,  George  W. 

20  Sept.,  1858.   Promoted  1  Aug., 
Terry,  Silas  W. 

28'Sept.,  1858.  Promoted  1  6  Sept. 
Telfair,  Daniel  A. 

23  September,  1858.     Resigned. 
Trigg,  Daniel. 

30  September,  1858.     Resigned. 
Wemple,  David  D. 

24  Sept.,  1858.  Promoted  35  Nov. 
Winslow,  William  H. 

23  September,  18.58.     Res;;:-^-''. 


1863. 
1863. 


1863. 

1863. 
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TVorth,  Algeriioii  S. 

21  September,  ]«58.     Resigned. 


I  Zimuiermaii,  Charles  W. 

I  20  Sept.,  1858.  Promoted  19  Sept.,  1862. 


IS59. — Miclsliipnieii. 


Abbot,  Walter. 

2  Dec,  1859.     Promoted  25  Nov.,  18(12. 
Adams,  lia  Rue  P. 

2(;  Oct.,  1859.  Promoted  10  Sept.,  18152. 

Alexander,  Adaisi  ('.,  Jr. 

23  Nov.,  1859.  Promoted  10  Sept.,  1800. 
Anderson,  John. 

22  September,  1859.     Killed  in  Actiou 
24  April,  1802. 
Baoof,  Richard  H. 

20  Sei)tember,  1859.     Resigned. 
Baird,  Thomas  D. 

22  September,  1859.     Resigned. 
Bartlett,  John  R. 

28  Nov.,  1859.    Promoted  8  Sept.,  1803. 
Bateheller,  Oliver  A. 

28  Nov.,  1859.  Promoted  25  Nov.,  1802. 
Beirne,  An«lrew  P. 

28  September,  1859.     Resigned.   ' 
Blake,  Charles  F. 

20  Oct.,  1859.  Promoted  26  .June,  1803. 
Brady,  Alfred  T. 

2  December,  1859.     Resigned. 
Brantingham,  Charles  H. 

22  September,  1859.     Resigned. 
Briee,  John  J. 

24  September,  1859.     Resigned. 
Bridgnian,  William  R. 

2  Dec,  1859.    Promoted  10  Sept.,  1802. 
Brown,  George  M. 

25  Nov.,  ia59.  Promoted  10  Sept.,  1802. 
Briink,  Frank  C. 

23  September,  1859.     Resigned. 
Bnrker,  Albert  S. 

25  Oct.  1859.    Promoted  25  Nov.,  1862. 
Cannm,  Robert  A. 

30  Novemlier,  1859.     Resigned. 
Carroll,  Daniel. 

3  December,  1859.     Resigned. 
Case,  James  S. 

28  September,  1859.     Resigned. 
Chester,  Colby  M.  I 

31  Oct.,  1859.    Pnmioted  21  Oct.,  1863.  j 
Chew,  Francis  T. 

21  September,  1859.     Rcfiumed. 

Chew,  Riclia'd  S. 

25  Nov.,  1,S59    I'romoted  13  Dec,  1862 
Claj' brook,  Joseg>h  P. 

27  September,  1859.     Resigned. 


Cook,  William  W. 

20  October,  1S59.     Resigned. 
t'ooke,  Henry  S. 

25  Novel, il)er'  1^59.  Resigned. 
Crais,  William  J. 

7  Decemljcr,  1850.     Resigned. 
Dalton,  William  R. 

20  September,  1859.  r.esigiied. 
Dana,  ^liTliam  S. 

25  Oct.,  1S59.    Promoted  10  Jmie,  1804. 
Dayton,  Charley  M. 

25  Octoljcr,  1859.     Resigned. 
Dick,  James  A. 

29  September,  1859.  Resigned. 
Epes,  Freejuan. 

2  December,  1859.     Resigned. 
Flonrnoy,  Robert. 

24  Sejitember,  1859.  Resigned. 
Floyd,  Richard  S. 

30  November,  1859.  Resigned. 
Ford,  Geor^Ece  E. 

30  November,  1859.  Resigned. 
Fortune,  John  C. 

27  September,  1 859.  Resigned. 
French,  Hayden  T. 

2  December,  1850.     Piomoted. 
Garrett,  Thomas  G. 

15  November,  1859.  Resigned. 
Gedney,  Alexaniier  D. 

25  November,  1859.  Dismissed. 
Gregory,  8aiiinel  S. 

24  September,  1.S59.  Resigned. 
Haniinett,  William. 

37  September,  1859.  Resigned. 
Haskin,  Benjamin  F. 

3  November,  1859.  Promoted. 
Haswell,  Gonvernenr  K.. 

25  November,  1859.  Promoted. 
Hazletine,  Edward  C. 

33  September,  1859.  Promoted. 
Heath,  I^ucins  E. 

25  November,  1859.  Resigned. 
Hiatt,  Samuel  S. 

12  October,  1859.     Resigned. 
Holcombe,  Isaac  C. 

9  November,  1859.  Resigned. 
Howard,  George  H. 

1  December,  1859.     Resigned. 
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limit.  Syiiinios  II. 

2:^.  Nnvomber,  ISoO.     Promoted. 
Iliitler,  William  C. 

2(j  October,  t8o9.     Resigned. 
Jackson,  Vk'illiaiu  C 

28  November,  1859.     Resigned. 
Jolinson,  Henry  I.. 

30  September,  ISjO.     Promoted. 
.lolinson.  IVIortinier  !■. 

3  December,  is.jit.     Promoted. 
Jones.  Charles  D. 

23  November,  18o!l.     Promoted. 
Jones,  John  C. 

11  Octolier,  1859.     Resigned. 
I^iong.  James  C. 

23  November,  18.59.     Resigned. 
I..owr.v,  Philip  W. 

22  September,  1859.     Promoted. 
Liudlow,  Xieoll. 

28  October,  1859.     Promoted. 
Mallory,  George  T. 

15  November,  1859.     Resigned. 
Hason,  William  P. 

23  September,  1859.     Resigned. 
MeClure,  George  M. 

23  September,  1859.     Promoted. 
MeC'ormiek,  Alexander  H. 

21  September,  1859.     Promoted. 
^tlcDaniel,  Henry  C. 

30  November,  1859.     Resigned. 
McKenney,  Ulrlc  F. 

25  November.  1859.     Resigned. 
]?Iiller.  Merrill. 

28  November,  1859.     Promoted. 
Moore,  John  H. 

27  September,  1859.     Resigned. 
Xaile,  Frederiek  I. 

27  October,  1859.     Promoted. 
Pearson.  Frederick. 

21  September,  1859.     Promoted. 
Pipkin.  M'illiam  91. 

7  Decemlier,  1859.     Resigned. 
Poor.  Charles  II.,  Jr. 

2ti  September,  1859.     Dismissed. 
Porter,  Benjamin  H. 

1  December,  1859.     Promoted. 
Prehle,  Fdwar«I  E. 

2  December,  1859.     Promoted. 
Price,  John  R. 

15  November,  1859.     Resigned. 


Keed,  John  H. 

28  September,  1859.     Promoted. 
Robinson,  William  F. 

28  November,  1859.     Resigned. 
Riimsey,  Henry  R. 

25  October,  ISj'j.     Promoted. 
Sanders,  Morton  W. 

20  September,  1859.     Promoted. 
Sands,  James  H. 

25  November,  1859.  Graduated. 
Scales,  Dabney  >I. 

7  December,  1859.     Resigned. 
Shepard.  Edward  M. 

25  November,  1859.  Promoted. 
Sigsbee,  Charles  D. 

27  SeptemV)cr,  1859.  Promoted. 
Smith.  Richard  M. 

30  November,  1859.  Resigned. 
Stailbrd,  James  M. 

22  September,  1859.  Resigned. 
Thomas,  Francis  M. 

24  Septemlier,  1859.  Resigned. 
Tracy.  «'liarles  W. 

27  October,  1859.     Promoted. 
Tnrner,  Thomas  T. 

25  November,  1859.  Resigned. 
Vance,  George  P. 

25  November,  1859.  Dismissed. 
Van  VIeck,  William  1. 

25  November,  1859.  Promoted. 
Walker,  John  T. 

2-1  September,  1850.  Resigned. 
Wallace,  James. 

1  November,  1859.  Promoted. 
Wheeler,  W  illiain  K. 

7  December,  1859.  Promoted. 
W^ilkinson.  William  W. 

7  December,  1859.  Resigned. 
Willett,  Silas  S. 

2(5  Novemlier.  1859.  Resigned. 
Wood,  George  W. 

23  September.  1N59.  Promoted. 
W'oodward.  Edwin  T. 

23  November.  l~<5',i.  Promoted. 
Wyman,  Ilenr.x'  D. 

21  Sei)temljer,  1859.  Dropped. 
Voung,  William. 

1  December,  1859.     Resigned. 
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1800.  — Aotiii;;  9Iidsliipiucn. 


Ames,  IVilliani  Li. 

83  September,  1860.  Resigned. 
Baldwin,  Jauies  G. 

29  September,  1  SCO.  Resigned. 
Barclay,  Charles  J. 

21  September,  1860.     Graduated. 
Berrien,  Thomas  91. 

20  September,  1800.  Resigned. 
Bidliek,  James  B. 

22  September,  1860.     Dismissed. 
Boyle,  William  O. 

26  September,  18<i0.     Dismissed. 
Brantingham,  Charles  K. 

25  September,  1800.  Resigned. 
Brooks,  Thomas  R. 

20  October,  1860.     Resigned. 
Brown,  Allen  I>. 

29  September,  1860.     Graduated. 
Brown,  Orris  A. 

23  September,  1860.  Resigned. 
Bryan,  George  I>. 

25  September,  1860.  Resigned. 
Bnekmaster,  Esculapins. 

20  September,  1860.  Resigned. 
Bush,  Charles  G. 

25  September,  1860.  Resigned. 
Call  ft;  Joseph  M. 

27  September,  1860.  Resigned. 
Carinody,  Robert  E. 

29  September,  1860.  Resigned. 
Carroll,  William  J. 

21  September,  1860.  Resigned. 
Carter,  Barron. 

28  September,  1860.  Resigned. 
Cassell,  Donglas  R. 

28  September,  1800.     Graduated. 
Clark,  Charles  E. 

29  September,  1860.     Graduated. 
Clark,  David    J. 

27  Scptcmljer,  1860.  Resigned. 
Clark,  John  D. 

22  September,  1800.     Graduated. 
Clements,  Conrtland  C. 

26  September,  1800.  Resigned. 
Coflin,  George  W. 

28  September,  1860.     Graduated. 
Coghlan,  Joseph  B. 

27  September,  1860.  Graduated. 
Cook,  Francis  Angnstiis. 

20  September,  1860.     Graduated. 

Cooper,  Philip  H. 

28  September,  iSOO.     Graduated. 


Craven.  Charles  H. 

20  September,  1800.     Graduated. 
Crowiiinshield.  A.  S. 

25  September,  ISI'.O.     Graduated. 
Davis,  George  Thornton. 

20  September,  1860.     Graduated. 
Dick,  James  A. 

29  September,  1860.     Resigned. 
Dlckiiian,  Ernest  J. 

20  September,  1805.     Graduated. 
Duer,  Williant  A. 

20  September,  1860.     Resigned. 
Dnnii,  Williamson. 

24  September,  1860.     Graduated. 
English,  GnstavHS. 

25  September,  1860.     Resigned. 
Evans,  Robley  D. 

20  September,  1800.     Graduated. 
Fagan,  T^onis  E. 

28  SciJtember,  1860.     Resigned. 
Fuller,  Henry  D. 

24  September,  1860.     Dropped. 
Gardner,  Joseph  M. 

24  September,  1860.     Resigned. 
Garrett,  Thomas  G. 

12  October,  1860.     Resigned. 
Glass,  Henry. 

24  September,  1860.     Graduated. 
Glidden,  George  D.  B. 

23  September,  1860.     Resigned. 
Goode,  W  illiam  D. 

0  November,  1860.     Resigned. 
Goodw.yn.  Matthew  P. 

21  September,  1860.     Resigned. 
Gridley,  Charles  T. 

26  September,  1860.     Resigned. 
Guthrie,  Edward  P. 

28  September,  1860.     Resigned. 
Harris,  Ira. 

22  September,  1860.     Graduated. 
Heath,  Benjamin. 

22  September,  1860.     Resigned. 
Hendrickson,  William  W. 

26  September,  1860.     Graduated. 
HoflT,  William  B. 

24  October,  I860.     Graduated. 
Hopkins,  John  Adams. 

20  September,  1860.     Resigned. 
Hill.  Hugh  I.. 

25  September,  1860.     Resigned. 
Hunter,  William  R. 

29  September,  1860.     Dismissed. 
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Irviii.  Itolaiid  C. 

■2'.)  Sc|)t(.Miiber.  isiio,     Gi'Miliiated. 
Kellot;,  Aiisiistii!>i  G. 

•^1  Suptfiiibcr,  ]si;0.     Graduated. 
liaus'itoii,  Oeoi'$;e  II. 

23  September,  1800.     Resigned. 
Lieary,  Richard  Phillips. 

20  September,  1800.     Graduated. 
I<eno.\,  Albert  H. 

2.J  September  18(J0.     Dismissed. 
LiiviiiKston,  Joiin  S. 

2.'5  September,  l.siiO.     Resigned. 
Macl-iy.  William  \i\ 

4  October,  ISGO.     Graduated. 
JNCayo,  Wyntlhani  R. 

21  September,  1800.     Resigned. 
^VlcClintoo,  Horatio  Gates. 

21  September,  ls(;0.     Resigned. 
lleC'orniieli.  Frerterick. 

25  Septembc  r,  IMlO.     Gratluated. 
MeGvesjor.  <'!iar!es. 

21  Septrnil,!  1-,  ISt.d.     Graduated. 
5IeIlTa«e,  Jolni  Clay. 

2-4  Septrnib.jr,  InOU.     Resigned. 
Meyer,  C':issiiis. 

20  September,  1800.     Resigned. 
Morgan,  James  >I. 

20  September,  1800.     Resigned. 
Morris;  Francis. 

37  September,  1800.     Graduated. 

Morris,  Isnac  Tomplcins. 

:-0  hepteuiber,  IMiO.     Graduated. 
Morris,  Thomas  I.. 

20  September,  1800.     Resigned. 
Moses,  Raphael. 

27  September,  1800.     Resigned. 
Mullen,  I>ennis  W. 

21  September,  1800.     Graduated. 

Xewlin,  Alfred  S. 

2.')  September,  1800.     Resigned. 
Niles,  Marston. 

25  September,  1800.     Graduated. 
Osterloh,  William  Cooper. 

20  September,  1800.     Resigned. 

Pearson,  Jame<^  M. 

21  Sepiemlier,  1800.     Resigned. 
Pegram,  John  lonihe. 

21  September,  1800.     Graduated. 


Pendleton.  Charles  A. 

27  September,  1800.  Graduated. 
Peters,  James  Arthur. 

20  September,  1800.     Resigned. 
Peyton.  .Tosepli  B. 

2;i  September,  1800.     Resigned. 
Phelps,  .lefl'erson. 

28  September,  1800.     Resigned. 
Ragstlale,  James  K.  P. 

21  Septemlier,  InOO.  Graduated. 
Reher.  John  M. 

21  Sipteniliir.  1m;0.     Resigned. 
Schirl«7.,  Charles   F. 

23  September,  1800.     Resigned. 
Sevier,  Charles  F. 

27  September,  1800.     Resigned. 
Sparks.  Gale  W. 

21  Se|)tember,  1800.     Resigned. 
Sterlin<;,  Tates. 

27  September,  1800.  Graduated. 
Taylor,  Henry  Clay. 

20  September,  1850.     Graduated. 

Vanglin,  Henry  I... 

21  September,  1800.     Resigned. 
Wadleigh,  George  H. 

27  September,  1800.  Graduated. 
Washington.  L.e  Roy  II. 

20  September,  1800.  Resigned. 
Wehh,  William  H. 

21  September,  1800.  Resigned. 
Whiting,  William  H. 

21  September,  180U.  Graduated. 
Wil«les,  Frank. 

21  September,  1860.  Graduated. 
Williams,  Henry  S.  II. 

27  September,  1800.  Resigned, 
Williams,  Thomas. 

20  September,  1800.  Dropped. 
Wise,  William  C. 

29  Septemlier,  1800.  Graduated. 
Wright.  .Arthur  H. 

28  jiptdulier,  1800.  Graduated. 
Wright,  Augustus  O. 

21)  Septemlier,  1800.  Resigned. 
Yancey,  William  E. 

23  September,  1800.    Resigned. 


1861 Acting  Midshipmen. 


Adams.  Slepli<Mi    Id. 

30  September,  1  -^^ ■  1 .     Dropped. 


Albright,  I^ewin  M. 

15  October,  1801.     Rcsigrned. 
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Alexander,  Robert  W. 

2  December,  1861.     Resigned. 
AiKlersoii,  Thomas  C 

28  November,  18C1.  Dismissert. 
Armeiitroiit,  George  W. 

25  November,  1801.  Graduated. 
Arnold,  diaries  F. 

14  October,  1861.  Graduated. 
ISaird.  Sainnel  P. 

27  September,  1861.  Graduated. 
Baker,  Albert    L,. 

28  Sept.,  1861.     Died  3  March,  1864. 
Baker,  James  B. 

2  December,  1861.  Resigned. 
Kaker,  Sauinel  H. 

24  September,  1861.  Graduated. 
Barber,  Fracis  M. 

27  December,  1861.  Graduated. 
Bay,  Josepii  Li. 

27  September,  1361.  Resigned. 
Baylies.  Alfred  W. 

ITi  October,  1861.     Dropped. 
Beeiner.  Jnlins  IV. 

27  September,  1861.  Dismissed. 
Bell,  Uavid  7S. 

23  September,  1861.  Graduated. 
Belrose,  liouis. 

20  September,  1861.  Graduated. 
Bicknell,  George  A. 

2  December,  1861.  Graduated. 
Bidlaek,  James  B. 

24  September,  1861.  Dismissed. 
Bigelow,  Horatio  R. 

23  September,  1861.  Resigned. 
Black,  Charles  H. 

21  September,  1861.  Graduated. 
Blake,  Charles  O. 

30  November,  1861.  Dropped. 
Blake,  Francis  O. 

27  September,  1861.  Resigned. 
Bolenins,  Frederic  H. 

27  September,  1861.  Dropped. 
Itook.  George  91. 

23  November,  1861.  Graduated. 
Bradford,  Royal  B. 

28  November,  1861.  Graduated. 
Breed,  Fdward  D. 

21  September,  1861.  Resigned. 
Breed,  Cyriis  W. 

26  November,  1861.  Graduated. 
Brownson,  Willard  H. 

29  November,  1861.  Graduated. 
Bnckingliani,  Samuel  C. 

21  September,  1861.     Resigned. 


Bnford,  Marcus  B. 

9  October,  1861.     Graduated. 
Caldwell,  Albert  G. 

28  September,  isiil.     Graduated. 
Campbell,  Francis  I>. 

27  Septemlier,   1861.     Dismissed. 
Cantrell.  Franklin  S. 

2.5  Septeml)er,  IncI.     Resigned. 
Carmody.  Robert  £. 

28  Noveraljer,  1861.     Graduated. 
Carpenter.  William   L., 

20  Septemlicr,  1861.     Resigned. 
Carter,  Abiel  B. 

23  September,  1861.     Graduated. 
Cliadsey,  Arthur  E. 

2  October,  1861.     Resigned. 
Chadwick,  French  F. 

28  September,  1861.     Graduated. 
Chenery,  J^eonard  F. 

12  December,  1861.     Graduated. 
Clark,  £.ewis. 

24  September,  1861.     Graduated. 
Coniniager.  Franklin  T, 

21  September,  1861.     Dismissed. 
Conner,  John  Clay. 

20  September,  1861.     Dismissed. 
CouTcrse,  George  A. 

29  November,  1861.     Graduated. 
Crabb.  Junius  I>. 

25  November,  1861.     Resigned. 
Craig.  Joseph  F. 

29  November,  1861.     Graduated. 
Dana,  George  S. 

28  Septemlier,  1861.     Resigned. 
Davies.  Daniel  W. 

28  Septemljer,  3861.     Resigned. 
Davis.  Cliarles  II. 

29  November,  1861.     Graduated. 
Day,  Murray  S. 

24  September,  1861.     Graduated. 
De  Camp,  Fdgar  A. 

26  Novemljcr,  1861.     Resigned. 
De  Liong.  George  W. 

1  October,  1861.     Graduated. 
Dickins.  Francis  W. 

20  September,  1861.     Graduated. 
Dohrman,  Arnold  H. 

23  September.  1861.     Rcsic^ncd. 
Dol liver.  William  A. 

2  December,  1861.     Resigned. 
Doughty,  John   C. 

28  Septeml)cr,  1861.     Resigned. 
Duncan,  John  McK. 

21  September,  1861.     Dropped. 
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Dniiii,  Henry  T. 

25  September,  1861.     Resigned. 
Dunn.  William  H. 

-^  Uctobei-,  1861.     Resigned. 
I*>er,  C  hiirles  G. 

2U  September,  1861.     Resigned. 
Kdcs,  Renjauiin  Li. 

23  September,  1861.     Graduated. 
Edgar,  Daniel. 

2U  September,  1861.     Resigned. 
Elliott,  Milliani  II. 

~~  September,  18G1.     Graduated. 
Kluier,  Horace. 

27  September,  1861.     Graduated. 
Fitzgerald,  Cliarles  H. 

29  Novemlier,  1861.     Resigned. 
Fisher,  John  F. 

28  September,  1861.     Dropijed. 
Flagg,  George  Hi. 

31  September,  1861.     Graduated. 
Fletcher,  Arthur  H. 

29  November,  1861.     Graduated. 
Folger,  William  M. 

21  September,  1861.     Graduated. 
Foote,  Francis  D. 

27  September,  1861.     Dropjied. 
Ford,  liCightou  91. 

27  September,  1861.     Graduated. 
Freeman,  Frederick  H. 

20  September,  1861.     Dismissed. 
Garrison,  Oliver  F. 

24  September,  1861.     Resigned. 
Golden,  Henry  W. 

25  September,  1861.     Resigned. 
Gootlhue,  James  H.. 

28  November,  1861.     Dropped. 
Goodrich,  Caspar  F. 

10  December,  1861.     Graduated. 
Gove,  Francis  M. 

27  September,  1861.     Graduated. 
Graham,  Wallace. 

6  December,  1861.     Graduated. 
Griswold,  C^liarles  D. 

20  November,  1861.     Graduated. 
Groves,  M'illiaiu  D. 

5  October,  1861.     Resigned. 
Gwinner,  Henry  W. 

2  October,  1861.     Graduated. 
Hale-  James  Potter. 

29  November,  1861.     Dropped. 
Harrington,  Pnrnell  F. 

20  Septemljcr,  1861.     Graduated. 
Haskins,  Peter  V. 

27  Septemljer,  1861.     Resigned. 


Hazlett,  Isaac. 

27  September,  1861.     Graduated. 
Hess,  M'illiam  A. 

27  September,  1861.     Resigned. 
Heyei'nian,  Oscar  F. 

30  November.  ISiil.     Graduated. 
Hicks,  Ainari:ih  H. 

20  September,  ImU.     Resigned. 
Hone,  C'albrailh   P. 

28  Sejitember,  ls61.     Resigned. 
Hooker.  Richard  C 

25  September,  :861.     Graduated. 
Hopkins,  John  .i. 

4  December,  1861.     Dismissed. 
Hubbard,  Socrates. 

24  December,  1861.     Graduated. 
Hull,  James  C. 

27   September,   1861.      Dropped.     24 
July,  1863.     Graduated. 
Hunter,  Godfrey. 

25  September,  1861.     Graduated. 
Hyam,  George  F. 

20  September,  1861.     Resigned. 
I«le,  George  E. 

27  September,  1861.     Graduated. 
Impc.v,  Robert. 

21  September,  1861.     Graduated. 
James,  Richard  F. 

21  September,  1861.     Dismissed. 
Jameson.  William  C 

27  September,  1861.     Resigned. 
Jewell,  Theodore  F. 

29  November,  1861.     Graduated. 
Johns,  Walter  S. 

2  November,  1861.     Resigned. 
Keith,  Fordycc  M. 

21  September,  1861.     Dropped. 
Kelso.  Joseph  H. 

24  September,  1861.     Dropped. 
Keiinc<ly,  Charles. 

25  September,  1861.     Graduated. 
Kennett,  John  C. 

2  October,  1861.     Graduated. 
Kingsley,  I..ouis  A. 

28  September,  1861.     Graduated. 
Liaiii.  Henrj'  C. 

21  September,  1861.     Resigned. 
I..amberton.  Renjamin  P. 

21  September,  ISlil.     Graduated. 
Lathy,  William  E. 

21  September,  1861.     Dropijed. 
liOngnecker,  Edwin. 

24  Septemljer,  18iil.     Graduated. 
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liOwry,  Morrow  M. 

2G  November,  ISGl.     Resigned. 
MaiJjie.v,  Henry  ]V. 

24  Septembei',  ISIil.     Graduated 
MarliiB,  Eiio!^  T. 

4  December,  tsiil.     Resigned. 
McCalla,  Itowinaii  II. 

30  November,  18(11.     Graduated. 
Mcliee,  Hugh  W. 

25  September,  ISfil.     Graduated. 
McMieliael,  William  15. 

27  Seiitember,  1S61.     Drojjped. 
Mead,  William  W. 

30  Deceml)er,  ISCl.     Graduated. 
Meiizies,  €ii]<«taviis  V. 

21  Scpteml>er,  1861.  Dropped. 
Mitcliell,  James  t. 

20  September,  1861.  Resigned. 
Mo«t,  William  H. 

25  Septcmlier,  1861.  Resigned. 
Murray,  William  B. 

2  Decemlier,  1861.  Drojiped. 
BTellis,  Edwaril  P. 

28  November,  1861.  Resigned. 
Newell,  John  S. 

28  September,  1861.  Graduated. 
IVicliol!^,  Henry  E. 

1  October,  18G1.  Graduated. 
Jfoell,  Jacob  E. 

3  December,  1861.  Graduated. 
JParker,  Franci!^  H. 

20  September,  1861.  Graduated. 
Peck,  Ransome  R. 

21  November,  1861.  Graduated. 
Penliallow,  Thomas^  W. 

28  September,  1861.  Resigned. 
JPerry,  Thomas. 

25  September,  1861.  Graduated. 
Pieman,  George  W. 

28  September,  1861.  Graduated. 
PorJer,  Carlile  P. 

27  September,  1861.  Resigned. 
Potter.  Charles  H. 

31  December,  1861.  Resigned. 
Powell,  Joseph  D. 

21  September,  1861.  Resigned. 
Proctor,  Henry  O. 

28  September,  1861.  Resigned. 
Rachel.  Herman  C. 

23  September,  1861.  Graduated. 
Kathhone,  Clarence. 

28  Sei^tcmber,  1861.  Graduated. 
Reiter,  George  C. 

20  September,  1861.     Graduated. 


Reynolds,  Charles  W. 

20  September,  1861.     Resigned. 
Reynolds,  Robert  B. 

31  December,  isdi.     Resigned. 
Richards,  lienjantin  !>». 

22  October,  1861.     Graduated. 
Richardson,  George  J. 

28  November,  1861.     Resigned. 
Robinson,  William. 

7  December,  1861.     Resigned. 
Rodman,  Edward. 

27  September,  1861.     Resigned. 
Roth,  Edward  IV. 

I!J  October,  1861.     Resigned. 
Rowe,  Edward  V. 

28  September,  1861.     Graduated. 
Russing,  Peter  V. 

24  September,  1861.     Resigned. 
SchmitK,  Charles  F. 

19  October,  1801.     Graduated. 
iSchouler,  John. 

25  September,  1861.     Graduated. 
Schroeder,  William  J. 

26  November,  1861.     Dropped. 
Shaw,  Dickson  C. 

20  September,  1861.     Resigned. 
Sheppard,  Francis  II. 

10  October,  1861.     Graduated. 
Sherburne,  John  H. 

24  September,  1861.     Resigned. 
Smith,  William  H. 

21  September,  1861.     Resigned. 
Snow,  Albert  S. 

30  November,  1861.     Graduated. 
Stedman,  Edward  M. 

27  September,  1861.     Graduated. 
Stockton,  Charles  H. 

14  November,  1861.     Graduated. 
Stockwell,  Norris  P. 

31  Sei^tember,  1861.     Resigned. 
Strnse,  Henry  F. 

27  November,  1861.     Resigned. 
Sturtevant,  Frederick. 

29  November,  1861.     Graduated. 
Snlliran,  George  S.  B. 

27  Septemlicr,  1861.     Resigned. 
Talcott,  George. 

23  November,  1861.     Graduated. 
Taskey,  John  F. 

24  September,  1861.     Resigned. 
Taylor,  Edward  M. 

20  September,  1861.     Resigned. 
Thomas.  Charles  M. 

28  November,  1861.     Graduated. 
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Thomas.  Eugene  B. 

20  Sf|>tembcr,  18G1.     Graduated. 
Totlcl,  Cliapinan  C. 

y  Octobei-,  IMtil.     Graduated. 
Tonikins,  Jaiuesi^  S. 

27  November,  1861.     Resigned. 
Towie,  Edwin  S. 

24  September,  18151.     Dismissed. 
Train,  Charles  J. 

28  November,  1861.     Graduated. 
Truax,  Anthony  R. 

26  October,  1861.     Died  IS  Feb.,  1865. 
Turle.v,  Augn»«tns  R. 

2'J  November,  1.861.     Resigned. 
Tui-nhnll,  Frank. 

20  September,  1861.     Graduated. 
Tall.  Abraham  H. 

28  September,  1861.     Graduated. 
Tanghn,  John  A. 

24:  September,  1861.     Graduated. 
1VashaI>:iu8;h.  Perry   Mcli. 

27  Suptuinlier,  1861.     Dropped. 
Waterman,  Rnfus. 

25  September,  1861.     Graduated. 
Weaver,  James  15. 

30  November,  1861.     Graduated. 


Whitall,  Saninel  R. 

24  September,  1S61.     Resigned. 
White,  Edwin. 

29  November,  1861.     Graduated. 
White,  Henry  C. 

16  October,  1«61.     Graduated. 
White,  Oscar. 

21  September,  1861.     Graduated. 
Whitwell,  James  E. 

23  September,  1861.     Dismissed. 
Wilde.  CJeors;e  F.  F. 

80  November,  1861.     Graduated. 
Wilson.  Josiah  M. 

21  September,  1861.     Graduated. 
W^ilson,  Samnel  £■. 

20  September,  1861.     Graduated. 
Wilsoii,  Thomas  P. 

20  September,  1861.     Graduated. 
Wood  row,  David  C 

21  Scjjtember,  1^61.     Graduated. 
WyK'nm,  James   P. 

20  September,  1861.     Dropped. 
Yates,  Isaac  I. 

21  September,  1861.     Graduated. 
Yerkes,  James  P. 

28  November,  1861.     Resigned. 


1863.— Acting  Midshipmen. 


Aekley,  Seth  M. 

6  October,  1862.     Graduated. 
Adams,  Clifton  T. 

24  September,  1862.     Resigned. 
Adams,  James  R. 

7  October,  1862.     Dismissed. 
.i.mory,  Edward  Li. 

4  December,  1S62.     Graduated. 
Anderson,  Thaddens  P. 

1  October,  1862.     Dropped. 
Babbitt,  William  K. 

24  November,  1862.     Dropped. 
Baldy,  George  A. 

29  September,  1862.     Graduated 
Barnes,  James  A. 

30  September,  1862.     Resigned. 
Beale,  Buchanan. 

4  October,  1862.     Dropped. 
Becbe.  James  E. 

29  September,  1862.     Resigned. 
Belknap,  Frederick  A. 

8  October,  1862.     Died  20  Nov.,  1865. 
SSerrian,  Ilobart. 

22  September,  1862.     Dismissed. 


Berry.  Robert  M. 

31  .Januarj-,  1862.     Graduated. 
Blair,  Andrew  A. 

20  November,  1862.     Graduated. 
Boyd,  .4rthur  A. 

10  October,  1862.     Graduated. 
Bradford,  John  M. 

9  October,  1862.     Resigned. 
Bramhall,  Cieorgc  W. 

23  September,  1802.     Resigned. 
Bridge.  Henry  ^». 

25  November.  1862.     Dismissed. 
Brown,  George  J. 

2  January,  1862.     Resigned. 
Brown,  George  Ii. 

16  April,  1862.     Resigned. 
Browne.  Keyes  1>. 

22  September,  1802.     Resigned. 
Buclian,  Charles  J. 

18  April,  1S62.     Dropped. 
Bnrwell.  William  T. 

30  Septemlier,  ]si;2.     Graduated. 
Bnshnell.  Robert  II. 

25  September,  1802.     Dismissed. 
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Carpenter.  .lames  II. 

29  November,  1802.     Kesigned. 
CatliearJ.  Juliii  W. 

24  September,  1862.     Drojiped. 
Chapiiiaii,  Oeorge  II. 

4  February,  1862.     Resigned. 
Clark.  Etlward  H. 

22  .lamiary,  1866.     Resigned. 
ClarBiSrtii.  Saiiiiiel  F. 

20  September,  1802.     Graduated, 
Clasoii,  Augustus. 

1  October,  1802.     Resigned. 
CliflMn.  Richard  F. 

20  September,  1802.     Deserted. 
Colby,  Harrison  G.  O. 

25  November,  1862.     Graduated. 
Cook,  Henry  T. 

26  September,  1862.     Resigned. 
Coster,  George  W. 

20  November,  1862.     Graduated. 
Courtis,  Frank. 

25  September,  1862.     Graduated. 
Crocker,  Frederick  W. 

26  Septeml)er,  1862.     Graduated. 
Cusliinan,  Herbert. 

23  Septeml)er,  1862.     Resigned. 
Cntts,  Richard  M. 

22  Septemljer,  1802.     Graduated. 
nahlgren,  Paul. 

7  October,  1862.     Resi-iu'd. 
Davis,  I>aiiiel  W. 

22  September,  1362.     Graduated. 
Davis.  Harvey  H. 

30  September,  1802.     Resigned. 
Dayton,  James  H. 

27  September,  1862.     Graduated. 
Delehanty,  Daniel. 

25  September,  1862.     Graduated. 
Dorrance,  George  M. 

29  September,  1862.     Resigned. 
Dunlap,  Andrew. 

23  April,  1862.     Graduated. 
Dnnsconib,  John. 

20  November,  1862.     Dropped. 
Fames,  Charles  C. 

29  November,  1862.     Resigned. 
Fgbert,  Smith. 

29  September,  1863.     Dismissed. 
Fniory,  William  H. 

23  September,  1«62.     Graduated. 
Fugle,  Charles  McI. 

17  April,  1862.     Dropped. 
Fiiglish,  Henry  C. 

:',0  September,  1882.     Graduated. 


Frnhouil.   Perry. 

17  April,  1802.     Dismissed. 
Fttiug.  Theodore  M. 

25  Xi>viiiibi'i-,  Im;2.     Graduated. 
Feniaer,  CSiarles. 

30  September,  ls02      Resigned. 
Flood    Thomas  S. 

6  October,  ls(i2.     Dropped. 
Field,  Stephen  D. 

4  October,  lS(i2.     Dropped. 
Field,  Wells  I,. 

20  Noveiiil)er,  1802.     Graduated. 
Foliot,  T.iOuis  F. 

29  Noveiiiiier,  1862.     Resigned. 
Force,  .41iVetl. 

17  April,  1802.     Graduated. 
Frost,  liOuis  W. 

23  September,  1 802.     Resigned. 
Gardner,  Frederic  W. 

29  November,  1862.     Resigned. 
Gheen,  F«lward  IE. 

25  Septeml>er,  Isc.','.     Graduated. 
Gill,  Clifl'ord  SI. 

25  Septeinbei-,  bS(;2.     Graduated. 
Gilpatrick.  William  W. 

:;()  Septemliir,  1862.     Graduated. 

Gilpiu.  Frederick  M. 

23  September,  1862.     Resigned. 

Gookiu.  Charles  B. 

25  Niivemlier,  1862.     Resigned. 
GriiKiB,  Robert  N. 

21  .lanuary,  1862.     Graduated. 
Hall,  r^dward  R. 

25  Septeml-'cr,  1862.     Resigned. 
Hall,  William  F. 

29  September,  1862.     Resigned. 
Hauford,  Franklin. 

29  November,  1862.     Graduated. 
Hays,  William  McC. 

14  October,  1862.     Dropped. 
Hemphill,  Joseph  'S. 

29  September,  1862.     Graduated. 
Hendrix,  Fremont  M. 

21  Marcli,  1862.     Graduated. 
Higbee,  Daniel  H. 

10  Ajiril,  1862.     Died  12  Feb.,  1865. 
Hitchcock,  Roswell   D. 

18  January,  1S62.     Graduated. 
Hollingshead,  Robert  K. 

10  Oet.oljcr,  1862.     Resigned. 
Hopkins,  Robert  C. 

27  Sei)temhei'.  is(i2.     Resigned. 
llousel,  I.iouis  V. 

15  February,  1802.     Graduated. 
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Houston,  Edwin  S. 

18  April,  1SC)2.     Graduated. 
Hnglie!!),  MiUtliew. 

26  September  18(53.     Resigned 
Hunker,  John  J. 

18  April.  1S(J2.     Graduated. 
Hutcliins,  I'liarlcN  T. 

2  Jaiuiary,  1SG2.     Graduated. 
Hutchinson,  Jainos  O. 

80  Septemlier,  1802.     Kesigned. 
Jacob,  Edwin  S. 

1.5  Gctobtr,  1802.     Graduated. 
Janiar,  Mitchell  F. 

1.5  April,  1802.     Dropped. 
Jenks,  (."hai'Ics  H. 

27  Sept.,  1802.     Died  20  Feb.,  .866. 
Jewett,  i;harles  T. 

24  September,  1802.     Dropped. 
Johnston,  William. 

22  September,  1802.     Dismissed. 
Judd,  Charles  II. 

23  September,  1862.     Graduated. 

Kane,  Samuel  X. 

20  September.  1863.     Graduated. 
Keith,  .4sa  S. 

18  -Vpril,  1862.     Resigned. 
Kelton,  Allen  C 

25  September,  1802.     Resigned. 
Kenney,  Albert  J. 

1  October,  1862.     Resigned. 
Kessler,  Simon  X. 

20  September,  1802.     Dropped. 
Kneass,  Franklin. 

26  September,  1862.     Dismissed. 
Eawrence,  Samuel. 

29  November,  1862.     Resigned. 
liillie,  Abram  B.  H. 

25  September,  1802.     Graduated. 
liincoln,  Frederick  L. 

26  November,  1802.     Dropped. 
liisle,  Richard  W. 

20  September,  1802.     Graduated. 
Eull,  Lewis  J. 

1  October,  1862.     Resigned. 
Eyon.  Caleb. 

10  February,  18G2.     Resigned. 
I<yon,  Henry  W. 

7  October,  1862.     Graduated. 
liyons,  Timothy  A. 

2  .January.  1802.     Graduated. 
Mackenzie,  Morris  IS.  S. 

29  SeptemVier,  1802.     Graduated. 
Mallory,  Eawrence. 

22  September,  1862.     Dropped. 


Manstield,  H.  Livingston. 

2!)  September.  1802.     liesigned. 

Marsh,  William  I.. 

17  April,  1S02.     Kesigned. 
Maus,  Frederick  H. 

21)  September,  1802.     Resigned. 
Maynard.   Washburn. 

0  (Jet.iber,  lf;ti2.     Graduated. 
Mayo,  Edward  B. 

26  September,  1863.     Resigned. 
Maxwell,  George. 

26  September,  1862.     Resigned. 
McCormack,  Emiiict. 

17  April,  1863.     Graduated. 
McIIvaine,  Bloomfield. 

9  October,  1802.     Graduated. 
McKown,  William. 

24  September,  1802.     Dropped. 
McMurdy,  John  II. 

21  April,  1802.     Resigned. 
Meigs,  John  F. 

4  October,  1803.     Graduated. 
Moore,  James. 

2!)  September,  1863.     Resigned. 
Moore,  William  J. 

14  April,  1803.     Graduated. 
Mordecai,  Marion  C. 

26  November,  1803.     Resigned. 
Morrow,  James  F. 

15  April,  1802.     Resigned. 
Morse,  Jerome  E. 

13  October,  1802.     Graduated. 
Xicliols,  Frank  W. 

34  September,  1863.     Graduated. 
Nicholson,  William  I>. 

4  October,  1803.     Graduated. 
Xorris,  George  .4. 

27  Septeml)cr,  1863.     Graduated. 
Orner,  John  C. 

18  .-Vpril,  18i',2.     Dropped. 
Parker.  Erastus  W. 

14  April,  1802.     Dr.ipped. 
Parker,  W  illiam  II. 

17  April,  1803.     Graduated. 
Paul,  Allen  G. 

33  Sei)temlH'r,  1863.     Graduated. 
Peck,  Harold  S. 

39  Septemlier,  1803.     Kesigned. 
Peirce,  George. 

35  Septenil]er.  1803.     Kesigned. 
Perkins,  Francis  W. 

23  Septemlper,  1802.     Dismissed. 

Plielan.  John  K. 

19  April,  1862.     Graduated. 
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Piil^biirv.  John  E. 

?2  Sei>ffiiiiiie],  181)2.     Resigned 
Pond,  r;olles  T. 

^,i  April,  Ifili'i.     Resigned. 
Predion.  l/taarle«. 

23  N''veiiibpr,  /S02.  Dismissed. 
Price.  Henry  W. 

23  SeptemOPf,  1802.  Resigned. 
Reetier,  William  H. 

20  .September,  1863-  Graduated. 
Rei«iinger,  William  W. 

21  A|)ril,  1SI)2.     Graduated. 
Remev,  Etltvarci  VV. 

27  SeptemDer,  1862.  Graduated. 
Ricli,  John  C. 

23  Spptember  1863.  Graduated. 
Ridgel.v.  Henry  91. 

22  JSIovember,  1862.     Dropped. 

Roben.  Donglas. 

23  Seitfember,  1862.  Graduated. 
Robinson,  Albert  F. 

20  Septembei,  1862.  Resigned. 
Rogers,  Charles  H. 

4  Uttnbei,  1802.     Resigned. 
Ross,  Richard  I,. 

4  Ortouer,  1862.     Dropped. 
Ryors,  Robert  S. 

12  Aprd,  1862.     Dismissed. 
SafTord,  George  R. 

26  September,  1862.  Resigned. 
Schuyler,  Montgomery  R. 

30  Seiitember,  1862.  Resigned. 
Seager,  Edn-ard  R. 

22  SepteniDer,  1862.  Resigned. 
Sedgwick,  Charles  H. 

29  September,  1862.  Dismissed. 
Selby,  Arthur  P. 

15  April,  1862.     Resigned. 
SiBver,  Ularciis  B. 

23  January,  1863.     Dropped. 
Smith,  Edward  C. 

lo  April,  1862.     Resigned. 
.Smith,  Foxhall  P. 

20  Sept.,  lS(i2.     Died  19  Jan.,  1863. 
Soley,  Joliii    C. 

20  Seiitember,  1863.  Graduated. 
Spalding,  liyiuan  G. 

26  September,  1862.  Graduated. 
Sperry,  Charles  S. 

26  September,  1862.  Graduated. 
Sperry,  Robert  J. 

2ii  November,  1862.  Dismissed. 
Spa-ague,  Albert  L. 

n  .\pril,  1862.     Graduated. 


Starr,  Charles  E. 

2.5  Scptemuer,  1862.     Resigned. 
Stenibel,  James  McB. 

26  Seiitember.  1862.     Resigned. 
Stewart.  David  A. 

23  Octo'jer.  1862.     Graduated. 
Stickney,  Joseph  L.. 

26  SeptiMiiDer.  1862      Graduated, 
Stockbridge,  Charles  II. 

25  November,  1862.     Dropped. 
Stockton,  Richard. 

26  September,  1862.     Resigned. 
Sullivan,  John  T. 

lO  October,  1862.     Graduated. 
Swinburne,  William  T. 

3 i»  September,  1862.     Graduated. 
Symonds,  Frederick  M. 

30  Seprember,  1862.     Graduated. 
Talbot,  John  G. 

15  April,  1863.  Graduated 
Terrell,  Thomas  C. 

30  September,  1863.     Graduated 
Thatcher,  James  S. 

1  October,  1863.  Resigned. 
Totten,  George  M. 

29  September,  1862.     Graduated 
Townsend,  Henry  C. 

18  January,  1862.     Resigned. 
Trumbull,  Walter. 

18  April,  1863.  Resigned. 
Walker,  Asa. 

31  November,  1863.     Graduated. 
Warren,  Edward  F.  J. 

18  April,  1863.  Dismissed. 
Watts,  William. 

10  April  1863.  Graduated. 
Welles,  Thomas  G. 

30  Se|)tember,  1802.     Resigned. 
Wessells,  Henry  W. 

20  September,  1S62.     Resigned. 
Wheleii,  Henry. 

23  September,  1863.     Graduated. 
Whelen.  William  X. 

10  Octolier,  1803.  Resigned. 
Williams,  Theodore  S. 

37  September,  1803.     Gi-aduated. 
Wilson,  Downes  Li. 

25  September,  1803.     Resigned. 
W^ilson,  Edward  H. 

37  September,  1862.     Resigned. 
Wilson,  Henry  H. 

24  September,  1862.     Dismissed. 
Wilson,  Horatio  R. 

17  April,  1863.     Graduated. 
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Wilson,  Tlionias  S. 

7  April    1S(j2.     Giaduiited. 
Wise,  Fre«Ieriok  M. 

i3  Sfpteiuiicr,  1802.     Graduated 
Wisner,  Henry  C. 

17  April.  1802.    Graduated. 


H'otxiiiiiiii.   Kdwiird. 

30  Si-iHtiiiUt-i    lyii,'.     Graduated. 
I'oiiiis,  Robert. 

2-1  SeptumUer,  18(i2.     Hesigned. 


1863.— Acting  Sliclsliipnien. 


Adams,  Cbarles  A. 

24  July,  18G3.     Graduated. 
.Ignei,  Francis  W. 

1  October,  18G3.     Dropped. 
lifter.  Ciiarles. 

20  February,  1863.     Resigned 
.lllen,  Daniel  D. 

1  Octobei,  1803.     Resigned. 
Allibone,  Charles  O. 

24 -July.  1803.     Graduated. 
Arnold,  (Jonway  H. 

30  September,  1863.     Graduated. 
Asliwin,  Edward  H. 

22  July,  1863.     Resigned. 
Atkins,  George  E. 

35  February,  1803.     Resigned. 
Ansten,  George. 

23  September,  1863.     Resigned. 
Ayres,  Mortimer. 

23  July,  1803.     Resigned. 
Itallance,  C'liarles  H. 

25  February,  1803.     Resigned 
Barnes,  IVatlian  H. 

27  July,  1803.     Graduated. 
iSayer,  George  C 

'lO  Octoljer,  1803.     Resigned. 
ISeujaniiu,  Edward  A. 

29  July,  1803.     Resigned. 
Stcnjamin,  Park. 

23  September,  1803.     Graduated 
ISennett,  Daniel  F. 

29  July,  1863.     Resigned. 
Blake,  Charles  H.  M. 

2~)  September,  1803.     Resigned. 
iSIeecker,  John  Tan  B. 

10  October,  1803.     Graduated. 
Bliss,  Edwin    W. 

23  September,  1803.     Resigned. 
Itlocklinger,  Gottfried. 

22  July,  1803.     Graduated. 
Stolles,  Matthew. 

30  July,  1803.     Graduated. 
fitridge,  Edward   W. 

31  July,  1803.    Graduated. 


Brown,  Charles  E. 

2r)  July,  1803.     Graduated. 
Biirrail,  Arthnr. 

31  July,  1863.     Resigned. 
Butler,  I/isle  C 

29  .luly,  1803.     Resigned. 
Bntler,  William  K. 

2  JIarclj,  1803.     Died  6  April,  1863. 
Carr,  John  T. 

25  September,  1803.     Dropped 
Chipp,  Charles  W. 

24  July,  1863.     Graduated. 
Christopher,  Charles  W. 

24  February,  1863.     Resigned. 
Church,  George  K. 

25  February,  1803.     Graduated. 
Clay,  George  G. 

23  July,  1803.     Graduated. 
Clover,  Richardson. 

30  July,  1803.     Graduated. 
Cogswell,  James  K. 

25  September,  1863.     Graduated. 
Cole,  Arthur  B. 

36  September,  1803.     Resigned. 
Cole,  William  II. 

21  July,  1803.     Resigned. 
Collins,  Frederick. 

24  July,  1803.     Graduated. 
Couden,  Albert  R. 

26  September,  1803.     Graduated. 
Cowen,  Sidney  J. 

20  July,  1863.     Resigned. 
Cowgill,  W^arner  M. 

30  September,  1863.     Graduated. 
Cowie,  James- W. 

25  February,  1863.     Graduated. 
Cowles,  William  S. 

22  July,  1803.     Graduated. 
Craven,  .1  If  red. 

24  .luly.  ISO;',.     Graduated. 
Creecy,  E«lwar«l  H. 

23  Se))temlier,  1803.     Resigned 
Crnger,  Edward  91. 

30  July,  1863.     Resigned. 
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rruinbangli.  Saiiiiiel  R. 

20  February,  1803.     Graduated. 
('iinniiigliaui,  Patrick  T. 

2G  Septeuaber,  18C3.     Graduated. 
Dana.  Ricliarti  II. 

37  Feb.,  1S63.     Died  3  April,  1863 
Davol,  George  S. 

26  February,  1803.     Graduated. 
I>ay.  Edward  M. 

24.September,  1803.     Graduated. 
I>eBIois.*Thouias  A. 

31  September,  1803.     Graduated. 
Delano,  Francis  H. 

33  SeiJtember,  1803.     Graduated. 
Dennison,  Erasmus. 

26  September,  1803.     Graduated. 
Douglity,  Frank  S. 

35  July,  1803.     Resigned. 
Drake,  Franklin  J. 

23  February,  1803.    Graduated. 
Eaton,  Joseph  O. 

24  September,  1863.     Graduated 
Everett,  William  H. 

23  July,  1863.     Graduated. 
Farrington.,  Edward  %.. 

1  October,  1803.  '  dropped. 
Field,  Mannsell  B. 

35  February,  1863.     Graduated. 
Fine,  John  G. 

36  September,  1863.     Resigned 
Foote,  Aiignstus  R.  S. 

1  October,  1863.     Resigned. 
Forse,  Charles  T. 

24  September,  1863.     Graduated. 
Foster,  Percy  R. 

34  July,  1803.     Resigned. 
Frailey.  William  B.  H. 

32  July,  1863.     Graduated. 
Garsed,  Robert  P. 

23  September,  1863.     Resigned. 
Ganst,  Perry. 

28  July,  1803.     Graduated. 
Gilniore,  Fernando  P. 

38  February,  1863.     Graduated. 
Glen,  Jnstin  JD. 

31  July,  1803.     Resigned. 
Goldsmith,  Benjamin  F. 

38  July,  1803.     Resigned. 
Goodwin,  Walton. 

26  February,  1803.     Graduated. 
Gonndie,  William  T. 

38  July,  1863.     Resigned. 
Greenleaf.  Frederick  W. 

39  July,  1863.     Graduated. 


Grimes.  James  M. 

38  July,  1863.     Graduated. 
Griswold,  Frederick  B. 

34  Feb.,  1803.     Died  <J  April,  1863. 
Hageninan,  John  W. 

31  July,  1803.     Graduated. 
Haines.  Frederick. 

28  July,  1803.     Dismissed. 
Hamilton,  Samuel. 

30  September,  1863.     Dropped. 
Harrington.  Charles  D. 

24  July,  1803.     Dropped. 
Harrington,  Perez. 

21  February,  1863.     Resigned. 
Hawley,  John  M. 

33  July,  1863.     Graduated. 
Hayden,  Aaron. 

30  July,  1863.     Appointment  revoked. 
Heald,  Eugene  De  F. 

30  September,  1863.     Graduated. 
Henricks.  Edward  W. 

34  September,  1863.     Graduated. 
Holmes,  James. 

34  July,  1803.     Resigned. 
Howes,  Frederick  A.. 

24  September,  1803.     Graduated. 

Hoyt,  Charles  C. 

39  July,  1803.     Dropped. 
Hull,  James  C. 

34  July,  1863.     Graduated. 
Hunter,  Henry  C. 

33  September,  1803.     Graduated. 
Huttleston,  George  K. 

34  February,  1803.     Resigned. 
Hyde,  Frederick  G. 

23  September,  1803.     Gradu.ated, 
Jaqnes,  William  H. 

30  September,  1803.     Graduated. 
Johnson,  Bradish  W. 

1  October,  1803.     Resigned. 
Jones.  Horace  E. 

30  September,  1803.     Graduated. 
Jones,  James. 

30  September,  1803.     Dropped. 
Kane,  John  S. 

29  September,  1863.     Resigned. 
Kearney,  William. 

39  July,  1863.     Resigned. 
Kerr,  Joseph  W. 

38  July,  1863.     Resigned. 
Kirkland,  Frank  S. 

34  Februa.iy,  1863.     Resigned. 
Klapp,  Frederick. 

33  September,  1«03.     Resigned. 
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Knox,  Harry. 

2  MuitIi,  18(j-;.     Graduated. 
Liiiiidott,   Albert. 

29  July,  1S03.     Resigned. 
I.iee,  Thomas  A'^. 

13  Octobei',  1803.     Graduated. 
Liciitze,  Eugene  II.  €. 

4  March,  1SG3.     Graduated. 
liittle,  William. 

30  September,  18113.     Graduated. 
Little,  William  MeC. 

llMarcli,  18(i3.     Graduated.' 
liOgan,  Iieavitt  C 

28  February,  18G3.     Graduated. 
Mansfield,  Henry  B. 

27  February,  1863.     Graduated. 
Marlon',  John  A. 

25  July,  1863.     DropiDed. 
McBride,  Oeorge. 

26  SeiJtember,  1863.     Resigned. 
McClenuan,  E<Ivrard  P. 

25  Sejjtember,  1863.     Graduated. 
McElroy,  Horace. 

35  September,  1863.     Graduated. 
McOunnegle,  William  S. 

26  September,  1863.     Graduated. 
McMechan,  Andrew  C. 

2-i  February,  1863.     Graduated. 
Meeker,  Cornelins  R. 

30  September,  1863.     Graduated. 
Merrell,  John  P. 

20  July,  1863.     Graduated. 
Miles,  George. 

29  September,  1863.     Resigned. 
Miles,  Solomon  W. 

31  July,  18G3.     Resigned. 
Miller,  Jacob  W. 

30  September,  1863.     Graduated. 
Miller,  James  M. 

24  September,  1863.     Graduated. 
Milligen,  John. 

21  July,  1863.     Graduated. 
Missiner,  John. 

22  July,  1863.     Dropped. 
Mitchell,  George  J. 

29  September,  1863.     Graduated. 
Moreliead,  Frank  C. 

25  September,  1863.     Resigned. 
Morgan,  M'illiam  G. 

24  September,  1863.     Resigned. 
Morrison,  William  E. 

30  September,  1863.     Resigned. 
Mnlilcnberg,  John  C. 

24  September,  1863.     Resigned. 


Murray,  Thompson  A. 

28  July,  1863.     Resigned. 
]Veal,  John  P. 

24  September,  1863.     Resigned. 
.IVorton,  Charles  F. 

22  July,  1863.     Graduated. 
Odell,  John. 

30  July,  1863.     Resigned. 
Paine,  Frederick  H. 

27  July,  1863.     Graduated. 
Palmer,  Iiambcrt  G. 

20  July,  1863.     Graduated. 
Parks,  8amuel  S. 

30  July,  1863.     Resigned. 
Panl.  William  M. 

24  September,  1863.     Graduated. 
Payne,  Charles  McD. 

25  July,  1863.     Resigned. 
Pendleton,  Edwin  C. 

13  October,  1863.     Graduated. 
Perkins,  Hamilton. 

24  September,  1863.     Graduated- 
Perry,  William  C.  G. 

20  February,  1863.     Resigned. 
Peshine,  John  H.  H. 

26  February,  1863.     Resigned. 
Phillips.  Adoniram  .1. 

26  Septiember,  1863.     Resigned. 
Phillips,  Charles  I^. 

21  February,  1863.     Graduated. 
Post,  Alfred  S. 

21  February,  1863.     Resigned. 
Prentis,  Charles. 

24  July,  1863.     Resigned. 
Prime,  Ebenezer  S. 

22  September,  1863.     Graduated. 
Robinson,  Francis  T. 

24  SeiJtember,  1863.     Resigned. 
Rodgers,  John  A. 

30  July,  1863.     Graduated. 
Rogers,  Fnrman  G. 

23  September,  1863.     Resigned. 
Ross,  Albert. 

24  July,  1863.     Graduated. 
Rush,  Richard. 

30  .September,  1863.     Graduated. 
Schenck,  Woodhull  S. 

21  September,  1863.     Resigned. 
Sebrce,  Friel. 

25  July,  1863.     Graduated. 
Sedman.  Thomas  D. 

11  March,  1863.     Dropped 
Shaw,  Charles  P. 

26  September,  1863.     Graduated. 
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Slierman,  IVllliain  W. 

31  July,  1863.  Dropped. 
Simons,  Sidney  A. 

33  September,  1863.     Graduated. 
Singer,  Frederick. 

27  J  uly,  1863.     Graduated. 
Southworth,  Alvan  S. 

34  July,  1863.  Dismissed. 
Smith,  Allen. 

8  July,  1863.  Resigned. 
Smith,  Dwight  S. 

3.5  July,  1863.  Resigned. 
Smith,  Hnntington. 

26  February,  1863.     Graduated. 
Spejers,  Arthur  B. 

34  July,  1863.  Graduated. 
Sprole,  Henry  W. 

29  September,  1863.     Resigned. 
Stevens,  Thomas  11. 

1  October,  1863.     Graduated. 
Stewart,  Daniel  D.  T.  S. 

24  September,  1863.     Graduated. 
Stow,  John  B. 

31  July,  1863.  Dropped. 
Sturdy,  Edward  W. 

25  February,  1863.     Graduated. 
Swift,  Willie. 

25  September,  1863.     Graduated. 
Taft,  John  M. 

25  February,  1863.     Graduated. 
Talbott,  William  C. 

19  October,  18C3.     Dropped. 
Talluian,  Hamilton  M. 

27  February,  1863.     Graduated. 
Tausig,  Edward  D. 

24  July,  1863.  Graduated. 
Taylor,  Nelson. 

31  July,  1863.     Resigned. 


Tilley,  Benjamin  F. 

23  September,  1863.     Graduated. 
Tinker,  John  T. 

24  February,  1863.     Dismissed. 
Tracy,  W'altcr  G. 

1  October,  1863.     Dropped. 
Very,  Edward  W. 

20  February,  1803.     Graduated. 
Very,  Saiiincl  W. 

23  February,  1863.     Graduated. 
Wainwright,  Jonathan  M. 

30  July,  1863.     Graduated. 
Washburne,  Gratiot. 

1  October,  1863.     Resigned. 
Webster,  Asliburton. 

28  July,  181)3.     Resigned. 
Webster,  licwis  D. 

26  September,  1863.     Graduated. 
Weidnian,  Charles  A. 

23  September,  1863.     Resigned. 
West,  Clifford  H. 

33  September,  1863.     Graduated. 
West,  Theodore  P. 

25  September,  1803.     Dropped. 
Whittell,  Alfred  H. 

33  September,  1863.     Resigned. 
Williams,  George  M. 

36  September,  1863.     Graduated. 
Williams,  John  S. 

28  July,  1863.     Resigned. 
Wilson,  Charles  R. 

23  July,  1863.     Resigned. 
Woart,  William. 

29  September,  1863.     Graduated. 
Wood,  Edward  P. 

1  October,  1863.     Graduated. 
Woodruff,  Thomas  S. 

30  July,  1863.     Resigned. 


1$04. — Acting  Midshipmen. 


Abbott,  John  S. 

23  September,  1864.     Graduated. 
Abej'<c>ronibie,  Frank  P. 

3  Octoljer,  1864.     Resigned. 
Adams,  George  K. 

1  August,  1864.     Graduated. 
Adams,  James  D. 

37  September,  1864.     Graduated. 
Agnel,  Francis  W. 

28  September,  1864,     Discharged. 
Ames,  Samuel. 

23  July,  1864.     Graduated. 


Ashmuii,  liCwis. 

25  July,  1804.     Resigned. 
Barnett,  William  J. 

37  July,  1804.  Graduated. 
Bartlett,  Edward  C. 

38  September,  1863.     Discharged. 
Beehler,  W^illiam  H. 

28  July,  1864.  Graduated. 
Belknap,  Charles. 

20  July,  1804.  Graduated. 
Bladen,  W.  E.  E. 

39  September,  1864.     Resigned. 
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Kollcs,  Timothy  D. 

1  October,  1864.     Graduated. 
Ilower,  George  M. 

'.20  September,  1804.     Graduated 
SSrad.y,  Ifngli. 

->'i  November,  18C4.     Resigned. 
Itrown,  Borrndial. 

2((  September,  1804.     Resigned. 
ISroivii,  Booert  91.  G. 

22  Julj-,  1804.     Graduated. 
Itryson,  Gilbert  E. 

2.5  July,  1804.     Resigned. 
Stiickiiiinstcr.  Williaut  B. 

1  Uctober,  1804.     Resigned. 
liiirrall,  Arthur. 

29  July,  1804.     Resigned. 
<:arlin,  James  W. 

23  July,  1804.     Graduated. 
Carpenter,  Alyiii  K. 

28  September,  1804.     Dropped. 
Clarke,  Charles  A. 

21  July,  1804.     Graduated. 
Coilbrtli,  Alexander. 

00  July,  1804.     Dropped. 
Colby,  Edward  P. 

21:5  July,  1804.     Resigned. 
Cole,  Zaehary  T. 

30  Sept.,  1804.    Appointment  revoked. 
Colvocoresses,  George  P. 

28  September,  1804.     Graduated. 
Comstock,  Archibald  Y. 

22  September.  1804.     Resigned. 
Cook,  Francis  B. 

28  July,  1804.     Resigned. 
Copp,  Charles  A. 

5  November,  1804.     Graduated. 
Cornwell,  Charles  C. 

20  September,  1804.     Graduated. 
Dan  forth,  Henry  W. 

1  October,  1804.     Resigned. 
I>arenport,  Richard  G. 

27  September,  1804.     Graduated. 
I>elahay,  William  E.  B. 

22  July,  1804.     Graduated. 
Beriiy,  Richard  C. 

20  September,  1804.     Graduated. 
Werringer,  Henry. 

:10  September,  1804.     Resigned. 
I>«ty,  Webster. 

27  July,  1804.     Graduated. 
Eaton,  Joseph  H. 

2 1  Sept.,  1804.     Died  28  April,  1865. 
Elliott,  Alfred. 

■-"1  September,  1804.     Gr.iduated. 


Fisher,  Charles  G. 

22  September,  1864.     Resigned. 
Fletcher,  James  R. 

26  September,  1864.     Graduated. 
Fox,  Waiter  H. 

30  September,  1864.     Resigned. 
Fnller,  John  F. 

20.Sept.,  1804.    Appointment  revoked. 
Gay,  John  F. 

23  July,  1804.     Dropped. 
Goddard,  William  B. 

23.  September,  1SC4.     Resigned. 
Goin,  James  J>. 

20  July,  1804.     Resigned. 
Goundie,  William  T. 

22  July,  1864.     Resigned. 
Green,  Charles  T. 

20  September,  1n04.     Dismissed. 
Guild,  Gustavus  J. 

3  October,  1804.     Resigned. 
Handy,  Henry  O. 

26  July,  1804.     Apjjointment  revoked. 
Harris,  Charles  9IeI. 

28  SeiJtember,  1804.     Resigned. 
Hiddleburn,  Hampton. 

23  September,  1804.     Dismissed. 
Hippie,  Edward  H. 

30  July,  1804.     Resigned. 
Hoflman,  Julius  f .  C. 

22  September,  1804.     Resigned. 
House,  Jerome  B. 

23  July,  1804.     Graduated. 
Howe,  George  S. 

21  Sei.teuiber,1804.     Resigned. 
Hnbbell,  George   E. 

20  Septemlier,  1S04.     Resigned. 
Hunter,  George  Z. 

21  September,  1804.     Resigned. 
Ingersoll,  Royal  R. 

23  July,  1804.     Graduated. 
Irvine,  John. 

20  September,  1804.     Graduated. 
Jarboe.  Charles   W. 

2!)  September,  1804.     Graduated. 
Jasper.  Robert   T. 

21  July,  1804.     Graduated. 

Jerome,  Roswell  H. 

21  September,  1804.     Resigned. 
Helley,  James  !>.  .T. 

.5  October,  1804.     Graduated. 
Kennedy,  Duncan. 

20  July,  1801.     Graduated. 
Kidder,  Daniel  S. 

24  September,  1864.     Resigned. 
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Krause,  Francis  A. 

27  July,  1803.     Resigned. 
LiCgg,  Aretiis  91. 

23  July,  1864.     Resigned. 
liichty,  John  S. 

1  October,  18G4.     Resigned. 
liOngnecker,  Henry  C 

30  July,  18G4.     Graduated. 
IHTacfarlane,  Edward  O. 

3  October,  1864.     Graduated. 
Marix,  Adolphus. 

26  September,  1864.     Graduated. 
Mason,  Tlieodorns  B.  31. 

20  September,  1864.     Graduated. 
May,  Sidney  H. 

28  July,  1864.     Graduated. 
McAllister,  Patrick  A. 

16  November,  1864.     Resigned. 
McArtiiur,  Francis  H. 

23  September,  1864.     Resigned. 
McFarland.  Malcolm. 

26  July,  1804.     Resigned. 
McIiCan,  Thomas  C. 

21  September,  1864.     Graduated. 
Mitchell,  Richard. 

23  July,  1804.     Graduated. 
Moore,  Edwin  K. 

1  October,  1864.     Graduated. 
Morgan,  Tl'illlam  d. 

26  July,  1864.     Resigned. 
Moser,  Jefferson  F. 

29  September,  1864.     Graduated. 
Mott,  Charles  M. 

39  July,  1864.     Resigned. 
Moiilton,  Horatio  F. 

20  September,  1864.     Resigned. 
Myer,  Richard  E.  C. 

28  July,  1864.     Resigned. 
Myers,  Stephen  B. 

1  August,  1864.     Resigned. 
Xewell,  Charles. 

80  September,  1864.     Dismissed. 
Sfewlin,  William  B. 

27  September,  1864.     Resigned. 
JVickels,  John  A.  H. 

8  October,  1864.     Graduated. 
IViles,  IVathan  £. 

28  July,  1804.     Graduated. 
Noteware,  Albert  C. 

20  September,  1864.     Resigned. 
IVoyes,  Bontelle. 

26  September,  1«(;4.     Graduated. 
Oakley,  Frederick  B. 

37  July,  1864.     Resigned. 


Ogle,  Alexander. 

24  September,  1804.     Resigned. 
Parsons,  Arthur  H. 

27  July,  1864.     Graduated. 
Rawdon,  Frederic  W. 

29  September,  1861.     Resigned. 
Rlchhurg,  John  C 

20  July,  1864.     Resigned. 
Robinson.  John  B. 

;!(l.)uly,  18()4.     Graduated. 
Rodgers.  Raymond  P. 

25  July,  18111.     Graduated. 
Roosevelt.  Nicholas  JL. 

27  September,  18i'i4.     Graduated. 
Rnschenbcrger,  Charles  W. 

23  July,  1864.     Graduated. 
Ryors.  Robert  S. 

30  July,  1864.     Resigned. 
Sage,  Geoi'gc  E. 

27  September,  1804.     Resigned. 
Sanford,  Edwards  S. 

20  Septemljer,  iscl.     Resigned. 
Schroeder,  Seaton. 

27  September,  1864.     Graduated. 
Scott,  Charles  N. 

31  September,  1804.     Resigned. 
Selfridge,  James  R. 

21  July,  1804.     Graduated. 
Seymour,  Charles. 

38  July,  1861.     Graduated. 
Sharrer,  Washington  O. 

37  September,  1804.     Graduated. 
Shepard,  Jesse  C. 

36  September,  1864.     Discharged. 
Shepard,  lioreuzo  B. 

7  October,  1864.     Deserted. 
Shepherd,  Charles  M. 

3  December,  1864.     Resigned. 
Shook,  liUther  S. 

30  July,  1864.     Dismissed. 
Smith,  Clark. 

36  September,  1864.     Resigned. 
Smith,  Jesse  B. 

38  July,  1864.  ■  Graduated. 
Stinson,  Herbert  C. 

30  September,  1864.     Graduated. 
Stone,  Charles  A. 

27  July,  1864.     Graduated. 
Strong,  William  C. 

23  September,  1804.     Graduated. 
Talbot,  William  C. 

30  July,  1864.     Resigned. 
Taylor.  Nelson. 

37  July  1864.     Resigned. 
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Thoiupsoii,  Robert  M, 

30  July,  lsC-1.     Graduated. 
Treuiaiii,  Hobart  Li. 

20  September,  1864.     Graduated. 
Tiirnbull,  3fisbet. 

2i)  September,  18G4.     Resigned. 
Tyler,  Weorge  W. 

3  October,  1S(J4.     Graduated. 
rbler,  William  £. 

27  .Jul}-,  1S(J4.     Graduated. 
Upton,  Fre«leri<'k  E. 

10  November,  lsii4.     Graduated. 
Vcnable,  Cliarles  II. 

23  September,  1804.     Resigned. 
Wadhanis,  Albion  Y. 

20  September,  1804.     Graduated. 
Wainwrigbt,  Richard. 

28  September,  1804.     Graduated 


Wallace,  George  C. 

20  July,  1804.     Graduated. 
Walli8,  John  P. 

20  July,  1804.     Graduated. 
Welch,  Cliarles  P. 

29  September,  1804.  Graduated. 
Welles,  Edirard  T. 

23  September,  1804.     Resigned. 
Wheeler,  Janie)«  S. 

23  September,  1S04.     Resigned. 
Wood,  Theodore  T. 

29  September,  1804.  Graduated. 
Wj'ckhofr,  Ambrose  B. 

29  September,  1804.  Graduated. 
Yeamen,  Caldwell. 

24  September,  1804.     Resigned. 


1865.— Acting  Midshipmen. 


Arthnr,  Elliott  J. 

26  September,  1805.  Graduated. 
Barry,  Edward  B. 

20'july,  1865.     Graduated. 
Bassett,  Fletcher  S. 

20  September,  1805.  Graduated. 
Bates,  Charles  J. 

20  July,  1805.     Resigned. 
Berry,  Albert  G. 

24  July,  1805.     Graduated. 
Berryman,  William  M. 

31  November,  1805.     Resigned. 
Remind,  Edwar<l  J. 

20  July,  1805.     Graduated. 
Birne.v,  Frank  C. 

24  July,  1865.     Graduated. 
Bixler,  L>ewis  E. 

26  September,  1805.  Graduated. 
Blanchard,  Horace. 

25  July,  1805.     Graduated. 
Bowman,  Charles  G. 

29  July,  1865.     Graduated. 
Bradbnry,  Charles  A. 

20  July,  1865.     Graduated. 
Breck,  Richard  A. 

29  September,  1865.  Graduated. 
Briggs,  John  B. 

28  September,  1805.  Graduated. 
Brown,  Charles  R. 

22  September,  1865.  Graduated. 
Brownlee,  John  I>. 

21  July,  1865.      Resi..;ned. 


Buckingham.  B.  H. 

21  July,  1865.     Graduated. 
Bnlkley,  W  illiam  F. 

25  July,  1865.     Graduated. 
Bnskirk,  Floyd  O. 

32  September,  1805.     Resigned. 
Cist,  William  R. 

22  July,  1865.     Resigned. 
Clason,  William  P. 

30  September,  1S65.     Resigned. 
CofHn,  J.  H.  C,  Jr. 

21  July,  1865.     Graduated. 
Colohan,  Charles  E. 

20  July,  1865.     Graduated. 
Comly,  Samuel  P. 

20  July,  1865.     Graduated. 
Conry,  Francis. 

20  July,  1805.     Resigned. 
Crane,  Ashley  .1. 

28  July,  1805.     Resigned. 
Curtis,  Clinton  K. 

27  September,  1865.     Graduated. 
l>aniel,  Henry  M. 

37  July,  1805.     Resigned. 
Day,  WiUiaui  P. 

25  July,  1865.     Graduated. 
Dillingham.  Albert  C. 

20  July,  1865.     Graduated. 
Dimick.  Otis  S. 

26  July.  I^ii5.     Discharged. 
Driggs,  William  H. 

20  July,  isi'io.     Graduated. 
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Field,  Edward  A. 

30  July,  1805.     Graduated. 
Fowler,  Alfred  B. 

23  September,  1865.     Resigned. 
Fowler,  Robert  Li. 

20  July,  18G5.     Resigned. 
Franklin,  James. 

23  September,  1865.     Graduated. 
Fuller,  George  H. 

30  July,  1865.     Resigned. 
Garvin,  John. 

33  July,  18G5.     Graduated. 
Gerrisb,  Winfield  >S. 

31  September,  1865.     Resigned. 
Geutsch,  Ferdinan«l  II. 

31  July,  1865.     Graduated. 
Graydon,  James  W. 

31  July,  1865.     Graduated. 
Iladden,  William  A. 

37  September,  1865.     Graduated. 
Hall,  Joel. 

35  July,  1865.     Died  23  June,  1866. 
Hall,  Martin  F. 

19  September,  1865.     Graduated. 
Handy,  Henry  O. 

35  July,  1865.     Graduated. 
Hanns,  Gnstavus  C. 

25  July,  1865.     Graduated. 
Ilarber,  Giles  B. 

33  July,  1865.     Graduated. 
Harmon,  William  F. 

33  July,  1865.     Resigned. 
Harris,  Uriah  R. 

31  July,  1865.     Graduated. 
Hawley,  Henry. 

37  July,  1865.     Resigned. 
Hensliaw,  Fdward  T. 

35  September,  1865.     Resigned. 
Hobson,  Joseph  B. 

24  July,  1865.     Graduated. 
Houston,  ^Kelson  T. 

37  July,  1865.     Graduated. 
Howe,  Orin  P. 

28  July,  1865.     Resigned. 
Hull,  Frederick  B. 

28  September,  1865.     Graduated. 
Hyde,  Mareus  D. 

23  November,  1865.     Graduated. 
Kellogg,  Germaine  A. 

28  .July,  1865.     Resigned. 
Kellogg,  M'ainwright. 

27  Soptember,  1865.     Graduated. 
Kilburn,  Willie. 

5  December  1865.     Graduated. 


Kimball,  William  W. 

31  July,  1865.     Graduated. 
King,  Allan  A. 

29  July,  1865.     Discharged. 
King^  William  S. 

21  September,  1865.     Resigned. 
liCach,  Herbert  C 

38  July,  1865.     Resigned. 
liOw,  William  F. 

31  July,  1865.     Graduated. 
9Iahan,  Dennis  H. 

20  July,  1865.     Graduated. 
Mason,  Newton  F. 

33  July,  1865.     Graduated. 
McCabe,  George  W. 

39  September,  1865.     Resigned. 
McFwen,  Charles  .4.. 

23  September,  1865.     Resigned. 
Mcliane,  Alan  E. 

27  September,  1865.     Resigned. 
Miller,  Byron  H. 

33  September,  1865.     Discharged. 
Monahon,  Henry  T. 

35  July,  1865.     Graduated. 
Montgomery,  Thomas  C 

23  SejJtember,  1865.     Resigned. 
Moore,  John  H. 

39  July,  1865.     Graduated. 
Morgan,  Randal  W. 

37  September,  1865.     Resigned. 
Muhlenberg,  Henry  E. 

21  September,  1865.     Resigned. 
Xazro,  Arthur  P. 

20  July,  1865.     Graduated. 
Negley,  William  C 

26  July,  1865.     Graduated. 
IViles,  Kossuth. 

33  September,  1865.     Graduated. 
Sforris,  John  A. 

27  September,  1865.     Graduated. 
IWorton,  Charles  H. 

29  July,  1865.     Resigned. 
IVoteware,  Albert  C. 

30  July,  1865.     Resigned. 
Osborn,  Arthur  P. 

25  July,  1865.     Graduated. 
Osterhaus,  Hugo. 

23  September,  1865.     Gi'aduated. 
Paine,  Sumner  C. 

21  September,  1865.     Graduated. 
Patch,  Nathaniel  J.  K. 

20  September,  1865.     Graduated. 
Perkins,  Charles  P. 
20  July,  1865.     Graduated. 
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PhelpH,  Saninel   H. 

21  July,  ISC').     Resigned. 
Phelps,  TIioiua»4  S.,  Jr. 

25  July,  1HG5.     Graduated. 
Porter,  Theodorie. 

20  September,  1805.     Graduated. 
Potter,  William  P. 

26  September,  1805.     Graduated. 
Pratt,  Jobii  B. 

27  September,  1805.     Resigned. 
Qaiuby,  Delimit  (>i. 

20  July,  1805.     Resigned. 

ISicliards.  Henry  HI.  M. 

•JO  July,  1S05,     Graduated. 
Kioliniau,  Clayton  S. 

21  July,  1805.     Graduated. 
Kicliniond,  George  II. 

26  September,  1805.     Resigned. 
Rodd,  Thomas. 

20  July,  1865.     Resigned. 
Kohrer,  Karl. 

20  July,  1805.     Graduated. 
Root,  £dward  R. 

25  September,  1805.     Resigned. 
Ross,  Joseph  H. 

31  July,  1805.     Resigned. 
Rndd,  Xegley. 

28  September,  1865.     Resigned. 
Rnssell,  Horace  O. 

25  September,  1865.     Resigned. 
Schnnr.  William. 

2!)  July,  1805.     Resigned. 
Kcott,  Wisner  O. 

21  July,  1805.     Resigned. 
Stephens,  Alexander. 

25  July,  1805.     Discharged. 
Stockton,  Henry  T. 

20  July,  1805.     Graduated. 
Sweet,  Frederick  B. 

29  July,  1805.     Resigned. 
Taunt,  Emory  H. 

23  Julv,  1805.     Graduated. 


Taylor.  Kdnard  G. 

20  Si-ptemlier,  1805.     Resigned. 
Thackara,  Alevaiider  M. 

20  July,  1865.     Graduated. 

Tonvelle,  William  W. 

21  Sejjtember,  1805.     Resigned. 
Turner.  Edward   P. 

20  .Inly,  1805.     I'.i-signed. 
Turner,  William  H. 

21  July,  1805.     Graduated. 
I'lley.  Joseph  H. 

22  Scptenilicr,  is(i5.     Graduated. 
Van  de  €arr,  William  H. 

25  July,  l.Nii.").     Graduated. 
Warren,  George. 

28  .1  uly,  1865.     Resigned. 
Weld,  Edward  C. 

30  September,  1805.     Resigned. 
Wheeler,  James  J. 

19  ^L•ptembcr,  1865.     Dismissed. 
Wilco.v,  Montgomery. 

25  J  uly,  1805.     Resigned. 
Wiley,  EdMin  H. 

27  July,  1805.     Graduated 
Wilson,  John  C. 

22  July,  1865.     Graduated. 
Wing,  Halsey  M. 

26  July,  1805.     Resigned. 
Winslow,  Francis. 

20  July,  1865.     Graduated. 
Winslow,  Herbert. 

•    20  July,  1865.     Graduated. 
Wood,  William  F. 

25  July,  1865.     Discharged. 
Wood,  William  91. 

20  July,  186.5.     Graduated. 
Wright,  George  F. 

20  July,  1805.     Graduated. 
Tork.  John  W.  £. 

24  July,  1805.     Resigned. 
Zabriskie,  George  A. 

28  September,  1865.     Resigned. 


1866 — Midshipmen. 


Arnold,  Philip. 

1  August,  1806.     Resigned. 
Ashley,  Pacilicus  Li. 

24  September,  1800.     Resigned. 
Augur.  John  P.  J. 

20  S(  |>t,.iiiher,  IMW,.     Graduated. 
Bachiis.  ."tlontgoiiier.v. 

25  July,  IMiO.      Iicsi;;iie'd. 


Baker,  Wiufield  S. 

30  July,  1800.     Graduated. 
Barnes,  John  W. 

28  .luly,  1800.     Resigned. 
Barnette,  Gaspar  C. 

23  .luly,  1800.     Resigned. 
BassTord.  Warren  I^. 

31  Julv,  IM-.O.     licsi-ued. 
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Belcher,  Willie  M. 

31  July,  1866.     Dropped. 
Bratae,  Charles  H. 

25  .July,  1866.     Resigned. 
Brenen,  Edward  W. 

28  .luly,  18C6.     Resigned. 
Briggs,  Charles. 

■k)  July,  1866.     Graduated. 
Ball,  James  H. 

25  July,  1866.     Graduated. 
Calhoun,  George  A. 

;U  July,  1866.     Graduated. 
Carter,  .lames  Li. 

25  July,  1866.     Resigned. 
Clark,  George  I>. 

24  September,  1866.     Dismissed. 
Clason,  William  P. 

27  July,  1866.     Graduated. 
Collins,  John  B. 

30  July,  1866.     Graduated. 
Conway,  William  P. 

1  October,  1860.     Graduated. 
Crane,  Ashley  A. 

26  July,  1866.     Resigned 
Crosh.v,  Freeman  H. 

30  July,  lb66.     Graduated. 
Cnlver,  Edwin   K. 

1  August,  1866.     Resigned. 
Danenhower,  John  W. 

25  Septenil.>er,  1866.     Graduated. 
Barley,  William  B.  W. 

27  September,  1^66.     Resigned. 
Dimmoek,  Martial  C. 

:il  July,  1866.     Graduated. 
Boiisman,  Liyndsey  W. 

25  July,  1866.     Resigned. 
Dyer,  George  Li. 

26  July,  1866.     Graduated. 
Ellery,  Frank. 

25  September,  1866.     Graduated. 
Emmeriek,  Charles  F. 

26  September,  1866.     Graduated. 
Esmonds,  Zadok  T. 

26  July,  1866.     Resigned. 
Eycleshinier,  Charles  S. 

1  October,  1866.     Resigned. 
Fickbohm,  Herman  F. 

31  July,  1866.     Graduated. 
Field,  Philip  Y. 

1  August,  1866.     Resigned. 
Foster,  Charles  A. 

1  August,  1S66      Graduated. 
Foster,  George,  Jr. 

lU  July,  1866.     Resigned. 


Frannces,  Joseph   H. 

26  July,  1866.     Resigned. 
Frazer,  Walter. 

27  July,  1866.     Resigned. 
Freeman,  Jnlius  C. 

4  October,  1S66.     Graduated. 
French,  Walter  S. 

37  July,  1866.     Graduated. 
Galloway,  Charles  D. 

22  September,  1866.     Graduated. 
Gore,  James  M. 

25  July,  1866.     Graduated. 
Gosling,  Harrington  !.■. 

25  Sejjtember,  lyiili.     Resigned. 
Graham,  Samnel  li. 

27  July,  1866.     Graduated. 
Green,  Henry  L. 

31  July,  1866.     Graduated. 
Hancock,  Hiram. 

23  July,  1866.     Dropped. 
Hargous,  Frank  G. 

1  August,  l!^66.     Resigned. 
Harris,  Henry. 

1  August,  1S66.     Graduated. 
Hart,  John  li. 

22  September,  1806.     Dismissed. 
Heilner,  Licwis  C. 

25  July,  1866.     Graduated. 
Heiskell,  Henry  Li. 

36  September,  1«66.     Dropped. 
Holliday,  Walter  S. 

27  July,  1866.     Graduated. 
Holman,  George  F.  W. 

25  July,  1866.     Graduated. 
Hoyt,  George  B. 

31  July,  1866.     Resigned. 
Huhbard,  John. 

27  July,  1866.     Graduated. 
Hughes,  Edward  M. 

36  July,  1866.     Graduated. 
Hanker,  Jacob  J. 

30  July,  1866.     Graduated. 
Jacoby,  Harry  M. 

37  July,  1860.     Graduated. 
Jarnagin,  Julius  S. 

37  September,  IsiiO.     Resigned. 
Jordan,  Jacob  W. 

3  October,  18C6.     Resigned. 

Jonett,  Liandon  P. 

31  July,  1866.     Graduated. 
Kauffinan,  Francis  A. 

31  July,  1866.     Resigned. 
Keeler.  John  D. 

23  July,  1866.     Graduated. 
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Kejes,  Charles  E. 

~~  September,  ISGiJ.     Dismissed. 
Kirkpad-ick,  Ilenry  II. 

22  September,  ISUlJ      IJesigned. 
Kronniillor,  George. 

3  October,  ISGG.     Resigned. 
Kuntaardt,  Charles  P. 

31  July,  1866.  Graduated. 
f.eaoh,  Boynton. 

yo  Julj',  lb66.  Graduated. 
'■^elaTor,  Frederiok  H. 

27  July,  1&66.  Graduated. 
IJttle,  DaTid  S. 

2-5  September,  ItiCG.     Resigned. 
liong,  William  St.  C. 

2.5  July,  ISUtJ.     Resigned. 
LiUdlow,  Francis  L.. 

2-1  July,  l^iiiO.  Graduated. 
Liynian,  Charles  H. 

2S  July,  1S66.  Graduated. 
lij-on,  George. 

25  July,  l!!'66.    Resigned. 
Nasser,  Tl'illiain  H.  £. 

1  October,  IbiUi.     Graduated. 
>Iayer,  TVilliam  G. 

23  July,  1S66.  Graduated. 
McCraeken,  Alexander. 

27July,  1S6G.  Graduated. 
McCrea,  Henry. 

2-t  July,  1S66.  Graduated. 
McDonald.  Colin. 

2-t  July,  1866.  Graduated. 
Meutz,  George   W. 

26  September,  1S06.     Graduated. 
Merriani,  Greenlief  A. 

24:  July,  lii66.  Graduated. 
Miller,  Marcellns  G. 

26  July,  1866.     Resigned. 
Milliuian,  Anson  H. 

31  July,  1866.  Graduated. 
Milton,  John  B. 

30  July,  1866.  Graduated. 
Mnrdock,  Joseph  B. 

26  July,  1866.  Graduated. 
Murphy,  John  A. 

26  September,  1866.     Dismissed. 
Xorton,  Edward  R. 

30  July,  1866.     Resigned. 
Norton,  James  P. 

2.')  July,  lsi(i6.     Resigned. 
Xye,  Haile  C.  T. 

23  July,  1866.  Graduated. 
Oxiey,  William  II. 

31  July,  1^66.     Resigned. 


Peek,  Robert  G. 

2-t  September,  1S66.     Graduated. 
Pennington,  Ilenrj    K. 

1  October,  1866.     Graduated. 

Perkins,  Joseph  W. 

26  September,  1866.     Resigned. 
Piatt,  Howard. 

1  October,  1866.     Resigned. 
Post,  Joel  A. 

23  July,  1866.  Graduated. 
Ray,  Whitmnl  P. 

27  September,  1866.     Graduated. 
Reamoy,  Eazarns  li. 

2.5  July,  1866.  Graduated. 
Rees,  Corwin  P. 

31  July,  1866.  Graduated. 
Renisen,  William. 

26  July,  1866.  Graduated. 
Rieliar«lson,  Charles  S. 

30  July,  1866.  Resigned. 
Rittenhonse,  Hawley  O. 

27  July,  1N66.  Graduated. 
.Sanderson,  George  .4. 

26  Sejjtember,  1866.     Graduated. 
Sargent,  Xathan. 

23  July,  1866.  Graduated. 
Sawyers,  James  H. 

2-t  September,  1866.     Graduated. 
Schaefer,  Henry  W. 

23  July,  1866.  Graduated. 
Schwenk,  Milton  K. 

22  September,  1866.     Graduated. 
Scott,  Frank. 

2-t  September,  18G6.     Resigned. 
Selden,  George  I>. 

27  July,  1866.  Graduated. 
Seymonr,  George  >'. 

25  July,  1866.  Resigned. 
ShatTer,  Edward  I.. 

27  July,  1866.  Resigned. 
ShatTner,  Benjamin  M. 

31  July,  1866.  Resigned. 
Sonle,  Charles  E. 

31  July,  1866.  Dismissed. 
Spears,  John  R. 

31  July,  1866.  Resigned. 
Spencer,  Thomas  C. 

24  July,  1866.  Graduated. 
Stnmp.  George  M. 

27  July,  18116.  Resigned. 
Talbot,  Emory  II. 

26  July,  1866.  Resigned. 
Tillinghast,  Ben.iamin  C. 

31  Julv,  1N6G.     Resigned. 
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Tyler,  Hanson  R. 

27  July,  180G.     Graduated. 
Tan  Horn,  Dick. 

1  October,  18CC.     Resigned. 
Teazie,  Franciiii  B. 

23  July,  1806.     Resigned. 
Tedder,  Albert  F. 

2  August,  18CG.     Resigned. 
Vreeland,  Charles  E. 

31  July,  1866.     Graduated. 
Warden,  Charles  P. 

27  September,  1860.     Resigned 


WeaTe.  Kingsland. 

26  SeiJtcn,l.er,  1800.     Resigned. 
Whipple,  I>aTid. 

2.5  September,  1866.     Resigned. 
Williams.  Henry  S. 

30  July.  l^OO.     ResigT 
Wilson,  Downs  S. 

27  July,  1806.     Gradnared. 
Wood,  Thomas  C. 

30  July,  1806.     Graduatea. 
Wright,  Miers  F. 

1  October.  186'"     Graduated. 


1867. — Midshipmen. 


Anderton,  Robert  J. 

25  September,  1807.     Resigned. 
Babcoek,  William  C. 

24  September,  1867.     Graduated 
Babcoek,  Zachary  T. 

27  June,  1807.     Resigned. 
Baker,  .Isher  C. 

30  September,  1867.     Graduated. 
Barber,  Joel  A. 

22  June.  1807.     Graduated. 
Barroll,  Henry  H. 

28  September,  1867.     Graduated 
Bartlett,  Charles  W. 

21  June,  1807.     Graduated. 
Bronn,  Charles  W. 

26  June,  1867.     Resigned. 
Brown,  Jnlian  H. 

27  September,  1807.     Resigned. 
Bonns,  Christopher. 

1  July,  1807.     Graduated. 

Bnrnett,  Jeremiah  C. 

27  September,  1867.     Graduated. 
Bnsbee,  Perrin. 

23  September,  1867.     Graduated. 
Calkins,  Carlos  G. 

24  Juue,  1807.     Graduated. 
Carnahan,  Thomas  D. 

21  June,  1867.     Resigned. 
Clark,  Frank  Jj. 

27  June,  1807.     Resigned. 
Cobb,  Alphonso  H. 

23  September,  1867.     Graduated. 
Cory,  George  W. 

22  June,  18)07.     Dropped. 
Crandall,  Albert  A. 

1  July,  1867.     Graduated. 
Cresnp,  James  C. 

24  June,  1867.     Graduated. 


I  Dabnej-,  Albert  J. 

1  October,  1867.     Graduated. 
Denny,  Thomas  C. 

26  June,  1867.     Resigned. 
Downes,  John. 

22  June,  1807.     Graduated. 
Edson,  John  T. 

27  June,  181:7.     Graduated. 
Elliott.  William  P. 

20  September,  1867.     Graduated. 
Ford,  Melbonrnc  H. 

21  June,  1867.     Resigned. 
Fox,  liCTi. 

28  June,  1867.     Resigned. 
Graham,  Robert  S. 

23  September,  1867.     Resigned. 
Greene,  Francis  E. 

25  September,  1807.     Graduated. 
Greene,  Franklin  T,. 

26  June,  1867.     Resigned. 
Gnertin,  Frank. 

1  July,  1867.     Graduated. 
Gwynn,  Wintield. 

24  Septembei-,  1807.     Resigned. 
Harper,  William  91. 

29  September,  1807.     Resigned. 
Heistand,  George  W. 

1  July,  1867.     Resigoed. 
Hotchkins,  Frank  S. 

28  June,  1807.     Graduated. 
Hnnsicker,  Josepii  I.. 

25  June,  1567.     Graduated. 
Irwin,  William  91. 

29  June,  1867.     Graduated. 
Jenkins,  Albert  T. 

21  September,  1807.     Resigned. 
liivingston,  Walter  T. 

26  June,  1867.     Resigned. 
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L.ytle.  Koberl  F. 

31  June.  18G7,     Resigned. 
Mar.sliall.  William  A. 

37  June,  1807.  Graduated. 
Mclntosli.  Horace  P. 

28  June,  18G7.  Graduated. 
Hertz,  Albert. 

27  June,  1867.  Graduated. 
Montgomery,  Joseph  C. 

20  June,  18(i7.     Resigned. 
Kabor,  Frank  W. 

21  September,  1867.     Graduated. 
O'Reilly,  IVilliam  T,  B. 

22  June,  1S67.     Resigned. 
Plnnket,  Tbomas  S. 

21  June,  1867.  Graduated. 
Pint'kney,  Nelson. 

2(i  June,  1807.     Resigned. 
Qunltroiigb.  Edward  T. 

21    September,  18G7.     Graduated. 
Roller,  John  F. 

26  June,  1807.  Graduated. 
Sawyer,  Frank  E. 

23  September,  1807.     Resigned. 
Scott,  Benjamin   B. 

1  July,  1807.     Resigned. 
Seabnry,  Samuel. 

26  June,  1867.  Graduated. 
Sewell,  William  F. 

37  September,  1867.     Graduated. 


Singer,  Harry  f. 

30  September,  1867.  Resigned. 
Siter,  lliiliam  A. 

1  July,  1807.     Resigned. 
Slack,  William  H. 

1  October,  1807.     Graduated. 
Stannton,  Sidney  A. 

23  September,  1S07.     Graduated. 
Stevens,  Robert  1>. 

2.3  June,  1807.     Graduated. 
Terrell,  Charles. 

26  Se])tember,  1807.     Graduated. 
Thomas,  Clarence,  Jr. 

20  Septemlier,  1807.     Or;i(iiKtted. 
Tittman,  Fiigene  <'. 

27  September,  INI.7.  Resigned. 
Tandervoort,  Ciermain   B. 

30  September,  1^07.  Dropped. 
Van  Horn,  Robert  C. 

23  September,  1807.  Resigned. 
Vail,  George  A. 

27  September,  1867.     Graduated. 
Ward,  Aaron. 

28  September,  1867.  Graduated. 
Waring,  Howard  S. 

26  June,  1807.     Graduated. 
Wight,  James  91. 

1  July,  1807.     Graduated. 
Worsley,  Dwiglit  L.. 

26  June,  1867.     Resigned. 


1S6S.— Midshipmen. 


Baker,  Daniel  F. 

26  June,  1868.     Gradu.ated. 
Baldwin,  William  F,. 

25  September,  1808.  Resigned. 
Bs'own,  Abel  B. 

25  September,  1868.  Resigned. 
Burns,  Joel  H. 

20  September,  1808.  Resii'iied. 
C®ttman,  Tincendon  I>. 

25  September,  1808.     Graduated. 
Crosswait,  Charles  H. 

26  June,  1808.     Dropped. 
Dielerich,  Jonathan  O. 

30  September,  1808.  Resigned. 
Dixon,  Thomas  F. 

24  Sei)tember,  1808.  Resigned. 
Dockery,  Alfred  V. 

20  September,  1808.  Resigned. 
Ltelcher,  Robert  H. 

2.3  June,  1868.     Graduated. 


Fox,  Charles  F. 

25  June,  1808.     Graduated. 
Freeman.  Albert  T. 

26  September,  1808.     Graduated. 
Fremont,  John  C.  Jr. 

25  June,  1868.     Graduated. 
Gait,  Rogers  H. 

23  June,  1808.     Graduated. 
Garrett,  William  H. 

26  September,  1808.     Resigned. 
Heacock.  William  C. 

24  September,  1808.     Graduated. 
Hey,  George  W'. 

30  September,  1808.     Resigned. 
James,  Nathaniel  S. 

30  June,  1808.     Graduated. 
Keelcr.  Dclniar  IS. 

2i(  June,  bsiis.      Rrsi^jneil. 

Jiirklaiid,  Alexander. 

24  September,  1868.     Resigned. 
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l^aslier,  Oreii  E. 

29  Sei)tember,  1808.     Graduated. 
TJoy«l,  I'^uwnrd. 

3j0  September,  1868.     liesigned. 
I^owry,  Oswin  W. 

25  June,  18G8.     Graduated. 
I.yelh,  Clinton  H. 

20  June,  1808.     Graduated. 
.ISanley,  James  S. 

30  September,  1808.     Resigned. 
>5aiin,  Horace  "IV. 

0  Octuber,  1808.     Resigned. 
.llcCardiy,  George  I>. 

2  May,  1808.     Resigned. 
>IeConneII,  Mnrray  D. 

1  July,  1808.     Dismissed. 
McLiean,  Robert  H. 

29  June,  1868.     Graduated. 
Medary,  Jacob. 

20  June,  1808.     Graduated. 
Miles,  Cliarles  R. 

29  June,  1808.     Graduated. 
nitcbell,  Charles  T. 

2(!  September,  1868.     Resigned. 
.Vagle,  Jacob  K. 

29  June,  1808.     Resigned. 

Oliver,  John  Y. 

1  October,  1868.     Resigned. 
l*itciier,  "William  1.. 

30  June,  1868.     Resigned. 


I'oliBc.'i  CI-,  "n'illiam. 

20  June,  1808,     Resigned. 
Powers,  Frank  H. 

29  June,  1808.     Resigned. 
Rineliarf,  Benjamin  F. 

26  September,  1868.     Graduated. 
Roper,  Jesse  BI. 

25  June,  1868.     Graduated. 
Rosencrantz,  "William  D. 

26  June,  1868.     Resigned. 
Sawyer,  Frank   E. 

25  September,  1868.     Graduated. 
SIou!;li,  William  McL.. 

1  October,  b'-Oy.     Resigned. 
Smidi,  Artliitr  C. 

29  June,  ]8G8.     Resigned. 
Soutlierland,  William  H.  H. 

29  June,  1808.     Graduated. 
Thompson,  Charles  A. 

30  September,  1808.     Graduated. 
Tyler,  Frederick  H. 

23  June,  1808.     Graduated. 
Tan  Fpps,  T..emnel. 

29  June,  1808.     Resigned. 
Veeder,  Ten  Eyck  D.  W. 

25  Srptenil.cr,  1868.     Gr:iduated. 
Winlo«'k,  James  H. 

25  Scptemljcr,  1808.     Graduated. 
W'imsiton,  George  T. 

1  0<'tnber,  1808.     Resigned. 


1869.— Ulidsliipnien. 


.Inderson,  John  E. 

24  September,  1869.     Resigned. 
Arnold,  George  S. 

30  June,  1869.     Resigned. 
A.von,  Clinton. 

25  June,  1869.     Resigned. 
Badger,  Charles  J. 

24  June,  1869.     Graduated. 
Baker,  Edward  li. 

22  September,  1869.     Resigned. 
Bean,  John  W. 

24  June,  1869.     Graduated. 
Blakeley,  James  W. 

29  June,  1869.     Dropped. 
KreiMcr,  Charles  J. 

22  September,  1869.     Resigned. 
Eiiirns,  "IVorth. 

24  June,  lt'09.     Resigned. 
5  ase,  Aiignstus  L..,  Jr. 

24  June,  1869.     Graduated. 


Conel,  William  ]V. 

30  June,  1869.     Resigned. 
Connell,  Huniberston  S. 

24  September,  1869.     Resigned. 
Cowles,  Walter  C. 

22  September,  1869.     Graduated. 
Craig,  William  H. 

30  June,  1809.     Resigned. 
Crocker,  Eben  B. 

23  September,  1869.     Resigned. 
Culp,  Issac  B. 

24  September,  1869.     Resigned. 
Banner,  Frederick  W. 

25  June,  1869.     Graduated. 
Davids,  Eewis  J. 

24  September,  1869.     Resigned. 
Beering,  Cliarles  W. 

23  June,  18(iii.     Graduated. 
Bexter,  Jenitess  K. 

23  June.  18iiii.     Resigned. 
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Violil,  Samuel  W.  B. 

21  SeiJtember,  18G9.     Graduated. 
£Ilio<t,  Issac  B, 

23  September,  18«0.     Resigned. 
Fales,  Horatio  C 

29  June.  ISOi).  Resigned. 
Farnswortli,  John. 

28  September,  1869.     Graduated. 
Fenii,  Frank  A. 

23  June,  1«U9.  Dropped. 
Fisher,  Irving  R. 

24  September,  IbOy.     Resigned. 
Fitliian,  Clarence  E. 

23  September,  1809.     Resigned. 
Fowler,  tjilbert. 

2-i  June,  1SG9.  Graduated. 
Grant,  C'barles  V- 

25  September,  1809.     Resigned. 
Greenoiigli,  Horatio  W. 

25  June,  1809.  Resigned. 
Gundlacli,  ^Villiani. 

29  September,  1809.     Resigned. 
Habersliani,  Riehard. 

24  September,  1809.     Resigned. 
Halsey,  William  F. 

23  September,  1809.     Graduated. 
Hard,  Fdwin  F. 

23  September,  1809.     Resigned. 
Holder,  Charles  F. 

29  June,  1809.  Resigned. 
Howard,  Thomas  B. 

25  June,  1809.  Graduated. 
Hyde,  CJeorge  W. 

22  September,  1809.     Resigned. 
Jackson,  James  M. 

28  September,  1809.     Resigned. 
Jenkins,  Frank  T. 

23  June,  1809.  Dropped. 
Johnson,  John  P. 

23  June,  1809.  Resigned. 
Jonett,  J.  Stockett. 

23  June,  1809.  Resigned. 
Knight,  Austin  M. 

30  June,  1809.  Graduated. 
Laird,  Charles. 

25  September,  1869.     Resigned. 
liemley,  Samuel  C. 

26June,  1^09.  Graduated. 
Manley,  James  S. 

25  June,  1869.  Resigned. 
McCartney,  Charles  M. 

25  September,  1809.     Resigned. 
McKelvy,  William. 

25  September,  1809.     Resigned. 


Miehelson,  Albert  A. 

29  June,  1809.     Graduated. 
Milligan,  Fi-ank  J. 

30  June,  1809.     Graduated. 
Moore,  Charles  B.  T. 

28  September,  1869.     Graduated. 
Morrell,  Henry. 

30  June  1809     Graduated.. 
Mnse,  Thomas  E. 

30  September,  1809.     Graduated. 
iVegley,  James  S. 

29  September,  1869.     Resigned. 
Nichols,  John  B. 

29  September,  1869.     ^signed. 
Nicholson,  John  Q. 

24  June,  1869.     Graduated. 
Nicholson,  Reginald  F. 

30  September,  1809.     Graduated. 
North,  George  !■. 

25  June,  1809.     Resigned. 
Northcott,  William  A. 

28  Sejjtember,  1869.     Resigned. 
Peacock,  David. 

29  September,  1809.     Resigned. 
Pell,  Herbert  C. 

29  June,  1869.     Resigned. 
Pierson,  Frank. 

23  September,  1869.     Resigned. 
Putnam,  Charles  F. 

24  June,  1809.     Graduated. 
Raines,  Eugene. 

24  June,  1869.     Resigned. 
Ray,  Edmund  G. 

24  September,  1869.     Resigned. 
Reynolds,  Alfred. 

22  September,  1869.     Graduated. 
Robb,  John  F. 

23  September,  1869.     Resigned. 
Robinson,  J.  Marshall. 

25  June,  1809.     Graduated. 
Rodman,  Herman  J. 

23  June  ISIU).     Resigned. 

Sclinetze,  William  H. 

23  Juno,  1809.     Gr:iduated. 
Shaw,  William  F. 

24  September,  1869.     Resigned. 
Shufeldt,  Mason  A. 

24  June,  1809.     Graduated. 
Smith,  Irving. 

26  June,  1809.     Resigned. 
Strong.  Roul«lo  D. 

26  June,  1^09.     Resigned. 
Talbot,  William  A. 

29  September,  1869.     Resigned. 
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Topping,  Willinni  V.  B. 

25  June,  1SC9.     Resigned. 
Tiiriibiill,  John  \V. 

6  October,  ISUO.     Resigned. 
Underwood,  Edmund  B. 

20  June,  1SG9.     Gmduated. 
Underwood,  James  P. 

29  June,  1SG9.     Graduated. 
Upshur,  Cnstis  P. 

24  September,  1800.     Resigned. 
Tail,  Edward,  Jr. 

22  September,  1S09.     Resigned. 
Van  Vliet,  Frederiek  €. 

23  June,  1809.     Resigned. 


Wallingford,  Charles  A. 

25  September,  1809.     Resigned. 
Way,  George  B. 

29  September,  1809.     Resigned. 
White,  Frank  A. 

2-1  September,  1809.     Resigned. 
Wilner,  Frank  A. 

30  June,  1869.     Graduated. 
Winder,  William. 

21  September,  1S09.     Graduated. 
Young,  liUoien. 

23  June,  1809.     Graduated. 


1S70.— Blidshipmen. 


Alderdioe,  Winslow. 

18  June,  1870.     Graduated. 
Arms,  Eyman. 

26  September,  1870.     Graduated. 
Axon,  Clinton  J. 

23  September,  1870.     Resigned. 
Benagii,  Henry  C. 

30  September,  1870.     Resigned. 
Bostiek,  Edward  D. 

20  September,  1»70.     Graduated. 
Bonsh,  Clifford  J. 

25  June,  1870.     Dropped. 
Bowyer,  John  M. 

30  September,  1870.     Graduated. 
Braekenridge,  Joseph  G. 

24  June,  1870.     Dropped. 

Brown,  Freileriek  S. 

29  September,  1870.     Resigned. 
Brown,  Beriah,  Jr. 

29  September,  1870.     Graduated. 
Bryden,  James. 

1  October,  1870.     Resigned. 
Car  row,  Charles  M. 

22  September,  1870.     Dropped. 
Carter,  Fidelio  S. 

30  September,  1870.     Graduated. 
Cheek,  John  F. 

29  June,  1870.     Dropped. 
Clark,  William  G. 

29  June.  1870.     Resigned. 
Coffin,  Frederiek  W. 

10  June,  1870.     Graduated. 
Coleman,  W^illiam  K 

22  September,  1870.     Resigned. 
Col  well.  John  C 

23  September,  1870.     Graduated. 
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Corhin,  Clarenee  A. 

27  September,  1870.     Graduated. 
Craig,  Corydon  F. 

8  June,  1870.     Dropped. 
Deeatnr,  Stephen. 

8  June,  1870.     Resigned. 
Born,  Edward  J. 

23  September,  1870.     Graduated. 
Doyle,  Robert  W. 

30  SeiJtember,  1870.     Graduated. 
Button,  William  T, 

8  June,  1870.     Dropped. 
Emmons,  CJeorge  T. 

8  June,  1870.     Graduated. 
Fiske,  Bradley  A. 

24  September,  1870.     Graduated. 
Fletcher,  Frank  F. 

23  September,  1870.     Graduated. 
Flynne,  TiUeien. 

1  October,  1870.     Graduated. 
Fuller,  Edward  C. 

28  September,  1870.     Graduated. 
Gaither,  Edward  H. 

1  October,  1870.     Resigned. 
Gibson,  I>ewis  W. 

22  September.  1S70.     Resigned. 
Gillett,  Joseph  A. 

39  September,  1870.     Resigned. 
Hall,  Alfred  E. 

27  September,  1870.     Resigned. 
Hallowell,  William  H. 

13  October,  1870.     Resigned. 
Hard,  Edwin  F. 

30  September,  1870.     Resigned. 
Harrington,  William  G. 

31  June,  1870.     Dropped. 
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Ilartiiian,  I'rc-«l«>rick  I^. 

21  Sfiitenibor,  In 711.      lU-si-jned. 

Haskell,  C'liarlos  W. 

25  June,  ISTO.     Graduated. 
Hodges,  Henry  M. 

30  September,  1870.     Graduated. 
Holmes,  Frauk  H. 

30  June,  1870.     Graduated. 
Howe,  Alfred  Li. 

29  Sejitember,  1870.     Graduated. 
Hushes,  Walter  S. 

20  Septciiiljer,  1870.     Graduated. 
Hull,  Charles. 

24  September,  1870.     Resigned. 
Hunt,  Henry  J. 

33  June,  1870.     Graduated. 
Hunt,  Ridgely. 

21  September,  1870.     Graduated. 
Hutchins,  Hamilton, 

24  June,  1870.     Graduated. 
Hutter,  George  E. 

23  June,  1870.     Graduated. 
Jardine,  Augustus  £. 

22  September,  1870.     Graduated. 
Jones,  George  H. 

27  September,  1870.     Resigned. 
Jones,  John  K. 

21  September,  1870.     Resigned. 
Kinney,  Robert  P. 

27  September,  1870.     Resigned. 
liaird,  Charles. 

29  September,  1870.     Graduated. 
I..ewis,  Harry  R. 

23  September,  1870.     Resigned. 
McCartney,  Charles  51. 

22  September,  1870.     Resigned. 
McDaid,  Guilford  91. 

30  September,  1870.     Resigned. 
McDowell,  Tt'ilken  C. 

30  June,  1870.     Resigned. 
McGinnis,  Milliam  8. 

25  June,  1870.     Drojiped. 
McGunnegle,  George  K. 

33  September,  1870.     Resigned. 
Moorman,  Henry  P. 

21  Sejitember,  1870.     Dropped. 
!^'egley,  James  S. 

30  .June,  1870.     Resigned. 
Nichols.  John  C. 

21  September,  1870.     Dropped. 
Xoell,  York, 

21  September,  1870.     Graduated. 
}Vostrand,  Warner  H. 

24  September,  1870.     Graduated. 


[  Osgood,  Hosea  A. 

22  September,  1870.     Resigned. 
Oliver,  William  C. 

21  September,  1870.     Resigned. 
Parker,  John  F. 

30  September,  1870.     Graduated. 
Peacock,  David. 

28  September,  1870.     Graduated. 
Peacock,  Samuel  M. 

19  October,  1870.     Resigned. 
Peale,  L.ouis  T. 

7  October,  1870.     Resigned. 
Peters,  George  H. 

24  June,  1870.     Graduated. 
Powers,  Stephen  A. 

29  September,  1870.     Resigned. 
Ragan,  Otho  H.  M  . 

23  June,  1870.     Resigned. 
Ray,  Edmund  G. 

22  September,  1870.     Dropped. 
Reich,  Henry  F. 

28  September,  1870.     Graduated. 
Reiley,  William  T.  W. 

23  September,  1870.     Resigned. 
Reynolds,  Edwin  Li. 

23  June,  1870.     Graduated. 
Reynolds,  Matthew  G. 

23  September,  1870.     Graduated. 
Rooney,  IVilllam  R.  A. 

29  September,  1870.     Graduated. 
Scott,  Bernard  O. 

30  June,  1870.     Graduated. 
Sharp,  Alexander,  Jr. 

21  June,  1870.     Graduated. 

Stewart,  John  W. 

29  September,  1870.     Graduated. 
Stoncy,  George. 

21  September,  1870.     Graduated. 
Strader,  Joseph  S. 

23  September,  1870.     Resigned. 
Teniiison,  John  li. 

23  September,  1870.     Resigned. 
Thomas,  John  C. 

23  September,  1870.     Dropped 
Townley,  Richard  II. 

21  Juiu-,  ISTO.     Gniduuted. 
Turner,  James  V. 

21  June,  INTO,     liesigncd. 
Turner,  W  illiaiii  II. 

29  SepteiiiIxT,  lh70.     Dropped. 
TVanless,  George  J. 

30  June,  1870.     Resigned. 
Ward.  Arthur  J. 

29  September,  1870.     Dropped. 
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IrVat.kins,  Samuel  W. 

1  October,  1870.     Resigned. 
"Way,  George  B. 

31  September,  1870.     Resigned. 
Weguiaiin,  Albert. 

32  September,  1870.     Graduated. 
Wells,  Henry  F. 

21)  September,  1870.     Resigned. 
Whipple,  Edward  A. 

33  September,  1870.     Resigned. 


White.  lEiinter  C. 

lo  .June,  1870.     Resigned. 
Whitelield,  William  E. 

22  .June,  1870.     Graduated. 
Whiteheail,  Thomas  C. 

21  September,  1870.     Dropped. 
Wills,  Allen  W. 

22  September,  1870.     Resigned. 
Winslow,  Cameron  M. 

20  September,  1870.     Graduated. 


1S71. — IMidshipmeu. 


Amsden,  Charles  U. 

31  September,  1871.     Graduated. 
Beatty,  Frank  E. 

23  September,  1871.     Graduated. 
Blakesley,  Mendle  P. 

10  June,  1871.     Resigned. 
Boult,  Clare. 

23  September,  1871.     Resigned. 
Brawnersreuther,  William. 

26  September,  1871.     Graduated. 
Brent,  Samuel  O. 

33  September,  1871.     Resigned. 
Campbell,  William. 

10  June,  1871.     Resigned. 
Caperton,  W^illiain  B. 

13  June,  1871.     Graduated. 
Chambers,  Washington  I. 

9  June,  1871.     Graduated. 
Chase,  Henry  G. 

33  September,  1871.     Resigned. 
Collamore,  George  W. 

10  June,  1871.     Dropped. 
Collins,  Frank  S. 

36  September,  1871.     Graduated 
Crittenden,  Albert  B. 

14  October,  1871.     Resigned. 
Cutler,  William  G. 

33  September,  1871.     Graduated. 
Daniels,  DaTid. 

13  June,  1S71.     Graduated. 
Diggs,  Robert  D. 

35  September,  1871.     Resigned. 
Drake,  Cbarles  C. 

10  June,  1871.     Resigned. 
Dubois,  Henry  O. 

33  September,  1871.     Resigned. 
Dyer,  Shubael  A. 

(i  October,  1871.     Resigned. 
Elder,  Eustaee  C. 

28  September,  1871.     Resigned. 


Ewing,  Boyd. 

15  June,  1871.  Dropped. 
Ford.  Henry  W. 

il  June,  1 871.  Resigned. 
Gillmore,  James  C 

22  September,  1871.     Graduated. 
Glassfortl.  William  A. 

37  September,  1871.     Resigned. 
Goss,  Edwin  C. 

21  September,  1871.     Resigned. 
Gove,  Charles  A. 

3  June,  1871.  Graduated. 
Grabo,  Herman  F. 

33  September,  1871.     Resigned. 
Ilalpine,  Nicholas  J.  Li.  T. 

13  June,  1871.  Graduated. 
Hamersly,  Thomas  H.  S. 

30  September,  1871.     Resigned. 
Hayward,  Charles. 

9  June,  1871.  Resigned. 
Helm,  James  M. 

30  September,  1871.     Graduated. 
Hicks,  Edward  W. 

23  September,  1871.     Resigned. 
Hodgson,  Alboii  C. 

9  June,  1871.  Graduated. 
Hasley,  Harry  H. 

33  September,  1871.     Graduated. 
Hng^bes,  Silven. 

9  June,  1871.  Resigned. 
Hunt,  Willie  W. 

30  September,  1871.     Resigned. 
Jenkins,  Stephen. 

31  September,  1871.     Graduated. 
Johns,  Frank. 

9  Juno,  1871.  Resigned. 
I<athrop,  Frederick  A. 

10  June,  1871.  Resigned. 
Eanferty,  Simon  li. 

22  September,  1871      Resigned. 
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lieirls,  Robert  E. 

5  October,  1871.     Resigned. 
91anley,  James  S. 

SO  September,  1871.     Resigned. 
McCoy,  Frauk  C. 

9  June,  1871.     Resigned. 
McGniinegle,  George  K. 

26  September,  1S71.     Resigned. 
Mearn,  Saiimel  91, 

9  June,  1871.     Resigned. 
Milligaii,  Ricbard  T. 

1(5  June,  1871.     Graduated. 
Osborne,  Eben  S. 

30  September.  1871.     Resigned. 
Peacock,  Sainiiel  M. 

21  September,  1871.     Resigned. 
Piepnieyer,  Lionis  W. 

23  September,  1871.     Graduated. 
Polaii«l,  Edward  R. 

23  September,  1871.     Resigned. 
Rogan,  Otlio  U.  W. 

10  June,  1871.     Resigned. 
Reed,  George  H. 

9  June,  1871.     Resigned. 
Reed,  Horace  B. 

6  October,  1871.     Resigned. 
Reynolds,  liorell  K. 

*9  June,  1871.     Graduated. 
Sears,  James  H. 

23  September,  1871.    Graduated. 


Seyburn,  Stephen  Y. 

10  June,  1871.     Resigned. 
Sherman,  Francis  II. 

21  September,  la71.     Graduated. 
Sherman,  John  A. 

13  June,  1S71.     Graduated. 
Slaugliter,  Harry  A. 

18  September,  1871.     Resigned. 
Smith,  James  T. 

13  June,  1871.     Graduated. 
Tappan,  Benjamin  S. 

22  September,  1871.     Graduated. 
Thompson,  Cyrns  H. 

23  September,  1871.     Resigned. 
Usher,  ]Vathaniel  R. 

33  Septemlier,  1N71.     Graduated. 
Tarnnni,  H'illiam  L. 

9  June,  1871.     Graduated. 
Yinton,  Frederick  B. 

21  September,  1871.     Graduated. 
Wise,  Edward  E. 

8  June,  1871.     Graduated. 
Wood,  Thomas  N. 

10  June,  1871.     Resigned. 
Woo<l,  Moses  li. 

23  September,  1871.     Graduated. 
Worcester,  George  II. 

27  September,  1871.     Graduated. 


1873.— Midshipmen. 


Albertson,  Jonathan  W. 

6  June,  1873.     Resigned. 
Alderson,  William  B. 

24  September,  1873.  Resigned. 
Allen,  William  H. 

27  Septemlier,  1873.  Graduated. 
Alniy,  Angtistus  C 

7  June,  1873.     Dropjied. 
Bailey,  Morton  S. 

21  Septemljer,  1872.  Resigned. 
Benson,  William  S. 

23  Septemlier,  1872.  Graduated. 
Bonlt,  Clare. 

8  June,  1872.     Droppad. 
Boush,  Cliii'ord  J. 

(i  June,  1872.     Graduated. 
BroMn,  Stimpson  J. 

21  September,  1873.  Graduated. 
Bntterfleld,  Harry  N. 

24  September,  1872.     Dropped. 


Cheek,  John  F. 

8  June,  1872.     Dropped. 
Cherbonnier,  Caleb  V. 

8  June,  1^72.     Resigned 

Chipman,  William  E. 

1  Octolier,  1872.     Resigned. 
Cofl'man,  I>e  Witt. 

8  .luiic,  1872.     Graduated. 
Conyers,  James  H. 

24  September,  1872.     Resigned, 
Crnger,  Engene. 

12  June,  1872.     Resigned. 
Cnlver,  Abraham  E. 

C  June,  1S72.     Graduated. 
Cnse,  Daniel  R. 

OJune,  lt<72.     Graduated. 
Diggs.  Robert  I>. 

15  .luiio,  1872.     Dismissed. 
Dombaugh.  Harry  M. 

8  June,  1873.     Graduated. 
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Donnelly,  George  D. 

25  September,  lsT2.  Resigned 
Duer,  Francis  H. 

25  Septemlier,  1872.  Dropped. 
Uldridge,  Foxall  P. 

25  September,  1&'.'3.  Resigned. 
Fegan,  CliarJes  P. 

24  September,  1872.  Resigned. 
Fisher,  Elstner  N. 

24  September,  1872.  Graduated. 
Flanigan,  Willis  S. 

30  September,  1^72.  Resigned. 
Fletolier,  I-ewis  €. 

26  September,  1872.  Dropped. 
Foulk,  Georfve  C. 

15  June,  1W72.     Graduated. 
Frenicel,  Avtliiir  B. 

8  June,  ltS72.     Resigned. 
Geuring,  Harry  C 

13  June,  1872.     Graduated. 

Oilder,  Joseph   B. 

28  September,  1872.     Resigned. 

Goodfellow,  George  E. 

13  June,  1873.     Dropped. 
Grabo,  Herman  F. 

21  September,  1872.  Graduated. 
Gray,  Charles  H. 

25  September,  1872.  Resigned. 
Gridley,  Frederick  D. 

25  Septemljer,  1872.  Resigned. 
Griffin,  Thomas  D. 

23  September,  1873.  Graduated. 
Hall,  Alfred  t. 

21  September,  1872.  Graduated. 
Hall,  William  £.  W. 

llJune,  1S72.     Resigned. 

Haiiinion,  William  G. 

■i4  September,  1872.  Graduated. 
Harrison,  Horace  W. 

26  Septeraljer,  1872.  Graduated. 
Heap,  Samnel  L. 

13  November,  1872.  Resigned. 
Henderson,  ISichard. 

26  September,  1872.  Graduated. 
Henderson,  William  C. 

25  September,  1872.  Resigned. 
Hodges,  Fletcher. 

6  June,  1872.     Resigned. 
Hogg,  W^illiam  S. 

25  September,  1873.  Graduated. 
Horton,  Cyrns  W, 

13  June,  1873.     Resigned. 
Howard,  Grosvenor  T. 

2-8  September,  1872.     Resigned. 


Johnson,  Henry  A. 

()  June,  1872.     Graduated. 
Jonen,  I>avid  W. 

lOJune,  1S72.     Resigned. 
Jones,  Horace  T. 

lOJune,  1S72.     Resigned. 
Katz,  Fdward  M. 

10  June,  1873.     Graduated. 
King,  George  E. 

C  June,  1872.     Resigned. 
lieach,  Edward  D. 

10  June,  1872.     Resigned. 
I^ocked,  William. 

23  September,  1872.     Dropped. 

Macomb.  Angnstns  C. 

2.>  September,  1873.     Resigned. 
Mallory,  Stevenson  B. 

13  J  line,  1872.     Graduated. 
Manadier,  Thomas  B. 

11  June,  1873.     Resigned. 
Mayo,  Henry  T. 

14  June,  1872.     Graduated. 
Melican,  Waiter. 

7  J  ime,  1 872.     Graduated. 
3Ic]Vasser,  John  H. 

10  June,  1872.     Resigned. 
Messinger,  layman  B. 

27  September,  1872.     Resigned. 
Minett,  Henry. 

10  June,  1872.     Graduated. 
Mitchell,  Alexander  B. 

8  June,  1873.     Resigned. 
Mnnn,  Charles  W. 

27  Septeu.lier,  1872.     Resigned. 
Xewton,  John  T. 

K)  October,  1873.     Graduated. 
Norris,  CalTin  C  J. 

37  September,  1872.     Resigned. 
O'Keefe,  John  T. 

25  September,  1872.     Dropped. 
Osterhont,  William  B. 

13  June,  1872.     Resigned. 
P.air,  Albert  F. 

10  June,  1872.     Resigned. 
Parker,  Benjamin  W. 

23  Septeinl-ier,  1872.     Resigned. 
Pond,  Charles  F. 

ISJune,  ls72.     Graduated. 
Potts,  Templin  M. 

8  June,  1872.     Graduated. 
Prondtif,  John  M. 

25  September,  1872.     Graduated. 
Kay,  Hobert  C. 

2  October,  1873.     Graduated. 
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Kicker,  Edward  P. 

13  June,  1872.     Resigned. 
Rogern,  Charles  C 

SJuiK',  1S72.     Graduated. 
Rollins.  Anthony  W. 

11  June,  1 872.     Graduated. 
Rose,  >Vildcniar  D. 

6  J  une,  1872.     Graduated. 
Rowan,  Andrew  S. 

24  September,  1872.     Dropped. 
Rush,  IVilliam  R. 

10  June,  1872.     Graduated. 
Sheeks,  James  D. 

2(1  September,  1872.     Resigned. 


Vstick.  U'iiliaiii  F. 

21  ^^^■ptl■Inlle]■,  1872.      licsigned. 
Walling,  Rurns  T. 

0  June,  l!S72.     Gradiiatcil. 

Winch,  Thomas  ii. 

21  September,  1872.     Graduated. 
Winston,  Charles. 

21  September,  1872.     Resigned. 
Woodworth,  dteiini  K. 

1  Oct(jber,  1872.     (In.duated. 
Young,  M'illiaiii  T. 

23  September.  1^72.     Dropped. 


1873.— Midshipmen. 


Ancona,  John. 

24  September,  1873.     Resigned. 

Atwater,  Charles  X. 

26  September,  1878.     Graduated. 
Rlodgett,  Spencer  L,. 

30  September,  1873.     Resigned. 
Bostwiok,  Frank  M. 

27  September,  1^73.     Graduated. 

Brice,  Jonathan  K. 

IG  June,  1873.     tiraduated. 
Bronaugh,  William  V. 

7  J  une,  1873.     Graduated. 
Brumby,  Thomas  M. 

29  September,  1873.     Graduated. 
Buckley,  Frank  S. 

27  September,  1873.     Resigned. 
Bnnn,  Maurice  O. 

20  September,  1873.    Resigned. 
Bnrdick,  William  L.. 

27  September,  1873.     Graduated. 
Cantield,  William  C. 

20  September,  1873.     Graduated. 
Carrington,  Austin  D. 

25  September,  1873.     Resigned. 

Case,  Frank  B. 

10  June,  1873.    Graduated. 

Castle,  Mark  C. 

30  September,  1873.     Resigned. 

Chase,  lohn  0. 

24  September,  1873.     Dropped. 
Constant,  Walter  M. 

10  June,  1873.     Graduated. 
Cook,  Simon. 

10  June,  1873.     Graduated. 
Crenshaw,  Charles  R. 

1  October,  1873.     Resigned. 


Crosby,  William. 

14  June,  1S73.     Resigned. 
Bavid,  William  G. 

20  Scptemlx  r,  ls73.     Graduated. 
Benfleld,  tJeorge  W. 

24  September,  In?:'..     Graduated. 
Bent,  Baime  C. 

16  June,  1873.     Graduated. 
Bickinson,  Thom:is. 

25  September,  lt<73.     Resigned. 
Bodd,  Arthur  W. 

10  Juue,  1873.     Graduated. 
Bodge,  Omenzo  G. 

17  June,  1873.     Graduated. 
BonoTan,  Robert  M. 

16  June,  1873.     Resigned. 
Bnnn,  Herbert  O. 

9  June,  1873.     Graduated. 
Bj'keman,  John  H. 

7  June,  1873.     Resigned. 
Endress,  William  F. 

26  September,  1873.     Resigned. 
Fauntleroy,  Robert  P. 

25  September,  ls73.     Resigned. 
Fechteler,  Aiigustus  F. 

9  June,  1873.     Graduated. 
Fletcher,  l,ewis  C. 

17  June,  lb73.     Resigned. 
Fullam,  William  F. 

25  September,  1873.     Gradunte'!. 
Gleanes,  Albert. 

12  June,  1873.     Graduated. 
Goulding,  Francis  S. 

11  June,  1873.     Drojjped. 
Grant,  Albert  W. 

10  June,  1873.     Graduated. 
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GreeiL,  Thomas. 

1(5  June,  1873.  Resigned. 
Green,  'tVilliaiii. 

24  September,  1873.     Resigned. 
Griffith,  Horace  P. 

2()  September,  1873.     Resigned. 
Ilagar,  Walter  C. 

4  October,  1873.  Resigned. 
Hall,  M  illlaui  E.  W. 

Ki  .Tune,  1873.  Resigned. 
Ilarkiieiiiii;,  Thoiiia!^  G. 

7  .Tuue,  187:;.     Resigned. 
Heath,  Frank  R. 

25  September,  1873.     Graduated. 
Hes»i<,  George  H. 

25  September,  1873.     Resigned. 
Hodgen,  Benjamin  W. 

25  September,  1873.     Graduated. 
Holmes,  Howard  N. 

10  June,  1873.  Resigned. 
Horton,  Roseoe. 

1  October,  1878.  Resigned. 
Jayne,  Anselni  H. 

24  September,  1873.     Resigned. 
Jeffries,  Alfred. 

10  June,  1873.  Graduated. 
Jones,  Henry  C 

29  September,  1873.     Resigned. 
Jordan,  John  ST. 

10  June,  1873.  Graduated. 
I^ansdale,  Philip  T. 

10  June,  1873.  Graduated. 
lie  Bron,  John  F. 

14  June,  1873.  Resigned. 
liCe,  Clarence  E. 

24  September,  1873.     Resigned. 
Lindley,  Henry  B. 

10  June,  1873.  Dropped. 
Lioekwood,  John  A. 

27  September,  1873.     Resigned. 
Lull,  Richard  H. 

25  September,  1873.     Resigned. 
IWason,  John  G. 

7  June,  1873.  Resigned. 
9IcClennan,  Alonzo  C 

24  September,  1873.     Resigned. 
niorris,  Frank  C 

26  September,  1873.     Resigned. 
IVelson,  Valentine  S. 

10  June,  1873.  Graduated. 
Oliver,  James  H. 

16  June,  1873.  Graduated. 
Orchard,  John  M. 

12  June,  1873.     Graduated. 


Ornisby,  George  F. 

25  September,  1873.     Graduated. 
Paris,  Russell  C 

25  September,  1873.     Graduated. 
Parker,  Benjamin  W. 

26  September,  1873.     Dropped. 
Parker.  James  P. 

10  June,  1 873.     Graduated 
Pnrcell,  John  L.. 

30  September,  1873.     Graduated. 
Riorden,  tVilliain  V. 

24  Septemlier,  1873.     Dropped. 
Rogers,  Henry  H. 

10  June,  1873.     Graduated. 
Ryan.  Thomas  W. 

10  June,  1873.     Graduated. 
Sanders,  Ezra  P. 

24  September,  1873.     Resigned. 
Schoolcraft,  Oliver  J. 

7  June,  1873.     Resigned. 
Seucerhox.  IVilliani. 

10  June,  1873.     Resigned. 
Stevens,  Uilliam  K. 

30  Sejjteniber,  1873.     Resigned. 
Taylor,  Bushrod  W. 

24  September,  1873.     Resigned. 
Taylor,  Hiero. 

30  September,  1878.     Graduated. 
Taylor,  Thomas  H. 

1  October,  1878.     Resigned. 
Todd,  Wilson  L.. 

10  June,  1873.     Graduated. 
Topliam,  Frank  W. 

24  September,  1873.     Graduated. 
Tracy,  Arthur  B. 

7  June,  1873.     Dismissed. 
Vinson.  Webster. 

1  October,  1873.     Resigned. 
Vinton,  Maurice  A. 

7  June,  1878.     Resigned. 
Wakensliaw.  Harry  C. 

12  June,  1873.     Graduated. 
Walsh,  Charles  H. 

19  June,  1873.     Resigned. 
Werl*ch,  Percival  J. 

9  June,  1873.     Graduated. 
Williams,  Charles  S. 

16  June,  1873.     Graduated. 
Wilson,  John  C. 

26  September,  1873.     Dismissed. 
Winterhalter,  Albert  G. 

24  September,  1873.     Graduated. 
Witzell,  Horace  91. 

7  June,  1873.     Graduated. 
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Wood,  Albert  IV. 

25  Seiitemlier,  1873.     Gradimted. 
Wright,  Edward  E. 

24  September.  1873.     Gradiiated. 


Wright,  Robert  K. 

n  .lune,  1873.     Graduated. 


1874 — :»Iidshipnieii. 

In  service  as  Cadet  ^Midshipman,  e.xcept  otherwise  stated. 


Aluiy,  Augustus  C 

20  October,  1874.     Graduated. 
Bailey,  Prentice. 

28  September,  1874.     Rcsigneil. 
Baker,  Henry  E. 

24  September,  1874.     Dismissed. 
Barnard,  L.ouis  H. 

13  June,  1874.     Resigned. 
Bartlett,  David. 

24  September,  1874.     Resigned. 
Beale,  Joseph. 

12  October,  1874. 
Bell,  John  A. 

13  June,  1874.     Graduated. 
Belmont,  Oliver  H.  P. 

30  September,  1874.     Resigned. 
Bibb,  Peyton  B. 

12  June,  1874.     Graduated. 
Biddle,  Spencer  F.  B. 

13  June,  1874.     Graduated. 
Boon,  Howard  C. 

12  June,  1874.     Resigned. 
Boyd.  John  P. 

26  Septemlier,  1874.     Resigned. 
Breck,  C'liarles  R. 

21  October,  1874.     Dismissed. 
Cahoon,  James  B. 

10  June,  1874.     Graduated. 
Clark,  George  R. 

9  June,  1874.     Graduated. 
Conger,  Pliny  O. 

13  June,  1874.     Resigned. 
Cox,  William  H. 

26  September,  1874.     Drowned. 
Cramer,  Ambrose. 

28  September,  1874.     Graduated. 
Craven,  John  E. 

24  Septemlier,  1874.     Graduated. 
Crosby,  William. 

25  September,  1874.     Resigned. 
Cnmmings.  I.ieroy  E. 

24  September,  1874.     Resigned. 
Cunningham,  Andrew  C. 
y  June,  1874. 


Dickinson.  Thomas. 

■^i  Septemlier,  1N74.     Dismissed. 
Dougherty,  John  A. 

12  June,  1874.     Graduated. 
Drayton,  Percival  li. 

10  June,  1874.     Graduated. 
Duer,  Francis  H. 

9  June,  1874.     Resigned. 
Fillmore,  John  H. 

24  September,  1874.     Graduated. 
Fitzgerald,  Edward  D. 

2  October,  1874.     Resigned. 
Garrett,  Charles  W. 

24  September,  1874.     Died  1877. 
Gibson,  John. 

9  June,  1874.     Graduated. 
Glennon,  James  H. 

24  September,  1874.     Graduated. 
Graham,  W'illiam  A. 

28»September,"1874.     Resigned. 
Gray,  Alfred  G. 

26  September,  1874.     Resigned. 
Gray,  James. 

24  September,  1874.     IJesigned. 
Guinnep,  Arthur  IS. 

28  Septemlier,  1874.     Resigned 
Hetherington,  James  H. 
9  June,  1874.     Graduated. 

Holcombe,  John  H.  l>. 

27  June,  1874.     Graduated. 
Hood,  John, 

12  June,  1874.     Dismissed. 
Hooke,  Horatio  H. 

26  Sept.,  1874.     Died  2  Jan.,  18S1. 
Hnghes,  Richartl  M. 

25  September,  1874.     Graduated. 
Iluse,  Harry  M.  P. 

30  September,  1874.     Graduated. 
Jungen,  Charles  W. 

24  September,  1«74.     Resigned. 
Kimmell,  Harry. 

'-'8  Septen>lier,  1874.     Graduated 

Knapp,  Harry  S. 

26  June,  1874.     Graduated. 
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Knapp,  John  J. 

9  June,  1874.    Graduated. 
liloyil,  Edward. 

17  June,  IST-t.    Graduated. 
liOpez,  Robert  F. 

29  September,  1874.    Gaaduated. 
Maiiry,  Alfred  I. 

28  September,  1874.     Resigned. 
Maxwell,  William  J. 

9  June,  1874. 
Mayer,  Cliester  A. 

16  June,  1874.     Dismissed. 
McClain,  Cliarles  S. 

3  November,  1874.     Graduated. 
McDonnell,  John  E. 

30  SeiJteniber,  1874.     Graduated. 
Meares,  Frederick  P. 

25  September,  1874.     Resigned. 
Menefee,  Daniel  P. 

25  September,  1874.     Graduated. 
Milton,  Eawson  D. 

25  September,  1874.     Dismissed. 
Morey,  Alfred  ii. 

25  September,  1874.     Resigned. 
Paxton,  Alfred  N. 

24  September,  1874.     Resignetl. 
Perry,  George  E. 

10  June,  1874.    Dropped. 
Perry,  Johin  A. 

29  September,  1874.     Resigned, 
Picking,  William  W. 

24  September,  1874.     Resigned. 
Ponnd<$tone,  Homer  C. 

24  September,  1874. 
Preble,  George  H.  R. 

25  September,  1874.     Resigned. 
Qninby,  John  G. 

12  .June,  1874.    Graduated. 
Read,  Manrice  L,. 

28  September,  1874. 
Red  fern,  Joseph  Ei. 

14  July,  1874.     Resigned. 
Richardson,  Samuel. 

17  June,  1874.     Resigned. 


Rodgers,  Thomas  S. 

24  September,  1874.     Graduated. 
Rodgers,  William  li. 

11  June,  1874.     Graduated. 
Rogers,  Allen  G. 

12  June,  1874.     Graduated. 
Rowan,  Andrew  S. 

25  September,  1874.     Resigned. 
Schwerin,  Rennie  R. 

25  September,  1S74.     Graduated. 
Shipley,  John  IT. 

30  Septenilier,  1874.     Graduated. 

Skinner,  Frank  C. 

20  Sejitember,  1874.     Resigned. 
Smith,  Roy  C. 

3  October,  1874.     Graduated. 
Sparhawk,  George. 

24  September,  1874.     Graduated. 
Spragne,  Frank  J. 

29  September,  1874.     Graduated. 
Stafford,  George  G. 

10  June,  1874.     Graduated. 
SturdiTant,  Harry  L.. 

13  June,  1874. 
Swift,  Franklin. 

9  June,  1874. 
Tillman,  Edwin  H. 

28  September,  1874.     Resigned. 
Van  Home,  George. 

9  June,  lb74.     Dropped. 
Wallace,  Carsliena. 

9  June,  1874.     Died  23  Dec.,  1874. 
Webb,  Eovell  H. 

28  September,  1874.     Dismissed. 
Webster,  Edwin  B. 

28  September,  1874.     Resigned. 
Welch,  George  S. 

24  September,  1874. 
White,  William  P. 

SOJune,  1S74.     Graduated. 
Wilson,  I<lewellyn  V. 

2o  September,  1ST4.     Resigned. 
Tonng,  Feramorz  E. 

24  September,  1874.     Resigned. 


1875. — Midshipmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Arnold,  John  P. 

2.5  June,    1875.     Died  18   Ji.iv,   187(i. 
Aldrich,  Stuart. 

18  September,  1875.     Resigned. 


Bailey,  John  B. 

IS  Septemlier,  1875.     Resigned. 
Barkley,  Richard  W. 

25  June,  1875.     Dismissed. 
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Kardett,  DaTid. 

1 «  September,  1875.     Resigned. 
Berkeley,  Francis  I,i. 

18  Septemljer,  1875.     Dropped. 
Bitler,  Reiibeu  O. 

25  June,  ls75. 
Klish,  John  B. 

18  September,  1875.     Graduated. 
Blij>is,  Herbert, 

18  Septi-uiber,  1?75.     Resigned. 
Bonflls,  Thomas  IL. 

24  .lune,  1875.     Dropped. 
Booth,  Henry  D. 

18  September,  1875.     Resigned. 
Bowden,  Frank  W. 

18  September,  1875. 
Breekenridge,  Robert  J. 

18  September,  1875.     Resigned. 
Bridges,  Mark. 

24  June,  1875.     Died  9  July,  1875. 
Brown,  Guy  TV. 

24  June,  1875. 
Brown,  James  S. 

18  September,  1875. 
Buchanan,  Wilson  W. 

24  June,  187.5. 
Buliington,  Anson  IV. 

18  September,  1875.     Resigned. 
Bullitt,  Howard  H. 

18  September,  1875. 
Chase,  Henry  S. 

24  June,  1875.     Graduated. 
Clements,  Abner  B. 

24  June,  1875.     Graduated. 
Cookie,  Rudolphns  R. 

24  June,  1875. 
Condiot,  Fdward  C. 

25  June,  1875.     Resigned. 
Cooke,  Paul  B. 

18  September,  1875.     Resigned. 
Cooper,  Robert  J. 

18  Septeml>er,  1875.     Resigned. 
Dewey,  Theodore  G. 

25  June,  1875. 
Drake,  James  C. 

24  June,  1875. 
Fillebrown.  Horatio  Ti. 

25  June,  1875. 
Finley,  Henry  M. 

25  June,  1875. 
Franklin,  Thomas  B. 

1 8  September.  1 875.     Resigned. 
French,  George  R. 

24  June,  1875. 


Garrett,  I..eigli  O. 

18  September,  1875.  Graduated. 
Garrett,  Le  Roy  M. 

18  September,  1875.  Graduated. 
Gibbons,  John  H. 

18  September.  1875.  Graduated. 
Gill,  William  A. 

24  June,  1n75.     Graduated. 
Gilmore,  Alexander  C. 

18  September,  1875.     Resit;ii<<I. 
Godfrey,  Frank  I- 

25  June,  1875.     Resigned. 
Gorgas,  Miles  C. 

18  September,  1875. 
Gresham.  M  illiain  A. 

25  June,  1875. 
Haines,  Henry  C. 

3  July,  1875. 
Harlow,  Charles  H. 

18  September,  1875.  Graduated. 
Harrison,  George  E. 

24  June,  1875.     Resigned. 
Hanson,  .llexander  R. 

24  June,  1875. 

Hayden,  Fdward  E. 

24  June,  1875.     Graduated. 
Haymond,  Edgar  B.  W. 

18  September,  1875.     Resigned. 
Hill,  Charles  H. 

18  September,  1875. 
Hood,  John. 

18  September,  1875.  Graduated. 
Huntoon,  Fitz  Anbert. 

18  Sejitemljer,  1875. 
Irving,  Wasliiugton. 

18  Septembej-,  1875.     Dropped. 
Jackson,  Samuel  Li. 

18  September,  1875.     Resigned. 
Johnston,  Campbell  M. 

18  September,  1875.     Resigned. 
Jones.  Richard,  Jr. 

25  .luue,  1875.     Resigned. 
Kellogg.  Frank  M'. 

24  June,  1875.     Graduated. 
Kimball,  Edward  F. 

25  June,  1875.     Resigned. 
King,  Wi'liam  N. 

25  June,  1 875.     Resigned.     Restored 
by  Act  of  Congress. 
Lieiper,  Edward  F. 

25  .lune,  1875. 
IiCTisee,  Eeonidas. 

25  June,  1875.     Resigned. 


GENERAL  NAVY  REGISTER. 


859 


IiUby,  John  F. 

24  June,  1875. 
Marsta,  Charles  C 

18  September,  1875.     Graduated. 
Manry,  W.  O.  N.  P. 

18  September,  1875.     Resigned. 
Mincer,  Randolph  H. 

24  June,  1875.     Graduated. 
Moore,  John  McC 

24  June,  1875.    Died  16  Nov.,  1879. 
Morse,  William. 

18  September,  1875.     Resigned. 
Mndfl,  John  A. 

18  September,  1875.     Graduated. 
IVorris,  Calvin  C.  J. 

18  September,  1875.     Resigned. 
O'Connell,  James. 

13  September,  1875.     Resigned. 
Offley,  Edward  H. 

25  June,  1875.     Resigned. 
Ord,  Edirard  O.  C. 

18  September,  1875.     Resigned. 
Parsons,  Frank  B. 

18  September,  1875.     Dismissed. 
Perkins,  Conell. 

18  September,  1875. 
Porter,  John  P. 

18  September,  1875.     Resigned. 
Ripley,  Charles  S. 

25  June,  1875.     Graduated. 
Robinson,  Herbert  J. 

18  September,  1875.     Graduated. 


Rodman,  Hugh. 

18  September,  1875. 
Russell,  William  W. 

18  September,  1875.     Dropped. 
Saunders,  ]Vaf. 

3  July,  1875.     Resigned. 
Schruiii,  James  A. 

18  September,  1875.     Resigned. 
Scott,  George  A. 

24  June,  1870.     Resigned. 
Sears,  Waiter  J. 

24  June,  1875. 
Sloan,  Robert  S. 

24  June,  1875.     Graduated. 
Snowden,  Thomas. 

25  Jime,  1875.     Graduated. 
Starkloit',  Fmile  A.  You. 

18  September,  1S75.     Resigned. 
Thorn,  Will>am  A. 

24  June,  1S75.     Graduated. 
Thompson,  Fdirard  C. 

18  September,  1875.     Resigned. 
Tillman,  Edwin  II. 

18  September,  1875.     Graduated. 
Wike,  IlarTcy. 

IS  Sept.,  1875.     Died  2G  Feb.,  1880. 
Wilkinson,  Ernest. 

24  June,  1875. 
Winchester,  William  S. 

18  September,  1875.     Resigned. 
W'oodworth,  Frederick  A. 

24  June,  1875.     Dismissed. 


1876. — Midshipmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Ackerman,  Albert  A. 

24  June,  1876. 
Algers,  Philip  R. 

23  September,  1876. 
Andrews,  Horace  B. 

24  June,  1876. 
Ashmore,  Harry  B. 

9  October,  187G. 
Babcock,  William  F. 

25  September,  1876.     Resigned. 
Bellinger,  Oscar  H. 

24  June,  1876.     Resigned. 
Bernadon,  John  B. 

23  September,  1876. 
Best,  Wesley  E. 

23  September,  1876.     Resigned. 


Bishop,  I.ot  C. 

24  June,  1876.     Resigned. 
Blow,  George  P. 

22  September,  1876. 
Brainard,  Frederick  R. 

24  June,  1876. 
Briuley,  Edward. 

23  September,  187(;. 
Bronuer,  Edmund  I>. 

23  September,  lS7Ci.     Resigned. 
Bryan,  Samuel. 

24  June,  1876. 
Cabaniss,  Charles. 

24  June,  1S7U. 
Clark,  liCwis  J. 
22  September,  1876. 
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Conncss,  Davitl  C.  B. 

22  September,  1S76.     Resigned. 
Cooke,  Abbot  S. 

23  September,  1876.     Resigned. 
Craig,  Benjamin  U. 

24  June,  IHTIJ. 
Craven,  Maodonough. 

24  June,  187(i 
Deal,  Edwaril  T. 

2G  June,  1876.     Resigned. 
Dent,  Sidney  H. 

23  September,  1876.    Resigned. 
Dielison,  Jojsieph  M. 

24  June,  1870. 
Dillnian,  George  I<. 

24  June,  1876. 
Dojeii,  Charles  A. 

24  June,  1876. 
Dresel,  Herman  G, 

22  September,  1876. 
Dnncan,  L.oiiis. 

22  Sejjtember,  1S76. 
Eldredge,  Houston. 

9  October,  1876. 
Emerson,  William  H. 

12  October,  1870. 
£mmet,  William  li. 

5  July,  1876. 
Eyre,  Planning  Si.. 

22  September,  1876. 
Firestone,  Allison  D. 

24  June,  1876.     Resigned. 
Forsliew,  Kobert  P. 

24  June,  1876. 
Foster,  Edward  W. 

24  June,  1870.     Resigned. 
Ciarland,  Jolin  S. 

24  June,  1876.     Resigned- 
George,  Charles  P. 

6  July,  1876. 
Gilliam,  Donnell. 

24  June,  1876.     Resigned. 
Gray,  James. 

22  September,  1876. 
Haessler,  Francis  J. 

22  September,  1876. 
Hainos,  Robert  P. 

22  September,  1876. 
Haskell,  Porter  D. 

22  September,  1876. 
Haymond,  Edgar  B.  TV. 

22  September,  1876.     Resigned. 
Honrigan.  Patrick  W. 

24  June,  187G. 


Honze,  Arthur  R. 

24  June,  187(i. 
Jones,  Harry  G. 

24  June,  1876.     Dropped. 
liindsey  John  H. 

24June,  1S76.     Resigned. 
^lalionej',  James  E. 

22  September,  1876. 
Matthews,  Thomas  H. 

22  September,  1870. 
Mayer,  Augustus  X. 

24  June,  1870. 
McCrea,  Alexander  S. 

9  October,  1876. 
Miner,  John  R. 

24  June,  1876.     Resigned. 
Morgan,  Stoke!}-. 

24  June,  1876. 
Mnir,  William  C.  P. 

24  June,  1870. 
Murray,  James  B. 

23  Sept.,  Iji70.     Died  II  Aug.,  187 
Xash,  Edwin  W. 

22  September,  1876. 
Xiblack,  Albert  B. 

22  September,  1876. 
Xorton,  Eunian  S. 

22  September,  1876. 
Orlopp,  Max  A. 

24  June,  ls76. 
Parke,  Thomas  A. 

24  June,  1870. 
Parker,  Felton. 

9  November,  1876. 
Parsons,  Arthur  C. 

24  June,  ISTO. 
Patterson,  Samuel  A.  W. 

26  June,  1870. 
Perry,  George  E. 

22  September,  1876. 
Perry,  John  A. 

23  September,  1870.     Resigned. 
Phelps,  Harry. 

23  September,  1876. 
Reamer,  Mark  M. 

24  June,  1870.     Dropped. 
Richardson,  Walter  G. 

22  September,  1,^70. 
Robinson,  William  M. 

24  .hmv,  1870. 
Rodgers,  Guy  G. 

26  September,  1876. 
Rohrbaelier,  Joseph  H. 

24  June,  1876. 
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Russell,  William  "tV. 

23  September,  1870.     Dropped. 
Safibrd,  William  £. 

23  September,  1876. 
Scott,  Ricliai'd  H. 

24  June,  1870.     Resigned. 
Simpson,  Edward. 

20  June,  1870, 
Sims,  William  S. 

24  June,  1870. 
Taylor,  Jolin. 

24  June,  1876.     Resigned. 
Thatcher,  Herbert  W. 

23  September,  1876.     Resignea. 
Trnxtun,  William. 

24  June,  1870. 
Taiice,  Zebnlon  B. 

24  June,  1870. 
Tan  Dnzen,  liCwis  S. 

22  September,  1876. 
Wall,  Francis  R. 

5  July,  1876. 
Wallace,  John  T. 

24  June,  1876.     Dropped. 


Watters,  John  S. 

24  June,  1876. 
West,  George  E. 

23  September,  1876. 
Whitewell,  Samuel  E. 

24  June,  1870.     Resigned.. 
Wbittield,  Jesse  G. 

23  September,  1870.     Resigned. 
Will,  James  F. 

23  September,  1876.     Resigned. 
Williamson,  Benjamin  H. 

23  September,  1870.     Dnipped. 
Williamson,  Samuel  H.. 

23  September,  1870. 
Wilson,  lle^ry  B. 

23  September,  1876. 
Wolfersberger,  William  H. 

22  September,  1870. 
Wood,  James  E. 

23  September,  1876.     Resigned. 
Worthington,  Thomas. 

24  June,  1876. 
Wright,  Silas  H. 

23  September,  1876. 


1877. — Midshipmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Arnold,  John  T. 

39  September,  1877. 
Ballentine,  Henry  S. 

27  June,  1877. 
Barnett,  George. 

27  June,  1877. 
Bell,  Everett  N. 

23  September,  1877. 
Bennett,  Louis  S. 

23  September,  1877. 
Blake,  Robert  B. 

22  September,  1877.     Resigned. 
Buck,  Guy  M. 

22  September,  1877. 
Bunts,  Frank  E. 

27  June,  1877. 
Capehart,  Edward  £. 

27  June,  1877. 
Carroll,  Eugene. 

37  June,  1877. 
Clark,  George. 

27  June,  1877. 
Cohen,  Harry  R. 

37  June,  1877. 


Colwell,  James  II. 

37  June,  1877. 
Conway,  John  J. 

23  September,  1877. 
Cooke,  Abbot  S. 

23  September,  1877.     Resigned. 
Crenshaw,  James  1>. 

23  September,  1877. 
Dashiell,  Robert  B. 

27  June,  1877. 
Donnelly,  Michael  J. 

27  June,  1877. 
Doyle,  James  G. 

27  June,  1S77. 
Dresser,  James  W. 

27  June,  1877. 
Dudley,  Charles  J. 

23  September,  1877. 
Fletcher,  William  B. 

23  September,  1877. 
Flournoy,  William  F. 

27  June,  1877. 
Ford,  William  G. 

23  September,  1877. 
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Forrest,  Rutherford  W. 

22  September,  1877.     Resigned. 
Grambs,  William  J. 

22  SeiJtember,  1877. 
Greeley,  Revere  R. 

22  Sejjtember,  1877.    J)roi)i5ed. 
Haruian,  Eiigeue  M. 

27  June,  1877. 
Harri»iiuii,  £dward  II. 

27  June,  1877. 
Hayden,  Tliuuias  W. 

22  ^Jeptember,  1877. 
Hoke,  William  P. 

22  September,  1877.    Dropped. 
HoosjewerflT,  John  A. 

27  Juue,  1877. 
Howard,  William  1,. 

22  September,  1877. 
Hubbard,  IVatlianiel  91. 

23  September,  1877. 
Hunioke,  Felix  H. 

23  September,  1877. 
Jackson,  Malcolm. 

23  September,  1877.     Resigned. 
Joues,  Alexander  J. 

22  September,  l^TT.     Resigned. 
Karmany,  Liincoln. 

23  September,  1877. 
Kase,  Spencer  M. 

22  September,  1877. 
Kennett,  Percy. 

22  September,  1877.     Resigned. 
Kent,  George. 

27  June,  1877. 
Key,  Albert  t. 

27  June,  1877. 
Kimball,  John  A. 

23  September,  1877. 
Iianikin,  John  .4. 

27  June,  1877.     Dropped. 
liaucliheimer,  Charles  H. 

23  September,  1877. 
liinnard.  Joseph  H. 

27  June,  1877. 
McGiffin,  Philo  ST. 

22  Septemljer,  1877. 
9IcJunkin,  Ira. 

27  June,  1877. 
McKee,  lilewelyn  T. 

27  June,  1877. 
McXutt,  Finley  A. 

22  September,  1877. 
JttcWliorter,  Jacob  G. 

22  September,  1877. 


iUorgaii,   Daniel. 

22  September,  1^77. 
Morris,  Walter  E. 

27  June,  1877.     Resigned. 
Moses,  Franklin  J. 

22  September,  1877. 
Xorton,  Olirer  I>. 

22  September,  1877.     Resigned- 
Oliphant,  Alexander  C. 

23  September,  1877. 
Paine,  Walter  T. 

23  September,  1877. 
Plythian,  Charles  T. 

27  June,  1877. 
Pierce,  Byron  C. 

7  June,  1877. 
Pleasants,  Charles. 

22  September,  1877.     Resigned. 
Poyer,  John  M. 

27  June,  1877. 
Printup,  Darid  1. 

27  June,  1877. 
Rees,  John  Li. 

27  June,  1877. 
Rider,  Frederick  C. 

23  September,  l87'i. 
Schock,  John  Ia. 

27  June,  1877. 
Seniple,  L.orenzo. 

32  September,  1877. 
Slack,  William  Y. 

27  June,  1877.     Resigned. 
Smies,  Frederick  W. 

27  June,  1877. 
Smyth,  James  W. 

27  June,  1877.     Resigned. 
Stable,  Frederick  H. 

22  September,  1877. 
Stayton,  William  H. 

27  Juue,  1877. 
Stewart,  Charles  W. 

37  June,  1877. 
Sutton,  Francis  £. 

27  June,  1877. 
Weeks,  John  W. 

27  June,  1877. 
Wellcr,  Orington  E 

22  September,  1877. 
White,  Harry  K. 

22  September,  1877. 
Wliittlesey,  William  B. 

22  September,  1S77.     Resigned. 
Wickes,  Joseph  li. 

22  September,  1877.     Resigned. 


GENERAL    NAVY    REGISTER. 


Wilkes,  Gilbert. 

22  September,  1877. 


M'ootiward,  Josepli  J* 

'27  June,  1877. 


1873 Midsbipnieii. 

In  service  as  Cadet  Midsbipman,  except  otherwise  stated. 


Anderson,  Edwin  A.,  Jr. 

28»June,  1878. 
Ashby,  Stephen. 

28  June,  1878.     Dismissed. 
Barnard,  John  H. 

30  September,  1878. 
Belford,  Sanmel  E. 

30  September,  1878.     Resigned. 

Blandin,  John  J. 

28  June,  1878. 
Carpenter,  James  F. 

30  September,  1878. 
Dalryiiiple,  Elton  W. 

28  June,  1878. 
]>OTa1e,  Arthur. 

30  September,  1878. 
Duncan,  William  B. 

7  November,  1878. 
Eanies,  Harold  H. 

28  Jmie,  1878. 
Fields,  Wiley  M. 

28  June,  1878. 
Fowler,  Hammond. 

30  September,  1878. 
Gignilliat,  Thomas  H. 

30  September,  1878. 
Gray,  Willie  T. 

28  June,  1878. 
Gwyu,  Eawrenee  S. 

28  June,  1878. 
Hepp,  1  iiarles. 

28  June,  1878. 
Horst,  Henry  A. 

28  June,  1878. 

Jayne,  Joseph  E. 

28  June,  1878. 
Johnston,  Marberry. 

30  September,  1878. 
Kenkel,  Herman  H. 

28  June,  1878. 
Eegare,  Alexander  B. 

28  June,  1878. 


Eodeman,  Frank  F.  E. 

28  June,  1878.     Dismissed. 
Martin,  Clarenee. 

28  June,  1878. 
Mitchell,  Sidney  Z. 

30  September,  1878. 
Morris,  John  R. 

30  September,  1878.     IJesigned. 

Xixon,  Eewis. 

28  June,  1878. 
Philbin,  Patrick  H. 

28  June,  1878. 
Prince,  Thomas  C 

28  June,  1878. 
Rankin,  Harry. 

28  June,  1878.     Dropped. 
Reynolds,  Charles  B. 

28  June,  1878. 
Rieketts,  William   A. 

SO  September,  1878. 
Salisbury,  Smith. 

30  September,  1878.     Dismissed. 
Savage,  Eedru  R. 

30  September,  1878. 
Schrader,  George  M.  Von. 

3  October,  1878. 
Solomon,  Edward  E. 

30  September,  1878.     Resigned. 
Smith,  Thomas  B. 

28  June,  1878. 
Sutphen,  Edson  W. 

28  June,  1878. 
Weeks,  Edwin  B. 

30  September,  1878. 
Whittlesey,  William  B. 

28  June,  1878. 
Wood,  Spencer  S. 

38  June,  1878. 
Woods,  Robert  H. 

30  September,  1878. 
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186S — >lidsliipiiieii. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Agee,  Alfred  P. 

10  September,  1879. 
Alexander,  Robei'C  C 

29  September,  1879. 
Batthis,  Harry  II. 

16  June,  1879. 
Bowman,  ^Villiani  £. 

26  September,  1879. 
Brady,  Cyrns  T. 

2G  Sejjtember,  1879. 
Cassiday,  Edward  B. 

29  September,  ls79. 
Cliapin,  Frederick  li. 

29  September,  1879. 
ColTJn,  Frank  R. 

20  September,  1879. 
C-ooper,  James  J.  G. 

2U  September,  1879. 
Frazier,  Robert  T. 

26  Sejjtember,  1879. 
George,  Harry. 

16  June,  1879. 
Greene,  Samuel  D. 

16  Juue,  1879. 
Jackson,  John  A. 

26  September,  1879. 
Jackson,  John  B. 

26  September,  1879. 
Jastreniski,  £.eon  H. 

29  September,  1879. 
Keith,  Albion  S. 

26  September,  1S79. 
Kiefer,  Edinnnd  F. 

16  June,  1879. 
King,  William  H. 

30  June,  1879. 
I.edbetter,  William  H. 

26  June,  1879. 
TiCnnon,  Michael  £. 

29  September,  1879. 
Xicrcli,  Robert  L.. 

29    September,  1879. 
liOTenskiold,  A.  liee. 

26  September,  1879.     Dropped. 


McCook,  John  A. 

29  September,  1879.     Dropped. 
McCreary,  Wirt. 

16  June,  1879. 
91clntire,  Alonzo  F. 

26  September,  1879. 
iUcKean,  Josiah  S. 

29  September,  1«79. 
>Iegrath,  William  A. 

29  September,  1879. 
>Iitchell,  Charles  R. 

29  September,  ]s79.     Resigned. 
O'liCary,  Timothy  S. 

29  September,  1879. 
Parker,  Foxhall  A. 

26  September,  lfti79.     Resigned. 
Peffley,  llarlen. 

26  September,  1S79.     Resigned. 
Pettit,  Harry  V. 

29  September,  1879. 
Plunketi,  Charles  P. 

3  Oetoljer,  1879. 
Sparling,  Frederick  H. 

29  December,  1^79. 
Stevens,  Raymond  R.  W.  B. 

22  November,  1879. 
Stout,  George  C. 

29  September,  1879. 
Street,  George  W. 

29  September,  1879. 
Sweeting,  Charles  F. 

26  September,  1879. 
Temple,  Fdwin  G. 

29  September,  1879. 
Thurston,  Itenjamin  £. 

29  September,  1^79. 
Toney,  Tremlet  V. 

16  June,  lt<79. 
Wentworth,  Lionis  ]♦!. 

26  September,  1879.     Itesigned. 
Wilson,  William  J. 

29  Septemlier,  1879. 
Witherspoon,  Thomas  A. 

16  June,  1879. 
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1880 imdsliipinen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Atwood,  John  C. 

16  June,  1S80. 
Barker,  William  A. 

25  September,  1880. 
Barkley,  Richard  W. 

Ki  June,  1880. 
Beeher,  Aihert  M. 

1-1  June,  1S80. 
Blake,  Henry  D. 

25  September,  1880. 
Bush,  William  W. 

25  September,  1880. 
Carter,  Vanlx. 

25  September,  1880. 
Cook,  William   E. 

2  October,  1880. 

Cnrtis,  Frederick  £• 

25  September,  1880. 
Davis,  James  S. 

16  June,  1880. 
Friedlander,  Harry. 

25  September,  1880. 
Ciilmer,  William  W. 

10  June,  1880. 

Gonons;  William  G. 

14  June,  1880. 
Harrell,  John  B. 

25  September,  1880. 
Hayes,  Charles  H. 

25  September,  1880. 
Hazeltine,  Charles  W. 

U  June,  1880. 
Hoggatt,  Willbrd. 

14  June,  1880. 
Johnston,  William. 

14  June,  1880. 
Jones,  Hilory  P.,  Jr. 

25  September,  1880. 
Laiiiison,  Jason  G. 

10  June,  1880. 
Leary,  Thomas  H. 

25  September,  18.08 
Xiovenskiold,  A.  liee. 

7  October,  1880. 


Macpherson,  Tictor. 

25  September,  1880. 
Malle.r,  William  A. 

25  September,  1880. 
Maxey,  John  W. 

16  June,  1880. 
McCook,  John  A. 

1  October,  1880. 
McCord,  Henry  H. 

16  June,  1880. 
McDonald,  John  D. 

9  October,  1880. 
McIVulta,  Hnrhert. 

14  June,  1880. 
Moseley,  IVathaniel  N. 

4  June,  1880. 
Baichle,  Frank  G. 

10  June,  1880. 
Sargent.  Frederic  H. 

16  June,  1880. 
Seymonr,  Isaac  R. 

25  September,  1880. 
Shoemaker,  William  B. 

14  June,  1880. 
Saoan,  Albert  B. 

25  September,  1880. 
Smith,  Sidney  F. 

25  September,  1880. 
Terrell,  Donglass  F. 

25  September,  1880. 
Tenable,  Charles. 

25  September,  1880. 
Wells,  Roger. 

25  September,  1880. 
Williams,  Clarence  S. 

25  September,  1880. 
Williams,  William  P« 

14  June,  1880. 
Wirt,  William  E. 

25  Se)iteniber,  1880. 
Wood,  John  W. 

25  September,  1880. 
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1866. 


HcCart.y,  George  D. 

3  October,  1866.     Transferred  to  be  a 
Midshipman.  j 


Wilson,  James  P. 

5  October,  1866.    Resigned. 


1867. 


Howell,  Charles  P. 

7  October,  1867.    Graduated. 


I  Steel,  James. 

23  Sept.,  1867. 


Died  16  Aug.,  1869^ 


1871 — October  1. 

Except  otherwise  stated. 


Bartou,  Jolin  K. 

Graduated. 
Boggs,  M  illiam  B. 

Graduated. 
Cleaver,  Henry  T. 

Graduated. 
Camming.  John  A* 

Kcsigned. 
Deuig,  Robert  O. 

Graduated. 
Edwards,  John  B. 

Graduated. 
Kleokner.  Charles. 

Graduated. 
I^eitch,  Robert  B. 

Graduated. 
Potts,  Stacy. 

Graduated. 


Ransom,  George  B. 

Graduated. 
Ruiz,  Alberto  de. 

Resigned. 
Schneider,  William  £. 

Uesigned. 
Tiflauy,  William  H. 

Dropped  24  October,  1873. 
Warren,  Benjamin   H. 

Graduated. 
Willetts,  Albert  B. 

Graduated. 
Wooster,  liUcius  W. 

Graduated. 
Zane.  Abraham  T. 

(rraduated. 


1873.— October  1. 

Except  otherwise  stated. 


Canaga,  Alfred  B. 

Graduated. 
Dronillard,  George  t. 

Resigned. 


Eaton.  William  C 

Graduated. 
Eldridge,  Frank  H. 

I  Graduated. 
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Frixoll,  Charles  H. 

Uesigned. 
I!I(»irtiiaii.  Frank  J 

Graduated. 
.Soll'rc'.v,  William  C. 

18  November,  1873 
Kin;;,  William  B. 

Graduated. 
E..it(le.  William  A. 

Graduated. 
rooiiiiim,  £<lmuud  N. 

Graduated. 
Matticc,  Asa. 

Graduated. 
Ilcreditta,  Edward  D 

Resigned. 


:^Iorgaii.  L.ee. 

Resigned. 
Reid.  Robert  J. 

Graduated. 

RoobiiiiK'.  £dniund. 

Dr,M,pe,l. 
Riiix.  .ilborlo  dc. 

Resigned. 
Nclieriiierliorii.  William  £. 

Resigned. 
Soriiborger,  Edwiu  C. 

Resigned. 
Warbiirtoii,  Fdgar  T. 

(Graduated. 


1873 Oeiober    1. 


Babbitt,  Geo,  Benry  Tbomias. 

Graduated. 
Bailey,  Frank  Bughes. 

Graduated. 
BurgdorfT,  Tlieodore  Fred'k. 

Graduated. 
Carter,  Thomas  F. 

Graduated. 
Cathcart,  William  Licdyard. 

Graduated. 
Claude,  Gordon  B. 

Resigned. 
Cowles,  William. 

Graduated. 
Banning,  William  Batey. 

Graduated. 
Eastman,  Barry. 

Resigned. 


Freeinau,  Edward  Rnssell. 

Graduated. 
Johnson,  Charles  'S. 

Resigned. 
Kelley,  B.  F\ 

Resigned. 
Olnistead.  Loring. 

Resigned. 
Riiix,  Alberto  de. 

Graduated. 
Stivers,  Benry  Bicks. 

Graduated. 
White.  John  M. 

Resigned. 
Willetts,  George  Sidney. 

■   Graduated. 
Worthingion,  Walter  Fitxhugh. 

Graduated. 


1874 — October    1. 


Bartlett,  Frank  W. 

Graduated. 
Bennett,  Frank  M. 

Graduated. 
Bieg,  Frederick  Charles. 

Graduated. 
Bnll,  George  Boyt. 

Graduated. 
Burd,  George  Eli. 

Graduated. 
Clande,  Gordon  Bandy. 

Dismissed. 
Coolcy,  Mortimor  Elwyn. 

Graduated. 


Crygier,  John  Ulyteses. 

Graduated. 
Biingaii,  Horace  Greeley. 

Resigned. 
ElseH'er,  Barry  Smith. 

Graduated. 
Gage,  Boward. 

Graduated. 
Gow,  John  Liondon. 

Graduated. 
Griflin,  Robert  Stanislaus. 

Graduated. 
Barrison,  Benry  Fillmore. 

Resigned. 
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Ilogaii,  Tliouias  Jusepli. 

Graduated. 
Ilollis,  Ira  Xelson. 

Graduated. 
Irers,  Henry  King. 

Graduated. 
Mc£lroy,  George  IViglitmau. 

Graduated. 
\orfon,  Harold  Pereival. 

Graduated. 
0°f'onnor.  Henry. 

Dropjied.     Resigned. 
Pickrell,  Joseph  AlcCall. 

Graduated. 


!<alisbury,  George  Robert. 

Graduated. 
Scliell,  Franklin  Jacob. 

Graduated. 
Scribner,  Edward  Her^elieJI 

Graduated. 
Spangler,  Harry  Wilson. 

Graduated. 
Wright,  Charles  liet^lie. 

Graduated. 

M'ilnier,  .loseph  Ringgold. 

Graduated. 


1875 — September    15. 

Except  otherwise  stated. 


Acker,  Edward  O'Connor. 

Graduated. 
Annan,  John  Wesley. 

Graduated. 
Raker.  .Tohn  Howard. 

Graduated. 
Rowers,  Frederick  C. 

Graduated. 
Rartholow,  Frank  la  Motte. 

Dropped. 
Revin^ton,  Martin. 

Graduated. 
Rowles,  Francis  Tifianj 

Graduated. 
Rryan,  Renjaniin  Chambers. 

Graduated. 
Carr,  Clarence  Alfred 

Graduated. 
Gatewood,  Richard. 

Graduated. 
Hunt,  Andrew  Murray. 

Graduated. 


Isbester,  Richard  Thornton. 

Graduated. 
LiUbbe,  Charles  Rethel. 

Graduated. 
McFarland.  Walter  Martin. 

Graduated. 
Miller.  Clarence  .4. 

Dropped. 
Mercier,  David  Isaiah. 

Resigned. 
Noell.  Michael  Daniel. 

Died  1  January,  1878. 
Smith.  William  Strother. 

Graduated. 
Talcott,  Charles  Gratiot. 

Graduated. 

Temple.  Arthur  Wallace. 

Uc-sigued. 

Yarnall,  John  Hepburn. 

Resigned. 


1876 September    14. 


Allderilice,  William  Hillary. 

Graduated. 
Arnold,  Solon. 

Graduated. 
Railey,  Horace  Justus. 

Resigned. 

Reldeii,  Charles  Emory. 

Giaduated. 
Ryrne.  James  Edwin. 

Graduated. 


Diiriind,  William  Frederick. 

Graduated. 
Eckel,  Herman. 

Dismissed. 
Hall,  Harry. 

Graduated. 
Hassoii.  M'm.  Fred'k  Converse. 

Gra<Uiated. 

King,  Charles  Alfred. 

Graduated. 
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Kinkatd,  Thomas  Wright. 

Graduated. 
Ijnug,  William. 

Died  15  November,  1880. 
liillebrldge,  Frederick  May. 

Resigned. 
Manning,  Charles*  Edward. 

Graduated. 
Mathews,  Clarence  Herbert. 

Graduated. 
Miner.  I.eo  Dwight. 

Graduated. 
3fichols,  Arthnr. 

Resigneil. 
Sample,  Wintleld  Seott. 

Graduated. 


kSuiitli,  Albert  Kdward. 

Graduated. 
Stahl,  .tibert  William. 

Grail  uuted. 

Weaver,  William  I>i\on. 

Graduated. 
Wood,  .Toseph  I/earned. 

Graduated. 
Woods,  Arthur  Tannatt. 

Graduated. 

Worlhington,  John  liCeds. 

Graduated. 
Tonng,  Albert  Osborn. 

Graduated. 


1877.— September  13. 

At  Naval  Academy,  e.xcept  ntlierwise  stated. 


Anderson,  Martin  Augustus. 

Graduated. 
Arnold,  Solon. 

Graduated. 
Bankson,  liloyd. 

Graduated. 
Beach,  Robert  James. 

Basil,  Arthnr  Richmond. 

Graduated. 
Day,  Willis  Bruner 
Dowst,  Frank  Butland. 

ijraduated. 

Garttey,  William  Henry. 
Gladstone,  Daniel  Demarest. 

Kaemmerling,  Gustave. 

Graduated. 
Mc.illister,  Andrew. 

Me41pine,  Rennett. 

Graduated. 
McCreary,  Harry  Raynor. 

Resigned. 
Moritz,  Albert. 

Klchols,  .Vrthnr. 

Resigned. 


Parjiioiis.  Isaac  Browu. 

Graduated. 
Perkins,  I.ymau  Buriiham. 

Graduated.; 
Prevear,  Herbert  Banker. 

Resigned. 

Redgrave,  De  Witt  Clinton. 

Graduated. 

Sampson,  Bias  Clay. 
Graduated. 

Shall  en  berger,    Oliver     Black- 
burn.    Graduated. 

Smith,  William  Stuart, 
Graduated. 

Stewart,  Robert,  Jr. 
Graduated. 

Webster,  William  Townsend. 

Graduated. 

White.  William  Wilmot. 

Graduated. 

Whitham,  Jay  Manuel. 

Graduated. 
Whittle,  lilewellyn  Fairfax. 

Died  2H  .Tuly,  1880,  Naval  Hospital, 
Philadelphia. 


1878 October  1. 

At  Naval  .Vcademy,  except  otherwise  stated. 

Addicks,  Walter  Robert.  Clarke.  Arthur  Henry. 

Chambers,  William  Henry.         |  Coley,  Fre«leriok  Edward. 
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Conant,  Frank  Heury. 
Creightoii,  Win.  Henry  Paul. 
Filts,  Janie»i  Henry. 
Ferguson,  George  Koberl. 
Gatewood,    Robert     lVoo<liand. 
Ciirantner,  Olto  C'harle»«. 
Hawthorne,  Harry  L,ee  Roy. 
Higgins,  Robert  Rernartl. 
Howland,  Charles  Heiirj . 
Lieonard,  John  Calvin. 
Miller,  Peter. 
Pendleton,  Joseph  Henry. 


<liiinby.  Isaac  Henry. 
Roniuieil.  Cliarles  i:dMard. 
Simpson,  Heniv  I.akin. 

IU'si-,„.,I. 

Nhook.  Thos.  Alexander  ^Vhar. 

ton. 
Taylor,  lUlward  Kenjon. 
Theiss.  Kniil. 
Willis,  Clarence  <  allinnn. 
Winchell.  Ward  Philo. 
Yonciii,  Sadanori. 


187».— Qetober  1. 

At  Naval  Academy,  exce]>t  otherwise  stated. 


Aldrieh,  William  S. 
Aruiistead,  Samuel  W. 
Barnes.  Charles  £. 
Baxter,  William  J. 
Carswell,  W  illiam  B. 
Darrali,  William  F. 
I>nvall,  Marins,  Jr. 
I>yson,  Charles  W. 
Eaton,  Charles  P. 
EUinger,  Julius. 
Ellieott,  John  AI. 
Field,  Harry  A. 
Gillis,  Harry  A. 


Glasscock.  Fnslace. 
Gross.  Charles  J. 
Halstead,  Alexaiitlcr  J. 
Herbert.  Williaiu  <'. 
I<awrenee,  lliCtiaui  II. 
liittlehales,  George  W. 
Palmer,  James  £. 
Pattison,  Thomas  P. 
Ryan,  Philip  J. 
Webster,  Charles  F. 
Woodruff,  Charles  £. 
Zinuell,  George  F. 


1S80.— October  1. 

At  Naval  Academy,  except  otherwise  stated. 


Barron,  Charles  C 
Biddle,  Andrew  P. 
Capps,  Washington  lu 
Crisp,  Richard  O. 
Dargan,  Milton. 
Davis,  Edward. 
Fahs,  Charles  M. 
Field,  Horace  A. 
Hewes,  Charles  H. 
Ilill,  Frank  K. 
llnglies,  Arthur  Ja. 
Hnluic.  Walter  O. 
.lones,  Horace  W. 


Keliholtz.  Pierr  O. 
Krepper,  Chester  M. 
Liooniis,  Frederick  J. 
McCay,  Ilenrj-   li. 
Mathews,  Albert  C. 
Orr,  Robert  H. 
Parnienter.  Henry  E. 
Pattison,  Thomas  P. 
Richardson,  Tliorntoii  R. 
Starr,  John    K. 
Wedflerbnrn.  Lanreiicc  A. 
Went/;,  Robert  I^. 
Whittlesey.  Hume  H. 


COMP3LETE   LIST 


OK    ALI,    THK 


OFFTOERS  OF  THE  MARINE  CORPS. 

From  1798  to  the  Prese:n^t  Time. 


COMMANDANTS. 


Bnrrows,  William  W. 

Major  Commandant,  13  July,  1798.    Lieutenant-Colonel  Commandant,  1  May,  1800. 
Resigned  6  March,  1804. 
Whortoii,  Franklin. 

Captain,  3  August,  1798.     Lieutenant -Colonel  Commandant,  7  March,  1804.     Died 
1  September,  1818. 
Gale,  Anthony. 

Second  Lieutenant,  2  September,  1798.    First  Lieutenant,  3  March,  1799.    Captain, 
24  April,  1804.    Lieutenant-Colonel  Commandant,  3  March,  1819.    Brevet  Major, 
24  April,  1814.     Cashiered  18  October,  1830. 
Henderson,  AroliibaUI. 

Second  Lieutenant,  4  .June,  1806.  First  Lieutenant,  6  March,  1807.  Captain, 
1  April,  1811.  Lieutenant-Colonel  Commandant,  17  October,  1820.  Colonel 
Commandant,  1  July,  1834.  Brevet  Lieutenant-Colonel,  17  October,  1820. 
Brevet  Brigadier  General,  27  .January,  1837.  Brevet  Major,  1814.  Died  6  Jan- 
uary, isr,d. 
Harris,  John. 

Second   Lieutenant,  23  April,  1814.     First  Lieutenant,   18  June,  1814.     Captain, 
13  June,  1830.     Major,  6  October,  1841.    Colonel  Commandant,  7  January,  1859. 
Brevet  Captain,  3  March,  1825.     Brevet  Major,  27  January,  1837.     Died  13  May, 
18()4. 
Zeilin,  .lacob. 

Second  Lieutenant,  1  October,  1831.  First  Lieutenant,  13  September,  1836.  Cap- 
tain, 14  September,  1847.  Major,  26  July,  1861.  Colonel  Commandant,  10  June, 
1864.  Brigadier  General  Commandant,  3  March,  1867.  Brevet  Major,  9  Janu- 
ary, 1847.     Retired  1  November,  1876.     Died  18  November,  1880. 

OFFICERS. 

Adams,  Oeorge. 

Second  Lieutenant,  19  March,  1845.     Brevet  First  Lieutenant,  13  August,  1847. 
Died  21  October,  1856. 
Adams,  Samnel  €. 

Second  Lieutenant,   25  November,  1861.     First  Lieutenant,  4  November,  1862. 
Drowned  1  April,  1864,  Carlo,  Illinois. 
871 


872  GENERAL   NAVY    1U':GISTER.— MARINE   CORPS. 

Alexander,  Philip. 

Second   Lieutenant,  7  November,  1800.     First  Lieutenant,  1    August,  1803.     Re- 
signed 31  March,  1803. 
Allen,  Austin  W. 

Second  Lieutenant,  10  February,  1838.     Transferred  to  the  Army,  23   November 
1838. 
Allen,  Nathaniel. 

Second  Lieutenant,  3  April,  1810.     Resigned  24  Julj-,  1810. 
Allen,  Samuel  K. 

Second  Lieutenant,  13  March,  18(!8.     Retired  11  May,  1880. 
Aniory,  '%Villiaiii. 

Second  Lieutenant,  2~>  July,   1798.     First  Lieutenant,  10  November,  1799.     Re- 
signed, date  unknown. 
Anderson,  Jereniiali. 

Second  Lieutenant,  11  .June,  1811.     Dismissed  in  September,  1811. 
Anderson.  M'illiani. 

Second  Lieutenant,  17  February,  1807.    First  Lieutenant,  23  .Tune,  1809.    Captain, 
18  .June,  1S14.     Brevet  Maior,  18  June,  1824.     Brevet  Lieutenant-Colonel,  24 
May,  ]f53S.     Died  13  June,  1830. 
Arniislead,  F.  X. 

Second  Lieutenant,  13  November,   1830.     First  Lieutenant,  1   July,  1834.     Died 
14  April,  1841. 
Arrowsniith,  Tlionias. 

Second  Lieutenant,  19  April,  1812.     Resigned  in  October,  1813. 
Asbton,  Richard  H'. 

Second  Lieutenant,  28  January,  1817.     Resigned  33  January,  1831. 
Anchuiuty,  Richard. 

Second  Lieutenant,  28  February,  1815.     First  Lieutenant,  18  April,  1817.     Brevet 
Captain,  18  April,  1827.     Resigned  1  April,  1830. 

Racon,  Samuel. 

Second  Lieutenant,  14  April,   1813.     First   Lieutenant,  8  July,   1813.     Captain, 
18  June,  1814.     Resigned  in  November,  1815. 
Racote,  Thomas  W. 

Second  Lieutenant,  34  June,  1813.     First  Lieutenant,  18  June,  1812.     Resigned 
4  June,  1815. 
Rainbridge,  Theodore. 

Second  Lieutenant,  24  May,  1828.     Resigned  18  January,  1832. 
Raker,  Adam  N. 

Second  Lieutenant,  12  September,  1853.     First  Lieutenant,  1  -August,  1860.     Dis- 
missed 28  May,  1861. 
Raker,  D.  D. 

Second  Lieutenant,  20  October,  1833.    First  Lieutenant,' 30  December,  1837.     Cap- 
tain, 38  September,  1847.    Brevet  Captain,  13  September,  1847.    Died  31  August, 
1853. 
Raker,  Joseph  F. 

Second  Lieutenant,  5  June.  1861.     First  Lieutenant,  1  September,  1861.     Captain, 
22  June,  1864.     Died  2  October,  1876. 
Raldwin,  Samuel. 

Second  Lieutenant,  3  January,  1800.     First  Lieutenant,  10  December,  1801.     Last 
appearance  in  Register  of  1806. 
Ranning,  Fdniund  P. 

Second  Lieutenant,  2  July,  1864.     Resigned  13  April,  1870. 
Rarclay,  Thomas. 

Second  Lieutenant,  18  August,  1799.     First  Lieutenant,  21    October,  1801.     Re- 
signed 31  May,  1803. 
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Bartlett,  Henry  A. 

Second  Lieutenant,  25  November,  1861.     First  Lieutenant,  2(1  Novenilior,  ISfil. 
Captain,  29  November,  1867.     In  service. 
Barton,  Thonists  B. 

Second  Lieutenant,  10  June,  1817.     First  Lieutenant,  17  October,  1820.     Resigned 
13  March,  1^29. 
Bates,  Oeor^e  T. 

Second  Lieutenant,  19  February,  1873.    First  Lieutenant,  12  Jlay,  1880.    In  service. 
Bayly,  Robert  P. 

Second  Lieutenant,  1  .July,  1809.     Died  20  August,  1809. 
-    Bell,  Daniel. 

Second  Lieutenant,  8  November,  1800.     Resigned  14  February,  ISOi. 
Bellvne,  F.  B.  de. 

Second  Lieutenant,  24  April,  1812.     First  Lieutenant,  18  Jur.e.  1814.     Captain, 
3  March,  1819,     Resigned  6  March,  1824. 
Benson,  G.  Robert. 

Second  Lieutenant,  17  December,  1873.    First  Lieutenant,  5  .June,  1880.    In  service. 
Berrett,  John  J. 

Second  Lieutenant,  19  November,  1840.     Resigned  5  April,  1843. 
Berrynian,  O.  C. 

Second  Lieutenant,  24   January,  1870.      First   Lieutenant,  16  November,  1877. 
In  service.  • 

Betts,  Charles. 

Second  Lieutenant,  28  March,  1820.     Died  7  January,  1822. 
Biglow,  Horatio  R. 

Second  Lieutenant,  6  February,  1865.     Resigned  28  February,  1870. 
Bishop,  Henry  J. 

Second  Lieutenant,  25  November,  1861.     First  Lieutenant,  1  April,  1804.     Cap- 
tain, 12  January,  1870.     In  service. 
Bloodgood,  IV.  A. 

Second  Lieutenant,  3  March,  1821.     Appointed  Purser  2  May,  1834. 
Bon<l,  Franeis  A. 

Second  Lieutenant,  1  March,  1815.     Resigned  in  November,  1816. 
Boon,  Leonard  J. 

Second  Lieutenant,  7  July,  1812.     First  Lieutenant,  18  June,  1814.     Disbanded 
18  April,  1817,  under  Peace  Establishment  Act. 
Borrongli,  Jehn  A. 

Second  Lieutenant,  5  June,  1861.     First  Lieutenant,  1  September,  1801.     Captain, 
1  September,  1864.     Died  28  November,  1867,  West  Indies. 
Bosque,  Joseph. 

Second  Lieutenant,  28  Fel)ruary,  1815.     Died  at  New  Orleans,  1815. 
Bonrne,  William  T. 

Second  Lieutenant,  5  August,  1824.     Died  4  March,  1826. 
Boyd,  William  S. 

Second   Lieutenant,  12   January,  1848.      First  Lieutenant,  13    December,   1857. 
Captain,  26  July,  1861.     Resigned  31  July,  1865. 
Boyle,  James  H. 

Second  Lieutenant,  25   Juno,  1809.     First  Lieutenant,  27   April,  1810.     Resifned 
in  1812. 
Boyd,  William  Li. 

Second  Lieutenant,  17   September,  1813.     First  Lieutenant,  18   .lune,  1814.     Re- 
signed 26  July,  1814. 
Bradford,  C.  II. 

Second  Lieutenant,  25  November,  1861.     First  JJeutenaiit,   26   November,  lb6K 
Died  13  February,  1864,  iVom  wounds  received  in  battle. 
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Uradroid.  E.  T. 

Second    Lieutenant,    18   December.  ISIiK.      First    Lieutenant,   20    Auffust,    1874. 
Resigned  15  November,  1877. 
Brady,  Thomas  A. 

Second  Lieutenant,  3  February,  1837.     First  Lieutenant,  3   Mar<-h,  1S47.     Died 
7  November,  1847. 
Itreckonridge,  H.  B. 

Second   Lieutenant,  15  April,  1813.     First  Lieutenant,   18  June,  ]8I4.     Captain. 
10  December,  1814.    Disbanded  18  April,  1817,  under  Peace  Establishment  Act. 
KreoKt'.  J:iiiie»4  B. 

Second   Lieutenant,   18  March,  1804.     First   Lieutenent,  1    ."May,  18(18.     Resigned 
0  December,  1879. 
JBrevoorJ,  -A.  jV. 

Second  Lieutenant,  28  March,  1820.     First  Lieutenant.  2(1  Septeniljer,  182:!.     Cap- 
tain, 6  March,  1838.     Brevet  Captain,  26  September,  183:^.     Died  20  November, 
1860. 
IJreM'ertoii.  G.  D. 

Second  Lieutenant,  3  March,  1819.     First  Lieutenant,  17  September,  1821.     Died 
31  January,  1827. 
Strcwster,  W.  H. 

Second  Lieutenant,  24  January,  1838.     Resigned  1  February,  1839. 
Britton,  Abraham. 

Second  Lieutenant,  9  September,  1818.     Resigned  in  1818. 
Broadhead,  J.  T. 

Second  Lieutenant,  13  April,  1872.     In  service. 
Brodhead,  Johu  T. 

Second  Lieutenant,  13  April,  1872.     Resigned  14  November,  1879. 

Brooke,  B.  £. 

Second  Lieutenant,  8  July,  1833.     First  Lieutenant,  7  February,  1839.     Died  28 
November,  1858. 
Brooke,  Edmund. 

Second  Lieutenant,  15  April,  1814.  First  Lieutenant,  18  June,  1814.  Resigned 
13  February,  1817. 

Brooks,  John,  Jr. 

Second  Lieutenant,  1  October,  1807.     First  Lieutenant,  30  January,  1 809.     Killed 
in  action,  10  September,  1813. 
Broom,  Charles  R. 

Second  Lieutenant,  27  July,  1813.  First  Lieutenant,  18  June,  1814.  Paymaster 
and  Captain.  Captain,  7  March,  1824.  Major,  12  September,  1836.  Brevet 
Lieutenant-Colonel,  7  March,  1834.     Died  14  November,  1840. 

Broom,  James. 

Second  Lieutenant,  21  April,  1810.     First  Lieutenant  14  April.  1812.     Killed  in 
action,  1  June,  1813. 
Broom,  James. 

Second  Lieutenant,  28  December,  1836.     Cashiered  0  July,  1838. 

Broome,  Jo>hn  Li. 

Second  Lieutenant,  13  January,  1848.  First  Lieutenant,  28  September,  1857. 
Captain,  20  July,  1861.  Major,  8  December,  1804.  Lieutenant-Colonel,  16 
March,  1879.  Brevet  Major,  24  April,  1802,  for  gallant  and  meritorious  services. 
Brevet  Lieutenant-Colonel,  14  March,  1863,  for  gallant  and  meritorious  services 
at  the  second  Battle  of  Vicksburg,  15  July,  1863. 

Brown,  Peregrine. 

First  Lieutenant,  25  June,  1770.     Disbanded  with  the  Navy  of  the  Revolution. 

Brown,  M'illiam. 

Second  Lieutenant,  16  January,  1817.     Died  19  June,  1818 
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Brown,  W.   R. 

Secoud   Lieutenant,  35    November,    1861.      First    Lieutenant,    18    August,    1862. 
Captain,  18  May,  1871.     In  service. 

Browning,  B.  JL. 

Second  Lieutenant,  3-1  November,   18.")2.     First   Lieutenant,  2\)   November,  1858 
Lost  in  the  "  levant." 

Browiilow,  W.  -Li. 

Second   Lieutenant,   0  July,   1812.     First  Lieutenant,   18   .lune,    1814.     Captain, 
17  October,  1820.     Died  17  July,  1821. 

Buolianan.  J.  A. 

Second  Lieutenant,  3  March,  1847.     Last  appearance  iu  Reiiisiir  for  ISoO. 

Burke,  Thomas  P. 

Second  Lieutenant,  30  November,  18H0.     Casliiered  8  October,  1831. 

Bnriiliani,  James  ]>. 

Second  Lieutenant,  1  July,  1835.     Transferred  to  the  Army,  30  June,  1826. 

Bnsli,  William  S. 

Second  Lieutenant,  3  July,  1809.     P^irst  Lieutenant,   4   Marcli,   181L     Killed   in 
action,  19  August,  1812. 
Bntler,  George. 

Second  Lieutenant,  11  February,  1859.     First  Lieutenant,  9  July,  1861.     Captain, 
4  November,  1862.     Major,  16  March,  1879.     Brevet  Major,  14  January,  1865. 
for  gallant  and  meritorious  services  at  tlie  attack   upon  Fort  Fisher,  13,  14  and 
15  January,  1865. 
Bntterfleld,  William. 

Second  Lieutenant,  3  March,  1847.     Resigned  1  May,  18S8. 

Caldwell,  Henry. 

Second  Lieutenant,  3  September,  1798.     First  Lieutenant,  3  March,  1799.     Cap- 
tain, 33  January,  1809.     Died  13  March,  1812. 

Caldwell,  R    C. 

Second  Lieutenant,  17  October,  1834.      First  Lieutenant,  3  March,  1845.      Died 
13  November,  1853. 
Cammaok,  William. 

First  Lieutenant,  1  September,  1798.     Resigned  31  December,  1800. 

Campbell,  C.  W. 

Second  Lieutenant,  14  October,  1853.     Died  23  March,  1855. 

Carmick,  Daniel. 

Captain,  3  August,  1798.     Major,  7  March,  1809.     Died  in  1816. 

Carter,  I^andon  N. 

Second  Lieutenant,  26  May,  1834.     First   Lieutenant,  7  April,   1833.     Captain, 
3  March,  1847.     Died  36  September,  1847 

Cartter,  W.  H. 

Second  Lieutenant,  1  March,  1861.     First  Lieutenant,  1  September,  1861.     Cap- 
tain, 10  June,  1864.     Dismissed  13  August,  1865. 

Cash,  John  C. 

Second  Lieutenant,  16  March,  1845.     First  Lieutenant,  21  September,  1853.     Pay- 
master with  the  rank  of  Major,  1861.   Major,  20  November,  1862.    Died  8  March, 
1877. 
Chnrch.,  F.  L.. 

Second  Lieutenant,  12  July,  1862.     First  Lieutenant,  13  August,  1865.     Resigned 
8  August,  1868. 
Chnrch.  Jonathan. 

First  Lieutenant,  5  September,  1798.     Resigned  26  October,  1801. 

Clark,  liemnel 

Captain,  3  August,  1798.     Resigned  30  November,  1801. 
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Clark,  i\.  S. 

Second  Lieutenant,  20  ApriL  1812.     Resigned  1813. 
Claj'pole,  John. 

Second  Lieutenant,  30  March,  ITlt'.l.     Resigned  23  December,  1800. 
Clements,  Jauiea  M. 

Second  Lieutenant,  28  .January,  1S17.     First  Lieutenant,  28  March,   1820.     Died 

27  May,  1822. 
CUnch,  B. 

First  Lieutenant,  5  September,  1798.     Resigned  30  Jime,  1803. 
Cochrane,  Henry  C. 

Second  Lieutenant,  7  September,  18G1.     First  Lieutenant,  20  August,  186.5.     Cap- 
tain, 10  March,  1879.     In  service. 
Coejnian,  S.  S. 

Second  Lieutenant,  28  Marcli,  1820.     First  Lieutenant,  8  JIarch,  1824.     Died  20 
December,  1825. 

Coffin,  H.  O. 

Second  Lieutenant,  4  May,  ISOO.     Dismissed  IT  February,  1872. 
Cohen,  D.  M. 

Second  Lieutenant,  19  August,  1855.     First  Lieutenant,  1801.     Captain,  20  -July, 
1801.     Mnjor,  5  December,  1807.     In  service.     Retired  12  October,  1869. 
Collier,  George  W. 

Second  Lieutenant,  5   September,  1860.      First   Lieutenant,   1   September,  1861. 
Captain,  20  November,  1862.     Major,  18  April,  1880.     In  service. 
Collnni,  Richard  S. 

Second  Lieuetenant,  25  November,  1861.     First  Lieutenant,  30  December,   1862. 
Captain,  13  March,  1872.     In  service. 
CoKon,  Diamond. 

First  Lieutenant,  5  September,  1798.     Resigned  24  .June,  1799. 
Contee,  John. 

Second  Lieutenant,  17  April,  1812.     First  Lieutenant,  24  July,  1812.     Resigned 
15  September,  1813. 
Cooper,  George. 

Second  Lieutenant,  28  March,  1820.     Died  25  September,  1823. 

C'orrie,  F.  H. 

Second   Lieutenant,  25  November.  1861.     First  Lieutenant,  2(')  November,   1861. 
Captain,   12  February,  1870.      Brevet  Captain,   14   .lanuary,   1865,  for  gallant 
and  meritorious  services  at  the  attack  upon  Fort  Fisher,  13,  14  and  15  .January. 
1865. 
Coston.  H.  H. 

Second  Lieutenant,  9  March,  1865.     First    Lieutenant,  18  May,  18T1.     In  service. 

Cowan,  William. 

Second  Lieutenant,  16  April,  1812.     First  Lieutenant,  20  August,  1812.     Resigned 
22  November,  1812. 

Coxe,  Charles  I>. 

Second  Lieutenant,  18  November,  1805.    First  Lieutenant,  4  March,  1807.    Resigned 
18  September,  1809. 

Crabb,  John. 

Second  Lieutenant,  31  January,  1809.     First  Lieutenant,  28  June.  1MI».     Captain, 
18  June,  1814.     Disbanded  18  April,  1817,  under  Peace  Estal)lishment  Act. 

Crabb,  Horatio  N- 

Second  Lieutenant,  7  May,  1822.     First  Lieutejiant,  23  February,  1830.     Resigned 
30  December,  1837. 
Crane,  Ichabod  B. 

Second  Lieutenant,  36  January,  1809.    First  Lieutenant,  28  June,  1809.     Resigned 

28  AprU,  1812. 
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Cruise,  JLawreneo. 

Second  Lieutenant,  29  July.  1800.     Last  appearance  in  Register  of  180G. 
Cnuiinins,  F.  U. 

Second  Lieutenant,  14  April,  1810.     First  Lieutenant,  1  April,  ISIL     Resigned 
31  January,  1813. 
Curtis,  Joseph  W. 

Second  Lieutenant,  4  May,  1840.     J^irst  Lieutenant,  10  Marcli,  1847.     Dismissed 
20  August,  1852. 

Davis,  Kent  D. 

Second  Lieutenant,  3  July,  1804.     Died  11  January,  1865. 
Vallas,  A.  H. 

Second  Lieutenant,  31  October,  1854.     Resigned  34  September,  1855. 
Daniels,  C.  L.. 

Second  Lieutenant,  13  July,  1802.    First  Lieutenant,  13  February,  1865.    Resigned 

20  July,  1808. 
Darley,  John. 

Second  Lieutenant,  8  November,   1798.     First  Lieutenant,  10  April,   1800.     Re- 
signed 31  October,  1800. 
Dawson,  It.  Li. 

Seconcl  Lieutenant,  13  January,  1859.     First  Lieutenant,  18C1.     Captain,  33  No- 
vember, 1801.     Major,  10  May,  187.8.     Brevet  Major,  14  January,  1805.     Brevet 
Majol-,  for  gallant  and  meritorious  services  at  the  attack  upon  Fort  Fisher, 
13,  14  and  15  January,  1805.     Resigned  30  December,  1880. 
Deane,  Benjamin. 

Captain,  25  June,  1770.     Disbanded  with  the  Navy  of  the  Revolution. 
Denny,  Franii.  Li. 

Second  Lieutenant,  23  June,  1880. 
De  Gran  pre,  P.  U. 

Second  Lieutenant,  26  April,  1813.     First  Lieutenant,  18  June,  1814.     Disbanded 
18  April,  1817,  under  Peace  Establishment  Act. 
Desha,  Robert  M. 

Second  Lieutenant,  28  February,  1810.     First  Lieutenant,  13  April,  1817.     Died 
0  November,  1862. 
Deverenx,  A. 

Second  Lieutenant,  25  November,  1861.     Retired  31  Marcli,  1864. 
Devlin,  John  S. 

Second  Lieutenant,  21   February,  1839.     First  Lieutenant,  3  March,  1847.     Cash- 
iered 20  September,  1853. 
Dlekiiis.  Ranilolph. 

Second  Lieutenant,  19  May,  1876. 
DietoB-ifli,  J.  P. 

SeiniHl  Lieutentant,  17  October,  1834.     Cashiered  27  April,  1838. 
Dix,  Henry  E. 

Second  Lieutenant,   13  March,  1816.     First  Lieutenant,  18  April,   1817.     Died 

21  January,  1833. 
Doughty,  Isaae  T. 

Second  Lieutenant.  30  September,  1837.     First  Lieutenant,  3  March,  1847.     Cap- 
tain, 14  March,  1830.     Major,  33  November,  1861.     Retired  6  June,  1804. 
Douglass,  Itiehard. 

Second  Lieutenant,  7  Mav,  1822.     Second  Lieutenant,  20  April,  1825.     Captain 
7  March,  1839.     Died  20"  April,  1851. 
Dulany,  William. 

Second  Lieutenant,   10  June,  1817.     First  Lieutenant,   19  June,  1819.     Captain, 
IJuly,  1834.     Major,  17  November,  1847.     Colonel,  26  July,  1861.     Brevet  Cap- 
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tain,  19  .luue,  1829.     Brevet  Major.  :!  March,  1843.     Brevet  Lieutenant-Colonel. 
13  September,  1S47.     Died  4  .luly,  ISlis. 
Dancaii,  John  II. 

Second  Lieutenant,  16  .January,  1817.     Itcsiu'ned  11  August,  1817. 
Dnval,  Siiigleloii. 

Second  Lieutenant,  1  .March,  181."i.     Resigned  in  October,  1810. 

Edeliii,  JaiueH. 

Second  Lieutenant,  1  March,  1815.     First  Lieutenant,  18  April,  1817.     Captain, 
1    July,  1834.      Major,  14   September,  1847.      Lieutenant-Colonel,  7  .lanuary, 
1859.     Brevet  Captain,  18  April,  1827.     Died  13  July,  1869. 
GdHuii,  .'ilvin. 

Second  Lieutenant,  7  May,  1822.     First  Lieutenant,  14  March,  1829.     Captain 
6  October,  1841.     Died  15  July,  1847. 
Edwards,  James  Ii. 

Second  Lieutenant,  18  June,  1811.     Resigned  in  February,  1813. 
Edwards,  Philip. 

First  Lieutenant,  3  August,  1798.     Killed  in  a  duel  26  October,  1800. 
Ela,  F.  P. 

Second  Lieutenant,  24  January,  1870.     Drowned  in  the  East  Indies,  19  February 
1874. 
Elliot,  Cieorge  F. 

Second  Lieutenant,   13  October,  1870.     First   Lieutenant,  30  March,'  1878.      In 
service. 
Ellsworth.  H.  <j. 

Second   Lieutenant,  4  April,   1870.      First  Lieutenant,   19  November,  1877.     In 
service. 
English.  Cieorge  B. 

Second  Lieutenant,  1  March,  1815.     Resigned  in  1817. 
English.  Tiiouias  S. 

Second  Lieutenant,  10  June,  1817.  First  Lieutenant,  11  August,  1819.  Captain, 
1  June,  1834.  Major,  18  February,  1853.  Brevet  Captain,  11  August,  1829. 
Died  26  March,  1871 

Fagan,  liouis  £. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  8  December,  1864.  Captain, 
16  May,  1878.  Brevet  First  Lieutenant,  8  September,  1863,  for  gallant  and  meri- 
torious services  at  the  night  attack  upon  Fort  Sumter,  8  September,  1863.  Bre- 
vet Captain,  14  January,  1865,  for  gallant  and  meritorious  services  at  the  attack 
upon  Fort  Pislier,  13,  14  and  15  January,  1865.  In  service. 
Fendall,  P.  K.,  Jr. 

Second  Lieutenant,  17  October,  1857.  First  Lieutenant,  1861.  Captain,  26  July, 
1861.  Major,  1  November,  1876.  Brevet  Major,  17  June,  1870,  for  gallant  and 
meritorious  conduct  at  the  Battles  of  Hatteras  Inlet,  Fort  Royal,  Sewell's  Point, 
Ocrakoke  Inlet,  Savannah  and  James  Rivers,  to  date  from  7  June,  1870.  Re- 
tired 15  I\Iay,  1878.  Died  21  March,  1879. 
Feuwiok,  John  R. 

Second  Lieutenant,  10  November,  1799.    First  Lieutenant,  1  December,  1801.    Cap- 
tain, 13  August.  1809.     Resigned  1  April,  1811. 
Field,  Thomas  Y. 

Second  Lieutenant,  3  March,  1847.     First  Lieutenant,  15  October,  1854.     Captain, 
30  May,  1861.     Major,  10  June,  1864.     Lieutenant-Colohel,  1  November,  1870. 
Colonel,  18  April,  1880.      Brevet  FirSt  Lieutenant,  13   September,  1847.     lu 
service. 
Filette,  T.  G. 

Second  Lieutenant,  22  June,  1880. 
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Flstaer,  H.  C. 

Second  Lieutenant,  7  September,  1871.     First   Lieutenant,  27  September,  1879. 
In  service. 
Flint,  Kungiuan. 

Second  Lieutenant,  1803.     Died  15  October,  1863. 
Floj  d,  C.  C. 

Second  Lieutenant,  9   September,  1818.     First  Lieutenant,  34   March,  1821.     Re- 
signed 1  December,  1824. 
Fontaiie,  P.  H.  W. 

Second  Lieutenant,  23  February,  1857.     First  Lieutenant,  1801.    Captain,  30  July, 
1801.     Resigned  19  May,  1864. 
Ferd,  Christopher. 

Second  Lieutenant,  1  March,  1815.     First  Lieutenant,  IX  April,  ISIT.     llesigned 
13  .June,  1819. 
Ford,  R.  O'lVeill. 

Second    Lieutenant,   25    November,   1801.      First    Licutcnaut.  0    Fcbruarv,  1804 
Resigned  30  April,  1808. 
Forde,  Henry  H. 

Second  Lieutenant,  1  February,  180!!.     First  Lieutenant,  14  April,  1810.     Captain, 
18  June,  1814.     Cashiered  in  1810. 
Forney,  James. 

Second  Lieutenant,  1  March,  1801.  First  Lieutenant,  1  September,  1801.  Captain, 
23  April,  1804.  Brevet  Captain,  24  April,  1802,  for  gallant  and  meritorious 
services  at  the  attack  upon  Forts  Jackson  and  St.  Philip,  24  April,  1862.  Brevet 
Major,  15  April,  1869,  for  meritorious  services  in  defeating  a  rebel  raid  at  Gun- 
powder Bridge,  in  July,  1804.  Brevet  Lieutenant-Colonel,  15  March,  1870,  for 
gallant  and  meritorious  services  in  the  action  with  the  savages  at  Formosa, 
13  June,  1807.  In  service. 
Foster,  Joseph. 

Second  Lieutenant,  99  June,  1809.    First  Lieutenant,  27  April,  1810.    Last  appear- 
ance in  Register  of  1810. 
Fowler,  H.  W. 

Second  Lieutenant,  26   May,  1824.      First   Lieutenant,  3  May,  1834.      Resigned 
8  June,  1830. 
Freeman,  W.  H. 

Second  Lieutenant.  17  August,  1812.     First  Lieutenant,  18  June,  1814.     Captain, 

17  July,  1S31.     Major,  1  July,  1834.     Brevet  Lieutenant-Colonel,  20  February, 
1833.     Died  11  March,  1843. 

French,  Ij.  P. 

Second  I,ientenant,  14  June,  1802.  First  Lieutenant,  23  April,  1804.  Resio-ned 
30  December,  1873. 

Gabandau,  F.  C 

Seconil  Lieutenant,  18  Maich,  1864.     Died  35  March,  1868. 
Gamble,  J«>!iu  M. 

Second  Lieutenant,  10  January,  1809.    First  Lieutenant,  5  March,  1811.     Captain, 

18  June,   1814.     Major,  1  July,  1834.     Brevet  Major,   19  April,   1816.     Brevet 
Lieutenant-Colonel,  3  March,  1837.     Died  11  September,  1830. 

Gardner,  Henry  W. 

Second  Lieutenant,   10  June,   1817.      First   Lieutenant,   8  October,   1819.     Died 
20  April,  1835. 
Gardner.  Robert. 

Second  I^icutenant,  3  February,  1809.     Died,  date  not  known. 
Garland.  Addison. 

Second  Lieutenant,  17  October,  1834.  First  Lieutenant,  15  November,  1840.  Cap- 
tain, 15  October,  1854.  Major,  26  July,  1861.  Brevet  Captain,  10  Marcli  1847 
Died  20  June,  1864. 
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Garrard,  W.  C. 

Second  Lieutenant,  1815.     Resigned  31  jMay,  ISl."). 
Gassawa.y,  Joliii. 

Second  Lieutenant,  18  June,  1811).     Resigned  '20  December.  181ft 
Geddis,  S.  W . 

First  Lieutenant,  2G  July,  1798.     Resigned  9  April,  1801. 
Gibson,  $!i.  H. 

Second  Lieutenant,  5  October,  18G9.      First  Lieutenant,  3  October,  1876.      la 
service. 
Gillespie,  A.  H. 

Second  Lieutenant,  30  October,  1832.     First  Lieutenant,  18  January,  1838.     Cap- 
tain, November,  1847.     Brevet  Major,  G  December,  184G.     Resigned  14  October. 
1854. 
Gilinan,  Howarfl  K. 

Second  Lieutenant,  24  June,  1880. 
Giliiiore,  Williaui. 

Second  Lieutenant,  25  June,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 
Glisson,  H.  Y. 

Second  Lieutenant,  27  February,  18G6.     Died  13  August,  1SG7. 
Goldsboroiigli,  L..  M. 

Second  Lieutenant,  1  March,  1861.     First  Lieutenant,  1  .'September,  1861.     Died 
15  October,  1863. 
Goodloe,  G.  C. 

Second  Lieutenant,  21  April,  1869.     Major,  17  March,  1877.     In  service. 
Goodrell,  JUaiioil  C 

Second    Lieutenant,    9     March,    1865.      First    Lieutenant,     16   April,    1870.      In 
service. 
Graham,  George  R. 

Sec(jnd  Lieutenant,  27  July,  1847.     First  Lieutenant,  22  October,  1856.     Captain, 
26  July,  18G1.     Major,  21  June,  1864.     Retired  1  January,  187G. 
Grant,  Oscar  B. 

Second  Lieutenant,  25  November,  1861.      First  Lieutenant,  26  November,  1861. 
Resigned  23  April,  1862. 
Gra.yson,  Alfred. 

Second  Lieutenant,  26  July,  1810.     First  Lieutenant,  14  April,  1812.     Brevet  Cap- 
tain, 18  June,  1814.     Died  28  June,  1828. 
Grayson,  John  €. 

Second  Lieutenant,  4  May,  1840.     First  Lieutenant,   16  March,  1847.     Captain, 
7  January,  1859.     Retired  22  April,  18G4. 
Green,  Farnifold. 

Second  Lieutenant,  23  February,  1830.    First  Lieutenant.  19  Julv.  1855.    Resigned 
6  June,  1831. 
Green,  Israel. 

Second  Lieutenant,  3  March,  1847.     Dismissed  18  May,  1861. 
Greenleaf,  Robert. 

Second  Lieutenant,  16  March,  1801.     First  Lieutenant,  4  April,  1805.     Captain, 
19  January,  1811.     Died  in  1815. 
Green,  Richard  D. 

Second  Lieutenant,  1  March,  1815.     Resigned  1  April,  1823. 
Grimes,  John  II. 

Second  Lieutenant,  5  June,  ISGl.     First  Lieutenant,  1  September,  1861.     Captain. 
13  August,  1865.     Dismissed  11  February,  1870. 
Grymes.  Charles. 

Second  Lieutenant,  3  March,  1819.     First  Lieutenant,  17  July,  18!5l.     Brevet  Cap- 
tain, 20  July,  183L     Died25  July,  1834. 
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Gnlick,  liOiiis  J. 

Second  Lieutenant,  22  June,   1874.     First   Lieutenant,  21    December,   1880.     In 
service. 
Unnn,  C.  C. 

Second  Lieutenant,  12  September,  1812.     Resigned  in  1812. 

Hale,  W.  H. 

Second  Lieutenant,  5  June,  18C1.     First  Lieutenant,  1  September,  1801.     Captain, 
8  December,  1864.     Died  28  August,  18(17. 
Hall,  Edward. 

Second  Lieutenant,   l.'i  April,  1799.     Captain,  23  January,   1809.      Resigned  13 
August,  1809. 
Hall,  Francis  C. 

Second  Lieutenant,  5  July,  182.5.     First  Lieutenant,  1  July,  1834.     Captain,  16 
March,  1S47.     Died  13  July,  1853. 
Hall,  Joseph  C. 

Second  Lieutenant,  10  June,  1817.     First  Lieutenant,  3  March,  1819.     Brevet  C  r)- 
tain,  3  March,  1829.     Died  17  May,  1833. 
Hall,  John. 

First  Lieutenant,  2  August,  1798.     Captain,  1  December,  1801.     Major,  8  June, 
1814.     Disbanded  IS  April,  1817,  under  Peace  Establishment  Act. 
Hall,  M'illiani. 

Second  Lieutenant,  18  April,  1813.     First  Lieutenant,  24  September,  1813.     Cap- 
tain, 18  December,  1814.    Disbanded  18  April,  1817,  under  Peace  Establishment 
Act. 
Hamniersly^  li.  R. 

Second  Lieutenant,  23  July,  186G.     Resigned  21  September,  1869. 
Hanna,  Charles  S. 

Second  Lieutenant,  23  April,  1810.     First  Lieutenant,  14  April,  1812.     Captain, 
18  June,  1814.     Disbanded  18  April,  1817,  under  Peace  Establishment  Act. 
Hardy,  J.  1.  C. 

Second  Lieutenant,  3  March,  1823.     First  Lieutenant,  13  June,  1830.     Captain, 
3  March,  1847.    Died  26  November,  1853. 
Hardy,  Joseph. 

Captain,  25  J  une,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 
Harwood,  Richard. 

First  Lieutenant,  10  July,  1798.     Resigned  10  November,  1799. 
Harrington,  F.  ]M. 

Second  Lieutenant,  8  December,  1864.     First  Lieutenant,  13  October,  1869.    In 
service. 
Harris,  Liloyd  G. 

Second  Lieutenant,  9  March,  1865.     Resigned  25  April,  1868. 
Harris,  John  C. 

Second  Lieutenant,  25   November,  18G1.     First  Lieutenant,  16  February,  1864. 
Brevet  First  Lieutenant,  24  April,  1862,  for  gallant  and  meritorious  services  at 
the  attack  upon  Forts  Jackson  and  St.  Philip,  24  April,  1862.     Resigned  31 
July,  1869. 
Harrison,  Richard. 

Second  Lieutenant,  25  June,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 
Hasil,  Andrew. 

Second  Lieutenant,  1808.    First  Lieutenant,  23  January,  1809.    Resigned  2  August, 
1809. 
Haverstick,  John  W. 

Second  Lieutenant,  18  March,  1864.     Resigned  27  September,  1869. 
Haycock,  George  B. 

Second  Lieutenant,  10  March,  1863.     First  Lieutenant,  20  June,  1866.    Captain, 
58 
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18  April,  1880.     Brevet  Captain,  7  June,  1870,  for  gallajit  and  meritorious  ser- 
vices at  Gunpowder  Bridge,  in  July,  1864,  to  date  from  7  June,  1870.    In  service. 

TTayH,  A.  J. 

Second  Lieutenant,  4  December,  1847.  First  Lieutenant,  17  July,  1857.  Resigned 
1  March,  186-1. 

Heatb,  John. 

Second  Lieutenant,  18  April,  1811.  First  Lieutenant,  31  May,  1812.  Captum, 
18  June,  1814.     Disbanded  18  April,  1817,  under  Peace  Establishment  Act. 

Second*  Lieutena-nt,  14  March,  1856.  First  Lieutenant,  1861.  Captain,  26  July. 
1801.    Major,  13  January,  1870.    Lieutenant-Colonel,  18  April,  1880.    In  service. 

Heisler,  George. 

Second  Lieutenant,  25  November,  1861.     Died  12  July,  1863. 

Second  Lieutenant,*!  6  March,  1847.  First  Lieutenant,  10  December,  1855.  Brevet 
First  Lieutenant,  13  September,  1847.     Dismissed  23  July,  1863. 

JSenderson,  Daniel.  ,    ,    ,.         ^  u    t. 

First  Lieutenant,  25  June,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 

Hervilly,  D',  James. 

Second  Lieutenant,  5  March,  1872.     Resigned  1  May,  1880. 

Heywood,  Charles.  .     ,„  ^- 

Second  Lieutenant,  5  April,  1858.  First  Lieutenant,  186;1.  Captain,  23  >ovember. 
1861  Major,  1  November,  1876.  Brevet  Major,  8  March,  18B2,  for  distinguished 
gallantry  in  the  presence  of  the  ememy,  8  March,  1862.  Brevet  Lieutenant- 
Colonel,  5  August,  1864,  for  gallant  and  meritorious  services  at  the  Battle  ot 
Mobile  Bay,  to'date  from  5  August,  1804.     In  service. 

'^SecOTd  Lieutenant,  9  March,  18G1.  First  Lieutenant,  1  September,  1861.  Cap- 
tain 10  June  1864.  Brevet  Captain,  25  Mav,  1863,  for  gallant  and  meritorious 
services  at  Port  Hudson  and  Grand  Gulf,  25  May,  1 863.     In  service. 

*  Second  Lieutenant,  5  June,  1861.     Killed  in  action,  21  July,  1861,  Bull  Run. 

**  Second  Li'eutenant,  25  November,  1861.  First  Lieutenant,  26  Ndvember,  1861. 
Died  17  August,  1862. 

Hoist,  Thomas.  .  .         f,r,Qa 

Second  Lieutenant,  14  January,  1799.     Last  appearance  in  Register  of  1799. 

Holmes    Ocot*£C* 

Second  Lieutenant,  8  March,  1849.     Resigned  28  Februarj-,  1861. 

BCopkinS,  S.  G.  .  .  r-,ain 

Second  Lieutenant,  28  April,  1810.     Last  appearance  in  Register  of  1810. 

Hooper,  Thomas  W.  .^    ,  c     i     i        i  oft.> 

Second  Lieutenant,  19  February,  1801.  First  Lieutenant,  1  September,  1802. 
Resigned  10  March,  1807. 

""8™' Lieut*^nfn1,  23* October,  1860.  First  Lieutenant,  1  September,  1861  Cap- 
tain 6  February  1864.  Major,  21  December,  1880.  Brevet  Major,  5  August, 
1804,  for  gallant  and  meritorious  services  at  the  Battle  of  Mobile  Bay,  to  date 
5  August,  1804.     In  service. 

""le^oiKl  S't"*ant,  4  June,  1799.      First  Lieutenant,  1   July,  1801.      Resigned 

16  February,  1807. 

Howell,  Becket  J.  „    .       ,  ,  ,r     i    ior-i 

Second  Lieutenant,  1  August,  1860.     Resigned  1  March,  1861. 

"Tc!nd^Li'e!^t?nS*t,  1   March.  1815.     First   Lieutenant,  18  April,   1817.     Brevet 
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Captain,  Adjutant  and  Insiiector  with  rank  of  Major.     Captain,  1  July,  1834. 
Brevet  Captain,  18  April,  1837.     Died  16  July,  1857. 
Hoyt,  Samuel. 

Second  Lieutenant,  5  June,  1809.     Resigned  14  March,  1810. 
Hnger,  Jacob  M. 

Second  Lieutenant,  1  May,  1799.     Died  8  November,  1799. 
Humphrey,  C.  H. 

Second  Lieutenant,  10  March,  1863.     Resigned  in  1864. 
Huntington,  R.  W. 

Second  Lieutenant,  5  June,  1861.     First  Lieutenant,  1  September,  1861.     Captain, 
21  June,  1864.     In  service. 
Hyde,  Benjamin. 

Second  Lieutenant,  3  July,  1813.     First  Lieutenant,  1813.     Died  10  February, 
1815. 

Ingrataam,  H.  li. 

Second  Lieutenant,  16  July,  1858.     Resigned  8  March,  1861. 
Irving,  !Edgar.  ' 

Second  Lieutenant,  1  October,  1833.     Resigned  27  February,  1835. 

Jackson,  Samuel  S. 

Second  Jjieutenant,  23  June,  1880. 
James,  James. 

First  Lieutenant,  9  August,  1798.     Resigned  20  May,  1799. 
Johnson,  John. 

Second  Lieutenant,  23  May,  1800.     First  Lieutenant,  1  June,  1803.     Resigned  in 
1809. 
Johnson,  Samuel  B. 

Second  Lieutenant,  April,  1814.     First  Lieutenant,  16  July,  1814.     Died  19  May, 
1820. 
Jones,  !Edward. 

Second  Lieutenant,  7  January,  1859.     Resigned  23  October,  1860. 
Jones,  James  H. 

Second  Lieutenant,  3  March,  1847.    First  Lieutenant,  1  September,  1853.    Captain, 
7  May,  1861.     Lieutenant-Colonel,  10  June,  1864.     Colonel,  16  March,  1S79. 
Died  17  April,  1880. 
Jones,  Roger. 

Second  Lieutenant,  26  January,  1809.    First  Lieutenant,  28  June,  1809.     Resigned 
7  July,  1812. 

Keene,  Newton. 

Second  Lieutenant,  33  December,  1798.     First  Lieutenant,  1  November,   1800. 
Resigned  1  November,  1805. 
Kellogg,  liyman. 

Second  Lieutenant,  3  July,  1813.     First  Lieutenant,  18  Jvme,  1814       Captain. 
3  March,  1819.     Resigned  9  February,  1830. 
Kelton,  Allan  C. 

Second    Lieutenant,  31   March,  1869.     First  Lieutenant,  1   April,  1875.     In  ser- 
vice. 
Kennedy,  H.  W. 

Second  Lieutenant,  1  March,  1815.     Resigned  9  November,  1816. 
Kennedy,  Philip  C 

Second  Lieutenant,  14   February,  1861.      First  Lieutenant,    '.  September,   1861. 
Captain,  1864.     Died  31  August,  1864. 
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Kidil.   Kobert. 

Second   Lieutenant,  25   November,   ISUl.     First  Lieutenant,  26   Novcmlier,  1861. 
Dismissal  29  December,  1862. 
Kiiitziiig.  M.  R. 

Second  Lieutenant,  8  September,  1841.     First  Lieutenant,  16  March,  1847.     Cap- 
tain, 1  Au£;ust,  1860.     Lieutenant-Colonel,  10  June,  1864.     Colonel,  "i  December, 
1867.     Retired  15  March,  187ft. 
Kirklaiul,  W.  W. 

Second  Lieutenant,  26  June,  1855.     Resigned  28  August,  1860. 
Knbn,  Jo»«eph  !•. 

Second  Lieutenant,  37  July,  1813.     first  Lieutenant,  18   Jtme,  1814.      Captain, 
25  June,  1823.     Dismissed  7  April,  1833. 

I.aue,  Enoch  S. 

Second  Lieutenant,  37  February,  1801.     Died  16  July,  1804. 
Liang,  William. 

Second  Lieutenant,  30  September,  1831.     First  Lieutenant,  21  June,  1836.     Cap- 
tain, 16  January,  1847.     Died  6  May,  1850. 
liOe,  Tbomas. 

Second  Lieutenant,  4  November,  1836.     Resigned  30  September,  1831. 
liegge,  Thomas  W. 

Second  Lieutenant,  16  August,  1813.     First  Lieutenant,  1814.     Resigned  in  1816. 
I<ewis,  James. 

Second  Lieutenant,  25  September,  1855.     First  Lieutenant,   1861.      Captain,  26 
July,  1861.     Major,  13  October,  1869.     In  service. 
Liewis,  John  T.. 

Second  Lieutenant,  9  August,  1798.     First  Lieutenant,  24  June,  1799.     Resigned 
23  June,  1801. 
liilly,  Reuben. 

First  Lieutenant,  9  September,  1798.     Died  9  April,  1800. 

Liindsay,  G.  F. 

Second  Lieutenant,  1  April,  1823.    First  Lieutenant,  33  September,  1831.     Cap- 
tain, 3  March,  1847.     Died  37  September,  1857. 
liindsay,  O.  F.,  Jr. 

Second  Lieutenant,  16  March,  1847.     Resigned  31  December,  1852. 
liinton,  Thomas  A. 

Second  Lieutenant,  28  February,  1815.    First  Lieutenant,  18  April,  1817.    Captain, 

7  April,  1872.    Major,  13  March,  1845.     Brevet  Captain,  18  April,  1827.     Died 
.  17  February,  1853. 

L,itt]e,  M.  M. 

Second  Lieutenant,  17  May,  1823.     Resigned  35  February,  1835. 

lilewellin,  Samuel. 

Second  Lieutenant,  13  January,  1799.      First  Lieutenant,  1  October,  1801.     Re- 
signed 1  August,  1805. 
liOgan,  Samuel  Li. 

Second  Lieuteuant,  26  April,  1875. 
liOoinis,  Erastns. 

Second  Lieutenant,  28  February,  1816.     Resigned  15  July,  1816. 

liord,  Charles. 

Second  Lieutenant,  37  September,  1813.     First  Lieutenant,  18  June,  1814.     Died 
30  October,  1821. 
liove,  Marsball.  ' 

Second  Lieutenant,  3  April,  1830.     Died  28  July,  1832. 

liOTe,  John  €. 

Second  Lieutenant,  30  Juiy,  1804.     First  Lieutenant,  4  July,  1805.     Died  13  May, 
1807. 


GENERAL   NAVY   REGISTER.— MARINE    CORPS.  885 

Xiowe,  David. 

First  Lieutenant,  25  June,  1776.     Disbanded  -witii  the  Navy  of  tlie  Revolution. 
liOwry,  H.  B. 

Second  Lieutenant,  25  November,  1861.      First  Lieutenant,  26  November,  1861. 
Assistant  Quartermaster,  with  rank  of  Captain.      Captain,  16  October,   1869. 
Brevet  Captain,  8  September,  1863,  for  gallant  and  meritorious  services  at  the 
night  attack  upon  Fort  Sumter,  8  September,  1863.     In  service. 
I<owry,  John. 

Second  Lieutenant,  7  May,  1822.     Resigned  30  June,  1825. 
liUCket,  Liloyd. 

Second  Lieutenant,  5  July,  1812.     Last  appearance  in  Register  of  1812. 
liUcket,  IVelsou. 

Second   Lieutenant,  1807.      First  Lieutenant,  26  January,   1809.      Resigned  in 
1812. 


Macomber,  Benjamin. 

Second  Lieutenant,  28  March,  1820.     First  Lieutenant,  3  April,  1823.     Captain, 
8  January,  1838.     Maior.  7  January,  1859.     Brevet  Captain,  2  April,  18;!3.     Died 
in  1861. 
Maddox,  W.  A.  T. 

Second  Lieutenant,  14  October,  1837.     First  Lieutenant,  3  March,  1847.    Assistant 
Quartermaster  with  rank  of  Captain.    Major,  26  October,  1857.    Brevet  Captain, 
3  January,  1847.     Retired  3  January,  1880. 
Madison,  A.  Jj.  B. 

Second  Lieutenant,  30  .Tune,  1809.     First    Lieutenant,  16  November.  1810.     Re- 
signed 16  April,  1812. 
Madison,  Ambrose. 

Second  Lieutenant,  1817.     Resigned  21  July,  1818. 
Maguire,  James. 

Second  Lieutenant,  28  February,  1839.     Resigned  25  January,  1842. 
Maine,  John. 

Second  Lieutenant,  12  August,  1798.     Resigned  14  May,  1799. 
Mannix,  D.  P. 

Second   Lieutenant,   30  December,   1862.      First  Lieutenant,   12   February,  1870. 
In  service. 
Marston,  Ward. 

Second  Lieutenant,  3  March,  1819.     First  Lieutenent,  30  October,  1821.     Captain, 
1  July,  1834.     Major,  10  December,  1S55.     Lieutenant-Colonel,  26  July,  1861. 
Brevet  Major,  2  January,  1847.      Brevet  Captain,  30  October,   1831.     Retired 
1  June,  1864. 
Martin,  IVicholas. 

Second  Lieutenant,  26  April,  1810.     Last  appearance  in  Register  of  1810. 
Massey,  I^^ee. 

Second  Lieutenant,  1807.     First  Lieutenant,  28  January,  1809.     Drowned  7  Feb- 
ruary, 1812. 
Mathews,  S.  H. 

Second  Lieutenant,  25  November,  1861.      First  Lieutenant,  26  November,  1861. 
Dismissed  1  July,  1863. 
Mayson,  F.  G. 

Second  Lieutenant,  14  November,  1845.     Resigned  26  January,  1850. 
McArdle,  W.  M. 

Second  Lieutenant,  3  March,  1835.     Resigned  31  January,  1837. 
MeCawley,  C  O. 

Second  Lieutenant,  3  March, 1847.     First   Lieutenant,  2   January,  1855.     Captain 
26  July,  1861.     Major,  10  June,   ISlil.     Lieutenant-Colonel,  5  December,  1867. 
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Colonel,  1  November,  ISTO.    Brevet  First  Lieutenant,  13  SeiJtember,  1847.    Bre- 
vet Major,  8  September,  1803,  for  gallant  and  meritorious  services  at  the  nigh; 
attack  upon  Fort  Sumter,  to  date  from  8  September,  18G3. 
McCawlcy,  £<Iward. 

Second  Lieutenant,  IT  .lune,  1870.     Resigned  1  April,  1873. 
llIcCawIt>.v<  JaiucH. 

Second  Lieutenant,  28  March,  1820.     First  Lieutenant,  C  October,  1822.     Captain, 

12  September,   18HG.      Brevet  Captain,  6  October.   1832.      Died  22  February, 
1839. 

McClcaii,  James. 

Second  Lieutenant,  33  March,  1813.     Resigned  20  August,  1813. 
McCleary,  W. 

Second  Lieutenant,  16  December,  1799.     Died  31  December,  1800. 
McCIine,  John. 

Second  Licuten.aut,  9  September,  1818.     Last  appearance  in  Register  of  1818. 
McClnre,  James. 

Second    Lieutenant,  25    .Tune,   1770.      Disbanded   with    the  Navy  of  the   Revo- 
lution. 
McDowell,  J.   £. 

Second  Lieutenant,  3  .July,  ISll.     Resigned  2.1  March,  1812. 
McKiiiiioii,  X.   A. 

Second  Lieutenant,  21  April,  1812.     Last  appearance  in  Register  of  1812. 
McKiiiglit,  .fames. 

First  Lieutenant,  3  August,  1798.     Captain,  1  September,  1798.     Killed  in  a  duel, 
14  October,  1802. 
McDonald,  W.  J.,  Jr. 

Second  Lieutenant,  21  May,  1808.     Resigned  1  September,  1879. 
McElrath,  Thomas  li. 

Second  Lieutenant,  25  November,  1861.     First  Lieutenant,  26  November,  18G1. 
Resigned  19  June,  1866. 
McKean,  W.  B. 

Second  Lieutenant,  2.5  November,  1861.      First  Lieutenant,  26  November,  1861. 
Captain,  13  October,  1869.     Retired  16  April,  1870.     Died  30  August,  1879. 
McLican,  Alexander  C. 

Second  Lieutenant,  11  March,  1829.     Resigned  8  May,  1833. 
McIiCan,  O.  TV. 

Second  Lieutenant,  8  May,  1833.      First  Lieutenant,  6  March,  1888.      Resigned 
7  February,  1839. 
McNeill,  F.  B. 

Second  Lieutenant,  17  October,  1834.     First  Lieutenant,  1.5  April,  1841.     Died 

13  March,  1856. 
McSherry,  W.  K. 

Second  Lieutenant,  31  March,  1869.     Died  13  October,  1872 
Meade,  Robert  Li. 

Second  Lieutenant,  14  June,  1862.      First  Lieutenant,  2  April,  1864.      Captain, 
22  January,  1876.     Brevet  First  Lieutenant,  8  September,  1863,  for  gallant  and 
meritorious   services   at   the   night   attack    upon   Fort    Sumter,   8   September, 
186.3. 
Meade,  Stephen. 

First  Lieutenant,  23  July,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 
Meeker,  E.  P. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  17  November,  1864.  Cap- 
tain, 19  November,  1877.  Brevet  Captain,  14  January,  1865,  for  gallant  and 
meritorious  services  at  the  attack  upon  Fort  Fisher,  13, 14  and  15  January,  1805. 
In  service. 
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HMCeiere,  Jnliiis  E. 

Second  Lieutenant,  16  April,  1855.     First  Lieutenant,  1861.     Dismissed  6  May, 
18G1. 
JMemniinger,  George. 

Captain,  3  August,  1798.     Died  31  August,  1798. 
Mereer,  Carroll. 

Second  Lieutenant,  '2'3  .huu',  1880. 
Mercer,  Kaiiinel. 

Second    Lieutenant,  13   March,   1866.      First 'Lieutenant,  1   January,   1874.      In 
service. 
:»filler.  E.  R. 

Sec  ond  Lieutenant,  (i  February,  1805.     Retired  13  October,  1869. 
Millor,  Kaiiiiiel. 

S<'eond  Lieutenant,   1   ,Iune,  1808.     First  Lieutenant,  7  Miircli,   1809.     Captain, 
18   .Tune,   1814.      Major,  1    July,  1834.      Lieutenant-Colonel,   6  October,   1841. 
I>revet  Major,  34  August,  1814.      Brevet  Lieutenant-Colonel,   3  March,  1827. 
Died  9  December,  1855. 
JUilljii,  James  J. 

Second  Lieutenant,  1  March,  1815.     First  Lieutenant,  18  April,  1817.     Tlesigned 
12  September,  1817. 
Montegat,  T.  R. 

Second  Lieutenant,  15  April,  1813.    First  Lieutenant,  18  June,  1814.    Last  appear- 
ance in  Register  of  1810. 
Montgomery,  Hugh. 

Second  Lieutenant,  25  June,  1776.      Disbanded  with  the  Navy  of  the  Revolu 
tion. 
Morgan,  Abel. 

Second  Lieutenant,  25  June,  [1776.      Disbanded  with   the  Navy  of  the  RctoIh- 
tion. 
Morgan,  John  V. 

Second   Lieutenant,  10   March.  1865.      First  Lieutenant,  3   July,   1871.     In  ser- 
vice. 
Morris,  Governenr. 

Second  Lieutenant,  2  July,  1864.     Died  25  December,  1865. 
Mosby,  Robert. 

Second  Lieutenant,  1810.     First  Lieutenant,  14  April,  1813.     Resigned  30  April, 
1814. 
Moseby.  Joseph. 

Second  Lieutenant,  20  Apn),  1810.     Resigned  30  April,  1814. 
Mullany,  Frank  A. 

Second  Lieutenant,  33  July,  1866.     First  Lieutenant,  21  June,  1873.     Resigned 
11  May,  1880. 
Mullen,  Robert. 

Captain,  35  June,  1876.     Disbanded  with  the  Navy  of  the  Revolution. 
Mnnroe,  Frank. 

Second  Lieutenant,  5  June,  1861.     First  Lieutenant,  1  September,  1861.     Captain, 
10  June,  1864.     Died  18  November,  1877 
Mnrphy,  P.  St.  C. 

Second  Lieutenant,  19   February,  1873.     First  Lieutenant,   18  April,  1880.     In 
service. 
Murray,  TV.  R. 

Second  Lieutenant,  3  July,  1864.     First  Lieutenant,  3  August,  1869.     Dismissed 
17  May,  1871. 
Mnse,  W.  S. 

Second  Lieutenant,  18  March,  1864.     First  Lieutenant,  27  April,  1867.     Captain, 
21  December,  1880.     In  service. 


888  GENERAL  NAVY   REGISTER.— MARINE   CORPS. 

Heale,  Joseph. 

Second  Lieutenant,  8  May,  1790.     Died  23  September,  1800. 

ireill,  R.  R. 

Second  Lieutenant,  6  Februar}',  1865.     First  Lieutenant,  16     ctober,  1869.     Re- 
signed 3  June,  1873. 
STeTille,  Francis  S. 

Second  Lieutenant,  23  May,  1826.     Struck  off,  3  April,  1840. 
Neville,  Francis  S. 

Second  Lieutenunt,  30  October,  1830.     Resigned  l.'j  July,  1833. 
Newton,  £dwin  B. 

Second  Lieutenant,  Hi  January,  1817.     Resigned  1  January,  1819. 
Nichols,  Robert  H. 

Second  Lieutenant,  27  February,  1801.     Resigned  5  April,  1801. 
Nichols,  Saninel. 

Major,  25  June,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 
Nicholson,  A.  A. 

Second  Lieutenant,  28  March,  1820.     First  Lieutenant,  27  May,  1822.     Captain,  25 
July,  1834.     Quartermaster  with  the  rank  of  Major.     Brevet  Captain,  27  May, 
1833.     Died  18  July,  1855. 
Nicholson,  A.  S. 

Second  Lieutenant,  16  March,  1847.    First  Lieutenant,  14  March,  1856.     Adjutant 
and  Inspector  with  the  rank  of  Major.    Major,  6  May,  1861.     Brevet  First  Lieu- 
tenant, 13  September,  1847.     In  service, 
Nicholson.  Joseph. 

Second   Lieutenant,  7  June,  1878.      First  Lieutenant,  39   November,  1874.      In 
service 
Nicholson.,  Joseph  S. 

Second  Lieutenant,  16  March,  1847.     Brevet  First  Lieutenant,  13  September,  1847. 
Resigned  5  September,  1850. 
Nicholson,  Jesup. 

Second  Lieutenant,  13  March,  1816.     Resigned  10  July,  1817. 
Nicholson.  IVilliani. 

Captain,  6  SeiJtember,  1776.     Disbanded  with  Ihe  Navy  of  the  Revolution. 
Nicoll,  William. 

Second  Lieutenant,  24  December,  1813.     First  Lieutenant,  18  June,  1814.     Died 
24  March  1821. 
Nokes,  N.  li. 

Second  Lieutenant,  35  November,  1861.     First  Lieutenant,  30  June,  1863.     Cap- 
tain, 20  March,  1872.     In  service. 
Noi^ell,  Freeman. 

Second  Lieutenant,  3  March,  1847.     Brevet  First  Lieutenant,  13  September,  1847. 
Dismissed  2.  June,  1855. 
Nowell.  Ed.  S. 

Second  Lieutenant,  9  May,  1815.     Died  7  July,  1817. 
Nye,  C.  H. 

Second  Lieutenant,  25  November,.  1861.     First  Lieutenant,  26  November,  1861. 
Dropped  IC)  November,  1864. 

O'Bannon.  P.  N. 

Second  Lieutenant,  18  January,  1801.     First   Lieutenant,  15   October,  1802.     Re- 
signed 6  JIarch,  1807. 

O'Brien.  A.  II. 

Second  Lieutenant,  10  March,  1869.     First  Lieutenant,  29  November,  1874.     Re- 
signed 30  :\rarch,  1.^75. 


GENERAL   NAVY   REGISTER.— MARINE   CORPS.  889 

Olcott,  Henry. 

Second  Lieutenant,  19  October,  1S13.     First  Lieutenant,   IS  .Tune,  1814.     Died 
17  September,  1821. 
Osborn,  George- 
Captain,  22  July,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 
Osborn,  W.  S. 

Second  Lieutenant,  9  October,  1800.     First  Lieutenant,  1  July,  1803.     Resigned 
36  April,  1806. 

Page,  John  S. 

Second  Lieutenant,  13  March,  1816.     Cashiered  12  June,  1817. 
Palmer,  Aulick. 

Second  Lieutenant,  12  March,  1866.     First  Lieutenant,  13  March,  1873.     Resigned 
36  September,  1879. 
Palmer,  Riehard. 

Captain,  23  July,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 
Parker,  Henry  M. 

Second  Lieutenant,  23  January,  1809.    First  Lieutenant,  38  June,  1809.     Resigned 
28  February,  1813. 
Parker,  W.  H. 

Second  Lieutenant,  5  June,  1861.     First  Lieutenant,  1  September,  1861.     Captain, 
8  December,  1864.     Brevet  Major,  15  January,  1864,  for  gallant  and  meritorious 
services  at  the  attack  ujion  Fort  Fisher,  13,  14  and  15  Januarv,  1865. 
Payne,  John  O. 

Second  Lieutenant.  3  December,  1853.     Dismissed  35  October,  1858. 
Peet,  F.  T.,  Jr. 

8econd  Lieutenant,  14  June  1863.    First  Lieutenant,  1  September,  1864.    Resigned 
38  August,  1869. 
Perry,  William  F. 

Second  Lieutenant,  3  March,  1847.     Resigned  15  November,  1848. 
Pile,  Jones. 

Second  Lieutenant,  13  July,  1863.     Killed  in  action,  34  December,  1864. 
Prime,  Joshna. 

Second  Lieutenant,  37  April,  1813.     Died  7  February,  1813. 
Pinckney.  Thomas  H. 

Second   Lieutenant,   1807.      First  Lieutenant,  23  January,  1809.      Resigned  31 
August,  1811. 

Pope,  P.  C. 

Second  Lieutenant,   25  November,  1861.     First  Lieutenant,  26  November,  1861. 
Captain,  14   April,  1870.     Brevet  Captain,  8   September,  1863,  for  gallant  and 
meritorious  services  at  the  night  attack  upon  Fort  Sumter,  8  September,  1863. 
In  service. 
Porter,  Andrew. 

Captain,  25  June,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 
Porter,  Charles  K. 

Second  Lieutenant,  1817.     First  Lieutenant,  3  March,  1819.     Resigned  12  August, 
1819. 
Porter,  Carlisle  P. 

Second  Lieutenant,  30  December,  1866.     First  Lieutenant,  1  February,  1873.     In 
service. 
Powers,  Darius  C 

Second  Lieutenant,  1.^  June,  1836.     Dismissed  10  July,  1837. 
Porter,  James. 

Second  Lieutenant,  6  December,  1799.     Resigned  30  June,  1801. 
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Pownal,  'Thomas. 

First  Lieutenant,  25  June,  1776.     Disbanded  witli  the  Navy  of  the  Revolntion. 
Powell,  S.  W. 

Second  Lieutenant,  25  November,  1861.      First  Lieutenant,  20  November,  1862. 
Resigned  12  February,  1865. 

Quackinbnsli,  S.  W. 

Second  Lieutenant,  4  December,  1869.     First  Lieutenant,  8  September,  1877.     In 
service. 
Qneen,  Henry  W. 

Second  Lieutenant,  14  March,  1842.     First  Lieutenant,  28  September,  1847.     Died 
at  sea,  4  April,  1858. 

Ran«lolpli.  W.  A. 

Second  Lieutenant,  30  July,  1823.     Dismissed  21  October,  1826. 
Ragland,  James. 

Second  Lieutenant,  2  February,  1809.     Resigned  17  May,  1809. 
Ramsay,  Alan. 

Second  Lieutenant,  1  March,  1857.      First  Lieutenant,  1861.     Captain,  26  July, 
1861.     Died  15  February,  1864. 
Rankin,  Robert. 

Second  Lieutenant,  2  September,  1798.     First  Lieutenant,  2  March,  1799.     Ca-- 
tain,  16  January,  1808.     Resigned  1  January,  1809. 
Ratliborne,  J.  II. 

Second  Lieutenant,  25  October,  1858.     Resigned  16  January,  1862. 
Read,  Franklin. 

First  Lieutenant,  25  June,  1776.     Dismissed  with  the  Navy  of  the  Revolution. 
Read,  Jacob. 

Second  Lieutenant,  3  March,  1847.     First  Lieutenant,  19  August,  185S.     Resigned 
28  February,  1861. 
Reber,  Jobn  M. 

Second  Lieutenant,  14  June,  1862.     Dismissed  20  June,  1863. 
Reddiek,  Josiali. 

Second  Lieutenant,  5   September,   1798.     First  Lieutenant,  25  May,  1799.     Re- 
signed 30  June,  1802. 
Reid,  George  C 

Second  Lieutenant,  2  July,  1864.     First  Lieutenant,  29  August,  1869.     In  service. 
Remey,  W.  B. 

Second   Lieutenant,  25  November,   1861.     First  Lieutenant,   17   February,   1864. 
Captain,  21   June,  1872.     Appointed  Acting  Judge  Advocate  General  of  the 
Navy,  2  July,  1878.     Appointed  Judge  Advocate  General  of  the  Navy  with  the 
rank  of  Colonel,  from  9  June,  1880. 
Reynolds,  E.  McD. 

Second  Lieutenant,  3  March,  1847.     First  Lieutenant,  27  November,  1853.     Cap- 
tain, 24  May,  1861.     Brevet  First  Lieutenant,  13  September,  1847.     Dismissed 
7  December,  1864. 
^IteTnolds,  Mloliael. 

Second  Lieutenant,  1  May,  1799.      First  Lieutenant,  9  April,   1801.      Captain, 
23  January,  1809.     Resigned  30  January,  1811. 
Reynolds,  John  G. 

Second  Lieutenant,  26  May,   1824.      First  Lieutenant,  17   May,   1833.     Captain, 
3  March,  1847.     Major,  1861.    Lieutenant-Colonel,  26  July,  1861.    Brevet  Major, 
13  September,  1847.     Died  2  November,  1865. 
Rich,  Jabez  C 

Second  Lieutenant,  31   June,  1834.     First  Lieutenant,  24  February,  1839.     Cap- 
tain, 27  November,  1853.     Dismissed  22  May,  1861. 
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Richardson,  Bcnjauiin. 

Second  Lieutenant,  r>  .Tune,   1813.     First  Lieutenant.   18  -lune,  1814.     Resigned 
1  October,  1824. 
Riddle,  Robert  B. 

Second  Lieutenant,  24  April,  1810.     Died  in  Septcnihcr.  IS11. 

RiggK,  Wyron  C 

Second  ),iiuteiut'it,  18  August,  1857.     Resigned  0  .Tanuary.  1858. 
Robins,  ii.  W. 

Second  Lieutenant,  26  April,  1832.     First  Lieutenant,  11   December,  1836.     Died 
1  March,  1845. 
Robinson,  E.  R. 

Second  Lieutenant,  2  July,   1864.      First  Lieutenant,  28   Sei)tember,   1869.      In 
service. 
Ronnifort,  A.  L. 

Second  Lieutenant,  .July,  1817.     Died  in  1818. 
Rogrers,  S.  W. 

Second  Lieutenant,  3  March,  1831.     Died  27  September,  1823. 
Ross,  Andrew. 

Second  Lieutenant,  3  March,  1821.     First  Lieutenant,  1  October,  1834.     Died   11 
December,  1836,  of  wounds  received  in  action. 
Rnssell,  B.  R. 

Second  Lieutenant,   16  October,  J869.     First  Lieutenant,  1   November,  1876.     In 
service. 
Rnssell.  W.  W. 

Second  Lieutenant,  5  April,  1843.  First  Lieutenant,  18  November,  1847.  Pay- 
master with  the  ranli  of  Major.  Brevet  Captain,  10  December,  1847.  Died  31 
October,  1863. 

Saltmarsh,  E.  O. 

Second  Lieutenant,  14  June,  1863.     First  Lieutenant,  10  June,  1864.     Resigned 
1  July,  1871. 
Sayre,  Calvin  I*. 

Second  Lieutenant,  3  June,  1853.     Resigned  14  February,  1861. 
Scott,  Frank. 

Second   Lieutenant,  9    December,  1870.      First   Lieutenant,   16   May,  1878.      In 
service. 
Scott,  W.  B. 

Second  Lieutenant,  4  July,  1809.     Resigned  13  March.  1810. 
Schauntbnrgb,  J.  W. 

Second  Lieutenant,  14  March,  1839.     Cashiered  20  October,  1832. 
Schermerhorn,  J. 

Second   Lieutenant,  10   January-^  1858.      First  Lieutenant,  16   November,  1861. 
Captain,  16  November,  1861.     Retired  17  May,  1871.     Died  16  January,  1876. 
Sctaenck,  W.  S. 

Second  Lieutenant,  5  July,  1871.     First  Lieutenant,  2  September,  1879.     Assis- 
tant Quartermaster  with  the  ranlc  of  Captain,  4  January,  1880. 
Sears,  diaries. 

Second  Lieutenant,  28  March,  1820.     Died  29  May,  l83i. 
Searcy,  L.afayette. 

Second  Lieutenant,  30  October,  ISol.     Resigned  31  December,  1841. 
Sells,  David  ]*I. 

Second  Lieutenant,  25  November,  1861.     Resigned  17  -July,  1863. 
Sevier,  Alexander. 

Second  Lieutenant,  37  April,  1810.  First  Lieutenant,  17  April,  1812.  Captain, 
18  June,  1814.     Brevet  Major,  1814.     Resigned  3  April,  1816. 
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Sbailer,  Jnlinn  C. 

Second  Lieutenant,  31  March,  1870.     Resigned  13  June,  1877. 
Shaw,  8aninel. 

Captain,  35  June,  177(5.     Disbanded  with  the  Navy  of  the  Revolution. 
Sherburne,  John  H. 

Second    Lieutenant,  13   March,  ISGtJ.      First   Lieutenant,  30   March,    1872.      In 
service. 
Sherburne,  W.  W. 

Second  Lieutenant,  38  September,  1811.     Resigned  1811. 
Sheredine.  jM.  K. 

Second  Lieutenant,  30  March,  1799.     Resigned  31  .July,  1803. 
Sherman,  C.  L.. 

Second  Lieutenant,  13  .July,  1863.     First  Lieutenant,  9  December,  1864.     Brevet 
First  Lieutpnant,  5  August,  1864,  for  gallant  and  meritorious  services  at  the 
Battle  of  Mobile  Bay,  5  August,  1864.     Resigned  7  September,  1877. 
Shnttlewortb,  W.  li. 

Second  Lieutenant,  38  February,  1839.    First  Lieutenant,  16  March,  1847.    Captain, 
38  September,  1857.     Colonel,  10  June,  1864.     B-revet  Captain,  10  March,  1847. 
Died  27  September,  1871. 
Siuiuis,  John  D. 

Second  Lieutenant,  7  October,  1841.     First  Lieutenant,  37  September,  1847.     Cap- 
tain, 1861.     Brevet  Captain,  13  September,  1847.     Dismissed  8  July,  1861. 
Singletary,  J.  G. 

Second  Lieutenant,  1  March,  1815.     Last  appearance  in  Register  of  1815. 
Slack,  W.  B. 

Second  Lieutenant,  38  January,  1839.     First  Lieutenant,  3  March,  1847.     Captain, 
33  February,  1857.     Quartermaster  with  the  rank  of  JIajor.     Major,  13  August, 
1860.     Brevet  Captain,  10  March,  1847.     In  service 
Slack,  W.  B.,  Jr. 

Second  Lieutenant,  12  May,  1869.     Died  27  September,  1874. 
Sloan,  Thomas  T. 

Second  Lieutenant,  17  October,  1834.     First  Lieutenant,  31  October,  1840.     Died 
10  February,  1850. 
Snialley,  E.  A. 

Second   Lieutenant,  35  November,  1801.     l''irst    Lieutenant,   20  November,  1861. 
Resigned  35  July,  1866. 
Smith,  Constantine. 

Second  Lieutc':;,iit,  37  August,  1835.     Transferred  to   the  Army,  30  November^ 
1830. 
Smith,  Jacob  G. 

Second  Lieutenant,  1  September,  1802.     Resigned  20  March,  1804. 
Smith,  Richard. 

Second  Lieutenant,  30  July,  1800.     First  Lieutenant,  8  March,  1807.     Captain, 
13  March,  1813.      Brevet  Maior,  18  June,   1814.     Brevet  Lieutenant-Colonel, 
18  June,  1824.     Cashiered  33  February,  1830. 
Smith,  Richard  I/. 

Second  Lieutenant,  36  April,  1812.     Resigned  8  July,  1812. 
Smyser,  John  I>. 

Second  Lieutenant,  21  March,  1870.     Retired  3  May,  1878. 
Snowden,  Charles. 

Second  Lieutenant,  1  March,  1815.     Last  appearance  in  Register  of  1815. 
Sparks,  Alexander  D. 

Second  Lieutenant,  10  December,  1855.     Resigned  in  1855. 
Spearing,  Cliarles  F. 

Second  Lieutenant,  7  May,  1838.     First  Lieutenant,  31  January,  1837.     Cashiered 
23  September.  1841. 
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Spicer,  W.  F.,  Jr. 

Second   Lieuteuaiit,   18   March,  1872.     First   Lieutenant,  4   January,   1880.      In 
service. 
Spragiie,  Johu  T. 

Second  Lieutenant,  17  October,  lsa4.     Resigned  3  July,  183' 
Stark,  Alexaiidei*  W. 

Second  Lieutenant,  19  July,  185.5.     First  Lieutenant,  28  February,  1861.     Dis- 
missed 9  January,  1862. 
Stark,  William  B. 

Second  Lieutenant,  1  July,  1831.     First  Lieutenant,   1  July,  1834.     Captain,  16 
March,  1847.     Died  18  August,  1855. 
Stephen,  Henry. 

Second  Lieutenant,  28  February,  1815.     Resigned  20  March,  ISKi. 
Sterne.  Francis  W. 

Second   Lieutenant,  22  April,  1812.     First  Lieutenant,  24  July,  1813.     Captain, 
10  December,   1814.     Disbanded  18  April,  1817,  under  Peace  Establishment 
Act. 
Stevenson,  Andrew. 

Second  Lieutenant,  26  February,  1875.     Resigned  25  April,  1879. 
Stewart.  C.  G. 

Second  Lieutenant,  1808.     First  Lieutenant,  1809.     Last  appearance  in  Register 
of  1809. 
Stewart,  Richard. 

Second  Lieutenant,  23  April,  1812.     Last  appearance  in  Register  of  1812. 
Stickney,  David. 

Second  Lieutenant,  23  October,  1798.     Resigned  30  September,  1801. 
Stillman,  C.  H. 

Second  Lieutenant,  25  November,  1861.     First  Lieutenant,  20  November,  1861. 
Captain,  5  December,  1867.     Retired  12  March,  1872. 
Stoddard,  George  C. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  10  June,  1864,  for  gallant 
and  meritorious  services  at  the  Battle  of  Boyd's  Neck,  and  at  the  Battle  of  Tuli- 
finny  Cross  Roads,  to  date  from  0  December,  1864.     Died  26  April,  1867. 

Strong,  Wiiliani. 

Second  Lieutenant,  1  ]\Iarch,  1811.     First  Lieutenant,  16  April,  1812.    Captain,  18 
June,  1814.     Resigned  23  October,  1818. 
Strother,  Benjamin. 

First  Lieutenant,  31  October,  1798.     Resigned  31  October,  1800. 
Sqnires,  W.  I. 

Second   Lieutenant,  25  November,  1861.     First  Lieutenant,  26  November,  1861. 
Captain,  24  August,  1807.     Resigned  12  January,  1870. 
Stnart,  Alexander. 

Second  Lieutenant,  1  June,  1806.     Resigned  6  August,  1806. 
Stuart,  John. 

Captain,  25  June,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 
Sturgeon,  F.  B. 

Second  Lieutenant,  25  November,  1861.     Dismissed  1  July,  1863. 
Sntlierland,  D.  J. 

Second  Lieutenant,  29  March,  1842.     First  Lieutenant,  1847.     Quartermaster  with 
r::nk  of  Major.      Brevet  Captain,   14   September,   1847.      Dismissed  23   July 
1800. 
Swiff,  Thomas  R. 

Second  Lieutenant,  1807.  First  Lieutenant,  27  January,  1809.  Captain,  18  June, 
1814.     Disbanded  18  April,  1817,  under  Peace  Establisnment  Act. 
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Swift,  William  F. 

Secouil  Lieutenant,  1  Murch.  1815.     Last  appeurunce  in  Register  of  1815. 

Talliiiaii,  Jauics. 

First  Lieutenant,  5  September,  1798.     Dismissed  2  January,  l"y9. 
Taiisill,  Robert. 

Second  Lieutenant,  3  November,  1840.     First  Lieutenant,  16  March,  1847.     Cap- 
tain, 29  November,   1858.      Brevet  Captain,  17  November,  1847.      Dismissed 
34  August,  1801. 
Tattnall,  J.  R.  F. 

Second  Lieutenant,  3  November,  1847.    First  Lieutenant,  22  February,  1857.    Dis- 
missed 22  November,  1861. 
Taylor,  Algernon  S. 

Second  Lieutenant,  21   February,  1839.     First  Lieutenant,  3  March,  1847.     Cap- 
tain, 17  July,  1857.     Brevet  Captain,  27  March,  1847.     Dismissed  6  May,  1861. 
Taylor,  A.  S. 

Second  Lieutenant,  3  July,  1864.     First  Lieutenant,  30  July,  1868.     In  service. 
Taylor,  Robert  D. 

Second  Lieutenant,  2  March,  1839.     Died  13  November,  1845. 
Terrett,  George  H. 

Second  Lieutenant,  1   April,  1830.     First  Lieutenant,  1  July,  1834.     Captain,  16 
March,  1847.     Brevet  Major,  13  September,  1847.     Dismissed  6  May,  1861. 
Thayer,  Cotton. 

Second  Lieutenant,  25  June,  1799.     Resigned  15  July,  1801. 
Thomas,  Frederick. 

Second  Lieutenant,  1  July,  1825.     Transferred  to  the  Army,  14  July,  1836. 
Thompson,  Benjamin. 

Second  J.iouteuant,  22  July,  1776.      Disbanded  with  the  Navy  of  the  Revolu- 
tion. 
Thompson.  Oeorge  H. 

Second  Lieutenant,  11  March,  1865.     Died  at  Sea,  3  May,  1868. 
Thompson,  diillies. 

Second  Lieutenant,  13  April,  1815.     Resigned  13  December,  1815. 
Thompson,  James. 

Second  Lieutenant,  3  May,  1799.     First  Lieutenant,  1  July,  1800.     Captain,  33 
January,  1809.     Resigned  12  January,  1810. 
Thornton,  Francis. 

Second  Lieutenant,  25  April,  1810.     First  Lieutenant,  3  April,  1811.     Resigned 
in  1847. 
Thwing,  IVatlianiel. 

Second  Lieutenant,  23  July,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 
Tilton,  IMcIiane. 

Second  Lieutenant,  3  March,  1861.     First  Lieutenant,  1   September,  1861.     Cap- 
tain, 10  June,  1864.     In  service. 
Towns,  Thomas. 

Second  Lieutenant,  30  August,  1805.     Resigned  31  March,  1806. 
Tapper,  Charles  C. 

Second  Lieutenant,  3  March,  1819.     First  Lieutenant,  21  January,  1823.     Captain, 
1  July,  1834.     Brevet  Captain,  31  January,  1832.     Died  18  January,  1838. 
Turner,  Oeorge  P. 

Second  Lieutenant,  27  September,  1856.     Dismissed  25  June,  1861. 
Tnrner,  James  A. 

Second  Lieutenant,  23  June,  1880. 
Turner,  William  C. 

Second  Lieuten.ant,  12  March,  1875. 
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Twiggs,  l.evi. 

Second  Lieutenant,  10  November,  1813.  First  Lieutenant,  18  June,  1814.  Cap- 
tain, 23  February,  1830.  Major,  15  November,  1840.  Brevet  Captain,  3  March, 
1835.     Killed  in  battle,  13  September,  1847. 

Tyler,  H.  B.  ^        . 

Second  Lieutenant,  8  March,  1833.     First  Lieutenant,  1   Apnl,  1830.     Captain, 
12  March,  1845.    Adjutant  and  Inspector  with  rank  of  Major.    Dismissed  4  May, 
1861. 
Tyler,  H.  B.,  Jr. 

Second  Lieutenant,  3  January,  1855.     Dismissed  31  June,  18G1. 

Urquehart,  John. 

Second  Lieutenant,  5  March,  1811.  First  Lieutenant,  30  April,  1813.  Resigned 
in  1812. 

Talette,  Ijoiiis  de  la. 

First  Lieutenant,  24  August,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 

Tan  Dyke,  Abraham. 

First  Lieutenant,  22  July,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 

Wait,  Marniaduke. 

Second  Lieutenant,  16  January,  1801.     Last  appearance  in  Register  of  1801. 

Wallace,  William. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  J.0  Jtme,  1864.  Captain, 
3  October,  1876.  Brevet  First  Lieutenant,  8  September,  1863,  for  gallant  and 
meritorious  services  at  the  night  attack  upon  Fort  Sumter,  8  September,  1863. 
Brevet  Captain,  14  January,  1865,  for  gallant  and  meritorious  services  at  the 
attack  upon  Fort  Fisher,  13,  14  and  15  January,  1865.     In  service. 

Wallaeh,  Richard. 

Second   Lieutenant,  24   April,  1869.    First   Lieutenant,  23   January,   1876.      In 
service. 
Waller,  L.ittleton  W.  T. 

Second  Lieutenant,  26  June,  1880. 

Wales,  Samuel. 

Second  Lieutenant,  10  November,  1800.     Resigned  20  February,  1801. 

Waldron,  N.  S. 

Second  Lieutenant,  13  September,  1831.    First  Lieutenant,  25  July,  1834.    Captain, 
16  March,  1847.     Brevet  Major,  33  July,  1848.     Died  21  February,  1857. 
Walker,  George  W. 

Second  Lieutenant,  10  June,  1817.    First  Lieutenant,  3  March,  1821.     Brevet  Cap- 
tain and  Quartermaster.     Captain,  1  July,  1834.    Brevet  Captain,  3  March,  1831. 
Died  29  August,  1851. 
Wainwriglit,  R.  D. 

Second  Lieutenant,  15  February,  1807.     First  Lieutenant,  23  January,  1809.    Cap- 
tain, 39  September,   1812.      Lieutenant-Colonel,  1  July,   1834.     Urevet  Major, 
3  March,  1833.     Brevet  Lieutenant-Colonel,  3  March,  1837.     Died  5  October, 
1841. 
Wainwright,  R.  D. 

Second  Lieutenant,  4  December,   1869.     First   Lieutenant,   17  March,    1877.     In 
service. 
TFard    A.  W^. 

Second  Lieutenant,  14  June,  1863.     Died  17  March,  1867. 

Washburn,  I.  H. 

Second  Lieutenant,  18  March,  1864.  First  Lieutenant,  29  August,  1867.  In 
service. 
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Watkins,  T.  Jj.  C. 

Second  Lieutenant,  23  May,  1826.     First  Lieutenant,  1  July,  1834.     Died  31  Octo- 
ber, 1840. 
Watson,  Arthur  Li. 

Second   Lieutenant,  9  Marcli,   18G5.     First   Lieutenant,  18  May,  1871.     Retired 
29  March,  1878. 
Watson,  Henry  B. 

Second  Lieutenant,  5  October,  1836.     First  Lieutenant,  3  March,  1847.     Brevet 
Captain,  20  November,  1847.     Resigned  1  January,  1855. 
Watson,  Josiah. 

Second  Lieutenant,  21  June,  1835.     First  Lieutenant,  3  March,  1847.     Captain, 
10  December,  1855.    Major,  16  November,  1861.     Died  5  February,  1804. 
Watson,  Samuel  £. 

Second  Lieutenant,  4  July,  1812.     First  Lieutenant,  18  June,  1814.     Captain,  28 
March,  1820.     Major,  1  July,  1834.     Brevet  Lieutenant-Colonel,  28  March,  1830. 
Died  17  November,  1847. 
Weaver,  James. 

First  Lieutenant,  27  September,  1798.     Resigned  31  August,  1803. 
Webster,  F.  D. 

Second  Lieutenant,  18  March,  1864.     First  Lieutenant,  5  December,  1867.     In 
service. 
Webster,  te  Roy  C. 

Second  Lieutenant,  1  July,  1874.     In  service. 
Weed,  Elijah  J. 

Second  Lieutenant,  16  January,  1817.     First  Lieutenant,  3  March,  1819.     Captain, 
1  July,  1834.     Quartermaster  with  rank  of  Major.    Brevet  Captain,  7  November, 
1828.    Died  5  March,  1S3S. 
Welch,  Henry. 

Second  Lieutenant,  8  March,  1847.     Died  27  August,  1847. 
Welles, .George  M. 

Second  Lieutenant,  12  July,  1862.     First  Lieutenant,  11  January,  1865.     Retired 

29  November,  1874. 
West,  Edward  1,. 

Second  Lieutenant,  17  October,  1834.     First  Lieutenant,  6  October,  1841.     Died 

30  March,  1851. 
Wharton,  Thomas. 

Second  Lieutenant,  28  January,  1799.     First  Lieutenant,  17  October,  1800.     Died 
in  1801. 
Whetcroft,  W.  W. 

Second  Lieutenant,  19  February,  1817.     Resigned  3  August,  1820. 

Whipple,  David. 

Second  Lieutenant,  29  May,  1871.     First  Lieutenant,  10  March,  1879.     In  ser- 
vice. 
White,  Francis  B. 

Second  Lieutenant,  24  September,  1813.     First  Lieutenant,  18  June,  1814.     Killed 
in  a  duel,  25  September,  1819. 
Whiting,  Henry. 

Second  Lieutenant,  1  July,  1874.     In  service. 
Whitney,  I-.  F. 

Second  Lieutenant,  17  October,  1834.     Cashiered  14  JIarch,  1840. 

Whittier,  Rufus  A. 

Second  Lieutenant,  23  October,  1850.     Dismissed  30  June,  1858. 
Wiley,  James. 

Second  Lieutenant,  9  January,  1847.  First  Lieutenant,  27  September,  1850. 
Assistant  Quartermaster  with  the  rank  of  Captain.  Captain,  26  July,  1861.  Re- 
tired 20  June,  1872. 
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Williams,  Charles  F. 

Second  Lieutenant,  14  June,  18G2.      First  Lieutenant,  10  June,  1864.     Captain, 
1  November,  ISTfi.     Brevet  Captain,  14  January,  1865,  for  gallant  and  merito- 
rious services  at  the  attack  upon  Fort  Fisher,  13,  14  and  15  January,  1865.     In 
service. 
Williams,  II.  A. 

Second  Lieutenant,  28  September,  1798.     Died  1  July,  1800. 
Williams,  John. 

Second  Lieutenant,  20  August,  1805.     First  Lieutenant,  2  March,  1807.     Captain, 
31  January,  1811.     Died  of  vpounds  received  in  action,  August,  1812. 
Williams,  Job  G. 

Second  Lieutenant,  7  May,  1822,     First  Lieutenant,  27  December,  1825.     Captain, 
15  November,  1840.     Died  26  September,  1856. 
Wilmer,  E.  P. 

Second  Lieutenant,  23  January,  1809.     Resigned  19  June,  1809. 
Wilson,  Isaac  R. 

Sec(md  Lteutenant,  10  May,  1888.     Resigned  29  May,  1841. 
Wilson,  Thomas  S. 

Second  Lieutenant,  13  December,  1857.     Dismissed  24  August,  1861. 
Wilson.  W.  D. 

Second  Lieutenant,  23  January,  1809.    First  Lieutenant,  28  June,  1809.    Jlesigned 
14  September.  1809. 
Winthrop,  P.  W, 

Second  Lieutenant,  1808.     First  Lieutenant,  13  February,  1809.    Resigned  6  May, 
1811. 
Wood,  Thomas  N. 

Second  Lieutenant,  1  July,  1776. 
Woodson,  Joseph. 

Second  Lieutenant,  22  April,  1810.     First  Lieutenant,  3  April,  1811.     Resigned 
17  June,  1814. 
Wormeley,  W.  W. 

Second  Lieutenant,  15  August,  1805.     Resigned  17  June,  1806. 
Wright,  William. 

Second  Lieutenant,  1817.     Resigned  8  May,  1818. 
Wynkoop,  D.  S. 

First  Lieutenant,  16  November,  1798.     Lost  in  the  ^^  Insurgent." 


Tales,  Thomas  Y. 

Second  Lieutenant,  1817.     Dismissed  17  August,  1817. 
Young,  Albert  B. 

Second  Lieutenant,  18  March,  1864.     First  Lieutenant,  29  November,  1867.     Re- 
signed 31  January,  1873. 
Young,  James  It. 

Second  Lieutenant,  14  June,  1862.     First  Lieutenant,  22  June,  1864.     Resi"-ned 
20  January,  1865. 
Yonng,  John   F. 

Second  Lieutenant,  4  April,  1838.     Died  9  February,  1839. 
Yonng,  J.  M.  T. 

Second   Lieutenant,  2  July,   1864.      First  Lieutenant,  9  August,  1868.      In   ser- 
vice. 
Yonng,  T.  M.  W. 

Second  Lieutenant,  20  February,  1822.     Died  7  July,  1825. 
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Young,  W.  L,. 

Second  Lieutenant,  23  February,  183^).     First  Lieutenant,  13  March,  1845.     Brevet 
Captain,  13  September,  1817.     Died  12  December,  1857. 
Yonnjs;l»Iood,  £.  II. 

Sccunil  Lieutenant,  27  March,  1850.     Resigned  28  February,  1857. 

Zeiliii,  U.  F. 

Second  Lieutenant,  19  December,  1871.      First  Lieutenant,    6  December,  187!). 
Died  4  .June,  1880. 
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JL    LIST 

op   THE 

YESSELS  OF  WAR  OF  THE  UNTTED  STATES  NA7Y. 

1797-1881. 


SAILING    VESSELS. 

Name.                       Tons  Guns.                                     liemarls. 

Active 122  2  Purchased  1837. 

Adams 530  28  Built  1799.     Burned  at  Hampden,  Me.,  1814. 

Adolph  Hugel 309  3  Purchased  18G3,     Mortar  Schooner. 

A.  Houghton 326  3     Purchased  1862.     Sold. 

Alabama,  re-named 

New  Hampshire 3600  15  Built  1818.     Receiving  Ship  at  Norfolk,  1874. 

Albany 1064  20  Built  1843.     Foundered  at  Sea,  1854. 

Albemarle 200  . .  Built  1865.     Sold. 

Alert 300  20  Captured  1812.     Broken  up,  1829. 

Alligator 40  4  Built  1813.    Originally  Gunboat  166.     Sunk  1814. 

Alligator,  3nd 1  Purchased  1813.     Captured  at  New  Orleans,  1814. 

Alligator,  3rd 198  13  Built  1821.     Lost  at  Carysfort  Reef,  1823. 

Amanda 368  6  Purchased  1 863.     Sold. 

America — Yacht Purchased  1863.     Soid. 

Annie 37  1  Built  1864.     Wrecked  on  Coast  of  Florida,  1865. 

Argus 298  16  Built  1803.     Captured  in  British  Channel,  1813. 

Argus,  2nd .509  18  Built  1 814.    Burned  at  Washington,  1814. 

Ariel 19  1  Purchased  1863.     Sold. 

Ariel,  2nd 4  Purchased  1N13.     Sold  1815. 

Ariel,  3rd 1  Purchased  1831.     Sold  1833. 

Arietta 199  3  Purchased  1 863.     Mortar  Schooner. 

Arthur 554  6  Purchased  1862.     Sold. 

Asp 56  3  Purchased  1813.     Sold  1824. 

Asp,  3nd 57  3  Purchased  1813.     Sold  181.5. 

Asp,  3rd 56  3  Purchased  1813.     Sold  1824. 

Augusta 14  Purchased  1799.     Sold  1801. 

Bainbridge 259  10  Built   1842.     Foundered   on   At-iantic   Coast,   21 

August,  1863. 

Baltimore 423  20  Purchased  1798.     Sold  1801. 

Beagle.. 53  3  Purchased  1822.     Sold  1825. 

Beauregard 101  1  Captured  1863.     Sold. 

Ben  Morgan Purchased  1863.     Sold. 

Bohio 196  2  Purchased  1862.     Sold. 

Bonita 76  1  Purchased  1846.     Sold  1849. 

Boston,  8rd 700  28  Built  1799.     Burned  at  Washington,  1814. 

Boston,  4th 700  18  Built  1825.     Lost  at  Eleuthera,  West  Indies,  184R. 
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Name.                     Tons.  Owns.                                   Eemarhf. 

Boxer...". 370  14  Built  1815.     Lost  off  Balize,  1817. 

Bo.\er,  2nd 104  10  Built  1831.     Sold  1848. 

Brandywine 1726  44  Built  1821.     Launched  1825.     Destroyed  bv  fira 

at  Norfolk,  Va.,  18G4. 

Brazilieras 540  6  Purchased  18G2.     Sold. 

Bi-ffalo 5  Purchased  1 814.     Sold  1820. 

Bull  Dog 2  Purchased  1814.     Sold  1821. 

Caledonia 3  Captured  1812.     Sold. 

Camel 5  Purchased  1814.     Sold  1820. 

Carmita 61  ..  Built  1805.     Condemned  at  Key  West,  186.1. 

Carolina 230  14  ■  Blew  up  at  New  Orleans,  1814. 

Charles  Phelps 362  1  Purchased  1 8152.     Sold. 

Charlotte 70  •  3  Purchased  18C3.     Sold. 

Chippewa 390  14  Built  1815.     Lost.     Caycos,  W.  L 

Chippewa,  2nd 44  Built  1815.     Broken  up  c  sold  between  1815  and 

1824. 

Chesapeake 1244  36  Captured  .June  1,  1813. 

Chotauk 53  1  Purchased  1862.     Sold  I860. 

Columbia 1508  44  Built  1814.    Burned  on  stocks  at  Washington,  1814. 

Columbia,  2nd 1726  44  Built  1825.  Launched  1836.  Destroyed  at  Nor- 
folk, Va.,  1861. 

Columbus 2480  74  Built  1816. 

Concord 700  18  Built  1828.     Lost  on  East  coast  of  Africa,  1843. 

Congress 1268  86  Built  1799.     Broken  up  1836. 

Congress,  4th 1867  44  Built  1839.     Destroyed  at  Hampton  Roads,  1862. 

Connecticut,  2nd 492  24  Sold  1801. 

Conquest 82  3  Purchased  1813.     Sold  1815. 

Consort 230  6  Built  1836.     Sold  1844. 

Constellation 1236  10  Rebuilt  1854. 

Constitution 1335  6  Built  1797.    In  service.    Repaired  at  Philadelphia 

Navy  Yard.  1874.     Laid  up  at  New  York. 

C.P.Williams 210  3  Purchased  1S63.     Mortar  Schooner. 

Corporation 2  Purchased  1814.     Sold  1820. 

Corypheus — Yacht Purchased  1862.     Sold. 

Courier 554  3  Purchased  1862.     Wrecked  4  June,  186-1. 

Crescent 36  Presented  to  the  Dcy  of  Algiers. 

Cumberland 1726  44  Built  1825.     Launched  1842.     Razeed.     Sunk  in 

Hampton  Roads  by  the  Merrimac. 

Cyans 34  Captured  1815.     Broken  up  1836. 

Cyane,  2nd 695  2  Built  1837.     At  Mare  Island  Navy  Yard,  1874. 

Dale 320  8  Built  1838.     At  Naval  Academy,  Annapolis,  1874. 

Dan  Smith 149  3  Purchased  1862.     Mortar  Schooner. 

Dart 94  1  Purchased  1862.     Sold. 

Decatur 566  16  Built  1838.     Sold. 

Decoy 6  Purchased  1S22.     Sold  1826. 

Delaware,  2nd 321  20  Purchased  1798.     Sold  1801. 

Delaware,  2nd 2633  74  Built  1817.     Destroyed  at  Norfolk,  Va.,  1861. 

Detroit 400  18  Captured  1813. 

Dispatch 50  2  Purchased  1814.     Sold  1820. 

Dolphin,  2nd 198  12  Built  1821.     Sold  in  the  Pacific,  1835. 

Dolphin,  3rd 224  10  Built  1836.     Destroyed  at  Norfolk,  1861. 

Eaf;lc 2  Purchased  1812.     Captured  3  June,  1813. 

Ea|le,  3rd 20  Built  1814.     Sold  1824. 

Eagle,  3rd 12  Built  1814.     Sold  1820. 

Electra 248  2  Purchased  1846.     Sold. 

Elizabeth 2  Purchased  1812.     Broken  up  15  May,  1815. 
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Name.                       Tow.  Guns. 

Enterprise,  9iid 135  12  Built  1799.     Enlarged  to  165  Tons  in  1811.     Lost 

at  Little  Curaeoa.     1833. 

Enterprise,  3rd 194  10  Built  1831.     Sold  1845. 

Ejjervier 477  18  Captured  1814.     Lost  at  sea,  1815. 

Krie 50',)  18  Built  1813.     Broken  up  1841. 

Krie,  2nd (HI  4  Built  1843.     Storesliip.     Sold. 

Kssex 8(10  33  Built  1799.     Captured  1814. 

Ksse.x,  Sr 350  10  Built  1813.     Sold  1815. 

Ktlian  Allen 556  7  Pure liased  1862.     Sold. 

Etna 139  ..  Bomb-Ketch.     Built  1800.     Lost  at  New  Oi  leans, 

1813. 

Etna,  2nd 220  11  Purchased  1813.  Condemned  at  New  Orleans,  1817. 

Etna.  3rd 182  ..  Bomb  Barge.     Purchased  1840.     Sold. 

Eugenia— Schooner Purchased  1862.     Sold  1864. 

Experiment 135  13  Built  1800.     Sold  1801. 

E.xiieriment,  2nd 194  10  Built  1831.     Sold  1848. 

Fair  America 2  Purchased  1812.     Sold  1815. 

Faiilield 700  18  Built  183().     Sold  and  broken  up. 

Falecm 80  1  Captured  1846.     Sold  1849. 

Falmouth 705  18  Built  1826.     Sold  at  Aspinwall,  1803. 

Farralones 383  ..  Built  1863.     Steamer  Massachusetts  altered  to  sail- 
ing— Bark.     Sold. 

Fear  Not 1013  6  Purchased  1863.     Sold  1866. 

Fennimore  Cooper 95  1  Purchased  1852.     Sold  1856. 

Fernandina 297  6  Purchased  1862.     Sold. 

Ferret,  2nd 8  Purchased  1813.     Lost  off  Stony  Inlet,  1814. 

Ferret,  3nd 51  3  Purchased  1822.     Lost  in  West  Indies,  1825. 

Firebrand 12  Purchased  1815.  Condemned  at  New  Orleans,  1819. 

Firefly 333  14  Purchased  1814.     Sold  1816. 

Flambeau 300  14  Purchased  1814.     Sold  1816. 

Flying  Fish 90  3  Purchased  1838.     Sold  1842. 

J'lirt 150  3  Built  1839.     Sold. 

Fox 130  4  Built  1817.     Condemned  1821. 

Fox 80  3  Built  1864.     Sold. 

Fox,  2nd 51  3  Purchased  1822.     Condemned  1S38. 

Franklin 2257  74  Built  1815.     Broken  up  1852-1853. 

Fredonia 800  4  Purchased  1845.     Destroyed  by  earthquake,  1869. 

Frolic 50(1  18  Built  1813.     Captured  off  Havana,  1814. 

Pulton— Steamship 2000  30  Built  1814.     Blew  up  at  Brooklyn,  1839. 

Ganges 504  34  Purchased  1798.     Sold  1801 

Gemsbok 622  7  Built  18G3.     Sold. 

Gem  of  the  Sea 371  4  Purchased  1862.     Sold. 

General  Greene 645  38  Built  1799.     Burned  at  Washington,  1814. 

General  Pike 875  24  Built  1813.     Sold. 

George  Maughan 374  3  Purchased  1863.     Mortar  Schooner. 

George  Washington 634  24  Purchased  1798.     Sold  1803. 

Georgiana 280  16  Captured  1813.     Recaptured  off  coast,  1814. 

Germantown 939  20  Built  1843.     Destroyed  at  Norfolk,  1861. 

Ghent 1  Built  1815.     Sold. 

G.  L.  Brockenborough Built  1863.     Lost  1863. 

Governor  Tompkins. .. .     96  U  Purchased  1812.     Captured  12  August,  1814. 

Grampus 184  1!  Built  1821.     Foundered  off  Charleston,  S.  C  1848. 

Granite 1  Purchased  1862.     Returned  to  Lighthouse  Board. 

186.5. 

Greenwich 338  16  Captured  1813.   Burned  at  Marquesas  Island,  1814. 

Gr     hound 65  3  Purchased  1822.     Sold  1824. 

Growler 53  2  Purchased  1812. 
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Guard 925         3  Bought  1861.     Originally  National  Guard.     Laid 

up  at  New  York,  1874. 

Guerriere 1508       44  Captured  1814.     Broken  up  1841. 

G.  W.  Blunt 121         1  Purchased  18G3.     Sold. 

Hamilton 9  Purchased  1812.     Capsized  10  August,  1813. 

Hecla 194        ..  Bomb  Barge.     Purchased  lS4(i.     Sold. 

Helen 4  Purchased  1813.     Lost  in  Delaware  Bay,  1815. 

Heniy  Janes 2U1         3  Purchased  18G2.     Mortar  Schooner.     Sold. 

Herald 279       18  Purchased  1798.     Sold  1801. 

Hope 134         1  Purchased  1862.     Sold. 

Horace  Beals 296         8  Purchased  1802.     Sold. 

Hornet,  2nd 10  Purchased  1804.     Sold  1800. 

Hornet,  8rd 440       18  Built  1 805.     Lost  off  Tarapico,  1829. 

Hudson 1728      44  Purchased  1826.     Sold  1844. 

Idaho 1887        7  Built  186G.     Screw  steamer,  converted  into  sailing 

ship.     Sold  1874. 

Independence 1891       22  Built  1814.     Razeed  to  a  54.     Receiving  Ship  at 

Mare  Island  Navy  Yard,  Cal.,  1874. 

Ino 895        9  Purchased  1862.     Sold  1807. 

Insurgent 86  Captured  1799.     Lost  at  sea,  July,  1800. 

Intrepid 4  Captured  1S03.    Blew  up  off  Tripoli,  1804. 

Ironsides,  Jr 200       . .  Built  1864.     Sold. 

Jackal 47        3  Purchased  1 832.     Sold  1824. 

James  L.  Davis 461         4  Purchased  1862.     Sold. 

James  S.  Chambers 401         5  Purchased  1862.     Sold. 

Jamestown 888      20  Built  1843.     Sitka,  Alaska. 

Java 1503      44  Built  1814.     Broken  up  1842. 

J.  C.  Kuhn 888         5  Purchased  1863.     Sold. 

Jefferson 18  Built  1814.      Sold  1831,  or  broken  up,  or  unfit  for 

repairs. 

John  Adams 544       28  Built  1799.     Broken  up  1839. 

John  Adams,  2nd 700       18  Built  1830.     Sold  at  Boston,  1865. 

John  Griffith 240         3  Purchased  1802.     Mortar  Schooner. 

John  P.  Kennedy 350         3  Purchased  1853.     Sold  1856. 

Jones 18  Built  1814.     Sold  1821,  or  broken  up,  or  unfit  for 

repairs. 

Julia 53         2  Purchased  1812.     Captured  10  August,  1813. 

Julia Built  1864.     Sold. 

Kingfisher 450         5  Purchased  ISOi.     Wrecked  on  St.  Helena  Island, 

28  March,  1ni;4. 

Kittatinney, 431         4  Purchased  1863.        .Id. 

Lady  of  the  Lake 89         3  Purchased  1813.     Sold  1815. 

Lawrence 450      20  Built  1813. 

Lawrence,  2ud 364       10  Built  1843.     Sold  1846. 

Levant,  2nd 792       18  Built  1837.     Lost  in  Pacific  Ocean,  1860. 

Lexington,  2nd 691        18  Built  1825.     Sold. 

Lightning Built  1865.     Sold. 

Louisiana 341       16  Purchased  1812.     Broken  up  1831. 

Lynx 150         6  Built  1814.     Lost  at  sea,  1820. 

Macedonian  ...    1325       38  Captured  1812.     Broken  up  1835. 

Macedonian,  3rd 1140       ..  Built  1832.     Launched   1836.     Razeed  1852.     In 

ordinary  at  Norfolk,  Va.,  1874.    Sold  Dec,  1875. 

Madison ■      .593       30  Built  1812. 
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Wame.                       Tons.  Giii 

Mahonese 100  1 

Maiek  AhcUiel 250  10 

Maria  A.  Wood 344  2 

Mai-ion 5GG  IG 

Mai-yhincl 380  20 

Matthew  Vassar ' 182  3 

Matthew  Vassar 1 82  3 

Men-imac 530  34 

Midnight 38G  5 

Mohawk 32 

Montezuma 347  20 

Montgomery 6 

Morning  Light 937  8 

Natchez 700  18 

National  Guard 104(5  4 

Nautilus .   185  12 

New  Orleans 2805  60 

New  York 2633  74 

New  York,  2nd 1130  3G 

Norfolk 200  18 

Norfolk— Packet 349  3 

Niagara 450  20 

Nightingale 1000  1 

Nonsuch 148  14 

North  Carolina 2633  74 

Ohio J, 3 

Ohio,  2nd 2700  5 

O.  H.  Lee 199  3 

Oliver  H.  Lee 199  3 

Oneida 243  14 

On-ka-hye 250  2 

Ontario 509  18 

Ontario.  3nd 81  3 

Onward 704  3 

Oregon 250  3 

Orvetta 171  3 

Otsego 2 

Pampero 1375  4 

Para 190  3 

Patapsco 380  20 

Peacock 509  18 

Peacock,  2nd 559  18 

Pennsylvania 3241  120 

Perry 280  10 

Pert 3 

Petrel 70  1 

Phenix 90  2 

Philadelphia 1240  36 

Pilot 120  2 

Pinckney 195  18 

Pioneer 230  6 

Plattsburg 44 


s.  Hemar/ca. 

Captured  1840.     Sold  1849. 
Cai)tured  1846.     Sold  1849. 
Purchased  1863.    Mortar  Schooner.     Sold  1866. 
Built  1838.    Broken  up.    Rebuilt  as  Steamer.  1874. 
Purchased  1799.     Sold  1801. 
Purchased  1863.     Mortar  Schooner. 
Purchased  1864.     Mortar  Schooner. 
Purchased  1798.     Sold  1801. 
Purchased  1802.     Sold. 
Built  1814.     Sold  1821,  or  broken  up,  or  unfit  for 

repairs. 
Purchased  1798.     Sold  1801. 
Purchased  1813.     Sold  1815. 
Purchased  1862.     Captured  off  Coast  of  Texas^ 

21  January,  1863. 
Built  1827.     Broken  up  1840. 
Purchased  18G2.     Name  changed  to  Guard,  1865. 
Purchased  1803.     Captured  off  New  York,  1812. 
Built  1815.    On  the  stocks,  Sackett's  Harbor,  1874. 
Built  1818.     Destroyed  at  Norfolk,  1861. 
Built  1799.     Burned  at  Washington,  1814. 
Purchased  1798.     Sold  1801. 
Purchased  1862.     Mortar  Schooner. 
Built  1813. 
Purchased  1862, 
Purchased  1812 


Sold  11  February,  1865. 
Dropped  from  Navy  List,  1826. 


Built  1818.     Broken  up.     Sold  1867. 

Built  1813.     Captured  13  August,  1814. 

Built  1820.  Launched  1820.  Receiving  Ship, 
Boston,  1874.     Laid  up  at  Boston. 

Purchased  18C4.     Sold. 

Purchased  1863.     Mortar  Schooner. 

Built  1809.     Sold. 

Purchased  1843.    Lost  on  Caycos  Reef,  Vi.  I.,  1848. 

Built  1813.     Sold  1819. 

Purchased  1813.     Sold  1815. 

Purchased  I860.     Storeship  at  Callao,  Peru,  1874. 

Purchased  1841.     Sold  1845. 

Purchased  1861.     Mortar  Schooner. 

Built  1840.  Transferred  from  the  War  Depart- 
ment, and  returned  to  it,  1844-1845. 

Purchased  1860.     Sold  1867. 

Purchased  1800.     Mortar  Schooner. 

Purchased  1799.     Sold  1801. 

Built  1813.     Broken  up  1828. 

Built  1828.     Lost  at  Columbia  River,  1841. 

Built  1822.  Launched  1837.  Destroyed  at  Nor- 
folk, Va.,  1861. 

Built  1843.     Sold  1865. 

Purchased  1813.     Sold  1815. 

Purchased  1846,  Transferred  to  Coast  Survey,  1850. 

Purchased  1841.     Sold. 

Buil-t  1799.     Wrecked  off  Tripoli,  1803. 

Built  1836.     Sold  1838. 

Built  1798.     Sold  1801. 

Built  1836.     Sold  1844. 

Built  1815.  Broken  up  or  sold  between  1815  and 
1824. 
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Name.  Tons.  Gur, 

Plymouth 989  20 

Poinsett — Steamer 250         2 

Porcupine 1 

Porpoise 198  12 

Porpoise,  2nd 224  1 0 

Portsmouth 593  24 

Portsmouth,  2nfl 84(3  14 

Potomac 1457  20 

Preble 7 

Preble,  2nd 500  10 

President...- 1570  44 

President,  2nd 2 

Prometheus 290  13 

Pursuit 003         C 


IS.  Remnrka. 

Built  1S43      Destroyed  at  Norfolk.  Va.,  1861. 
Built  1  !S40.    Transferred  from  the  War  Department 

.uid  returned  to  it,  1844. 
r.uilt  1813. 

]5uilt  1820.     Lost  in  AVest  Indies,  1833. 
Built  183(5. 
Built  1798. 
BuiU1843. 

ing  Ship. 
Built   1819.     Launched   1821.     Receiving   Ship. 

Philadelphia,  1874.     Sold  May,  1877. 
Purchased  1813.     Sold  1815. 
Built  1838.     Burned  at  Pensacola,  27  April 
Built  1800.     Captured  off  New  York,  1815. 
Purchased  1812.     Sold  1815. 
Purchased  1814.     Sold  1819. 
Puichased  1800.     Sold. 


Sold  1801. 
North  Pacific  Squadron,  1874.    Tra 


18C3. 


lueen  Charlotte 300       14     Captured  1813. 


Racer 253 

Rachel  Seaman 303 

Ranger 

Ranger,  3rd 

Raritan 171 

Rattlesnake 378 

Raven — Transport 50 

Reefer 70 

Release 327 

Relief 468 

Renshaw 80 

Restless 2(i.j 

Retaliation 107 


Revenge,  3rd. 
Richmond..  . . 
Roanoke 


Roebuck 455 

Roman 350 

Rosalie 28 

Sabine 1457 

Saint  Lawrence 1720 

Saint  Louis 431 

Saint  Mary's 706 

Sam  Houston 06 

Samuel  Hotan 213 

Santee 1475 

Sarali  Bruen 233 

Saranac 300 

Saratoga 757 

Saratoga,  2nd 


3     Purchased  1800.     Mortar  Schooner. 

2     Purchased  1860.     Sold. 
14     Purchased  1814.     Sold  15  May,  1821. 

1     Purchased  1814.     Sold  1816. 
44     Built  1842.     Launched  1843.     Destroyed  at  Nor- 
folk, Va.,  1861. 
14     Purchased  1813.     Cajitured  at  sea,  1814. 

1     Purchased  1813.     Sold  1815. 

1  Purchased  1840.     Sold  1849. 

2  Purchased  1850.     Sold.  *► 

3  Built  1836.     Receiving  Ship,  Washington,  1874. 

Laid  up. 
. .     Purchased  1864.     Sold. 

4  Purchased  18(;0.     Sold. 

14     Captured  179s.     Recaptured  in  West  Indies,  1798. 

Original  name,  Le  Crovable. 
12     Purcliased  1807.     Lost  off  Newport,  R.  I.,  1811. 
18     Purchased  1798.     Sold  1801. 
7     Transferred  from  State  Department,  1814.     Sold 

18K5. 
4     Purchased  1800.     Sold. 
1     Purchased  1800.     Sold. 
1     Built  1804.     Sold. 

23     Built  1855.     Receiving  Ship,  Portsmouth,  N.  H., 

1874.     Laid  up,  Portsmouth. 
..      Built    1830.      Launclietl    1847.     Used   as   Marine 

Barracks  at  Norfolk,  1874.     Sold  1875. 
18     Built  1838.     Receiving  Ship,  League  Island,  1874. 
20     Built  1843.     State  School  Ship,  New  York,  1874. 

1  Purchased  1800.     Sold. 

2  Purchased  1800.     Sold. 

48     Built  1855.     At  Annapolis  Naval  Academy,  1874. 
Gunnery  Ship. 

3  Purchased  1800.     Mortar  Schooner.     Sold. 
14     Built  1815.     Sold  1818. 

4  Built  1842.     Training  Ship. 
26     Built  1814.     Sold  1824. 
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Name.  Tom 

Savannah 147,') 


Scorpion. 
Scourge. . 


Scourge,  3nd 10 

Sea  Foam 264  3 

Sea  Gull,  2qc1 100  2 

Sea  Gull— Steam  Galliot.  150  ;{ 

Seahorse 1 

Shark 177  12 

Shark 87  1 

Shepark  Knapp 83s  ,s 

Somers.. 2 

Somers,  2nd 259  10 

Sophronia 217  3 

Soutliampton 567  4 

Spark 300  14 

Spark,  2nd 1 

Spitfire,  2nd 103 

Spitfire,  3rd 286  12 

Stonewall 30  1 

Stromboli 192 

Superior 44 

Supply 547         4 

Surprise — Ketch 12 

Sylph 300       16 

Sylph,  2nd 

Syren 250 

Tampico 80 

Taney 

T.  A.  Ward 234 

Teh efonta— Block  Ship.  1500 

Terrier 61 

Tickler 50 

Ticonderoga 

Tigress 

Tom  Bowline 260 

Torch 260 

Torpedo 

Trippe 

Troup 10 

Trumbull,  3rd 400      24 

Truxtun 331       10 

Two  Sisters 54         1 


'v  Jiemarln. 

Built  1842      Launched   1842.     Razeed.     In  ordi 

nary.  Norfolk,  Va..  1874. 
Purchased  1812.     Captured  5  September,  1814. 
Caiitured  1804.     Sold  1812.     Originally,  Transfer. 

a  Privateer. 
Captured  1812.     Capsized  10  August,  1813. 
Purchased  1860.     Sold. 
Purchased  1838.     Lost  ofT  Cape  Horn,  1839 
Purchased  1822.     Sold  1840. 
Purchased  1812.     Burned  1814. 
Built  1821.     Lost  at  Columbia  River,  IWlfi. 
Built  1864.    Name  changed  to  George  W.  ]?odgers. 
Purchased   1860.     Wrecked  at  Cape  Haytien,  18 

May,  1863. 
Purchased  1812.     Captured  13  August,  1814 
Built  1842.     Sunk  off  Vera  Cruz,  1846. 
Purchased  1860.     Mortar  Scliooner. 
Built  1842.     Storeship.     Sold. 
Purchased  1814.     Sold  1826. 
Purchased  1831.     Sold  1833. 
Bomb  Ketch.     Purchased  1805.     Broken  up  1820. 
Purchased  1814.     Sold  1816. 
Captured  1864.     S(5ld. 
Bomb  Barge.     Purchased  1846.     Sold. 
Built  1814.     Sold  1821,  or  broken  up,  or  unfit  for 

repairs. 
Purchased  1846.     Laid  up.  New  York,  1874. 
Purchased  1815.     Condemned,  New  Orleans,  1820. 
Built  1813.     Broken  up  1820. 
Purchased  1831.     Lost  in  West  Indies,  1831. 
Built  1 803.     Captured  at  sea,  1814. 

Captured  1846.     Sold  1849. 

Built  1846.      Transferred  from  Treasury  Depart- 
ment and  returned  to  it. 
Purchased  1860.     Mortar  Schooner. 
Built  1814.     Sold  on  stocks. 
Purchased  1822.     Sold  1825. 
Bomb  Ketch.     Purcha.sed  1812.     Sok.  1818. 
Purchased  1814.     Sold  1824. 
Purchased  1812.     Captured  4  September,  1814. 
Purchased  1814.     Sold  1818. 
Purchased  1814.     Sold  1816. 
Purchased  1814.     Sold  1818. 
Purchased  1812.     Burned. 
Purchased  1812.     Sold  1815. 
Built  1798.     Sold  1801. 
Built  1842.     Lost  at  Tuspan,  1846. 
Built  1864.     Sold. 


United  States 1576       44     Built  1797.     Destroyed  at  Norfolk,  Va..  186-. 


Valparaiso 403 

Velocity 

Vengeance 93 

Vermont 2633 

Vesuvius 92 


Built  1864.     Sold. 

Built  1863.     Captured  at  Sabine  Pass,  21  January, 

1863. 
Bomb  Ketch.     Purchased  1805.     Broken  up  1818. 
Built   1848.     Receiving   Ship,   New   York,  1874. 

Laid  up.  New  York. 
Bomb  Ketch.     Purchased  1806.     Broken  up,  1829. 


DOS 
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Name.  Toiis.  Ouiis. 

Vesuvius,  2nd 239 

Vincennea 700  18 

Viper 10 

Virginia 2633  74 

Vixen 185  12 

Vixen,  2nd 14 

Wanderer 300         4 

Warren,  2nd 383  2U 

Warren,  3rd 697  18 

Washington 2250  74 

Washington,  3rd 2250  74 

Washington,  4th 10 

Wasp,  2nd 450  18 

Wasp,  3rd 509  18 

Wave 1 

Weasel 53         3 

Wildcat 48         3 

Wildcat ,..     30         1 

William  Bacon 183         3 

William  Badger 334         1 

William  G.  Anderson. . .  593         7 

Yorktown 506  16 


Reniari:s. 
Bomb  Ketch.     Purchased  1846.     Sold. 
Built  1825.     Sold  1867. 
Built  1804      Captured  at  sea,  1813. 
Built  IHIS.     Broken  up  on  stocks,  1874. 
Built  1803.     Captured  at  sea,  1812. 
Purchased  1813.     Captured  :it  sea,  1813. 

Purchased  1860.  Sold. 
Built  1798.  Sold  1801. 
l')Uilt  1825.     Sold  at  Panama,  and  used  as  a  coaj 

hulk  Ijy  Pacilic  Wail  Steamship  Company,  1874. 
Built  1816.     Broken  up  1843. 
Buil,t  1814.     Broken  up  1843. 
Built  1843.     Transferred  from   Treasury   Depart 

ment,  and  returned  to  it,  1848. 
Built  1806.     Captured  at  sea,  1812. 
Built  1813.     Lost  at  sea,  1817. 
Purchased  1838.     Sold. 
Purchased  1822.     Sold  1825. 
Purchased  1822.     Lost  in  the  West  Indies,  1824. 
Built  1864.     Sold. 
Purchased  1860.     Mortar  Schooner. 
Purchased  1860.     Sold. 
Purchased  1860.     Sold  1866. 

Built  1838.     Lost  at  Cape  de  Verde. 


REVENUE    SERVICE. 

Diligence 1 87  12  Built  1 798.  Returned  to  the  Revenue  Service. 

Eagle 187  14  Built  1798.  Sold  1801. 

General  Greene 98  12  Built  1798. 

Governor  Jay 187  14  Built  1798.  Returned  to  the  Revenue  Service. 

Pickering 187  14  Built  1798.  Lost  at  sea,  1800. 

Scanimel 187  14  Built  1798.  Sold  1801. 

South  Carolina . .  12  Built  1798.  Returned  to  the  Revenue  Service. 

Virginia,  2nd 187  14  Built  1798.  Returned  to  the  Revenue  Service. 


Abraham 700 

Abeona 206 

Acacia 300 

A.  C.  Powell 65 

Adams 615 

Adela 583 

Admiral f248 

Advance 880 

Agaraenticus 1 085 


SXEAIM     VESSEI.S. 

Purchased  1803-63.    Sold  30  Sept.,  1868. 
Purchased  1864-65.    Sold  17  Aug.,  1865. 
Purchased  1863-64.     Sold. 
Purchased  1861-62.     Sold  20  June,  1865. 
Built  1874.     Pacific  Squadron. 
Purchased  1863-64.    Sold  30  Nov.,  1865. 
Purchased   1863-64.      Name  changed  to 
Fort  Morgan,  1  September,  1864. 
Paddle.     Purchased  1864-65.     Name  changed  to 

Frolic. 
Iron-clad.    Built  1861-62.    Renamed  Terror.    Re- 
building at  Camden. 


Paddle. 

6 

Paddle. 

4 

Screw. 

1 

Screw. 

Screw. 

6 

Paddle. 

5 

Screw. 
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Name.  Tons.     OuTie. 

Agawam 971         8    Puddle.     Built  1861-03.     Sold  1SG7. 

Alaliama 1201         9     Paddle.     Purchased  1S62-03.     Sold. 

Alarm Fowler  Wlieel.     Built  1S74.     Torpedo  boat. 

Alaska 1122       13     Screw.     Built  18(i8.     Pacific  Squadron. 

Alhatros 878         4     Screw.     Purchased  1861-0:i.     Sold  8  Sept.,  1805. 

Alert - 831       10     Screw.     Built  1800. 

Alert 541       ..     Screw.     Built  1874.     Asiatic  Squadron. 

Alert,  2nd 05         2     Screw.     Purchased   1803-04.     Name  changed  to 

Watch,  1  October,  1805. 

Alexandria 60        3     Paddle.     Purchased  1803-64.   Sold  17  Aug.,  1805. 

AllredRobb 75         4     Screw.     Purchased  1801-02.     Sold  17  Aug.,  1805. 

Algcima 483        2     Screw.       Built    1864-05.       Originally    hquando. 

Broken  up  1875. 

Algonquin 974       10     Paddle.    Purcliased  1863-64.     Sold  21  Oct.,  1809. 

Alleghany 1000       ..     Horizontal  Hunter  Paddles.     Built   1845.     First 

vessel  with  an  iron  hull  in  the  Uniied  States' 

Navy.    Converted  into  Screw,   ls51.     bold   15 

May,  18C9. 

Alliance 615       ..     Screw.     Built  1874.     North  Atlantic  Squadron. 

Alpha Screw.     Purchased  1804-05.     Sold  15  Sept.,  1805. 

Althea 73         1     Screw.     Purchased  l8u3-04.    Sunk  by  torpedo,  13 

March,  1865. 

Amaranthus 183        3     Screw.     Purchased  1864-65.     Sold  5  Sept.,  1865. 

Ammonoosuc 3300       23     Screw.      Built    1804.      Now   Iowa.      Laid  up   at 

Boston. 

Anacosta 217         1     Screw.    Purchased  1858.     Sold  20  July,  1805. 

Anemone 150         4     Screw.     Purchased  1864-05.     Sold  25'Oct.,  1865 

Antelope 173         0     Paddle.     Purchased  1863-64.     Sold. 

Antictam 2490       21     Screw.     Built  1870.     Store  ship.  League  Island. 

Antona 505         4     Screw.     Purchased  1803-04.     Sold  30  Nov.,  1808. 

Arapahoe 2348       13     Screw.     Built  1804-05.     Not  built. 

Arapahoe 3200        8     Screw.     Built  1803-04. 

Arctic 255       ■ .     Screw.     Purchased  1855.     SolcL 

Arethusa 195         3     Screw.    Purchased  1864-05.     Sold  3  Jan.,  1806. 

Argosy 219        8    Paddle.     Purchased  1803-04.     Sold  17  Aug.,  1868. 

Aries 820         7     Screw.    Purchased  1863-04.     Sold  1  Aug.,  1865. 

Arizona 950        3    Paddle.     Purchased  1803-63.     Destroyed  by  lire, 

37  February,  1865. 

Arkansas 753         6     Screw.     Purchased  1863-04.     Sold  20' July,  1865. 

Aroostook 507         4     Screw.     Built  1801-02.     Sold  September,  1869. 

Ascutney 974         8     Paddle.     Built  1801-03.     Sold. 

Ashuelot 780         0     Paddle.    Built  1805.     Asiatic  Squadron. 

.Aster Tug.     Purchased  1868-04.     Wrecked  8  Oct.,  1864. 

Atlanta 1006         4     Iron-clad.     Captured  1864-65.     Sold  4  May,  1863. 

Augusta 1310        8    Paddle.     Purchased  1801-03.     Sold. 

Augusta  Dinsmore 850        3     Screw.     Purchased  1803-64.     Sokl  5  Sept.,  1868. 

Avenger 750         7     Ram.     Built  1803-64.     Sold  29  November,  1865. 

Azalia 176        3     Screw.     Purchased  1864-65.     Sold  10  Aug.,  1868. 

Baltimore .500         3     Paddle.     Purchased  1803-64.    Sold23  June,  1805- 

Banshee 533         5     Paddle.     Purchased  1863-04.     Sold  30  Nov.,  1868. 

Barrataria Grounded  and  destroyed,  7  April,  1803. 

Baron  deKalb 511       13    Ironclad.     Purchased  1861-03.    Sunk  by  torpedo 

July,  1863. 

Bat 580        3    Screw.     Purchased  1864-65.     Sold  25  Oct.,  1805. 

Benefit Paddle.      Purchased   1804-05.      Charter  expired 

1865 ;  returned  to  owners. 

Benton 1000       16     Ironclad.     Built  1801-63.     Sold  29  Nov.,  1865. 

Berberry 163        4     Screw.     Purchased  1864-65.     Sold  10  July,  1808. 

Bermuda 1235         3     Screw.     Purchased  1863-04.     Sold  21  Sept.,  1808. 
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Naine.  Tons.     Guns.  Remarks. 

Bienville 1558       10     Paddle.     Purchased  18G1-G2.     Sold  18C7. 

Blgnoniii 321         S     Screw.     Purchased  1864-65.     Sold  13  July,  1868. 

Black.  Hawk 903         8     Paddle.     Purchased  18(;2-G3.     Destroyed  Dy  fire, 

23  Ajjril,  I  sfif). 
Bloomer ICO         3     Paddle.      Purchased    1863-64.      Sunk  and  wreck 

sold,  1805. 
Blue  Light 85         1     Screw.     Purchased  1863-04.     Laid  u]),  New  Lon 

don. 
Bon  Homme  Richard,  2d.371 3       30     Screw.     Built  1864-65.     Not  built. 

Boxer 444         3     Paddle.      Purchased   1860.      Originally   Tristam 

•         Shandy.     Sold. 
Brilliant 33C         4     Stera-wheeL    Purchased  1862-03.     Sold  17  Aug., 

1808. 

Britannia 495         4     Paddle.     Purchased  1863-64.     Sold  10  Aug.,  1868. 

Brooklyn 2070       20     Screw.     Built  1858.     Repairing  at  New  York. 

Buckthorne 123         1     Screw.     Purchased  1863-64.     Sold  1809. 

Burlington 814       ..     Built  1875.     Laid  up  at  League  Island. 

Cactus 170         1     Screw.     Purchased  1863-64.     Sold  20  .Tune,  1865. 

Cairo 512       ..     Iron-clad.     Purchased  1801-03.     Western  Flotilla, 

sunk  by  torpedo,  13  December,  1803. 

Calhoun 508        4     Paddle.     Purchased  1801-03.    Sold  1805. 

Calypso 630         6     Screw.     Purchased  1803-64.     Sold  30  Nov.,  1805. 

Camanche 490        3     Iron-clad.     Built  1805.     Laid  up  at  Mare  Islaud, 

1874. 

Cambridge 858        5     Screw.     Purchased  1861-63.     Sold  20  June,  1865. 

Camelia 198        3     Screw.     Purchased  1863-64.     Sold  15  Aug.,  1865. 

Canandaigua 955      10     Screw.     Built  1801-63.     Repairing,  New  York. 

Canonicus 550         3     Iron-clad.    Built  1861-63.    AtPensacola.    Laid  up. 

Canonicus 1034         3     Iron-clad.     Built  1864-05.     At  Pensacola,  1874. 

Carnation 83         2     Screw.     Purchased  1803-64.     Sold  10  Aug.,  1865. 

Carondelet 512       13     Iron-clad.    BuiU1861-62.   Western  Flotilla.    Sold 

30  November,  1805. 

Carrabasset 393        6    Paddle.    Purchased  1868-64.     Sold  15  Aug.,  1805. 

Casco 614         3     Iron-clad.      Built  1863-64.      Re-named   Hero   at 

Washington,  1874.     Broken  up  1875. 

Catalpa 1900        3     Screw.   Purchased  1864-65.   Yard  Tug,  New  York. 

Catawba 1034        3     Iron-clad.     Built  1861-62. 

Catskill 496        3     Iron-clad.    Built  1801-63.    Brandon,  James  River. 

Cayuga 507        6     Screw.     Built  1861-63.     Sold  25  October,  1865. 

Ceres 144         1     Screw.     Purchased  1861-63.     Sold  35  Oct.,  1865. 

Champion 115         4     Paddle.     Purchased  1803-64.    Sold  39  Nov.,  18(?5. 

Chatham Paddle.     Purchased  1864-0.3.     Sold  3  Sept.,  1865. 

Chattanooga 3000        8     Screw.     Built  1803-04.     Sunk  by  ice  at  League 

Island,  and  sold  27  January,  1873. 

Chenango 974        8     Paddle.     Built  1801-02.     Sold. 

Cherokee 606        6     Screw.     Built  1863-04.     Sold  1  August,  1866. 

Chickasaw 450        4    Iron-clad.     Built  1861-62.     Sold. 

Chicopee 974        8     Paddle.     Built  1861-62.     Sold  1867. 

Chillicothe 303        2     Iron-clad.     Built  1801-63.     Sold  29  Nov.,  1805. 

ChiUicothe 203         3     Iron-clad.     Built  1863-64.     Sold  29  Nov.,  1805. 

Chimo 614         2     Iron-clad.     Built  1863-64.    Re-named  Piscataqua, 

at  Washington,  1874. 

Chippewa 507        4     Screw.     Built  1861-63.     Sold  30  November,  1865. 

Choctaw 1000       . .     Paddle.     Purchased  1861-63.     Sold  1860,  at  New 

Orleans. 

Chocura 507        4     Screw.     Built  1861-63.     Sold  1867 

Cimarron 800       10     Paddle.     Built  1803-04.     Sold. 

Cimnierone 800       10     Puddle.     Built  1861-02.     Sold  1866. 

Cincinnati 512       ..     Iron-clad.     Purchased  1861-62.     Sold  1866, 
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Name.                       Tons.  Oui 

Circassian 1750  .5 

Clara  Dolson 1000 

Clematis 290  3 

Clifton 893  0 

Clinton 50 

(Mover 128  2 

Clyde 294  2 

Cceur  de  Lion 60  2 

Cohassett 100  2 

Cohoes 488  3 

echoes 614  2 

Collier 177 

Colossus 2127  10 

Colorado 3400  40 

Columbia 

Colnmbia,  3rd 

Columbine 131  2 

Commodore 80  4 

Commodore  Barney 513  4 

Commodore  Hull 376  3 

Commodore  Jones 542  6 

Commodore  McDonough  534  6 

Commodore  Morris 532  1 

Commodore  Perry 513  4 

Commodore  Read 650  0 

Commodore  Truxton 

Conemaugh 955  8 

Conestoga 

Confiance 1380  '  13 

Connecticut 1800  5 

Connecticut 1800  11 

Contoocock 3200  8 

Cornubia 600  3 

Covington 234  8 

Cowslip 220  3 

Cricket 151  0 

Crocus 

Crusader 549  8 

Curlew 196  6 

Cm-rituck 193  5 

Dacotah 998  6 

Daffodil IGO  2 

Dahlia 50 

Dai-ching 530  7 

Daisy 50 


.'.  Remarks. 

Screw.     Purchased  1862-63. 
Paddle.      Captured   1861-63. 

Returned  to  owner,  1865. 
Screw.     Purchased  1864-65. 
Paddle.     Purchased  1861-62. 

Pass,  1863. 
Screw.     Purchased  1864-65. 
Screw.     Purchased  1863-64. 
Paddle.     Purchased  1863-64. 


Sold  23  June,  1868. 
Western   Flotilla. 

Sold. 
Captured  at  Sabine 

Sold. 

Sold  21  Sept.,  1868. 
Sold  25  Oct.,  1865. 
Screw.     Built  1861-63.    Returned  to  Light-House 

Board,  1865. 
Screw.     Built  1861-63.     Yard  Tug,  Boston. 
Iron-clad.     Built  1863-64.     Broken  up  1874. 
Iron-clad.     Built  1864-65.     Broken  up  1874. 
Paddle.     Purchased  1864-65.     Sold  15  Aug.,  1865. 
Screw.      Building  1866.     Originally  Kalamazoo, 

On  the  stocks. 
Screw.     Built  1855.     Receiving  Ship,  New  York. 
Iron-clad.     Wrecked  off  North  Carolina,  1863. 
Purchased  1863-63.     Sold  1867. 
Screw.      Purchased   1862-63.     Captured  33  May, 

1864. 
Paddle.     Purchased  1863-64.     Name  changed  to 

Fort  Gaines,  1  September,  1864. 
Paddle.     Purchased  1861-62.     Sold  20  July,  1868. 
Paddle.     Purchased  1861-62.     " 
Paddle.     Purchased  18G2-U3. 

pedc),  G  May,  1864. 
Paddle.     Purchased  1861-62. 

gust,  1865. 
Paddle.     Purchased  1861-63. 
Paddle.     Built  1861-62.     Sold  13  July,  UOo. 
Paddle.     Purchased  1863-64.     Sold  20  July,  1865. 
Purchased  1862-63.     Sold. 
Paddle.     Built  1801-62.     Sold  1867. 
Iron-clad.       Built    1801-62.       Western    Flotilla. 

Sold  30  November,  1805. 
Screw.     Not  built. 
Paddle.     Purchased  1861-62. 
Paddle.     Purcliasetl  1864-65. 
Screw.     Built  1863-64.    Name  changed  to  Albany, 

and  sold  1 873. 
Paddle.     Purchased  1863-64.     SoM  25  Oct.,  1865. 
Paddle.     Purchased  1863-64.     Captured  5  May, 

1864. 
Paddle.     Purchased  1863-64.     Sold  1866. 
Purchased  1862-63.     Sold  17  August,  1868. 
Screw.    Purchased  1863-64.     Wrecked  on  Boty's 

Island,  August,  1863. 
Screw.     Purchased  1858.     Sold. 
Purchased  1862-63.     Sold  17  August,  1860. 
Screw.     Purchased  1861-62.     Sold  15  Sept.,  1865. 

Screw.  Built  1858.  Broken  up  at  Mare  Island, 
1870. 

Paddle.     Purchased  1863-63.     Sold  18G7. 

Paddle.     Purchased  18G2-63.     Sold  17  Aug.,  1865. 

Screw.  Purchased  18G3-G4.  Grounded  and  des- 
troyed, 26  Januai-y,  1SC5. 

Paddle.    Purchased  1862-63.     Sold  17  Aug.,  1865. 


Sold  27  Sept.,  18i;i 
Destroyed  by  tor- 
Foundered  23  Au- 

Sold  13  July,18G5. 


Sold  31  Sept.,  1865. 
Sold  21  Sept.,  1865. 
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Hemarl's. 
Purchased  ]S(;2-63.     Sold  15  Aug.,  1865 


Name.  Tons.     Ouns. 

Dandelion Ill         2  Screw. 

Darlington 300        ..  P;:ddle.     Purchased  lSGl-62.     Sold, 

Dawn 391         3  Screw.     Purchased  1801-02.     Sold  1  "Nov.,  1865. 

Daylight 683         4  Screw.     Purchased  18G1-62.     Sold  25  Oct.,  1865. 

Delaware 357         3  Paddle.     Purchased  1861-62.     Sold  13  Se))t.,  1865. 

Delta Screw.     Purchased  1864-65.     Sold  5  Sept.,  1868. 

DeSoto 1600         9  Paddle.     Purchased  1861-62.     Sold. 

Detroit 1380       12  Screw.     Purchased  1864-65.     Not  built. 

Diana Screw.  Purchased  1802-63.  Captured  in  Archi- 
pelago River,  1863. 

Dictator 1750        2  Iron-clad.     Built  1861-63-64.      Laid  up,  League 

Island. 

Dispatch 558       . .  Screw.     Purchased  1855.     Sold. 

Dispatch 730        4  Screw.     Purchased  1873.     Special-service. 

Don 390         8  Screw.     Purchased  1864-65.     In  service. 

Donegal 1124       ..  Paddle.     Purchased  1864-65.     Sold  27  Sept.,  1868. 

Dragon 118         1  Paddle.     Purchased  1861-62.     Sold  20  July,  1868. 

Dunbarton 686         4  Paddle.     Purchased  1864-05.     Sold  1867. 

Dunderberg 5090      10  Iron-clad.     Built   1861-63.     Sold   by  contractor, 

1866,  to  French  Imperial  Government,  and  re- 
named the  Rochambeau. 

Eastport 700         8  Paddle.    Built  1861-63.    Grounded  and  destroyed, 

26  April,  1864. 

E.B.Hall 193        4  Screw.     Purchased  1861-62.     Sold  20  June,  1865. 

Edith 400        2  Screw.    Purchased  1847.    Lost  on  California  Coast. 

Elk 163         6  Paddle.     Purchased  1863-64.     Sold  24  Aug.,  1865. 

Ella 230        2  Paddle.     Purchased  1861-62.     Sold  15  Sept.,  1865. 

Ellen 341         4  Paddle.     Purchased  1861-63.     Sold  2  Sept.,  1865. 

Ellis 2  Paddle.     Purchased  1861-63.     Sold. 

Emerald 30       . .  Screw.    Purchased  1864-65.     Ferry-boat  at  Navy 

Yard,  Pi)rtsraouth,»1874. 

Emma 850         8  Screw.    Purchased  1863-64.     Sold  1  Nov.,  1865. 

Emma  Henry 521         1  Paddle.     Purchased  1864-65.     Name  changed  to 

Wasp,  1865. 

Engineer 143         1  Paddle.     Purchased  1836.     Rebuilt  1855. 

Engineer 200       ..  Paddle.    Purchased  1855.     Sold. 

Enterprise 615       ..  Screw.     Built  1874.    Repairing,  "Washington. 

Eolus 344         3  Paddle.     Purchased  1864-65.     Sold  1  Aug.,  1865. 

Epervier 831       10  Screw.     Purchased  1864-65.     Not  built. 

Epsilon. Screw.    Purchased  1864-65.     Sold  13  July,  18G8. 

Essex 614       17  Iron-clad.     Purchased   1861-62.     Sold  29  Nov. 

1865. 

Essex 615       ..  Screw.     Built  1874.     Repairing,  League  Island. 

Estrella Screw.     Purchased  1864-65.     Sold  1867. 

Etlah 483         2  Iron-clad.     Built  1863-64-65.     Sold  1876. 

Eureka Screw.     Purchased  1862-63.     Sold  15  Sept.,  1868.  > 

Eutaw 974         8  Paddle.     Purchased  1861-63.     Sold  1867. 

Exchange 211         7  Paddle.     Purchased  1803-64.     Sold  17  Aug.,  1865. 

Fahkee 699         3  Screw. 

Fairplay 800        4  Screw. 

Fairy 173         8  Paddle. 

Fawn 174        7  Paddle. 

Pern 2  Screw. 

Flag 903         9  Screw. 

Flambeau 9C0        2  Screw. 

Florida 1201         9  Paddle. 

Forest  Rose 203         6  Screw. 

Fort  Donelson 900        7  Paddle. 


Purchased  1863-64. 
Purchased  1803-63. 

Purchased  1864-65. 

Purchased  1863-64. 
Purchased  1803-63. 
Purchased  1861-63. 
Purchased  1861-63. 

Purchased  1801-63. 
Purchased  1803-63. 

Purchased  1864-65. 


Sold  10  Aug.,  1865. 
Sold  17  Aug.,  1865. 

Sold  17  Aug.,  1865. 

Sold  17  Aug.,  1865. 
Sold  17  Aug.,  1865. 
Sold  13  July,  1865. 
Sold  12  July,  1865. 

Sold. 
Sold  17  Aug.,  1865. 

Sold  25  Oct,  1865. 
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Remarks. 
Purchased  1863-64. 
Purchased  1804-65. 
Purchased  1861-62. 
Purcliused  1863-64. 
Purchased  1862-63. 
Purchased  1864-65. 


Sold  25  Oct.,  1865. 
Sold  15  Aug.,  1865. 
SoldlS  Aug.,  1865. 
Sold  17  Aug.,  1865. 
Sold  37  Sept.,  1865. 
Sold  5  Sept.,  ISfi; 


-64.     Special  service.  Gulf  of 


Laid 


Name.  Tons.     Ouns. 

Fort  Donelson 900        5     Paddle. 

Fort  Gaines 80        4     Paddle. 

Fort  Henry 519        6     Paddle. 

FortHindman 286         7     Paddle. 

Fort  Jackson 1770       ..     PadcHe. 

Fort  Morgan 1348        5     Screw. 

Fortune 806        3     Screw,     Built  It 

Mexico,  1874. 

Franklin 3680       51     Screw.     Built  1854.     Receiving  Ship. 

Frolic 614       ..     Paddle.     Purchased  as  A.  D.  Vance,  1804. 

up,  Wasliington. 

Fulton,  1st 2000       30    Paddle.     Built  1814.     Blew  up,  1829. 

Fulton,  2nd Paddle.     Built  1835.     Launched  1837. 

Fuschia 180        3     Screw.     Purchased  1863-64.     Sold  15  Sept.,  1868. 

Galatia 1244       11     Screw.     Purchased  1863-64.     Sold  13  Oct.,  1805. 

Galena 910        8     Screw.     Built  1873-79.     European  Squadron. 

Gamage 187         6     Paddle.     Purchased  1864-05.     Sold  17  Aug.,  1865. 

Gamma 1     Screw.    Purchased  1864-65.     Sold  25  Oct.,  1865. 

Gazelle 117        6    Paddle.     Purchased  1863-64.     Sold  17  Aug.,  1865. 

General  Bragg 700        2     Ram.    Captured  1861-63.    Western  Flotilla.    Sold 

1  September,  1805. 
General  Burnslds 201         5     Paddle.     Purchased  1864-65.     Eeturned  to  War 

Department,  1  June,  1808. 
General  Grant 204         5    Paddle.     Purchased  1864-65.     Returned  to  War 

Department.  1865. 

GeneralLvon 1200         1     Paddle.     Purchased  1863-63.     Sold  17  Aug.,  1865. 

General  Pillow 500         2     Hum.     Cnptured  1861-63.    Western  Flotilla.    Sold 

29  Novendjer,  1865. 

General  Price 700       ..     Ram.    Captured  1861-63.    Western  Flotilla.    Sold 

30  September,  1865. 

General  Sherman 187         5     Paddle.     Purchased  1864-65.     Returned  to  AVar 

Department,  1  June,  1808. 

General  Taylor 150         1     Paddle.    Built  1845.     Sold. 

General  Thomas. 184        5     Paddle.     Purchased   1804-05.     Returned  to  War 

Department,  1  June,  1865. 

■Genessee 803        4     Screw.     Built  1801-02.    Sold  1867. 

Geranium 223         3    Paddle.     Purchased  1863-64.     Sold  16  Oct.,  1865. 

Gertrude 350         8    Screw.    Purchased  181)3-04.     Sold  30  Nov.,  1805. 

Gettysburg 518        2    Paddle.     Purchased  1863 — as  Margaret  and  Jessie. 

Sold  May,  1879. 

Gladiolus Q7        3     Screw.     Purchased  1804-65. 

Glance 80       ..     Screw.     Purchased   1804-05. 

League  Island. 

Glasgow 253         6     Paddle.     Purchased  1863-64. 

Glaucus 1314       11     Screw.     Purchased  1868-64. 

Glide 233         6     Screw.    Purchased  1864-65. 

Glide 137         6     Paddle.     Purchased  1863-63. 

at  Cairo,  Illinois,  February,  1'803. 
Governor  Buckingham. .   886         6     Screw.     Purchased  1803-04.     Sold  13  July,  1805. 

Grampus 300       ..     Paddle.   Purchased  1803-04.  Orii^nnally  Ion.  Sold. 

Grand  Gulf 1300       11     Screw.     Purchased  1863-04.     Sold  30  Nov..  1865. 

Granite  Git/ 315         7     Paddle.     Purchased   1863-64.     Captured   6  May, 

1864. 

GrapeSbot 26       ..     Screw.   Captured  1861.   Originally  Tug  New  York. 

Great  Western Purchased  1801-63.     Western  Flotilla.     Sold  2!) 

November,  1865. 

Grossbeak 196        6    Paddle.     Purchased  1864-65.     Sold  17  Aug.,  1865. 

Guerriere 2300      20     Screw.     Built  1863-64.     Sold  1872. 

58 


Sold  15  Sept.,  1865. 
Navy   Yard   Tug, 

Sold  June,  1869. 
Sold  13  July,  1865, 
SoldlS  Aug.,  1805. 

Destroyed  by  fire 
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Name.  Tons. 

Harcourt 68 

Harriet  Lane 619 

Hartford 2000 

Harvest  Moon 546 

Hassalo 2200 

Hastings 293 

Hatteras 1100 

Heliotrope 238 

Hendrick  Hudson 400 

Henry  Brinker 103 

Hetzel 301 

Hibiscus 40G 

Hollyliock 300 

Hollyliock 300 

Home 713 

Honduras 376 

Honeysuckle 231 

Housatonic 1240 

Howqiiah 397 

Hoyt 19 

Hunchback 517 

Huntress 138 

Huntsville 817 

Huron 541 

Huron 507 

Hyacinth 50 

Hydrangea 224 

Ibex 236 

Ida 104 

Idaho 2638 

Illinois 3300 

Indianola 442 

I.  N.  Seymour 133 

Intrepid 330 

Ion 230 

Iosco 974 

Iris 400 

Iris 483 

Iron  Ago 838 

Iroqut  is 695 

Isaac  iMiiith 453 

Isonomia .")93 

Itasca 507 

luka 940 

Ivy 50 

Jacob  Bel! 239. 

.Tamos  Adger 1151 

Jasamine 320 


Guns.  Remarks. 

..     Screw.     Purchased  1864-65.     Sold  3  Oct.,  1867. 
4     Side-wheel.      Purchased    1861-03.      Captured  at 

Galveston,  Texas,  1  .January,  1863. 
18     Screw.     BuiltlS58.     Kepairing,  Boston. 
3     Paddle.     Purchased  1863-64.     Sunk  by  torpedo, 

1  March,  1865. 
8     Screw.     Purchased  1863-64.     Never  built. 
8     Paddle.     Purchased  1864-b5.     Sold  17  Aug.,  1865. 
3     Side-wheel.     Purchased  1861-63.     Sunk  by  Ala- 
bama, 11  January,  1863. 
Paddle.    Purchased  1863-04.     Sold  20  June,  186.5. 
Screw.     Purchased  1803-63.     Sold  12  Sept.,  1865. 
Screw.     I'urchased  1861-62.     Sold  20  July,  180.5. 
Paddle.     Built  1861-63.     Returned  to  Coast  Sur- 
vey, 1805. 
Screw.     Purchased  1864-65. 
Purchased  1863-64. 
Purchased  1864-65. 
Purchased  1863-64. 
Purchased  1863-64. 
Purchased  1863-64. 

Built  1861-62.    Sunk  off  Charleston  by 
torpedo,  17  February,  1864. 
Screw.    Purchased  1863-64.     Sold  10  Aug.,  1865. 
Screw.     Purchased  1864-65.     S.ild  10  Aug.,  180.5. 
Purchased  1861-62.     Sold  13  July,  1865. 
Purchased  1864-65.    SoM  17  Aug.,  1865. 
Purchased  18(!I-r.2.     Sold  30  Nov.,  1865. 
Built  1874.     "Wrecked  1879. 
Built  1861-62.     Soldl4  June,  1869. 
Purchased  1863-63.     Sold  17  Aug.,  1865. 
Purchased  1863-64.     Sold  25  Oct.,  1865. 


1 


Paddle. 

Paddle. 

Screw. 

Paddle. 

Screw. 

Screw. 


Screw. 

Paddle. 

Screw. 

Screw. 

Screw. 

Screw. 

Screw. 


Sold. 

Sold  5  Oct.,  1865. 

Sold  5  Oct.,  1865. 
Sold  5  Sept.,  1865. 

Sold  6  Seijt.,  181)5. 
Sold  15  Aug.,  1865. 


Paddle.     Purchased  1SG4-65.     Sold  17  Aug.,  1865. 
Screw.     Purchased  1863-64.     Sunk  by  torpedo,  23 

April,  isi;.-;. 
Screw.     Built  1864-65.      Converted   into   sailing 

vessel  and  sold  in  East  Indies. 
Screw.     Built  1863-64. 

Iron-clad.    Built  1861-62.    Captured 24  Feb.,  1863. 
Paddle.     Purchased  1861-63.     Sold  20  June,  1865. 
Screw.     Built  1874.    Torpedo  boat. 
Paddle.    Purchased  1863-64.    Re-named  Grampus. 
Paddle.     Built  1861-63.     Sold. 
Paddle.     Built  1847.     Sold  1850. 
Screw.     Purchased  1863-64.      Originally  Shiloh. 

Sold  1874. 
Paddle.     Purchased  1861-63.     Destroyed  on  Coast 

of  Korth  Carolina,  11  January,  1864. 
Screw.     Built  1858.     Repairing  at  Jlare  Island. 
Screw.  Purchased  1861-63.  Captured30  Jan.,  1803. 
Paddle.     Purchased  1864-65.     Sold  13  July,  1865. 
Screw.     Built  1861-63.     Sold  30  November,  1805. 
Screw.     Purchased  1863-64.     Sold  1  Aug.,  18G5. 
Screw.     Purchased  1863-63.     Sold  17  Aug.,  1865. 


3     Paddle.     Purchased  1861-62.     Lost  6  Nov.,  1865. 

9     Paddle.     Purchased  1801-63. 

2     Screw.     Purchased  1863-64.     Sold  1866. 
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Name.  Tons.  Guns. 

Java 3490  31 

Jean  Sands 139 

John  Hancock 382 

John  L.  Lockwood 180  3 

John  P.  Jackson 777  6 

Jonquil ^   90  3 

Judge  Torrence 600 

Juliet 157  6 

Juniata : 838  8 

Juniper 116  3 

Kalamazoo 8200  4 

Kanawha 507  4 

Kansas 410  3 

Katahdin 507  4 

Katarina 113  3 

Kate 243  6 

Kearsarge 695  6 

Kennebec 507  4 

Kensington 1053  3 

Kentucky 800  11 

Kenwood 333  6 

Keokuk 677 

Keosauqua 3200  8 

Kewaydin 2490  31 

Keystone  State 1364  9 

Key  West 307  9 

Kickapoo 540  4 

Kineo 507  4 

King  Philip 

Kinsman 

Klamath 483  2 

Koka 483  3 

Kosciusco 

Laburnum 181  4 

Lackawanna 1026  10 

Lady  Sterling 8 

Lafayette 1000  8 

Lancaster 3130  23 

Lancaster 

Larkspur 135  3 

Laurel 50  1 

Lavender 68 

Lehigh 496  3 

Lenapee 964  8 

Leslie 100  3 

Lexington 500  7 


Sold  15  Sept.,  1865. 
Sold  5  Oct.,  1805. 
Sold  31  Oct.,  1868. 
Western  Flotilla. 


Bemarks. 
Screw.     On  the  Stocks,  New  York  Navy  Y'ard. 
Screw.     Built  1864-65.     Y'ard  Tug,  Norfolk. 
Screw.     Built  1850.     Sold. 
Paddle.     Purchased  1861  -63. 
Paddle.     Purchased  1861-63. 
Screw.     Purchased  1863-64. 
Paddle.     Purchased   1861-63. 

Sold  17  August,  1865. 
Screw.     Purchased  1862-63.     Sold  17  Aug.,  1865. 
Screw.    Built  1861-63.    Repairing,  League  Island. 
Screw.     Purchased  1864-65.     Sold  9  Nov.,  1865. 
Iron-clad.     Built   1863-64.      Re-named   Colossus. 

On  stocks,  1874. 
Screw.     Built  1861-63.    Sold  1866. 
Screw.     Built  1863-64.    Laid  up,  Kittery  Yard. 
Screw.     Built  1861-62.     Sold  30  November,  1865. 
Screw.     Purchased  1864-65.     Sold  25  Oct.,  1865. 

Not  known  at  Niivv  Department. 
Paddle.    Purchased  "l864-65.     Sold. 
Screw.     Built  1861-62.    North  Atlantic  Squadron. 
Screw.     Built  1861-63.     Sold  30  November,  1865. 
Paddle.     Purchased  1861-63.     Sold  13  July,  1865. 
Purchased  1863-63.     Sold. 

Paddle.     Purchased  1863-64.     Sold  17  Aug.,  1865. 
Iron-clad.      Built  1863-63.      Sunk  in   battle   oflF 

Charleston,  S.  C,  7  April,  1863. 
Screw.     Built  1863-64.     Not  built. 
Screw.      Re-named    Pennsylvania.       On    stocks, 

Boston. 
Paddle.     Purchased  1861-63.     Sold  15  Sept.,  1868. 
Paddle.     Purchased   1863-64.     Burnt  to  prevent 

capture,  4  November,  1864. 
Iron-clad.     Built  1861-63.     Re-named  Kewaydin. 

Sold  in  1874. 
Screw.     Built  1861-63.     Sold. 
Paddle.     Purchased  1861-63.     Sold  15  Sept.,  1868. 
Purchased  1862-63.     Snagged  and  sunk,  23  Feb- 
ruary, 1863. 
Iron-clad.     Built  1863-64.     Sold  1874. 
Iron-clad.     Built  1803-64.     Broken  up  1874. 
Ram.     Purchased  1861-03.     Sold. 


Screw.     Built  1864-05.     Sold. 

Screw.     Built  1861-03.     Pacific  Squadron. 

Paddle.     Built  1864-65.     Sold. 

Ram.     Purchased  1861-63.     Sold  1866. 

Screw.     Built  1858.     Repairing,  Kittery  Yard. 

Ram.  Purchased  1861-63.  Sunk  by  Vicksburg 
Batteries. 

Screw.     Purchased  J 863-64.     Sold  10  Aug.,  1865. 

Screw.     Purchased  1803-63.     Sold  17  Aug.,  1868. 

Screw.  Purchased  1863-64.  Wrecked  13  June, 
1864. 

Iron-clad.    Built  1861-63.    Brandon,  James  River. 

Paddle.     Built  1861-62.     Sold. 

Screw.  Built  1861-63.  Returned  to  War  Depart- 
ment, June,  1865. 

Iron-clad.  Purchased  1861-63.  Sold  17  Aug., 
1865. 
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Name.  Tu)t.i. 

Leyden 30ii 

Lilac V2'.\ 

Lilian 030 

Lily.... 50 

Linden 177 

Lioness 

Little  Ada 190 

Little  Rebel 

Lodona 860 

Louisiana 295 

Louisville 468 

Lupin 68 

Mackinaw 974 

Madawasca 2840 

Madge 218 

Magnolia 843 

Mahaska 832 

Maliopac 580 

Malvern 627 

Manayunk 550 

Mahattan 550 

Manitou 2000 

Maratanza 786 

Marblehead 507 

Maria 170 

Marietta 479 

Marietta 479 

Marigold 115 

Marion 910 

Marmora 207 

Martin 25 

Mary  Sanford 757 

Massachusetts 765 

Massachusetts 2107 

Massasoit 974 

Mattahessett 974 

Maumee 593 

Mayflower 306 

Memphis 791 

Mendota 974 

Mercedita 776 

Mercury 187 

Meredosia 1380 

Merrimac 3200 

Merriraac,  4th 684 


Guns.  liemarH. 

Screw.     Built  1864-65.     Yard-tug,  Portsmouth. 
2     Screw.     Purchased  1863-64.     Sold  12  July,  1865. 
2     Paddle.     Built  181)4-65.     Sold  30  Nov.,  1865. 

1  Screw.     Purchased   1862-63.     Sunk   by   collision, 

3  May,  1803. 
0     Screw.     Purchased   1862-63.     Snagffed  and  sunk. 

22  February,  1864. 
. .     Ram.     Purchased  1861-62.     Sold. 

2  Screw.     Purchased  1864-65.     Sold  12  Aug.,  1865. 
..     Ram.     Captured  1861-62.     Sold  29  Nov.,  1865. 

7  Screw.     Purchased  1802-63.     Sold  20  .June,  1865. 
4     Screw.     Purchased    1861-62.      Used   as  powder- 
boat  off  Fort  Fisher,  23  December,  1864. 

13     Iron-clad.     Purchased  1861-02.     Sold. 

. .     Screw.     Purchased  1803-04.     Sold  28  Oct.,  1865. 

8  Paddle.     Built  1801-62.     Sold  1807. 

23     Screw.     Built  1865.     Re-named  Tennessee.     Flag 
shiiJ  North  Atlantic  Squadron. 

2  Screw.    Purchased  1801-02.     Sunk  off  Frying-Pan 

Shoals,  11  October,  1863. 

3  Paddle.     Purchased  1801-02.     Sold  13  Jan.,  1805. 
0     Paddle.     Built  1861-62.     Sold. 

2  Iron-clad.      Built   1861-03.     At    Brandon,  James 

River. 

3  Paddle.     Purchased  1803-64.     Sold  25  Oct.,  186S. 

3  Iron-clad.     Built  1861-62.     Now  Ajax,  1874. 

2     Iron-clad.      Built   1801-03.     At   Brandon,  James 
River. 
15     Screw.     Built  1870.     Name  changed  to  Worcester. 
Laid  up.  Norfolk,  Va. 

6  Paddle.     Built  1801-63.     Sold. 

4  Screw.     Built  1801-02.     Sold. 

2  Screw.     Built  1803-64.     Sunk  by  collision,  186-. 

3  Iron-clad.     Built  1861-62.     Sold  17  April,  1873. 
2     Iron-clad.     Built  1803-64. 

2  Screw.     Purchased  1863-64.     Sold  1866. 

8     Screw.     Built  1874.     South  A-tlantic  Squadron. 
8     Stern-wheel.     Purchased  1862-63.     Sold  17  Au- 
gust, 1808. 
..     Screw.     Purchased  1804-05.     Sold  10  Aug.,  1805. 

3  Screw.     Purchased  1863-04.     Sold  10  Aug.,  1808. 
..      Screw.     Built  1848.     Transferred  from  War   De- 
partment.    Re-named  Farralones  and  sold  1806. 

40     Screw.    Building  1800.    Originally  Passaconaway. 
On  the  stocks,  Portsmouth,  N.  Y. 
8     Paddle.     Built  1801-63.     Sold  1807. 
8     Paddle.     Built  1801-62.     Sold  1867. 

4  Screw.     Built  1801-03.     Sold  8  June.  1809. 

2     Screw.     Built  1863-64.     Practice-ship,  Cadet  En- 
gineers, 1874. 
4     Screw.     Purchased  1861-63.     Sold  8  Jone,  1809. 
8     Paddle.     Built  1801-63.     Sold  1807. 

7  Screw.     Purchased  1801-03.     Sold  28  Oct.,  1865. 
2     Paddle.     Purchased  1861-62.     Sold  1873. 

12     Screw.     Not  built. 

40     Screw.     Built  1855.     Captured  at  Norfolk  by  the 
Rebels. 
6     Paddle.     Purchased  1863-64.     Foundered  Febru- 
ary, 1865 


GENERAL  NAVY  REOxISTEU. 


!>!7 


Nmne.  Tons.  Gunt. 

Metacomet 974         8 

Meteor 221         6 

Miami 730        7 

Miantonomoh 1225         4 

Michigan 450         8 

>li<rnonnette 50 

Jliiwaukee 970         4 

Milwaukee 970  4 

Mingo    974  8 

Minnesota. .3200  40 

Minnetonka 2490  31 

Mississippi iO 

Missouri 1700  10 

Mist 233  7 

Mistletoe 50 

Moccasin 192  3 

Modoc 483  1 

Mohawk 464  5 

Mohican 910  8 

Mohongo 1034  10 

Monadnock 1091  4 

Monarch 

Mondamin 2348  13 

Monitor 776  2 

Monocacy 747- 

Monongahela 960  11 

Montauk 496  2 

Montauk 844  4 

Monterey 52  1 

Montgomery 787  5 

Monticello 655  7 

Moodna 677  2 

Moose 189  6 

Morse 513  2 

Moshulu 2000  15 

Mound  City 512  13 

Mount  Vernon 625  3 

Mount  Washington 

Muscoota 1030  10 

Myrtle 50  .. 

Mystic 464  5 

Mystic 541  7 

Nahant 496  3 

Naiad 185  8 

Nansemond 340  4 

Nantasket 523  7 

Nantucket 496  3 

Napa 614  2 


Destroyed  at  Port  Hudson 


Remarks. 
Paddle.     Built  1861-62. 

Paddle.     Purchased  1863-64.     Sold  5  Oct.,  1865. 
Paddle.     Built  186I-62.     Sold  10  Aug.,  1865. 
Iron-clad.     Built  1861-63.     Rebuilding,   1874,  at 

Chelsea. 
Paddle.     Built  1844.     On  Lake  Erie. 
Screw.     Purchased  1862-63.     Sold  17  April,  1873. 
Iron-clad.     Built  1861-63.     Sunk  by  torpedo,  28 

March,  1865. 
Iron-clad.     Built  1864-65.     Sunk  by  torpedo,  38 

March,  1865. 
Paddle.     Built  1861-63.     Sold  1867. 
Screw.     Built  1855.     Training  Ship. 
Screw.     Built  1870.     Re-named  California.     Sold 

May,  1875. 
Paddle.     Built  1841 

14  March,  1863. 
Paddle.     Built  1841.     Burned  at  Gibraltar,  1843 
Paddle.     Purchased  1864-65.     Sold. 
Screw.     Purchased  1863-63.     Sold  39  Nov.,  1865. 
Screw.     Purchased  1864-65.     Sold  5  Oct.,  1865. 
Iron-clad.     Built  1865.     Broken  up,  1875. 
Screw.     Purchased  1858.     Sold  1864. 
Screw.     Built  1858.     Rebuilding  at  Mare  Island. 
Paddle.     Built  1863-64.     Sold  November,  1870. 
Iron-clad.     Built  1861-63.     Laid  up.  Mare  Island. 

Rebuilding. 
Ram.     Purchased  1861-63.     Sold. 
Screw.     Purchased  1864-65.     Not  built. 
Iron-clad.     Built  1861-63.     Original  type  of  tur- 

reted  vessels.     Foundered  off  Cape  Hatteras,  31 

December,  1863. 
Paddle.     Built  1864-65.   -Asiatic  Station. 
Screw.     Built  1861-63.     Laid  up.  Mare  Island,  CaL 
Iron-clad.     Built   1861-62.      Navy   Yard,   Wash- 

ii-.gton. 
Iron  clad.      Built   1864-65.      Repairing   at   New 

York,  1874. 
Screw.  Purchased  1863-64.  Yard-tug,  Mare  Island. 
Screw.     Purchased  1861-62.     Sold  lo  Aug..  1865. 
Screw.     Purchased  1861-62.     Sold  1  Nov.,  1865. 
Iron-clad.     Built  1861-03.     Sold. 
Paddle.     Purchased  1803-64.    Sold  17  Aug.,  1865. 
Paddle.     Purchased  1861-63.     Sold  20  July,  1865. 
Screw.   Built  1867.   Re-named  Severn.    Sold  1877. 
Iron-clad.     Built  1861-02. 

Screw.     Purchased  1861-62.     Sold  13  July,  1865. 
Paddle.     Purchased  1861-63.     Sold  31  June,  1868. 
Paddle.     Built  1863-64.     Sold  8  May,  1869. 
Screw.     Built  1863-63.     Sold  17  August,  1865. 
Screw.     Purchased  1858.     Sold. 
Screw.     Purchased  1863-64.     Sold  30  June,  1868. 

Iron-clad.     Built  1861-62.     At  League  Island. 
Paddle.     Purchased  1864-65.     Sold  17  Aug.,  IgfiS. 
Paddle.     Purchased  1863-64.     Sold  13  Sept.,  1868 
Screw.     Built  1867.     Broken  up. 
Iron-clad.     Built  1861-63.    At  Annapolis. 
Iron-clad.     Built  1863-64.     Broken  up. 
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Name.  Tons. 

Narcissus 101 

Narragansett 910 

Naubec 483 

Naiimkeag 250 

Nausett 483 

Neosho .'523 

Neptune 1243 

Nereus 1244 

Neshaminy 32C0 

Nettle 50 

Nevada 2010 

Newbern 948 

New  Era 157 

New  Ironsides 3480 

New  London 221 

New  National 379 

Niagara 4580 

Nina 30G 

Niplion 475 

Nipsic 615 

Nita 210 

Norwich 431 

Nyack 410 

Nyanza 203 

Nymph 171 

Octorara 829 

Oleander ,   203 

Oleander 200 

Omaha 1122 

O.  M.  Pettit 165 

Oneida 1023 

Oneota 1034 

Onondaga 1250 

Ontario 2490 

Oriole 137 

Osceola 1)74 

Osage .•  523 

Osage 523 

Ossipee 828 

Otsego 974 

Ottawa 507 

Ouachita 720 

Owasco 507 

Ozark 578 

Ozark 578 

Palos 300 

Pampanoosuc 2809 


Chins.  Remarks. 

2     Screw.     Purchased  1863-64.    Sunk  by  torpedo,  8 
December,  1864. 

5  Screw.     Built  1858.     Laid  up  at  Mare  Island. 

1  Iron-clad.    Built  1863-64.    Re-named  Minnetonka. 

Broken  up,  1874. 

6  Paddle.     Purchased  1863-64.     Sold  17  Aug.,  1805. 

2  Iron-clad.     Built  1863-64.     Broken  up,  1874. 
2     Iron-clad.     Built  1861-62. 

U     Screw.     Purchased  1863-64.     Sold  12  .Tulv,  1868, 

11  Screw.  Purchased  1863-64.  Sold. 
10  Screw.  Built  1863-04.  IJot  built. 
..  Screw.  Purchased  1862-63.  Sold. 
23     Screw.     Built  1870.     Sold  June,  1874. 

6     Screw.     Purchased  1803-64.     Sold. 
6     Purchased  1802-63.     Sold  17  August,  1865. 
18     Iron-clad.      Built    1861-62.     Burned    at   League 
Island. 
5     Screw.     Purchased  1861-62.     Sold  8  Sept.,  1865. 

1  Paddle.    Purchased  1863-64.-  Returned  to  owners, 

1865. 

12  Screw.     Built  1855.     In  ordinary,  Boston. 

2  Screw.     Purchased  1863  64.     Torpedo-boat,  New- 

port, R.  I 
9     Screw.     Purchased  1863-64.     Sold  17  April,  1865. 
0     Screw.    Built  1863.  Rebuilt.    European  Squadron. 

4  Paddle.     Purchased  1863-64.     Sold  25  Mav,  1868. 

5  Screw.     Purchased  1861-62.     Sold  10  Auc'.,  1865. 

3  Screw.     Built  1862-63.     Laid  up.  Mare  Isfand. 

6  Paddle.     Purchased  1863-64.     Sold  15  Aug.,  1865. 

8  Paddle.     Purchased  1864-65.     Sold  17  Aug.,  186-5. 

6  Paddle.     Built  1861-62.     Sold  1866. 

2  Paddle.     Purchased  1864-65.     Sold  5  Sept.,  1868. 

. .  Screw.     Purchased  1862-63.     Sold  5  Sept.,  1865. 

12  Screw.     Purchased  1868.    Ordinary,  Kittery  Yard. 

2  Paddle.     Purchased  1861-62      Sold  2  Sept.,  1865. 

9  Screw.     Built  1861-62.     Run  down  and  sunk  in 

Yeddo  Bay,  24  January,  1870. 
2     Iron-clad.     Built  1802-63. 

4  Iron-chid.     Built  1861-62.     Sold. 

21     Screw.     Re-named  New  York.      On  the  stocks. 
New  York. 

6  Paddle.     Purchased  1864-65.     Sold  17  Aug.,  1865. 
8     Paddle.     Built  1862-63.     Sold  1867. 

2     Iron-clad.     Built  1861-62.     Sunk   by  torpedo,  29 
March,  1865.    Subsequently  raised  and  .sold,  1867. 

2     Irnn-clad.     Built  1863-64.     Sunk  bv  torpedo,  2!) 
March,  1865. 

8     Screw.     Built  1861-62.     Laid  up,  Boston. 

8     Paddle.     Built  1861-2.     Sunk  by  torpedo,  9  De- 
cember, 18C4. 

4     Screw.     Built  1861-62.     Sold  25  October,  186.^. 
14     Paddle.    Built  1868-64.    Sold  25  Sei)teml)er,  ]80."i. 

4     Screw.     Built  1861-62.     Sold  28  October,  1868. 

2     Iron-clad.     Built  1861-02.     Sold  29  Nov.,  1865. 

7  Iron-clad.     Built  1864-65. 

Screw.     Built  1800.     Asiatic  Squadron. 
21     Screw.     Built  1803-04.      R/>-nanied   Connecticut. 
On  the  stocks. 


GENERAL    NAVY    REGISTER. 


Name.  Tonn.     Gu-nn.  Itemarks. 

Panola so;         4     Screw.     Built  ]y01-li3.     Sold  30  November,  1865. 

Pansy 50        ..      Screw.     Purcliused  1S02-U3.     Sold. 

Passaconaway 3200  4  Ironclad.  Built  1803-64.  Re-named  Massachu- 
setts.    On  the  stocks,  1874. 

Passaic 490  2  Iron-clad.  Built  1801-62.  Receiving  shij),  Wash- 
ington, D.  C. 

Pataijsco 844        3     Iron-clad.     Built  1861-03.     Sunk  by  torpedo,  15 

January,  1865. 

Patroon 183        5     Screw.     Purchased  1861-03.     Sold. 

PaulJones 863         6     Paddle.     Built  1861-G3.     Sold  1867. 

Piiul  Jones,  Jr 30         1     Steam  Launch.     Built  1863-64.     Sold  17  August, 

1865. 

Pawnee 873  4  Screw.  Built  1858.  Converted  into  sailing  ves- 
sel.    Store-ship,  Port  Royal. 

Pawpaw 175         8     Paddle.     Built  1863-64. 

Pawtuxet 974         8     Paddle.     Built  1863-63.     Sold  1867. 

Peacock 13S0       13     Screw.     Built  1864-65.     Not  built. 

Pembina 507         4     Screw.     Built  1861-63.     Sold  30  November,  1868. 

Penguin 389         6     Screw.     Purchased  1861-62.     Sold  18  Sept.,  1865. 

Penobscot 507         4     Screw.     Built  1861-63.     Sold  19  October,  1869. 

Peusacola 2000       23     Screw.     Built  1858.     Flag-ship,  Pacific  Squadron. 

Peony 180         3     Screw.     Purchased  1864-65.     Sold. 

Peoria 974         8     Paddle.     Built  1803-63.     Sold. 

Peosta 333       14     Paddle.     Built  1863-64.     Sold  17  August,  1865. 

Pequot 593         4     Screw.     Built  1861-63.     Sold  1869. 

Peri 159         8     Paddle.    Purchased  1864-65.     Sold  17  Aug.,  18C8. 

Periwinkle 387         3     Screw.    Purchased  1864-65.     Sold. 

Peterhoff Screw.     Purchased   1863-63.     Sunk   by   collision 

off  North  Carolina,  6  March,  1864. 

Petrel,  3nd 336         6     Screw.     Purchased  1862-63.     Captured  33  April, 

1864. 

Petrita 300         1     Paddle.    Captured  1847.    Sunk  off  Alvarado,  1849. 

Philadelphia 500         3     Paddle.     Purchased  1861-63.     Sunk  by  torpedo. 

Pliilippi 311  3  Paddle.  Purchased  1863-64.  Destroyed  in  Mo- 
bile Bay,  5  August,'  1864. 

Phlox 317        3     Paddle.     Purchased  1864-65.    At  Naval  Academy, 

Annapolis. 

Pilgrim 168        2     Screw.     Built  1863-64.     Yard  tug.  League  Island. 

Pink 184         1     Screw.     Purchased   1868-64.      Lost  on  Dauphin 

Isbnd,  September,  1865. 

Pinta 300         3     Screw.     Built  1863-64.     Navy  Yard,  Norfolk. 

Piscataqua 3490       31     Screw.     Built  1864-65.     Re-named  Delaware.     In 

ordinary. 

Pittsburg 513       13     Iron-clad.     Built  1861-62.     Sold  29  Nov.,  1865. 

Planter 300         2     Paddle.     Captured  1861-03.     Sold. 

Plymouth 1123       13     Screw.     Purchased  1858.     Laid  up,  Kittery  Yard. 

Pocahontas 694         5     Screw.    Purchased  1858.     Sold. 

Poinsett 250  2  Paddle.  Built  1840.  Transferred  from  War  De- 
partment, and  sold  1845. 

Pontiac 97-1         8     Paddle.     Built  1861-62.     Sold  1867. 

Pontoosuc 971         8     Paddle.     Built  1861-63.     Sold  1866. 

Poppy 93         3     Screw.    Purchased  1863-64.     Sold. 

Port  Fire 85  1  Screw.  Purchased  1863-64.  Broken  up  at  Ports- 
mouth, N.  H. 

Port  Royal 805         8     Paddle.     Purchased  1861-02.     Sold  1806. 

Potomska 287         5     Screw.     Purchased  1861-63.     Sold  10  Aug.,  1865. 

Powhatan 2182       17    Paddle.     Built  1850.     North  Atlantic  Squadron. 

Prairie  Bird 171         6     Screw.     Purchased  1863-63.     Sold  17  Aug.,  1865. 

Preston 128        ..      Screw.     Purchased  1864-65.     Sold  30  Nov.,  1865. 
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Name.  Tons. 

Primrose 94 

Psincess  Royal 828 

Princeton,  1st 673 

Princeton,  2nd 

Proteus 1254 

Pulaski 395 

Puritan 1870 

Pushmataha 2000 

Quaker  City 1600 

•  Jueen 630 

Queen  City 212 

(Jueen  of  the  West 

Quinnebaug 910 

Quinsigamond 2127 

Ranger 541 

Rattler 165 

Red  Rover 

Reindeer 212 

Reliance 90 

Republic 90 

Resaca 900 

Rescue Ill 

Resolute....    90 

Rhode  Island 1517 

Richmond 2000 

Rio  Bravo 325 

Roanoke 3400 

Rocket 127 

Rodolph 217 

Romeo 175 

Rose 63 

R.  R.  Cuyler 1202 

Sachem 197 

Saco 410 

Sacramento 1367 

Sagamore 507 

Saginaw 453 

Sampson 600 

Sandusky 479 

Sangamon 496 


Ouim.  Remarks. 

2     Screw.    Purchased  1862-63.    Sold  17  March,  1871- 
7     Screw.     Purchased  1863-64,     Sold  12  Sept.,  1865- 
Screw.    Built  1843.    Fii-st  screw  vessel  of  war  ever 
built.     Broken  up. 

10  Screw.     Built  1851.     Sold  9  October,  1866t 

11  Screw.     Purchased  1863-64.     Sold  12  July,  1865. 

1  Paddle.     Purchased  1858.     Sold  at  Montevideo, 

1803. 

2  Iron-clad.     Built  1861-62.     Broken  up.     Rebuild- 

ing at  Chester. 
16     Screw.     Built  1867.     Re-named  Congress.     Ordi- 
nary, Kittery  Yard. 


Paddle.    Purchased  1861-62.    Sold  20  June,  1865. 

Screw.     Purchased  1863-64.     Sold  13  Oct.,  1868. 

Paddle  Purchased  1863-64.  Captured  24  June, 
1864. 

Ram.  Purchased  1861-62.  Grounded  and  cap- 
tured, 14  February,  1863. 

Screw.     Built  1864-65     European  Squadron. 

Iron-clad.  Built  1868-64.  Re-named  Oregon. 
On  the  stocks,  1874. 


Screw.     Built  1874.     Pacific. 

Paddle.     Purchased  1862-63. 

doned,  30  December,  1864. 

Paddle.     Purchased  1862-63. 

Purchased  1863-64. 

Purchased  1861-62. 


Paddle. 
Screw. 
1863. 
Screw. 

Screw. 
Screw. 


Wrecked  and  aban- 

Sold  29  Nov.,  1865. 
Sold  17  Aug.,  1875. 
Captured  23  Aug., 


Purchased  1864-65.     Sold  1  Aug.,  1865. 
Built  1864-65.     Sold  187-. 
Purchased  1861-62.     Fire-tug,  Washing- 
ton Navy  Yard,  1872. 

Screw.     Purchased  1861-63.     Sold  23  June,  1868. 

Paddle.     Purchased  1861-62.     Sold  1867. 

Screw.     Built  1858.     Flag-ship,  Asiatic  Squadron. 

Paddle.  Purchased  1875.  Turned  over  to  War 
DeiJartnient,  June,  1879. 

Screw.  Built  1855.  Converted  into  a  three  tur- 
reted  monitor.     Laid  up  at  New  York. 

Screw.   Purchased  1863-64.    Yard-tug,  New  York. 

Paddle.  Purchased  1863-64.  Sunk  by  torpedo, 
1  April,  1865. 

Paddle.     Purchased  1863-63.     Sold  17  Aug.,  1865. 

Screw.     Purchased.     Yard -tug,  Pensacola. 

Screw.     Purchased  1861-63.     Sold  15  Aug.,  1865. 

Screw.     Purchased  1861-63.     Sold. 

Screw.     Built  1865.     Laid  up,  Mare  Island. 

Screw.  Built  1861-63.  Wrecked  in  East  Indies,, 
19  June.  1867. 

Screw.     Built  1861-62.     Sold  1866. 

Paddle.  Built  1858.  Wrecked  in  Pacific,  29  Oc- 
tober, 1870. 

Paddle.     Purchased  1861-63.     Sold  17  Aug.,  1865. 

Iron-clad.     Built  1861-62.     Sold  17  April,  1878. 

Screw.  Built  1861-63.  Re-named  Jason.  At 
Philadelijhia. 
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Name.                      Tons. 
San  Jacinto 

Santiago  de  Cuba 1507 

Saranac 1238 

Sassacus 974 

Satelette 939 

Saugus 550 

Scorpion,  2nd 339 

Scotia 507 

Scourge,  3rd 230 

Sea  Gull 150 

Sebago 833 

Selma 590 

Seminole 801 

Seneca 507 

Serapis 1380 

Shakamaxon 3300 

Shamokon 1030 

Shamrock 974 

Shawmut 410 

Shawmut 593 

Shawnee 483 

Shawsheen 180 

Shenandoah 939 

Shiloh 614 

Shokokon 700 

Signal 190 

Silver  Cloud 190 

Silver  Lake 313 

Siren 233 

Snowdrop 135 

Snowdrop 135 

Somerset 521 

Sonoma 955 

Sorrei: 68 

Southfield 751 

South  Carolina 165 

Sovereign 440 

Speedwell 306 

Spirea 406 

Spitfire,  4th 228 

Springfield 146 

Sjjuyten  Duyvil 116 

Squando 614 

Standish 306 

Stars  and  Stripes 407 


Guns.  Remarks. 

6     Screw.     Built  1848.     Lost  in  West  Indie^,  1  ,Ianu- 
arv,  1865. 

10  PadJle.     Purchased  1861-63.    Sold  31  Sept.,  1865. 

11  Paddle.     Built  1848.     Sunk  June,  1875. 
8     Paddle.     Built  1861-63.   Sold. 

3     Paddle.     Purchased  1861-63.      Captured  23  Au- 
gust, 1863. 
2     Iron-clad.   Purchased  1863-63.   Laid  up  at  Wash- 
ington. 

Paddle.    Purchased  1846.     Sold  1848. 

Screw.  Built  1861-62.  Sunk  by  torpedo,  14  April, 
1865.     Raised  and  sold  25  October,  1865. 

Screw.     Purchased.     Sold  1848. 

Paddle.     Purchased  1823.     Sold  1840. 

Paddle.     Built  1861-63.     Sold. 

Paddle.     Purchased  1864-65.     Sold  18  Aug..  1865. 

Screw.     Built  1858.     Sold  20  July,  1870. 

Screw.     Built  1861-62.     Sold. 

Screw.     Not  built. 

Screw.  Built  1863-64.  Re-named  Nebraska,  and 
broken  up  at  Philadelphia  Navy  Yard.  On  the 
stocks,  1874. 

Paddle.     Built  1863-64.     Sold  31  October,  1869. 

Paddle.     Built  1861-62.     Sold. 

Screw.     Built  1863.     Laid  up,  Norfolk. 

Screw.  Built  1864-65.  North  Atlantic  Squad- 
ron, 1874. 

Iron-clad.     Built  1863-64.     Broken  up,  1875. 

Paddle.     Purchased  1861-63.     Sold. 

Screw.  Built  1861-62.  Flag-ship,  South  Atlantic 
Squadron. 

Iron-clad.  Purchased  1863-64.  Re-namod  Iris. 
At  New  Orleans,  1874. 

Paddle.     Purchased  1863-04.     Sold  25  Oct.,  1865. 

Stei-n-wheel.  Purchased  1862-63.  Captured  5 
May,  1864. 

Paddle.     Purchased  1863-64.     Sold  17  Aug.,  1865. 

Stern-wheel.  Purchased  1863-63.  Sold  17  Aug., 
1865. 

Paddle.    Purchased  1864-65.    Sold  17  Aug.,  1865. 

Screw.     Purchased  1863-64.     Yard-tug,  Norfolk. 

Screw.     Purchased  1864-65. 

Paddle.     Purchased  1861-63.     Sold. 

Paddle.     Purchased  1861-63.     Sold  1867. 

J5uilt  1863-64.     Laid  up  at  League  Island. 

Paddle.  Purchased  1861-62.  Sunk  by  Rebel  ram, 
19  April,  1864. 

Screw.     Purchased  1861-63.     Sold  1866. 

Purchased  1863-63.    Sold  29  Nov.,  1865. 
Built  1863-64.     Laid  up  at  Washington. 
Purchased  1864-65.     Sold  5  Oct.,  1866. 
Purchased  1840.     Sold  1848. 
Purchased  1863-63.     Sold  17  Aug.,  1805. 
Purchased   1864  65.    ,  Broken   up.   New 
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Paddle. 

Screw. 

Screw. 

Paddle. 

Paddle. 

Screw. 

Yo'rk. 
Iron-clad.      Built   1863-64. 

and  broken  up,  1874. 
Screw.     Built  1803-64.     League  Island. 
Screw.     Purchased  1861-63.     Sold  10  Aug.,  1863. 


Re-named    Algoma, 
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Name.  Tom.     Ouns. 

State  of  Georgia 1204 

St.  Clair 203 

St.  Clair 203 

Stepping  Stones 236 

Stettin 

Stevens'  War  Steamer. ..  4683 


Stoclcdale 181  6 

Sumter 464  5 

Sumfor 

Sunfock 483  3 

SiuiHower 294  3 

Sr.squehanna 2213  23 

Suwanee 1030  10 

Swatara 910  8 

Sweetbrier 240  2 

Switzerland 500 

Tacony 974  8 

Taghkanic 1380  12 

Tahgayula 2200  8 

Tahoma 507  4 

Tallahatchie 171  6 

Tallahoraa 974  8 

Tallapoosa 650 

Tawah 108  8 

Teazer 90  2 

Tecumseh 1034  2 

Tempest 161 

Tennessee 1275  3 

Tennessee 1273  0 

Tensas 150  3 

Theta 

Thistle 50 

Thomas  Freeborn 269  2 

Thunder 

Ticonderoga 1019  11 

Tioga 819  6 

Tioga 819  8 

Tippecanoe 1034  3 

Tippecanoe 1034  3 

Tonawanda 874  4 

Tonawanda 1564  4 

Trefoil 370  2 

Trenton 2300  11 

Triana 350  3 

Triana 300  2 


Jiemnrks. 

Paddle.     Purchased  1861-62.     Sold  25  Oct.,  1865- 

Stem-wheel.  Purchased  1862-63.  Sold  17  Aug., 
1865. 

Paddle.     Purchased  1864-65.     Sold  17  Aug.,  1865. 

Paddle.     Purchased  1861-62.     Sold  12  Julv,  1865. 

Screw.     Purchased  1861-62.     Sold  22  June,  186.".. 

Screw.  Built  1848.  Commenced  18-12.  First 
placed  on  the  Navy  list,  IS.'JS.  Relinquished  to 
Mr.  Stevens,  1864.  By  him  presented  to  the 
State  of  New  Jersey.  On  the  stocks  at  Hobo- 
ken,  1874. 

Paddle.     Purchased  1863-64.     Sold  24  Aul;.,  1S65. 

Screw.     Purchased  1858.     Sold. 

Paddle.     Sunk  by  collision,  24  June,  1863. 

Iron-clad.     Built  1863-64.     Broken  up,  1875. 

Screw.     Purchased  1863-04.     Sold  10  Aui;.,  1865. 

Paddle.     Built  1848.     In  ordinary.  New  York. 

Paddle.     Built  18(18-64.     Wrecked. 

Screw.     Built  1864-65.     Asiatic  Squadron. 

Screw.     Purchased  1863-64     Sold  25  Oct.,  1865. 

Ram.  Purchased  1861-62.  Sunk  by  Pittsburg 
batteries,  25  March,  1863. 

Screw.     Built  1861-62.     Sold. 

Screw.     Not  built. 

Screw.     Built  1863-64.     Not  built. 

Screw.     Built  1861-63.     Sold  1867. 

Paddle.     Not  built. 

Paddle.     Built  1862-63.     Sold. 

Paddle.     Built  1863.     Disjjatch  vessel. 

Paddle.     Purchased  1863-64.     Burned  to  prevent 

capture,  11  November,  1864. 
Screw.     Captured  1861-63.     Sold  23  June,  1868. 
Iron-clad.     Built  1861-63.     Sunk  by  torpedo,  5 

August,  1864. 
Paddle.     Built  1804-65.     Sold  27  Nov.,  1805. 
Paddle.     Captured  1861-63.     Sold  1867. 
Iron-clad.     Built  1864-65.     Sold  27  Nov.,  1867. 
Paddle.    Purchased  1863-64.     Sold  17  Aug.,  1865. 
Tender.     Built  1864-65.     Sold. 
Screw.     Purchased  1802-63.     Sold  17  Aug.,  1865. 
Paddle.     Purchased  1861-62.     Sold  20  July.  1805. 
Tender.     Built  1864-65.     Sold  8  August,  1865. 
Screw.     Built  1861-63.     Special  service. 
Paddle.     Built  1861-63.     Sold  1867. 
Paddle.     Built  1863-64.     Sold. 
Iron-clad.     Built  1861-62.     Re-named  Wyandotte. 

At  League  Island. 
Iron-clad.    Built  1864-65.     Re-named  Wyandotte. 

At  League  Island. 
Iron-clad.     Bull   1861-62.    Re-named  Amphitrite. 

Rebuilding,  1874. 
Iron-clad.     Built  1864-65.    Re-named  Amphitrite. 

Repairing  at  Wilmington,  1874- 
Screw.    -Built  1864-65.    Sold. 
Screw.   Built  1876.   Flag-ship  European  Squadron. 
Screw.     Built   1863-64.     Y'ard-tug,  Washington, 

D.  C,  1874. 
Screw.      Built  1864-65.      Y'ard-tug,  Washington, 

n,  c. 
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Name.  Tons.  Guns. 

Tristam  Shandy 444         3 

Tritonia 203         1 

Tritonia 303  3 

Tulip 183         5 

Tiinxis 614  3 

Tiiscarora 720         6 

Tiiscumbia 565         3 

Tylei- 600         9 

Underwriter 341  4 

Umpqua 483  2 

Unadilla 507  4 

Uncas 193  3 

Union 956 

Union,  2nd 1114  4 

Unit 56 

Valley  City 190  5 

Vandalia 981  8 

Vanderbilt 4000  15 

Verbena 104  2 

Vicksburg 88(i  6 

Victoria 254  3 

Victory 160  0 

Vindicator 750  4 

Violet 146  3 

Virginia,  3nd 581  7 

Vi.xen 

Volunteer 5 

Wabash 3200  40 

Wachiisett 695  6 

Wampanoag 3135  13 

Wamsutta 270  5 

Wando 045  3 

Wanoloset 3200  8 

Wasp 531  3 

Wassuc 483  3 

Watauga 3200  8 

Watch 65  2 

Wateree 974  8 

Water  Witch 355 

Water  Witch,  3nd 

Water  Witch,  Brd 

Water  Witch,  4th 

Wave 339  6 

Waxsaw 483  2 


Remarks. 
Paddle.    Built  1864-05.    Name  changed  to  Boxer, 

13  .June,  1865. 
Paddle.     Purchased  1863-64.     Sold  1866. 
Paddle.     Built  1864-65.     Sold. 
Screw.     Purcliased  1863-64.     Blew  up  and  sunk, 

1  1  November,  1804. 
Irou-clad.      Built    1863-64.      Re-named     Otsego. 

Broken  up,  1874. 
Screw.     Built  1801-02.     Laid  up.  Mare  Island. 
Iron-clad.     Built  1801-62.     Sold  29  Nov.,  1868. 
Paddle.     Purchased  1861-63.     Sold  1  Sept.,  1868. 

Paddle.  Purchased  1861-62.  Captuied  1  Feb- 
ruary, 1804. 

Iron-clad.  Built  1863-64.  Sold  at  New  Orleans, 
1874. 

Screw.     Built  1861-62.     Sold  9  Nov.,  1869. 

Screw.     Purchased  1861-62.     Sold  1863. 

Horizontal  Submerged  Paddle.  Built  1841.  Sold 
1858. 

Paddle.     Purchased  1862-03.     Sold  35  Oct.,  1865. 

Screw.     Built  1864-65.     Sold  13  July,  1865. 

Screw.  Purchased  1861-62.  Sold  15  Aug.,  1865. 
Screw.  Rebuilt  1874.  North  Atlantic  Squadron. 
Paddle.     Built  1862-63.     Presented  to  the  United 

State-s  by  Mr.  Vanderbilt.  Sold  18  Feb.,  1873. 
Screw.  Purchased  1864-65.  Sold  20  July,  1865. 
Screw.  Purchased  1863-64.  Sold  13  July,  1865. 
Screw.  Purchased  1861-63.  Sold  30  Nov.,  1805. 
Paddle.  Purchased  1803-64.  Sold  17  Aug.,  1865. 
Ram.  Built  1863-64.  Sold  29  November,  1865. 
Screw.     Purchased  1863  64.     Lost  on  Cape  Pear 

Bar,  4  August,  1864. 
Screw.     Purchased  1863-64.     Sold  30  Nov.,  1865. 
Paddle.     Purchased  1846.     Sold. 
Paddle.     Purchased  1864-65.     Sold  29  Nov.,  1865. 

Screw.     Built  1855.     Receiving  Ship,  Boston. 

Screw.     Built  1861-62.     Pacific  Squadron. 

Screw.  Built  1864.  Re-named  Florida.  In  or- 
dinary. New  London. 

Screw.     Purchased  1801-02.     Sold  20  July,  1865. 

Paddle.     Purchased  1864-65.     Sold  30  Nov.,  1865. 

Screw.     Built  1863-64.     Not  built. 

Paddle.  Purchased  January,  1865.  Originally 
Emma  Henry.     SoldJanuarv,  1876. 

Iron-clad.     Biiilt  1803-64.     Broken  up,  1875. 

Screw.     Built  1803-64.     Not  built. 

Screw.  Purchased  1864-65.  Originally  Alert. 
Sold  23  June,  1805. 

Paddle.  Built  1801-02.  Destroyed  by  an  earth- 
quake. 

Paddle.     Built  1845. 

Paddle.     Built  1845. 

Paddle.     Built  1846. 

Paddle.     Built  1852. 

Paddle 


Captured  3  June,  1864. 


Captured  by  Rebels. 
Built  1863-64.     Captured  6  May,  1864. 
Iron-clad.       Built    1803-04.       Re-named    Niobe. 
Broken  up,  1874. 
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Name.  Tons.  Guns. 

Weehawken 840  2 

Western  World 441  5 

Westfield 891  6 

W.  G.Putnam 149  3 

\V.  N.  Brown 800  1 

Whitebead 13G  1 

Wilderness 390  3 

Willamette 2200  8 

Winnebago 970  4 

Winnebago 540  4 

Winnipec 1030  10 

Winona 507  4 

Winooski 974  8 

Winooski 974  10 

W'issaliickon 507  4 

Wyalusing 974  8 

Wyandank 399  2 

Wyandotte 550  2 

Wyoming 726  6 

Yankee 328  3 

Vantic 410  3 

Yazoo 483  2 

Young  America 173  1 

Young  Rover 418  5 

Yucca 373  3 


Remarln. 

Iron-clad.  Built  I8l)l-(i2.  Sunk  oft"  Morris  Island, 
6  December,  1SI13. 

Screw.     Purchased  1861-62.     Sold  23  June,  1868. 

Paddle.  Purchased  1861-62.  Blown  up  in  Gal- 
veston Bay,  1  .January,  1863. 

Paddle.     Built  1801-62.    Sold  20  .Tune,  1868. 

Paddle.     Purchased  1862-63.    Sold  17  Aug.,  1865. 

Screw.     Purchased  1861-62.     Sold  10  Aug.,  1868. 

Paddle.     Purchased  1864-65.     Sold  7  Sept.,  1865. 

Screw.     Built  1863-64.     Sold. 

Iron-clad.  Built  1881-62.  Re-uauied  Tornado. 
Sold. 

Iron-clad.     Built  1863.    Sold  1874. 

Paddle.     Built  1863-64.     Sold  17  June,  1869. 


Screw. 

Paddle. 

Paddle. 

Screw. 

Paddle, 

Paddle. 


Built  1861-62. 

Buill  1862-63. 

Built  1864-65. 
Built  1861-62. 

Built  1861-62. 


Sold  30  November,  1868. 

Sold. 

Sold. 
Sold  35  October,  1865. 

Sold  1867. 


Purchased  1861-62.     Store-hulk,  Naval 
Academy.     Broken  up. 
Screw.    Purchased  1858.    Washington  Navy  Yard. 
Screw.     Built  1858.     European  Station. 


Paddle.     Purchased  1861-62.     Sold  15  Sept.,  1865. 
Screw.     Built  1864.    North  Atlantic  Squadron. 
Iron-clad.     Built  1863-64.     Sold  and  broken  up, 

1874. 
Paddle.    Purchased  1861-62.     Sold  12  July,  1865. 
Screw.     Purchased  1861-62.     Sold  23  June,  1865. 
Screw.    Purchased  1864-65.     Sold. 
Iron-clad.     Built  1863-64.     Sold  at  New  Orleans, 

1874. 


Yuma 483         3 

Zeta Screw.     Purchased  1864-63.     Sold. 

Zouave 127         1     Screw.     Purchased  1861-63.     Sold  12  J  u 


RECOGNITION  BY  CONGKESS 

O  F 

OALLA^'T  SEI1\T^CES  OF  OFFICERS  AKD  OTHEBS 

OF   THR 

Navy  axd  :Makdo:  Corps. 


Resolution  requesting  the  President  to  present  a  gold  medal  to  Captain  Thomas  Truxtun; 
anxl  respecting  the  conduct  of  Midshipman  James  Jakvis. 

That  the  President  of  the  United  States  be  requested  to  present  to  Captain  Thomas 
Truxtun,  a  gold  medal,  emblematical  of  the  late  action  between  the  United  States' 
frigate  Constellation,  of  thirty-eiglit  guns,  and  the  French  ship  of  war  La  Vengeance, 
of  "fifty-four ;  in  testimony  of  the  high  sense  entertained  by  Congress  of  his  gallantry 
and  good  conduct  in  the  above  engagement,  wherein  an  example  was  exhibited  by  the 
captain,  officers,  sailors,  and  marines,  honorable  to  the  American  name,  and  instructive 
to  its  rising  navy. 

That  the  conduct  of  James  Jarvis,  a  midshipman  in  said  frigate,  who  gloriously 
preferred  certain  death  to  an  abandonment  of  his  post,  is  deserving  of  the  highest 
praise,  and  that  the  loss  of  so  promising  an  officer  is  a  subject  of  national  regret. 

Approved  March  29,  1800. 

ResoliUion  expressing  the  sense  of  Congress  on  the  gallant  conduct  of  Lieutenant  Sterett, 

the  officers,  and  crew  of  the  United  States'  schooner  Enterprise. 

That  they  entertain  a  high  sense  of  the  gallant  conduct  of  Lieutenant  Sterett,  and 
the  other  officers,  seamen,  and  marines,  on  board  the  schooner  Enterprise,  in  the  cap- 
ture of  a  Tripolitan  corsair  of  fourteen  guns  and  eighty  men. 

That  the  President  of  the  United  States  be  requested  to  present  to  Lieutenant  Sterett 
a  sword,  commemorative  of  the  aforesaid  heroic  action;  and  that  one  month's  pay  be 
allowed  to  all  the  other  officers,  seamen,  and  marines,  who  were  on  board  the  Enter- 
prise when  the  aforesaid  action  took  place. 

Approved  February  3,  1802. 


liesolution  expressive  of  the  sense  of  Congress  of  the  gallant  conduct  of  Captain  Stephen 
Dkcatur,  the  officers,  and  crew  of  the  United  States''  ketch  Intrepid,  in  attacking,  in  the 
luirhor  of  Tripoli,  and  destroying,  a  Tripolitan  frigate  of  forty-four  guns. 

That  the  President  of  the  United  States  be  requested  to  present,  in  the  name  of 
Congress,  to  Captain  Stephen  Decatur,  a  sword,  and  to  each  of  the  officers  and  crew  of 
the  llnited  States'  ketch  Intrepid,  two  months'  pay,  as  testimony  of  the  high  sense 
entertained  by  Congress  of  the  gallantry,  good  conduct,  and  services  of  Captain 
Decatur,  the  officers  and  crew,  of  the  said  ketch  in  attacking,  in  the  harbor  of  Tripoli, 
and  destroying,  a  Tripolitan  frigate  of  forty-four  guns. 

Approved  Noveinber  27,  1804. 
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Resolution  expressive  of  the  sense  of  Congress  of  the  gallant  conduct  of  Commodore  Edward 
Preble,  the  officers,  seamen,  and  marines  of  his  squadron. 

That  tlie  thanks  of  Congress  be,  and  tlie  same  are  hereby,  presented  to  Coniniodore 
Edward  Preble,  and  throu:,'h  him  to  the  oilicers,  petty  oiBcers,  seamen,  and  marines,  at- 
tached to  the  squailron  under  his  command,  for  their  gallantry  and  good  conduct  dis- 
played in  the  several  attacks  on  the  town,  batteries,  and  naval  force  of  Tripoli,  in  the 
year  1804. 

That  the  President  of  the  United  States  be  requested  to  cause  a  gold  medal  to  be 
struck,  emblematical  of  the  attacks  on  the  town,  batteries,  and  naval  force  of  Tripoli 
by  tlie  squadron  under  Commodore  Preble's  command,  antl  to  present  it  to  Commodore 
Preble  in  such  a  manner  as,  in  his  opinion,  will  be  most  honorable  to  him:  and  that 
the  President  be  further  requested  to  cause  a  sword  to  be  presented  to  each  of  the 
commissiimed  officers  and  midshipmen  who  have  distinguished  themselves  in  the  sev- 
eral attacks. 

That  one  month's  pay  be  allowed,  exclusively  of  the  common  allowance,  to  all  the 
petty  officers,  seamen,  and  marines,  of  the  squadron,  who  so  gloriously  sujiported  the 
honor  of  the  American  flag,  under  the  orders  of  their  gallant  commander,  in  the  sev- 
eral attacks. 

That  the  President  of  the  United  States  be  also  requested  to  communicate  to  the 
parents,  or  other  near  relatives,  of  Captain  Richard  Somers,  Lieutenants  Henry  Wads- 
worth,  James  Decatur,  James  R.  Caldwell,  Joseph  Israel,  and  Midshipman  John 
Sword  Dorsey,  the  deep  regret  which  Congress  feel  for  the  loss  of  those  gallant  men, 
whose  names  ought  to  live  in  the  recollection  and  affection  of  a  grateful  country,  and 
whose  conduct  ought  to  be  regarded  as  an  example  to  future  generations. 

Apirroved  March  3,  1805. 

Resolutions  relative  to  thehrilliant  achieeements  of  Captains  Hull,  Decatur,  Jones,  <j?8<? 
Lieutenant  Elliott. 

1.  That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to  present 
to  Captain  Hull,  of  the  frigate  Constitution,  Captain  Decatur,  of  the  frigate  United 
States,  and  Captain  Jones,  of  the  sloop  of  war  Wasj),  each  a  gold  medal,  with  suit- 
able emblems  and  devices;  and  a  silver  medal,  with  like  emblems  and  devices,  to  each 
commissioned  officer  of  the  aforesaid  vessels,  in  testimony  of  the  high  sense  entertained 
by  Congress  of  the  gallantrj',  good  conduct,  and  services,  of  the  captains,  officers, 
and  crews,  of  the  aforesaid  vessels,  in  their  respective  conflicts  with  the  British  frig- 
ates, the  Guerriere  and  the  Macedonian,  and  sloojj  of  war  Frolic ;  and  the  President  is 
also  requested  to  present  a  silver  medal,  with  like  emblems  and  devices,  to  tlie  nearest 
male  relative  of  Lieutenant  Bush,  and  one  to  the  nearest  male  relative  of  Lieutenant; 
Funk,  in  testimony  of  the  gallantry  and  merit  of  those  deceased  officers,  in  whon^  their 
country  has  sustained  a  loss  much  to  be  regretted. 

3.  That  the  President  of  the  United  States  be,  and  he  hereby  is,  requested  to  present 
to  Lieutenant  Elliot,  of  the  Kavy  of  the  United  States,  an  elegant  sword,  with  suit- 
able emblems  snd  devices,  in  testimony  of  the  just  sense  entertained  by  Congress  of 
his  gallantry  and  good  conduct  in  boarding  and  capturing  the  British  brigs  Detroit 
and  Caledonia,  while  anchored  under  the  protection  of  Fort  Erie. 

Approved  January  29,  lalS. 


Resolution  requesting  the  President  of  the  United  States  to  present  7nedals  to  Captain  Wil- 
liam Bainbkidge,  and  the  officers  of  the  frigate  Constitution. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to  present 
to  Captain  "William  Bainbridge  of  the  frigate  Constitution,  a  gold  medal,  with  suitable 
emblems  and  devices;  and  a  silver  medal,  with  suitable  emblems  and  devices,  to  each 
commissioned  officer  of  the  said  frigate,  in  testimony  of  the  high  sense  entertained  by 
Congress  of  the  gallantry,  good  conduct,  and  services  of  Captain  Bainbridge,  his 
officeis  and  crew,  in  the  capture  of  the  British  frigate  Java,  after  a  brave  and  skilful 
combat. 

Approved  March  3,  1813. 
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An  act  rewarding  the  officers  and  crew  of  the  frigate  Constitution,  and  the  officers  and  crew 
of  the  Wasp. 

■Be  it  enacted,  &c.,  That  the  President  of  the  United  States  be,  and  he  is  liereby 
authorized  to  liave  distributed,  as  prize  money,  to  Captain  Isaac  Hull,  of  the  frigate 
Constitution,  his  officers  and  crew,  the  sum  of  fifty  thousand  dollars,  for  the  capture 
and  destruction  of  the  British  fricjate  Guerriere:  and  the  like  sura,  in  like  manner,  to 
Captain  William  Bainbridjjc,  his  officers  and  crew,  for  the  capture  and  destruction  of 
the  British  frigate  Java:  and  the  sum  of  twenty-five  thousand  dollars  in  like  manner, 

•>  Captain  Jacob  Jones,  of  the  sloop  of  war  Wasp,  his  officers  and   crew,  for  the  cap- 
ture of  the  British  sloop  of  war  Frolic  :  and  that  the  sum  of  one  hundreil  and  twenty- 
five  thousand  dollars,  out  of  any  money  in  the  treasury  not  otherwise  appropriated, 
be,  and  the  same  is  hereby,  appropriated  for  the  jjurposes  aforesaid. 
Apjjroved  March  3,  1813. 


An  act  to  reward  the  officers  and  crew  of  the  sloop  of  war  Hornet,  and  Lieiitenant  ELLioT'r, 
and  his  officers  and  companions. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  authorized  to  have 
distributed,  as  prize  money,  to  Captain  James  Lawrence,  late  of  the  sloop  of  war 
Hornet,  his  officers  and  crew,  or  their  widows  and  children,  the  sum  of  twenty-five 
thousand  dollars,  for  the  capture  and  destruction  of  the  British  brig  Peacock;  and  to 
Lieutenant  Elliott,  and  his  officers  and  companions,  or  their  widows  and  children,  the 
sum  of  twelve  thousand  dollars,  for  the  capture  and  destruction  of  the  British  brig 
Detroit;  and  that  the  sum  of  thirty-seven  thousand  dollars  be,  and  the  same  is  hereby, 
appropriated  to  the  purpose  aforesaid,  to  be  paid  out  of  any  money  in  the  treasury  not 
otherwise  appropriated. 

Approved  July  13,  1813. 


Resolution  relative  to  the  brilliant  achievement  of  Lieutenants  Burrows  and  McCall. 

That  the  President  of  the  United  States  l)e  requested  to  present  to  the  nearest  male 
relative  of  Lieutenant  William  Burrows,  and  to  Lieutenant  Edward  R.  JlcCall,  of  the 
brig  Enteqjrise,  a  gold  medal,  with  suitable  emblems  and  devices;  and  a  silver  medal, 
with  like  emblems  and  devices,  to  each  of  the  commissioned  officers  of  the  aforesaid 
vessel,  in  testimony  of  the  high  sense  entertained  by  Congress  of  the  gallantry  and 
good  conduct  of  the  officers  and  crew  in  the  conflict  with  the  British  sloop  Boxer,  on 
the  fourth  of  September,  in  the  year  eighteen  hundred  and  thirteen.  And  the  President 
is  also  requested  to  communicate  to  the  nearest  male  relative  of  Lieutenant  Burrows 
the  deep  regret  which  Congress  feel  for  the  loss  of  that  valuable  officer,  who  died  in 
the  arms  of  victory,  nobly  contending  for  his  country's  rights  and  fame. 

Approved  January  G,  1814. 


Resolution  directing  a  sword  to  he  presented  to  the  nearest  male  relation  of  Midshipman 
John  Clark. 

That  the  President  of  the  United  States  be  requested  to  present  a  sword  to  the 
nearest  male  relation  of  Midshipman  John  Clark,  who  was  slain  gallantly  combatting 
the  enemy  in  the  glorious  battle  gained  on  Lake  Erie,  under  the  command  of  Captain 
Perry,  and  to  communicate  to  him  the  deep  regret  which  Congress  feels  for  the  loss  of 
that  brave  officer. 

Approved  February  19,  1814. 


Resolution  expressive  of  the  sense  of  Congress  of  the  gallant  conduct  of  Captain  Thomas 
Macdonough,  the  officers,  seamen,  marines,  and  infantry  serving  as  marines,  on  board  the 
United  States  squadron  on  Lake  Chainplain. 

That  the  thanks  of  Congress  be,  and  the  same  are  hereby,  presented  to  Captain 
Thomas  Macdonough,  and,  through  him,  to  the  officers,  petty  officers,  seamen,  marines 
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and  infantry  serving  as  marines,  attached  to  the  squadron  under  his  command,  for  tbi- 
decisive  and  splendid  victory  gained  on  Lake  Champlain,  on  the  eleventh  of  Septem- 
ber, in  the  year  one  thousand  eight  hundred  and  fourteen,  over  a  British  squadron  of 
superior  force. 

That  the  President  of  the  United  States  be  requested  to  cause  gold  medals  to  be 
struck,  eniblemetical  of  the  action  between  the  two  squadrons,  and  to  present  them 
to  Captain  Macdonough  and  Captain  Robert  Henley,  and  also  to  Lieutenant  Stephen 
Cassin,  in  such  manner  as  may  be  most  honorable  to  them ;  and  that  the  President  be 
further  requested  to  present  a  silver  medal,  with  suitable  emblems  and  devices,  to  each 
of  the  commissioned  officers  of  the  navy  and  army  serving  on  board,  and  a  sword  to 
each  of  the  midshipmen  and  sailing-masters,  who  so  nobly  distinguished  themselves 
in  that  memorable  contiict. 

That  the  President  of  the  United  States  be  requested  to  present  a.  silver  medal,  with 
like  emblems  and  devices,  to  the  nearest  male  relative  of  Lieutenant  Peter  Gamble. 
and  of  Lieutenant  John  Stansbury,  and  to  communicate  to  them  the  deep  regret 
which  Congress  feels  for  the  loss  of  those  gallant  men,  whose  names  ought  to  live  in  the 
recollection  and  affection  of  a  grateful  country. 

That  three  months'  pay  be  allowed,  exclusively  of  the  common  allowance,  to  all  the 
petty  officers,  seamen,  marines,  and  infantry  serving  as  marines,  who  so  gloriously 
supported  the  honor  of  the  American  flag  on  that  memorable  day. 

Approved  October  20,  1814. 


Resolutions  expressive  of  the  sense  of  Congress  of  the  gallant  conduct  of  Captain  Oliver  H 
P eBBT,  the  officers,  seamen,  marines,  and  infantry  acting  as  such,  on  hoard  his  squadron . 

That  the  thanks  of  Congress  be,  and  the  same  are  hereby,  presented  to  Captain 
Oliver  Hazard  Perry,  and  through  him  to  the  officers,  petty  officers  ^eamen,  marines, 
and  infintry  serving  as  such,  attached  to  the  squadron  under  his  command,  for  tlie 
decisive  and  glorious  victory  gained  on  lake  Erie,  on  the  tenth  of  September,  in  tlic 
year  eighteen  hundred  and  thirteen,  over  a  British  squadron  of  superior  force. 

That  the  President  of  the  United  States  be  requested  to  cause  gold  medals  to  l.)e 
struck,  emblematical  of  the  action  between  the  two  squadrons,  and  to  present  them  to 
Captain  Perry  and  Captain  -Jesse  D.  Elliott,  in  such  manner  as  will  be  most  honorable 
to  them;  and  that  the  President  be  further  requested  to  present  a  silver  medal,  with 
suitable  emblems  and  devices,  to  each  of  the  commissioned  officers,  either  of  the  navy 
or  army,  serving  on  board,  and  a  sword  to  each  of  the  midshipmen  and  sailing-masters 
who  so  nobly  distinguished  themselves  on  that  memorable  day. 

That  the  President  of  the  United  States  be  requested  to  present  a  silver  medal,  with 
like  emblems  and  devices,  to  the  nearest  male  relative  of  Lieutenant  John  Brooks,  of 
the  marines,  and  a  sword  to  the  nearest  male  relatives  of  Midshipman  Henry  Laub, 
and  Thomas  Claxton,  Jr.,  and  to  communicate  to  them  the  deep  regret  which  Congress 
feel  for  the  loss  of  those  gallant  men,  whose  names  ought  to  live  in  the  recollection 
and  affection  of  a  grateful  country,  and  whose  conduct  ought  to  be  regarded  as  an 
example  to  future  generations. 

That  three  months'  pay  be  allowed,  exolusively  of  the  common  allowance,  to  all  the 
petty  officers,  seamen,  marines,  and  infantry  serving  as  such,  who  so  gloriously  sup- 
ported the  honor  of  the  American  flag,  xmder  the  orders  of  their  gallant  commander, 
on  that  signal  occasion. 

Approved  January  6,  1S14. 


Resolution  relative  to  the  brilliant  acJiievement  of  Captain  James  Lawrence,  in  the  capture 
of  the  British  vessel  of  war,  the  Peacock. 

That  the  President  of  the  United  States  be  requested  to  present  to  the  nearest  male 
relative  of  Captain  James  Lawrence,  a  gold  medal,  and  a  silver  medal  to  each  of  the 
commissioned  officers  who  served  under  him  in  the  sloop  of  war  Hornet,  in  her  conflict 
with  the  British  vessel  of  war,  the  Peacock,  in  testimony  of  the  high  sense  entertaineil 
by  Congress  of  the  gallantry  and  good  conduct  of  the  officers  and  crew  in  the  capture. 
of  that  vessel;  and  the  President  is  also  requested  to  communicate  to  the  nearest  rel;t- 
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tive  of  Captain  Lawrence  the  sense  which  Congress  entertains  of  the  loss  which  the 
naval  service  of  the  United  States  has  since  sustained  in  the  death  of  that  distin- 
guished ofBcer. 

Approved  Jamiary  11,  1814 


Sesolutions  expressive  of  the  sense  of  Congress  relative  to  the  victory  of  the  Peacock  over 
the  Epercier. 

That  the  President  of  the  United  States  be  requested  to  present  to  Captain  Lewis 
Warrington,  ol  the  sloop  of  war  Peacock,  a  gold  medal,  with  suitable  emblems  and 
devices,  and  a  silver  medal,  with  like  emblems  and  devices,  to  each  of  the  commis- 
sioned officers,  and  a  sword  to  each  of  tlie  midshipmen,  and  to  the  sailing-master,  of 
the  said  vessel,  in  testimony  of  the  high  sense  entertained  by  Congress  of  the  gallantry 
and  good  conduct  of  the  officers  and  crew,  in  the  action  with  the  British  brio-  Kpervier 
on  the  twenty-ninth  day  of  April,  in  the  year  one  thousand  eight  hundred  and  fourteen' 
m  which  action  the  decisive  eflect  and  great  superiority  of  the  American  gunnery  were 
so  signally  displayed. 

Approved  October  21, 1814. 


Besolution  expressive  of  the  sense  of  Congress  relative  to  the  capture  of  the  British  sloop 
Beindeer,  hy  the  American  sloop   Wasp. 

That  the  President  of  the  United  States  be  requested  to  present  to  Captain  Johnston 
Blakely,  of  the  sloop  Wasp,  a  gokl  medal,  with  suitable  devices,  and  a  silver  medal, 
with  like  devices,  to  each  of  the  commissioned  officers,  and  also  a  sword  to  each  of  the 
midshipmen,  and  the  sailing-master  of  the  aforesaid  vessel,  in  testimony  of  the  hi"h 
sense  entertained  by  Congress  of  the  gallantry  and  good  conduct  of  the  officers  ami 
crew,  in  the  action  with  the  British  sloop  of  war  Reindeer,  on  the  twenty-eighth  of 
June,  in  the  year  one  thousand  eight  hundred  and  fourteen,  in  which  action  deterained 
bravery  and  cool  intrepidity,  in  nineteen  minutes  obtained  a  decisive  victory  bv 
boarding.  *^'     •' 

Approved  Novemler  3,  1814. 


Resolutions  expressive  of  the  high  sense  entertained  hj  Congress  of  the  gallantry  and  qood 
conduct  of  Commodore  D.  T.  Patterson,  and  Major  D.  Caumick,  and  of  the  officers 
seamen,  and  marines,  under  their  command,  in  the  defence  of  New  Orleans. 

That  Congress  entertain  a  high  sense  of  the  valor  and  good  conduct  of  Commodore 
D.  T.  Patterson,  of  the  officers,  petty  officers,  and  seamen,  attached  to  his  command 
for  their  prompt  and  efficient  co-operation  with  General  Jackson,  in  the  late  gallant 
and  successful  defence  of  the  city  of  New  Orleans,  when  assailed  by  a  poweiful  British 
force. 

That  Congress  entertain  a  high  sense  of  the  valor  and  good  conduct  of  Major  Daniel 
Carmick,  ol  the  officers,  non-commissioned  officers,  and  marines,  under  his  command 
in  the  defence  of  the  said  city  on  the  late  memorable  occasion.  ' 

Approved  February  23,  1815. 


Resolution  requesting  the  President  to  present  medals  to  Captain  James  Biddle,  and  the 
officers  of  the  sloop  of  war  Hornet. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to  present 
to  Captain  James  Biddle,  of  tlie  sloop  of  war  Hornet,  a  gold  medal,  with  suitable  em- 
blems and  devices,  and  a  silver  medal,  with  suitable  emblems  and  devices  to  each 
commissioned  officer  oi  the  said  sloop  of  war,  in  testimony  of  the  high  sense  enter- 
tained by  Congress  bf  the  gallantry,  good  conduct,  and  services,  of  Captain  Biddle  his 
officers  and  crew,  in  capturing  the  British  sloop  of  war  Penguin,  after  a  brave  and 
skilful  combat. 

Approved  February  23,  1816. 
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Resolution  requesting  the  President  to  present  medals  to  Captain  Stewart  and  the  officers  of 
the  frigate  Constitution. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to  present  to 
Captain  Charles  Stewart,  of  the  frigate  Constitution,  a  gold  medal,  with  suitable  em- 
blems and  devices,  and  a  silver  medal,  with  suitable  emblems  and  devices,  to  each  com- 
missioned officer  of  the  said  frigate,  in  testimony  of  the  high  sense  entertained  by  Con- 
gress of  the  gallantry,  good  conduct,  and  services,  of  Captain  Stewart,  his  officers  and 
crew,  in  the  capture  of  the  British  vessels  of  war,  the  Cyane  and  the  Levant,  after  a 
brave  and  skilful  combat. 

Approved  February  23,  1816. 


An  act  rewarding  the  officers  and  crew  of  the  sloop  of  war  Hornet,  for  the  capture  and  de- 
struction of  the  British  sloop  of  war  Penguin. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  authorized  to  have  dis- 
tributed, as  prize-money,  to  Captain  James  Biddle,  of  the  sloop  of  war  Hornet,  his  offi- 
cers and  crew,  the  sum  of  twenty-live  thousand  dollars,  for  the  capture  and  destruction 
of  the  British  sloop  of  war  Penguin ;  and  that  the  sum  of  twenty -five  thousand  dollars, 
out  of  any  money  in  the  treasury  not  otherwise  appropriated,  be,  and  the  same  is  here- 
by, appropriated  for  the  purpose  aforesaid. 

Approved  Febrruary  28,  1816. 


An  act  rewarding  the  officers  and  crew  of  the  Constitution  for  the  capture  of  the  British  shop 
.  of  war  Levant. 

That  the  President  of  the  United  States  be,  and  he  hereby  is,  authorized  to  have  dis- 
tributed, as  prize-money,  to  Captain  Charles  Stewart,  late  of  the  frigate  Constitution, 
his  officers  and  crew,  the  sum  of  twenty-five  thousand  dollars,  for  the  capture  of  the 
British  sloop  of  war  Levant;  and  that  the  sum  of  twenty-five  thousand  dollars,  out  of 
any  money  in  the  treasury  not  otherwise  appropriated,  be,  and  the  same  is  hereby,  ap- 
propriated for  the  purpose  aforesaid. 

Approved  April  20,  1816. 


Mesolution  expressive  of  the  sense  of  Congress  of  the  gallant  condwst  of  Lieutenant  Duncan, 
of  the  United  States  Navy. 

That  the  jjrovisions  of  the  joint  resolutions  of  Congress,  passed  October  twenty, 
eighteen  hundred  and  fourteen,  entitled  "  Resolutions  expressive  of  the  sense  of  Con- 
gress of  the  gallant  conduct  of  Captain  Thomas  Macdonough,  the  officers,  seamen,  and 
marines,  and  infantry  serving  as  marines,  on  board  of  the  United  States  squadron  on 
lake  Champlain,"  be  so  construed  and  extended  as  to  include  the  name  of  Silas  Dun- 
can, a  lieutenant  in  the  navy  of  the  United  States,  in  testimony  of  the  sense  which  is- 
entertained  by  both  Houses  of  Congress,  of  the  distinguished  gallantry  and  good  con- 
duct of  the  said  Lieutenant  Duncan,  in  an  action  with  the  enemy's  forces,  on  the  sixth 
of  September,  eighteen  hundred  and  fourteen,  on  the  same  lake. 

Approved  May  13,  1826. 


Joint  resolution  of  thanks  to  the  officers,  sailors  and  marines  of  the  United  States  Namy. 

That  the  thanks  of  Congress  are  due  and  are  hereby  tendered  to  the  officers,  sailors, 
and  marines  of  tbe  navy  of  the  United  States,  for  the  zeal  and  ability  with  which  their 
duty  during  the  late  war  with  Mexico,  and  especially  their  efficient  co-operation  with 
the  army  of  the  United  States  in  the  capture  of  Vera  Cruz  and  the  Castle  of  San  Juan 
de  Ulloa,  was  performed. 

That  the  President  of  the  United  States  be  requested  to  cause  the  foregoing  resolu- 
tion to  be  communicated  to  the  officers,  sailors,  and  marines  of  the  Navy  of  the  United 
States  in  such  terms  as  he  may  deem  best  calculated  to  give  eftect  to  the  object 
thereof. 

Approved  August  7,  1848. 
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-4  joint  resolutiun  directing  the  presentation  of  a  medal  to  Conunander  Duncan  N.  Ingua- 


HAM. 


That  the  President  of  the  United  States  be,  and  he  is  hereby  requested,  to  cause  to 
be  made  a  medal,  with  suitable  devices,  and  presented  to  Commander  Duncan  N. 
Ingraham,  of  the  Navy  of  the  United  States,  as  a  testimonial  of  the  high  sense  enter- 
tained by  Congress  of  liis  gallant  and  judicious  conduct  on  the  second  of  July,  eight- 
een hundred  and  tifty-three,  in  extending  protection  to  Martin  Koszta,  by  rescuing  him 
from  illegal  seizure  and  imprisonment  on  board  the  Austrian  war-brig  Hussar. 

Approved  August  4,  1854. 


A  resolution  conferring  tlie  rank  of  senior  flag-offlcer  on  the  active  service  list  of  the  United 
States  Naty  on  Captain  Charles  Stewakt. 

That  the  President  of  the  United  States,  by  and  with  tlie  advice  and  consent  of  the 
Senate,  be,  and  he  is  hereby,  authorized  and  empowered  to  confer  on  Captain  Charles 
Stewart,  of  the  United  States  Navy,  in  recognition  of  his  distinguished  and  meritori- 
ous service,  the  commission  of  senior  flag  officer  of  the  United  States  Navy,  on  the 
active  service  list. 

Approved  March  3,  1859. 

A  resolution  giving  the  thanks  of  Congress  to  the  officers,  soldiers,  and  seamen  of  the  Army 
and  Navy  for  their  gallantry  in  the  recent  Irilliant  victories  over  the  enemks  of  the  United 
States  and  tits  Constitution. 

That  the  thanks  of  Congress  are  due  and  are  hereby  tendered,  to  the  officers,  sol- 
diers, and  seamen  of  the  Army  and  Navy  of  the  United  States,  for  the  heroic  gallantry, 
that  under  the  providence  of  Almighty  God,  has  won  the  recent  series  of  brilliant  vic- 
tories over  the  enemies  of  the  Union  and  the  Constitution. 

Approved  February  23,  1863. 


tJPOlT  RECOMMENDATION   OF   THE    PRESIDENT. 

A  resolution  tendering  the  thanks  of  Congress  to  Captain  Samuel  F.  DuPont,  and  ojficfrs, 
petty  officers,  seamen,  and  marines  und,er  Ms  command,  for  the  victory  at  Port  Royal. 

That  the  thanks  of  Congress  be,  and  they  are  hereby,  tendered  to  Captain  Samuel  F. 
DuPont,  and  through  him  to  the  officers,  petty  officers,  seamen,  and  marines  attached 
to  the  squadron  under  his  conimnad,  for  the  decisive  and  splendid  victory  achieved  at 
Port  Royal  on  the  seventn  day  of  November  last. 

Approved  February  23,  1863. 

A  resolution  expressive  of  the  thanks  of  Congress  to  Captain  A.  H.  Foote,  of  the  United 
States  Navy  and  to  the  officers  and  men  under  his  command  in  the  western  flotilla. 

That  the  thanks  of  Congress  and  of  the  American  people  are  due,  and  are  hereby 
tendered  to  Captain  A.  H.  Foote  of  the  United  States  Navy,  and  to  the  officers  and  men 
of  the  western  flotilla  under  his  command,  for  the  great  gallantry  exhibited  by  them 
ip  the  attack  upon  Forts  Henry  and  Donelson,  for  their  efficienry  in  opening  the  Ten- 
nessee, Cumberland,  and  Mississippi  rivers  to  the  pursuits  of  lawful  commerce,  and  for 
their  unwavering  devotion  to  the  cause  of  the  country  in  the  midst  of  the  greatest 
difficulties  and  dangers. 

Approved  March  19,  1862. 

A  resolution  expressive  of  the  thanks  of  Congress  to  Lieutenant  J.  L.  "Worden,  of  the 
United  States  Navy,  and  to  the  officers  and  men  under  his  command  in  the  Monitor. 

That  the  thanks  of  Congress  and  of  the  American  people  are  due  and  are  hereby  ten- 
dered to  Lieutenant  John  L.  Worden,  of  the  United  States  Navy,  and  to  the  officers  and 
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men  of  the  iron-clad  gunboat  Monitor,  under  his  command,  for  the  skill  and  gallantry 
exhibited  by  them  in  the  late  remarkable  battle  between  the  Monitor  and  the  rebel 
iron-clad  steamer  Merrimac. 

Sec.  3.  Be  it  further  resolved,  That  the  President  of  the  United  States  be  requested 
to  cause  this  resolution  to  be  communicated  to  Lieutenant  Worden,  and  through  him 
to  the  officers  and  men  under  his  command 

Approved  July  11,  1862. 


UPON    RECOMMENDATION     OF    THE    PKESIDENT. 

A  reaolutum  of  tkanhs  to  Captain  David  G.  Faukagut,  of  the  United  States  Navy,  and  to 
the  officers  and  men  under  his  command. 

That  the  thanks  of  the  people  and  of  the  Congress  of  the  United  States  are  due  and 
are  hereoy  tendered  to  Captain  David  G.  Farragut,  of  the  United  States  Navy,  and  to 
the  officers  and  men  under  his  command,  composing  his  squadron  in  the  Gull  of  Mex- 
ico, for  their  successful  operations  on  the  lower  Mississippi  river,  and  for  their  gallantry 
displayed  in  the  capture  of  Forts  Jackson  and  St.  Philip,  and  the  city  of  New  Orleans, 
and  in  the  destruction  of  the  enemy's  gunboats  and  armed  flotilla. 

Sec  2.  And  be  it  further  resolved.  That  the  Secretary  of  the  Navy  be  directed  to  com- 
municate this  resolution  to  Captain  Farragut,  and  through  him  to  the  officers  and  men 
under  his  command. 

Approved  July  11,  1863. 

UPON    RECOMMENDATION   OP   THE   PRESIDENT. 

A  resolution  tendei-ing  the  thanks  of  Congress  to   Captain  Louis  M-  Goldsborough,  and 

officers,  petty  officers,  seamen,  and  marines  under  his  command,  for  the  victory  at  Ivoanoke 

Island. 

That  the  thanks  of  Congress  be,  and  they  are  hereby,  tendered  to  Captain  Louis  M. 
Goldsborout^h,  and  through  him  to  the  officers,  petty  officers,  seamen,  and  marines  at- 
tached to  the  aiuadron  under  his  command,  for  the  brilliant  and  decisive  victory 
achieved  at  Roanoke  Island  on  the  seventh,  eighth,  and  tenth  days  of  February  last. 

Approved  July  11,  1862. 


UPON   RECOMMENDATION    OF   THE    PRESIDENT. 

Joint  resolution  tendering  the  thanks  of  Congress  to  Captain  Andrew  H.  Foote,  of  the 
United  States  2favy. 

That  the  thanks  of  Congress  be,  and  the  same  are  hereby,  tendered  to  Captain 
Andrew  H  Foote,  of  the  United  States  Navy,  for  his  eminent  services  and  gallantry  at 
Fort  Henry,  Fort  Donelson,  and  Island  Number  Ten,  while  in  command  ol  the  naval 
forces  of  the  United  States.  ,  ,     .    ,       ,  *  j   . 

Sec  3.  That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to 
transmit  a  certified  copy  of  the  foregoing  resolution  to  Captain  Foote. 

Approved  July  16.  1863. 

Joint  resolution  tendering  the  thanks  of  Congress  to  Commander  John  L.  Worden,  of  the 
United  States  jfavy. 

That  in  pursuance  of  the  recommendation  of  the  President  of  the  United  States  and 
to  enable  him  to  advance  Commander  John  L.  Worden  one  grade,  in  pursuance  of  the 
ninth  section  of  the  act  of  Congress  of  sixteenth  July,  eighteen  hundred  and  si.Uy-two. 
that  the  thanks  of  Congress  be,  and  they  are  hereby,  tendered  to  Commander  John  L. 
AVorden  for  hi<dily  distinguished  conduct  in  conflict  with  the  enemy  in  the  remarkable 
battle  between  the  United  States  iron-clad  steamer  Monitor,  under  Inscommand,  and 
the  rebel  iron-clad  frigate  IMerriraac,  in  March,  eighteen  hundred  and  sixty-two. 

Approved  February  3,  1863. 
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Joint  resolution  tenderiwj  the  thanks  of  Congress  to  Commodore  Chakles  Henry  Davis, 

and  other  officers  of  the  Navy,  in  pursuance  of  the  recommendation  of  the  President  0/  the 

United  States. 

That  the  thanks  of  Congress  be,  and  they  are  hereby,  given  to  the  following  officers 
of  the  United  States  Navy,  upon  the  recommendation  of  the  President^  ot  the  United 
•tates  viz-  Commodore  Charles  Henry  Davis,  for  distinguished  services  in  conflict 
with  the  enemy  at  Fort  Pillow,  at  Memphis,  and  for  successful  operations  at  otht-r 
points  in  the  waters  of  the  Mississippi  river;  Captain  John  A.  Dahlgren,  for  dis- 
tin<ruished  service  in  the  line  of  his  profession,  improvements  in  ordnance,  and  zealous 
and  efficient  labors  in  the  ordnance  branch  of  the  service;  Captain  Stephen  C.  Rowan, 
for  distintniished  services  in  the  waters  of  North  Carolina,  and  particularly  in  the 
capture  ot°Newbern,  being  in  chief  command  of  the  naval  forces  ;  Commander  David 
D  Porter  lor  the  bravery  and  skill  displayed  in  the  attack  on  the  post  of  Arkansas, 
which  surrendered  to  the  combined  military  and  naval  forces  on  the  tenth  of  January, 
ei<rhteen  hundred  .and  sixty-three;  Rear  Admiral  Silas  H.  Stnngham,  now  on  the 
retired  list  for  distinguished  services  in  the  capture  of  Forts  Hatteras  and  Clark  ;  and 
that  a  copy  of  this  resolution  be  forwarded  to  each  of  the  above  officers  by  the 
President  of  the  United  States. 

Approved  February  7,  1863. 

Joint  resolution  tendering  the  thimlcs  of  Congress  to  Captain  John  RoDGERS,y  the  United 
States  Namjfoi-  eminent  sMll  and  seal  in  the  discharge  oj  his  duties. 

That  in  pursuance  of  the  recommendation  of  the  President  of  the  United  States,  and 
to  enable  him  to  advance  Captain  Rodgersone  grade  in  pursuance  of  the  ninth  section 
of  the  act  of  Congress  of  sixteenth  July,  eighteen  hundred  and  sixt-y-two,  the  thanks 
of  Con<Tress  be,  and  they  are  hereby,  tendered  to  Captain  John  Rodgers  lor  the 
eminent  skill  and  gallantry  exhibited  by  him  in  the  engagement  with  the  rebel  armed 
u-on-clad  steamer  "  Fihgal","  alias  "Atlanta,"  whilst  in  command  of  the  United  States 
iron-clad  steamer  -Weehawken,"  which  led  to  her  capture  on  June  seventeenth, 
eighteen  hundred  and  sixty-three ;  and  also  for  the  zeal,  bravery,  and  general  good 
conduct  shown  by  this  officer  on  many  occasions. 

Approved  Decemher  23, 1863. 


A  resolution  of  thanks  of  Congress  to  Commodore  Cadwaladee  Ringgold,  the  officers  and 
crew  of  the  United  States  ship  "  Sabine.^' 

That  the  thanks  of  Congress  are  hereby  tendered  to  Commodore  Ringgold,  the 
officers,  petty  officers,  and  men  of  the  United  States  ship  "  Sabine,"  for  the  daring  and 
skill  displayed  in  rescuing  the  crew  of  the  steam  transport  "Governor,"  wrecked  in  a 
gale  on  the  first  dav  of  November,  eighteen  hundred  and  sixty-one,  having  on  board  a 
battalion  of  United  States  marines  under  the  command  of  Majcn-  John  G.  Reynolds, 
and  in  the  search  for,  and  rescue  of,  the  United  States  line-of-battle  ship  "Vermont," 
disabled  in  a  gale  uiion  the  twenty-sixth  of  February  last,  with  her  crew  and  freight. 

Sec.  2.  That  the  Secretary  of  the  Navy  be  directed  to  communicate  the  foregoing 
resolution  to  Commodore  Ringgold,  and  through  him  to  the  officers  and  men  under 
his  command. 

Approrn!  March  7,  1864. 


Joint  Resolution  tendering  the  thanks  of  Congress  to  Admiral  Porter. 

That  the  thanks  of  Congress  be,  and  they  are  hereby,  tendered  to  Admiral  David  D. 
Porter,  commanding  the  Mississippi  squadron,  for  the  eminent  skill,  endurance  and 
gallantry  exhibited  by  him  and  his  squadron,  in  co-operation  with  the  Army,  in  open- 
ing the  Mississippi  River. 

Approced  April  19.  1864. 
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A  resolution  tendering  the  thanis  of  Congress  to  Captain  Joiin  A.  Winslow,  United  State* 

Napy,  and  to  the  officers  and  men  under  his  coimyiand,  on  board  the  United  States  steamer 

Kearsarge,  in  her  conflict  with  the  piratical  craft  the  Alabama,  in  compliance  tDitJi  the 

President's  recomineridation  to  Congress  of  the  Jifth  of  December,  eighteen  hundred  and 

sixty-four. 

That  the  thanks  of  Congress  are  due,  and  are  hereby  tendered,  to  Captain  John  A. 
Winslow,  of  the  United  States  Navy,  and  to  the  officers,  petty  officers,  seamen  and 
marines  of  the  United  States  steamer  Kearsarge,  for  the  skill  and  gallantry  exhibited 
by  him  and  the  officers  and  men  under  his  command  in  the  brilliant  action  on  the 
nineteenth  of  June,  eighteen  hundred  and  sixty-four,  between.that  ship  and  the  pirat- 
ical craft  Alabama,  a  vessel  superior  to  his  own  in  tonnage,  in  guns,  and  in  the  number 
of  her  crew. 

Approved  December  20,  1864. 

A  resolution  tendering  the  thanks  of  Congress  to  Lieittenant  William  B.  Ctjshing,  of  the 
United  States  Navy,  and  to  the  officers  and  men  who  assisted  him  in  his  gallant  and  peril- 
ous achievement  in  destroying  the  rebel  steamer  Albermarle,  in  compliance  with  tlie  Presi- 
dent's recommendation,  to  Congress  of  the  fifth  of  December,  eighteen  hundred  and  gixty- 
four. 

That  the  thanks  ot  Congress  are  due,  and  are  hereby  tendered,  to  Lieutenant 
William  B.  Gushing,  of  the  United  States  Navy,  and  to  the  officers  and  men  under  his 
command,  for  the  skill  and  gallantry  exhibited  by  them  in  the  destruction  of  the  rebel 
iron-clad  steamer  Albemarle,  at  Plymouth,  North  Carolina,  on  the  night  of  the  twenty- 
seventh  of  October,  eighteen  hundred  and  sixty-four- 

Approved  December  30,  18C4. 


A  resolution  tendering  the  thanks  of  Congress  to  Pear-Admiral  David  D.  Porter,  and  to 

the  officers,  petty  officers,  seamen,  and  marines  under  his  command,  for  their  gallantry  and 
good  conduct  in  the  recent  capture  of  Fort  Fisher. 

That  the  thanks  of  Congress  are  hereby  presented  to  Rear-Admiral  David  D.  Porter, 
and  to  the  officers,  petty  officers,  seamen,  and  marines  under  his  command,  for  the  un- 
surpassed gallantry  and  skill  exhibited  by  them  in  the  attacks  upon  Fort  Fisher  and 
the  brilliant  and  decisive  victory  by  which  that  important  work  has  been  captured 
from  the  rebel  forces  and  placed  in  the  possession  and  under  the  authority  of  the 
United  States,  and  for  their  long  and  laithfiil  services  and  unwavering  devotion  to  the 
cause  of  the  country  in  the  midst  of  the  greatest  difficulties  and  dangers. 

Sec.  3.  And  be  it  further  resolved,  That  the  President  of  the  United  States  be  requested 
to  communicate  this  resolution  to  Admiral  Porter,  and  through  him  to  the  officers,  sea- 
men, and  marines  under  his  command. 

Approved  January  24,  18C5. 


A  resolution  tendering  the  thanks  of  Congress  to  Vice-Admiral  David  G.  Farragut,  and 
to  the  officers,  petty  officers,  seamen,  and  marines  under  his  command,  for  their  gallantry 
and  good  conduct  in  the  action  in  Mobile  Pay  on  the  fifth  August,  1864. 

That  the  thanks  of  Congress  are  eminently  due,  and  are  hereby  tendered,  to  Vice- 
Admiral  David  G.  Farragut,  of  the  United  States  Navy,  and  to  the  officers,  petty  offi- 
cers, seamen,  and  marines  under  his  command,  for  the  unsurpassed  gallantry  and  skill 
exhibited  by  them  in  the  engagement  in  Mobile  Bay  on  the  fifth  day  of  August, 
eighteen  hundred  and  sixty-four,  and  for  their  long  and  faithful  services  and  unwaver- 
ing devotion  to  the  cause  of  the  coimtry  in  the  midst  of  the  greatest  tlifficultics  and 
dangers. 

Sec.  2.  That  the  President  of  the  United  States  be  requested  to  communicate  this 
resolution  to  Vice- Admiral  Farragut,  and  that  the  Secretary  of  the  Navy  be  requested 
to  communicate  the  same  to  the  officers,  seamen,  and  marines  of  the  Navy  by  general 
order  of  his  department. 

Approved  Feh'vary  10,  1866. 


PROMOTIONS,  RETIREMEI^TS   AND   CASUALTIES 


SINCE   JANUARY   1,   1880. 


PROQIOTIOIWS. 


Abbott,  John  S. 

Lieutenant,  27  July,  1881. 
Aniory,  E.  Ii. 

Lieutenant-Commander,  22  Jan.,  1881. 
Arms,  L.yin»ii. 

Master,  30  August,  1881. 
Augiir,  .Tohu  P.  J. 

Lieutenant,  10  January,  1881. 

Badger,  Oscar  C. 

Commodore,  15  November,  1881. 
Bates,  N.  li. 

Medical  Inspector,  15  July,  1881. 
Beaniiioiit,  J.  C. 

Rear- Admiral,  25  November,  1881. 
Benson,  William  S. 

Ensign,  7  August,  1881. 
Book,  George  M. 

Lieutenant-Commander,  28  May,  1881. 
Bostwick,  F.  M. 

Ensign,  30  August,  1881 
Bowyer,  John  M. 

Master,  28  May,  1881. 
Bradford,  R.  F. 

Captain,  15  November,  1881. 
Broil iiiif-h,  IViliiaiii  N. 

Ensign,  7  August,  1881. 
Bnford,  M.  B. 

liieuteuant-Commander,  30  Aug.,  1881. 
Bull,  James  H. 

Lieutenant,  22  April,  1881. 
Bnrdick,  William  li. 

Ensign,  27  July,  1881. 

Case,  I^'rank  B. 

Ensign,  15  November,  1881. 
Chapman,  James  H. 

Assistant  Pavniaster.  23  March, 


Chester,  C.  M. 

Commander,  15  November,  1881. 
Clark,  L.ewis. 

Commander,  29  March,  1881. 
Cochran,  George. 

Pay  Inspector,  30  August,  1881. 
Colwell,  John  C 

Master,  1  June,  1881. 
Constant,  W.  M. 

Ensign,  30  August,  1881. 
Conway,  William  C 

Lieutenant,  12  March,  1881. 
Cook,  F.  A. 

Commander.  1  October,  1881. 
Cooper,  i£i.  II. 

Rear-Admiral,  15  November,  1881. 
Crosby,  Freeman  II. 

Lieutenant,  7  August,  1881. 

Dana,  W.  S. 

Commander,  7  August,  1881. 
Denfleld,  George  W. 

Ensign,  23  April,  1881. 
Dodd,  Arthur  W. 

Ensign,  29  March,  1881.' 
Bonibangh,  H.  M. 

Ensign,  1  October,  1881. 
Born,  Edwin  J, 

Master,  7  August,  1881. 
Drnry,  H.  E. 

Passed  Assistant  Paymaster,  9  March, 
1881. 
Dnnn,  Herber  O. 

Ensign,  13  March,  1881. 

Edes,  Benjamin  IL. 

Lieutenant-Commander. 
1881. 


April 


1881. 
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Kinniou:^,  George  T. 

Master,  15  November,  1881. 

Fiske,  B.  A. 

Master,  3  Februarj',  1881. 
Flyiine,  Liiioian. 

Master,  23  April,  1881. 
Fraiikliu,  Sainnel  R. 

Commodore,  28  May,  1881. 

Cirant,  Albert  W. 

Ensign,  17  May,  1881. 

Halpine,  IV.  J.  "L.  T. 

Ensign,  1  October,  1881. 
Harris,  H.  T.  B. 

Paymaster,  13  July,  1881. 
Harrington,  P.  F. 

Commander,  28  May,  1881. 
Harrison,  II.  W. 

Ensign,  11  June,  1881. 
Heath,  Frank  R. 

Ensign,  28  Blay,  1881. 
Hilbnrn,  William. 

Lieutenant,  l-l  September,  1881. 
Hodges,  Benjamin  W. 

Ensign,  24  February,  1881. 
HofT,  William  B. 

Commander,  7  August,  1881. 
Holmes,  Frank  H. 

Master,  24  February,  1881. 
Houston,  E.  S. 

Lieutenant-Commander,     29     March, 
1881. 
Hoxsey,  T.  D. 

Passed  Assistant  Paymaster,  18  Jan., 
1881. 
Hnnker,  Jacob  J. 

Lieutenant,  15  November,  1881. 
Hotter.  George  E. 

Master,  27  July,  1881. 
Hntcbins,  Hamilton. 

Master,  23  May,  1881. 

Ide,  George  E.^ 

Lieutenant-Commander,  1  Oct.,  1881. 

Impey,  B.  E. 

Lieutenant-Commander,  14  Sept.,  1881. 

Jeffries,  Alfred. 

Ensign,  7  August,  1881. 
Jones,  George  W. 

Assistant  Pavmaster,  18  March,  1881. 


Jouett,  li.  P. 

Lieutenant,  30  August,  1881. 

Krafft,  J.  C.  P.  de. 

Oommodore,  1  October,  1881. 

I<ansdale,  Philip  T. 

Ensign,  1  June,  1881. 
I<each,  Boynton. 

Lieutenant,  7  August,  1881. 
littlcfleld,  €.  W. 

Passed  Assistant  Paymaster,  14  July, 
1881. 
liOngneoker.  Edwin. 

LieutenantCommander,  7  Aug.,  1881. 
liOomis,  J.  Porter. 

Paymaster,  30  August,  1881. 
Lnce,  Stephen  B. 

Commodore,  25  November,  1881. 
lindlow,  ]V"icoll. 

Commander,  14  September,  1881. 
I.nll,  E.  P. 

Captain,  14  September,  1881. 
Liynian,  C  H. 

Lieutenant,  11  June,  1881. 

Machette,  Henry  C. 

Paymaster,  16  June,  1881. 
McCanley,  Edward  T. 

Commodore,  7  August,  1881. 
Matthews,  E.  O. 

Captain,  7  August,  1881. 
Mead,  William  W. 

Lieutenant-Commander,     13     March, 
1881. 
Menfz.  George  W. 

Lieutenant,  25  November,  1881. 
Merriam,  G.  A. 

Lieutenant,  28  May,  1881. 
Milton,  John  B. 

Lieutenant,  30  August,  1881. 
Miller,  Jos.  N. 

Captain,  28  May,  1881. 
Moore,  Andrew  M. 

Surgeon,  1  April,  1881. 

IViooIson,  John  O. 

Master,  1  October,  1881. 
IVicholson,  J.  W.  A. 

Rear-Admiral,  1  October,  1881. 
Sfoell,  York. 

Master,  25  November,  1881. 
Norton.  Charles  S. 

Captain,  1  drtoluT.  1SS1. 
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NoBtrand,  W.  H. 

Master,  7  August,  1881. 
Jfye,  H.  C.  T. 

Lieutenant,  1  October,  1881. 

Oliver,  James  H. 

Ensign,  14  September,  1881. 

Parker,  James  P. 

Ensign,  10  January,  1881. 
Parker,  Jolin  F. 

Master,  17  May,  1881. 
Peacock,  David. 

Master,  14  September,  1881. 
Perry,  Thomas. 

Lieutenant-Commander,  25  Nov.,  1881. 
Peters,  George  H. 

Master,  10  January,  1881. 
Peterson,  Artlinr. 

Passed 'Assistant  Paymaster,  1  Sept., 
1881. 
Phytbain,  R.  L.. 

Captain,  25  November,  1881. 

Ray,  W.  P. 

Lieutenant,  21  February,  1881. 
Reamey,  liazariis  li. 

Lieutenant ,  2  February,  1881. 
Reich,  Henry  F- 

Master,  29  March,  1881. 
Reynolds,  Fdnin  T,. 

Master,  1  October,  1881. 
Rooney,  William  R.  A. 

Master,  11  June,  1881. 
Ross,  John  W. 

Surgeon,  17  August,  1881. 
Rush,  TVilliam  R. 

Ensign,  25  November,  1881. 

Salter,  T.  «.  C. 

Lieutenant,  7  August,  1881. 


Schenck,  Casper. 

Pay  Director,  30  August,  1881. 
Scott,  Bernard  O. 

Master,  30  August,  1881. 
Selfridge,  Thomas  O. 

Captain,  24  February,  1881. 
Sicard,  Montgomery. 

Captain,  7  August,  IbSl. 
Smith,  Henry  R. 

Passed  Assistant  Paymaster,  6  Dec, 
1880. 
Spotts,  James  H. 

Rear-Adniiral,  28  May,  1881. 
Stewart,  J.  W. 

Master,  12  March,  1881. 

Tanwell,  William  G. 

Surgeon,  15  July,  1881. 
Thomas,  F.  B. 

Lieutenant-Communder,  7  Aug.,  1881. 
Toppan,  Francis  W. 

Lieutenant,  29  March,  1881. 
Tyler,  H.  B. 

Ensign,  22  May,  1881. 

Vail,  A.  H. 

Lieutenant-Commander,  15  Nov.,  1881 . 


Wackenshaw,  H.  C 

Ensign,  3  February,  1881. 
Wales,  P.  S. 

Medical  Director,  14  October,  1881. 
Whitfield,  William  F. 

Master,  7  August,  18SL 
Winslow,  Francis. 

Lieutenant,  17  May,  1881. 
Wise,  William  C. 

Commander,  24  February,  1881. 
Wright,  A.  H. 

Commander,  25  November,  1881. 


RETIRED  LIST. 


Carter,  S.  P. 

Commodore,  6  August,  1881. 
Cook,  T. 

11  October,  1881. 
Cutter,  George  F. 

Pay  Director,  Chief  Bureau  of  '" 
sions,  30  August,  1881. 

Davis,  George  Iiconard. 

Pay  Inspector,  17  January,  1881. 


Fairfax,  D.  MeW. 

Rear-Admiral,  1  October,  1881. 
Fletcher,  Arthnr  H. 

Lieutenant. 

Howell,  J.  C. 

Rear-Admiral,  25  November,  1881. 

King,  J.  W. 

Chief  Engineer,  26  August,  ISSl. 
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L,awton,  E. 

Chiei  Engineer,  3  Marcli,  1881. 

Nicholson,  Soinervill. 

Commodore,  23  January,  1880.  Re- 
stored to  Active  List  next  after  Com- 
modore C.  H.  Wells.  Retired  7 
April,  18S1,  after  40  years  service. 

Rodgers,  C.  R.  P. 

Rear-Admiral,  15  November,  1881. 


Saflbrd,  1.  T. 

11  October,  ISSl. 
Stevens,  Thomas  H. 

Rear-Admiral,  27  May,  1881. 

Taylor,  William  E. 

Medical  Inspector,  14  January,  1881. 

TFhittng,  W.  D. 

Captain,  7  August,  1881. 
IVilliams,  L..  J. 

Medical  Director,  14  October,  1881. 


DECEASED. 


Aston,  A. 

Chief  Engineer,  10  September,  1881. 

Breese,  K.  Randolph. 

Captain,  13  September,  1881. 
Browne,  Samnel  T. 

Paymaster,  15  June,  1881. 

£des,  Benjamin  li. 

Lieutenant-Commander.  Killed  by  ex- 
plosion at  Newport,  R.  L,  29  Aug., 

1881. 

Grove,  Thomas  G, 

Lieutenant,  27  July,  1881. 

Honse,  Jerome  B. 

Lieutenant,  9  January,  1881. 
Hnnter,  Henry  C 

Lieutenant,  10  June,  1881. 

Jones,  George  W. 

Assistant  Paymaster,  21  June,  1881. 

KiCwis,  Robert  F.  R. 

Captain,  23  February,  1881. 


Matthews,  £.  S. 

Surgeon,  16  August,  1881. 
McCrea,  Edward  P. 

Captuin,  October,  1881. 
SIcDongal,  Charles  J. 

Commander,  28  March,  1881. 

Preston,  William  9f. 

Passed  Assistant  Paymaster,  8  March, 
1881. 

Spalding,  layman  G. 

Lieutenant.    Killed  by  explosion  of  fk 
toi-pedo  at  Newport,  R.  I.,  29  Aug., 
1881. 
Spragiie,  J.  P. 

Chief  Engineer,  15  September,  1881. 
Stevens,  H.  H. 

Assistant  Engineer,  24  April,  1881. 

Terrell,  Thomas  C. 

Lieutenant,  10  May,  1881. 
Thomson,  Cnrtis  H. 

Passed  Assistant  Paymaster,  13  Jnly, 

1881. 

Whittakcr,  J.  W. 

Chief  Engineer,  9  March,  1881. 


RESIGNED. 


Burnett,  John  C. 

Passed  Assistant  Paymaster,  3  Aug., 
1881. 
Bnsbee,  Perrin. 

Master,  31  May,  1881. 

JOeering.  Charles  W. 

Master,  21  May,  1881, 
Be  Blois,  Thomas  A. 

Lieutenant,  1  February,  1881. 


Gatewood,  R. 

Cadet  Engineer,  19  August,  1881. 

Miohelson,  Albert  A. 

Master,  30  September,  1881. 

Shaw,  Saninel  F. 

Surgeon,  31  March,  1881. 
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MiaSHIPMEN.-io  June,  1881. 


Except  otherwise  stated. 


Bell,  John  A. 
Blisb,  John  B. 

Caboon,  James  B. 
Chase,  Heury  S. 
Clements,  A.  B. 

Dongherty,  John  A. 
Orayton,  Percival  L. 

Garrett,  lieigh  O. 
Garrett,  leroy  M. 
Gibbons,  John  H. 
Gibson,  John. 
Gill,  William  A. 

Hayden,  E.  E. 
Harlow,  Charles  H. 
Hood,  John. 

Jnngen,  Cbarles  W. 

Kellogg,  F.  M. 


liOpez,  Robert  F. 

Marsh,  C.  C. 
Menifee,  Daniel  P. 
Miner,  Randolph  H. 
Mndd,  John  A. 

Pnreell,  John  li. 

Ripley,  Charles  S. 
Robinson,  Herbert  J. 

Schwerin,  Rennie  P. 
Sloan,  Robert  S. 
Snowden,  Thomas. 

Thorn,  William  A. 
Tillman,  Edwin  H. 
Todd,  Wilson  L,. 

4   June,  1880,  to  take   position  next 
after  J.  J.  Knapp. 

Winterhalter,  Albert  G. 

18  June,  1879,  to  take  position  next 
after  W.  G.  David. 


APPOINTED. 


Bennett,  F.  M. 

Assistant  Engineer,  10  June,  1881. 
Bevington,  M. 

Assistant  Engineer,  10  June,  1881. 

Bryan,  B.  C. 

Assistant  Engineer,  10  June,  1881. 

Bull,  G.  H. 

Assistant  Engineer,  30  June,  1880. 
Bntterworth,  James. 

Chief  Engineer,  10  March,  1881. 

Canaga,  A.  B. 

Passed  Assistant  Engineer,  10  March, 
1881. 
Carr,  C.  A. 

Assistant  Engineer,  10  June,  1881. 

Cooley,  M.  E. 

Assistant    Engineer,  30  June,  1881. 


Craig,  Thomas  C. 

Assistant  Surgeon,  9  July,  1881. 

Eaton,  W.  C. 

Passed  Assistant  Engineer,  33  March, 
1881. 
Edgar,  John  M. 

Assistant  Surgeon,  9  July,  1881. 

Griffin.  R.  S. 

Assistant  Engineer,  30  June,  1880. 

Hunt,  A.  M. 

Assistant  Engineer,  10  June,  1881. 


Isbester,  R.  T. 

Assistant  Engineer,  10  June,  1881- 
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iTens,  N.  K. 

Assistant  Engineer,  10  June,  1881. 

Jaggarcl,  \\\  H. 

Assistant  Surgeon,  9  July,  1881. 

I^eacli,  Philip. 

Assistant  Surgeon,  9  July,  1881. 

McCartney,  D.  P. 

Cliief  Engineer,  27  August,  1881. 


Melville,  G.  BT. 

Chief  Engineer,  4  Maich,  1881. 

Spangler,  H.  W. 

Assistant  Engineer,  20  June,  1880. 

Whitaker,  Harry  W. 

Assistant  Surgeon,  9  July,  1881. 


THE  I^AYIT  OF  THE  TINITED  STATES. 


■Condensed  from  Iho  Niivj-  RefJiister  for  1881,  and  tlie  Annual  Koport  of    the  Secretary  of   the  Navy, 
Docemher,  1S8I. 


There  were  in  the  service  in  1881,  G5  naval  steam  vessels,  all  screw  propellers  except 
six,  besides  23  wooden  sailing  vessels,  34  iron-clad  vessels,  two  torpedo  boats  and  25 
tugs.  Total  139,  of  which  about  57  were  in  efficient  service.  The  number  of  guns  is 
1,033. 

The  active  list  of  the  navy  is  composed  of  1  admiral,  1  vice-admiral,  12  rear-admirals, 
135  commodores,  50  captains,  90  commanders,  80  lieutenant-commanders,  280  lieu- 
tenants, 100  masters,  100  ensigns,  82  midshiijmen,  130  cadet-midshipmen,  and  142 
cadet-midshipmen  on  probation  at  the  Naval  Academy,  all  of  whom  are  officers  of  the 
line. 

Of  the  staff  there  are  1  surgeon-general,  15  medical  directors,  14  medical  inspectors, 
50  surgeons,  79  passed  assistant  surgeons,  10  assistant  surgeons,  1  paymaster-general, 
13  pay  directors,  12  pay  inspectors,  49  paymasters,  29  passed  assistant  jjaymasters,  19 
assistant  paymasters,  1  engineer-in-chief,  69  chief  engineers,  100  jiassed  assistant  engi- 
neers, 35  assistant  engineers,  73  cadet  engineers,  and  79  cadet  engineers  on  probation 
at  the  Naval  Academy;  24  chaplains,  12  professors  ot  mathematics,  1  secretary  for  the 
admiral,  and  1  for  the  vice-admiral ;  1  chief  constructor,  10  naval  constructors,  5  assists 
ant  constructors,  and  10  civil  engineers. 

The  warrant  officers  consist  of  51  boatswains,  55  gunners,  53  carpenters,  42  sail- 
makers,  and  41  mates. 

The  retired  list  is  composed  of  officers  of  the  line  as  follows ;  42  rear-admirals,  2h 
commodores,  12  captains,  10  commanders,  15  lieutenant-commanders,  8  lieutenants,  11 
masters,  5  ensigns,  2  midshipmen.  Staff  officers,  viz.:  22  medical  directors,  1  medical 
inspector,  2  surgeons,  5  jjassed  assistant  surgeons,  7  assistant  surgeons,  9  pay  directors, 
2  pay  inspectors,  3  i^aymasters,  2  passed  assistant  paymasters,  1  assistant  paymaster,  19 
chief  engineers,  19  passed  assistant  engineers,  24  assistant  engineers,  3  naval  con- 
structors, 8  chaplains,  7  professors  of  mathematics,  10  boatswains,  5  gunners,  13  car- 
penters, and  10  sailmakers. 

The  active  list  is  therefore  composed  ol  1,103  officers  of  the  line,  693  officers  of  the 
staff,  and  242  warrant  officers — total  3,OS8  officer.s  of  all  grades. 

The  retired  list  is  composed  of  125  officers  of  the  line,  117  officers  of  the  staff,  38 
warrant  officers,  and  6  jjrofessors  of  mathematics. 

There  were,  July,  1881,  in  the  service,  provided  for  by  the  Navy  Appropriation  Act 
for  the  fiscal  year  1882,  7,500  enlisted  men  and  boys. 

The  Marine  Corps  consists  of  77  officers  and  1,500  enlisted  men. 
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PAY  TABLE  OF  THE  NAVY. 


Admiral 

Vlce-Admlral 

Rear-Admirals 

Commodores 

Captaliia_ 

Comraaudera 

Lieutenant-Commanders— 

First  four  years  after  date  of  commission... 

After  four  years  from  date  of  commission.. 
Lieutenants — 

First  Ave  years 

After  five  years 

Masters — 

First  five  years 

After  five  years 

Ensigns- 
First  Ave  years 

After  fiye  years 

Midshipmen - 

Cadet-Midshipmen 

Mates.. 


Medical  and  Pay  Directors  and  Medical  and  Pay  Inspectors  and  Chief 

Engineers,  having  the  same  rank  at  sea 

Fleet  Surgeons,  Fleet  Paymasters,  and  Fleet  Engineers 

Surgeons,  Paymasters,  and  Chief  .iTngineers — 

First  Ave  years  after  date  of  commission 

Second  five  years 

Third  Ave  years 

Fourth  Ave  years 

After  twenty  years 

Passed  Assistant  Surgeons,  Passed  Assistant  Paymasters,  and  Past 
Assistant  Engineers- 
First  Ave  years  after  date  of  appointment 

After  Ave  years 

.\ssistant  Surgeons,  Assistant  Paymasters,  and  Assistant  Engineers — 

First  Avo  years  after  date  of  appointment 

.\fter  Ave  years. 

Chaplains — 

First  Ave  years 

After  Ave  years 

Boatswains,  Gunners,  Carpenters  and  Sail-makers — 

First  three  years 

Second  tliree  years 

Third  three  years 

Fourth  three-years 

After  twelve  years 

Cadet  Engineers  (after  examination) 

N.ival  Constructors — 

First  Ave  years 

Second  five  years 

Third  Ave  years 

Fourth  Ave  years .' 

After  twenty  years 

Assistant  Naval  Constructors- 
First  tour  years 

Second  four  years 

After  eight  years 


$13,000 
9,000 

e,ooo 

6,000 
4,500 
3,500 


1,200 
1,400 
1,000 


2,800 
3,200 
3,500 
3,700 
4,200 


$13,000 
8,000 
6,000 
4,000 
3,500 
3,000 


3,200 
3,600 
4,000 


1,000 
1,30(1 
1,300 
1,600 
800 

3,200 
3,400 
3,700 
4,000 
4,200 

2,000 
2,200 
2,600 


On  Leave 

or  Waiting 

Orders. 


$13,000 
6,000 
4,000 
3.000 
2,800 
2,300 


2,000 
2,400 
2,600 
2,800 
3,000 


600 

2,200 
2,400 
2,700 
3.000 
3,200 

1,500 


Secretary  to  Admiral  and  Vlce-Admlral $2,500 

Secretaries  to  Commanders  of  Squadrons 2,000 

Secretary  to  Naval  Academy 1,800 

Clerks  to  Commanders  of  Squadrons  of  Vessels,      750 

First  Clerks  to  Commandants  of  Navy  Yards 1,600 

Second  Clerks  to  Commandants  of  Navy  Yards,  1,200 

Clerk,  Mare  Island  Navy  Y'ard 1,800 

Clerk  to  Commandants  Naval  Stations 1,500 


Clerks  to  Paymasters  at  Na^-y  Yards — 
Boston,  New  York,  Philadelphia  and  'Wash- 
ington  $1,600 

Mare  Island 1,800 

Kitterj-,  Norfolk  and  Pensacola 1,400 

At  other  Stations 1.300 

The  pay  o£  Seamen  Is  $258,  and  of  ordinary  Seamen 
$210  per  annum. 


Note.— The  navy  ration  Is  commuted  at  30  cents  per  day.  The  navy  spirit  ration  was  totally  abolished 
July  1,18711. 

Navy  officers  are  retired  after  40  years  service,  on  their  own  application;  and  they  are  retired  in  any 
case  after  62  years  of  age,  with  some  exceptions.  The  compensation  of  retired  oflQccrs  is  75  per  cent,  of 
the  active  pay  of  the  same  rank,  or  50  per  cent,  (according  to  the  causes  of  retirement.) 
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A.C3-E]SrC"^    FOR. 

Colt's  Patent  Fire  Arms  Co.      W.  &  C.  Scott  &  Son. 
C.  G.  Bonehill.  J.  P.  Clabrough  &  Bros  and  Parker 

BREECH  LOADING  GUNS, 

RELOADING  IMPLEMENTS  AND  GUN  GASES 


Liberal  Discount  made  to  Officers  of  tlie  Army  and  Navy. 


HARTLEY  &  GRAHAM, 
19  Maiden  Lane,  NEW  YORK. 

RAYMOLD  &  WHITLOCK, 

IMPORTERS  AND  MANUFACTURERS  OF 

MILITARY  EQUIPMENTS, 

KBIGHTS  TEMPLftR.  1. 0. 0.  F.,  ENCftWIPWIENT.  AND  PITHIIIN  REGflLillS. 
GOLD  AND  SILVER  TRINGES,  TASSELS,  LACES, 

EMBROIDERY.  BULLION,  EILE,  AND  CORDONNET, 
No.  39  WEST  14th  STREET,  NEW  YORK. 

Ot^"We  cordially  commend  the  above  eentlemen  to  the  trade  and  the  public. 

HARTLEY    &    ORAHAM. 


METALLIC  AM»llIVlTlUi\,       OViH  WAUS,  Itluck  and  Fink  Edge, 

Sm  AKB  CESISAL  FISB,  ALL  SIZES.  GHAEAilTEED  SDPEEIOE  TO  illT  KPOETED. 

THE 


::Bit.n>C3-DE3i»on.T,  oo3xri»cr. 


PRICE  LISTS  WITH  DISCOUNTS  TO  THE  JOBBIN&  TBADB  ON  APPLICATION. 


PERCFSSIOX  CAPS. 

P.  G.  TRIMMED   EDGK,  W.  PROOF. 

P.  L.  GROUND   EDGE,  W.  PROOF,  FOIL   LINED, 

Equal  to  any  imported. 
D.  W.  P.  GROUND   EDGE,  AV.  PROOF,  CENTRAL   FIRE, 

Equal  to  any  imported. 
MUSKET,  PAPER   AND   TIN   BOXES. 

BERDAN,  ORCUTT   AND    AVESSON   PRIMERS. 

BULLET   BREECH   CAPS. 


PAPER    AJWD    BRASS    SHOT    SHi:£,IiS. 

CELEBRATED  "U.  M.  C."    SIZES  8,  10,  12,  14,  16,  20.   CENTRAL  FIRE. 

BERDAN    SOLID   ANVIL. 

STURTEVANT  MOVABLE  ANVIL. 

BUFFINGTON,  MOVABLE    ANVIL. 

BERDAN   PRIMER. 
KENNEY'S  PATENT  INDENTATION  TO  PREVENT  WADS  FROM  STARTING. 


HARTLEY  &  GRAHAM,  Agents, 

asrE"\^    -STORK. 


STEATEG-OS: 

A    SERIES   OF 

AMERICAN   GAMES    OF   WAR, 

BASKD  UPON  MILITARY  PRINCIPLES  AND  DESIGNED  FOR  THE  ASSIST- 
ANCE BOTH  OF  BEGINNERS  AND  ADVANCED  STUDENTS  IN  PROSE- 
CUTING THE  WHOLE  STUDY  OP  TACTICS,  GRAND  TACTICS,  STRAT- 
EGY, MILITARY  HISTORY,  AND  THE  VARIOUS  OPERATIONS  OP 
WAR;  ILLUSTRATED  WITH  NUMEROUS  DIAGRAMS;  TO  WHICH  IS 
APPENDED  A  COLLECTION  OF  STUDIES  UPON  MILITARY  STATIS- 
TICS AS  APPLIED  TO  WAR  ON  FIELD  OR  MAP. 


CHARLES    A.    L.    TOTTEN, 

FIRST  LIEUTENANT,  FOURTH  UMTKr>  STATES  ARTILLERY. 


The  undersigned  have  now  ready  '•  The  Ainerican  Game  of  War  "  styled  "Strategos," 
and  are  prepared  to  ship  the  same  to  such  as  desire  to  avail  themselves  of  an  invalua- 
ble assistance  in  military  study. 

The  outfit  of  men,  boards,  diagrams,  rules,  tables  and  a  veiy  numerous  miscellany  of 
utensils,  etc.,  connected  with  the  ])Iaying  of  the  several  independent  games  or  studies 
comprehended  under  the  general  title  of  Strategos,  is  very  extensive  and  complete,  and 
is  gotten  up  in  the  most  substantial  and  attractive  manner,  and  its  various  uses  will 
appeal  to  the  wants  of  all  classes  of  military  men. 

To  THE  General  Military  Public  the  game  comes  as  a  universal  assistant,  an 
outfit  presenting  all  the  diversified  susceptibilities  of  the  tableau  and  the  panorama. 
It  will  lend  aid  in  all  kinds  of  military  "object"  study,  and  prove  as  useful  to  the 
private  student  as  to  those  who,  at  large  posts  or  in  large  organizations,  can  alTord  to 
study  its  capacities  collectively. 

To  Professors  of  Military  Science  and  Tactics  at  various  national  colleges 
and  the  numerous  military  schools  throughout  our  country,  the  publishers  desire  par- 
ticularly to  recommend  this  outfit. 

Iti  system  of  gmiies  was  the  result  of  study,  widertahenwhile  tJie  inventor  was  yet  actively 
engaged  upon  the  duty  of  wMilary  instruction,  at  the  Massachusetts  Agricultural  College, 
in  Amherst,  Mass.,  1875-78.  It  was  there  tested  in  many  of  its  applications  and 
methods,  and  its  merits  fully  established. 

Selections  from  Report  of  the  Regular  Army  Board. — Speaking  of  the 
Tactical  Qavie :  "  It  is  the  opinion  of  the  Board  that  this  contrivance  furnishes  a  valua- 
ble adjunct  to  the  volumes  of  tactics  in  the  instruction  of  officers  and  non-commissioned 
officers,  both  as  a  means  of  imparting  information  and  of  testing  proficiency."  Refer- 
ring to  the  Topographical  Blocks  :  "  These  are  to  be  used  in  conjunction  with  others 
(tactical  side  up,)  to  illustrate  the  various  principles  of  Strategy ,  affording  to  the  various 
text-buolcs  and  authorities  upon  these  subjects  the  same  ready  illustration  that,  with 
their  tactical  face  up,  they  do  to  the  manuals  of  tactics." 

Of  the  "-^Battle  Game"  the  Board  states :  ""While  this  game  presents  no  problems 
that  may  not  be  more  fully  considered  and  more  perfecUy  solved,  by  the  use  of  the 
finer  ap]jliances  and  more  elaborate  rules  of  the  '■Advanced  Oame^  its  simple  methods 
give  it  a  convenience  which  may  secure  it  a  considerable  use.  It  furnishes,  at  the  least,  a 
diversion  of  a  highly  military  character,  well  calculated  to  stimulate  discussion  of  pro- 
fessional questions" 


Of  the  "Adcunctd  Game"  this  Board  reports,  that  "its  rules  and  method  of  pro- 
cedure are  in  general  like  those  of  the  European  Games;"  but  referring  to  the  only 
English  translation  of  these,  it  goes  on  to  state  that  the  most  noteworthy  points  of 
difference  are : 

"1st.  A  much  greater  fullness  and  explicitness  in  the  rules  for  the  guidance  of  the 
referee. 

"  2nd.  A  more  minute  analysis  of  the  conditions  of  actual  conflict;  a  more  accurate 
determination  of  the  ratios  representing  chances  of  success,  etc.;  a  more  elaborate  sys- 
tem of  tables. 

"  3rd.  The  presentation  in  the  tables  not  only  of  material  for  decision  in  the  game, 

but  also  of  valuable  professional  information,  in  form  convenient  for  references  in  study. 

"It  is  believed  that  each  of  these  differences  renders  the  game  better  in  itself  as  a 

means  of  instruction,  or  more  fitted  fur  use  in  the  conditions  of  service  of  the  United 

States  Army." 

AUGUST  V.  KAUTZ,  Col.  8th  laft'y.  Brevet  Major  Gen.,  U.  8.  A- 
WM.  H.  FRENCH,  Col.  4th  Art'y  Brevet  Major  Gen.,  U.  S.  A. 
J.  C.  KELTON,  Lieut.  Col.  A.  A.  G.,  Brevet  Brig.  Gen.,  U.  S.  A, 
H.  S.  HASBROUCK,  Capt.  4th  Art'y,  Brevet  Major  U.  S.  A. 
J.  B.  CAMPBELL,  Capt.  4th  Art'y,  Brevet  Major,  U.  S.  A. 
CARL  F.  PALFREY,  1st  Lieut,  of  Engineers. 


PRICE  MST  OF  OAMES  A3il>  MATERIAL 

Wo.  1.  Complete  Outfit,  as  per  Text-book,  13,200  men  on  each  side, 

2  sets  of  instruments,  etc ^60  OO 

JTo.  2.  Complete  Ontflt.  as  per  Text-book,  extra  fine,  rose-n-ood  men, 

extra  instruments,  etc '75  OO 

JTo.  3.  Medium  (1-2)  sized  Outfit,  40,600  men  on  each  side,  1  set 

instruments,  etc 35  OO 

No.  4.  Medium  (1-3)  sized  Outfit,  extra  fine,  3  sets  of  instruments, 

etc 50  OO 

Jlo.  5.  The  Battle-Gaiitc^  complete,  4  boards,  1  corps  on  a  side 25  OO 

No.  6.  The  Battle*Game,  .-^mall  (1-4)  size,  l   board,  1   division  on  a 

side 7  50 

No.  7.  The  Tactical  and  Topographical  Game,  complete...   lO  OO 

(Nos.  5  or  6  and  7  are  included  in  each  of  the  sets  numbered  1,  2,  3  and  4,  but  are 
■old  separately,  for  the  convenience  of  purchasers.  Each  set  contains  the  Text-books 
complete.) 

Text-Boohs,  complete  in  2  volumes S3  OO 

For  prospectus  giving  full  particulars,  with  report  of  the  Regular  Army  Board, 
letters  of  recommendation,  etc.,  send  to  the  publishers, 

D.  APPIiETON  «&  CO.,  NEW  YORK. 
HARTIiET  A  GRAHAM,  NEW  YORK. 

Publishers  of  the  Game  Apparatus  and  Outfit,  Messrs.  Hartley  «&  Graham, 

Nos.  17  and  19  Maiden  Lane,  New  York  City. 

Of  the  Book  of  Rules,  Tables  and  Sta'dstics,  (in  two  volumes,)  Messrs.  D. 
Appleton  «&  Co.,  Nos.  1,  3  and  5  Bond  Stj-eet,  New  York  City. 


MARLIN 


IjA-TEST    J^ISTID    BEST, 

MANUFACTURED  BY 

lifEARIjiIN  ARMS  GO. 

NE^\^  H^VEisr,  coisrisr. 

MAKERS  OF  THE 

Celebrated  Ballard  Rifles, 

WITHOUT  QUESTION  THE  BEST  MAGAZINE  RIFLE  EVER 
PRODUCED. 

40  Cal.,  60  Grains  Powder,  880  Grains  £.ead.    45  Cal.,  usiiie; 
CSovcrnnieiit  Cartridge. 

Send  for  Descriptive  L>ist. 

SOLE    A-O-EITTS; 

SGHOVXSRLIIffG,  DALY  &  GALES^ 

84  and  86  CHi^LJVTBERS  STREET, 


A  Musket  Calibre  Gatling  Gun  is 
Mounted  on  a  Tripod.  This  Gun  fires 
over  one  thousand  shots  per  minute 
with  great  accuracy,  and  is  the  most 
rapid  firing*  Gun  in  the  world.  It  is 
simple  in  construction  and  not  liable 
to  get  out  of  order. 

The  Gatling  is  also  mounted  on  Gun 
Carriages,  and  can  easily  be  trans- 
ferred to  the  rail  of  a  ship  or  bow  of 
a  small  boat. 

All  Calibres  from  0.42  inch  to  1.45 
inch  are  made. 

For  price  and  full  particulars, 
Address, 

GATLIITG  GUN  CO. 

UARTFORD,  COJSN.,  U.  S.  A. 


THE   SUN   FOR   1881 


Everybody  reads  The  Sun.  In  the  editions  of  this  newspaper 
throughout  the  year  to  come  everybody  will  find: 

I.  All  the  world's  news,  so  presented  that  the  reader  will  get  the 
greatest  amount  of  information  with  the  least  unprofitable  expenditure 
of  time  and  eyesiglit.  The  Sun  long  ago  discovered  the  golden  mean 
between  redundant  fullness  and  unsatisfactory  brevity. 

II.  Much  of  that  sort  of  news  which  depends  less  upon  its  recognized 
importance  than  upon  its  interest  to  mankind.  From  morning  to 
morning  The  Sun  prints  a  continued  story  of  the  lives  of  real  men 
and  women,  and  of  their  deeds,  plans,  loves,  hates,  and  troubles. 
Tills  story  is  more  varied  and  more  interesting  than  any  romance  that 
was  ever  devised. 

III.  Good  writing  in  every  column,  and  freshness,  originality,  accu- 
racy, and  decorum  in  the  treatment  of  every  subject. 

IV.  Honest  comment.  The  Sun's  habit  is  to  speak  out  fearlessly 
about  men  and  things. 

V.  Equal  candor  in  dealing  with  each  political  party,  and  equal 
readiness  to  commend  what  is  praiseworthy  or  to  rebuke  what  is  blam- 
able  in  Democrat  or  Republican. 

VI.  Absolute  independence  of  partisan  organizations,  but  unwaver- 
ing loyalty  to  true  democratic  principles.  The  Sun  believes  that  the 
Government  which  the  Constitution  gives  us  is  a  good  one  to  keej). 
Its  notion  of  duty  is  to  resist  to  its  utmost  power  the  efforts  of  men  in 
the  Republican  party  to  set  up  another  form  of  government  in  place  of 
that  which  exists.  The  year  1881  and  the  years  immediately  following 
will  probably  decide  this  supremely  important  contest.  The  Sun  believes 
that  the  victory  will  be  with  the  people  as  against  the  Rings  for  mono- 
poly, the  Rings  for  plunder,  and  the  Rings  for  imperial  power. 

Our  terms  are  as  follows : 

For  the  Daily  Sun,  a  four-page  sheet  of  twenty-eight  columns,  the 
price  by  mail,  postpaid,  is  55  cents  a  month,  or  $6.50  a  year;  or,  includ- 
ing the  Sunday  paper,  an  eight-page  sheet  of  fifty-six  columns,  the  price 
is  65  cents  a  month,  or  $7.70  a  year,  postage  paid. 

The  Sunday  edition  of  The  Sun  is  also  furnished  separately  at  $1.20 
a  year,  postage  paid. 

The  price  of  The  Weekly  Sun,  eight  pages,  fifty-six  columns,  is  $1  a 
year,  postage  paid.  For  clubs  often  sending  $10  we  will  send  an  extra 
copy  free.  Address, 

I.  W.  ENGLAND, 
Pvblisher  of  The  Sun,  New  York  City. 


SPORTSMEN'S  TELESCOPIC  TRUNK. 

JMiult'  of  .solid  sole  leather,  with  hea\  y  iron  tVaiiie  ainl  corners,  locked' 
by  means  of  lock  buckles  on  stout  straps,  with  case  iuside  complete  to  fit 
any  yun.  Tray  in  top  to  keep  lineu  from  other  clothing;  will  cari'y  shells 
and  outfit  for  extended  hunting  trip,  the  contents  being  always  held 
tirinly  in  ])lace  makes  it  a  splendid  Sportsmen's  and  Tourists'  Trunk. 
When  packed  to  inllest  capacity,  it  is  15  inches  high  by  15  inches  wide^ 
length  30  or  ;Jii  inches  as  ordered.        Price,  $25.00. 

1^  Sen<l  iStaiiij)  for  New  Catalogue. 

A  Ml  Stock  of  Canvas  and  Leather  Goods  always  on  hand. 

Ti3:o:]^s/d:soisr  &  sonsrs, 

p.  0.  Box  1016.  301  Broadway,  Neiv  York. 


ESTABT.ISHED   1848. 

A..     liEllVIAItEIST, 

eneral  Engraver, 


WEDDINQ  NOTES.  CARDS,  BUILDINGS,  CRESTS,  COLLEGE  NOTES,  &c. 

MACHWERY.  PORTRAITS,  ILLUSTRATIONS  FOR  CATALOGUES.  &c. 

-at^  o  1^  o  <3r  :e(.  A.  TsA  s  , 

ARMS,     CRESTS,     &c  ,     HNGRAVEl^     ON     STONK. 

182    BROADITVAY^ 

NE^V    YORK. 


E 


& 


130  and   132   CHAMBERS  STREET, 


BROADWAY  andl42nd  STREET, 
67th  STREET  and  6th   AVENUE, 

ACKER,  EDGAR  &  CO. 


YONKliRS,  N.   Y. 


39  RUE  m  CHATEAlDUi\,  PARIS. 


IlVi:T»OItTES3EtS     OJB* 


mm 


it  jiSL  iM 


'• 


emftfiHMi 


ARMY  AND  NAVY  STORES. 


GRAND  HOTEL, 

BROADWAY,  CORNER  31st  STREET, 

WITHIIV  OXE  BI.OCK  OF  THE  ARMY  ABTD  KAVY  CI.VB. 

SPECIAL  RATES  TO  THE  ARMY  AND  NAVY. 


HENRY  MILFORD  SMITH, 


PROPRIETOR. 


S 


"-! 


One  Block  from  the  Army  and  Navy  Club, 

BROADWAY,  28th  and  29th  STREETS, 

Rates  Reduced.— Rooms  with  Board,  |2.50,  $3.00 
and  f3.50  per  day  Rooms  on  European  Plan,  $1.00  per 
day. 


MANUFACTURING  OPTICIAN 

41  UmOlT  SQUAHE,  BEOADWAY  8,  17th  ST. 

THE   LARGEST  AND    FIXF.ST   STOCK   OF 

FIELD,  MARINE,  OPERA  AND  TOURISTS'  GLASSES 

IN   THIS   COUNTRY. 
TEXjESCOFES,    IvIICPlOSCOFES,    BA.R03VIETEIIS, 

Pocket  Aneroid  Barometers  for  Altitudes, 

Spectacles  and    Eye    Classes    Fitted   to   the    most    Peculiar    Eye. 

Inspection  invited  and  correspondence  solicited.     Descriptive  Catalogue  by  enclosing 
stamp. 


UI^ION    SQUARE.    NET^r    YORK^ 


Q 


liHEET  MOSIC,  MIS 


mmmi  mmmMMmm  m  m  iiinjis. 

SOLE  IIGENTS  IN  THE  UNITED  STATES  EOB  THE  CELEiRflTED 
Send  for  full    Price   List  and    Illustrations. 


AUTHORIZED 

FOR 

POST    SCHOOLS. 


The  following  Text  Books  Imve  been  presciibad  by  the  War  Depart- 
ment— General  Order  No.  38 — for  use  in  the  Peat  Schools  of  the  Aimy. 

S(PEJTGE(BIAJT  GO(PY  <BOOKS, 

ORA(BTS  OF  W(RlTl]sa  and 

THEC(BY  OF  (PFJfJ^AJTSHKP, 

8WIJ7T0J^'S  GEOGmACPHIES, 

SWIJiTOJ^'S  GOJiQEJiSEQ  HI8T0(BY 

OF  THE  UJ^ITEQ  STATES. 


*^* Correspondence  with    reference  to  supplying    these  Books   will 
receive  ])roin])t  attention. 


733  &  755  BROADWAY,  NEW  YORK. 


EEMINGTON'S 


MILITARY, 

SPORTING  and 

HUNTING 


1 

3 


ilTEEJME'S    I>.A.TEISrT,] 


SIMPLEST, 

MOST  EFFICIENT, 

INDESTRUCTIBLE 


Adopted  by  the  United  States  Oovernment  in  tlie  IVavy  and 
Frontier  Service. 

10  Shots.    45  Ca)..  70  Orain  Standard  Government  Cartradg:^^. 

PRICES Carbine,   $22.     Frontier   Itifles,  $22.    Sporting  and 

Hunting:  ISifles.  $27. 

Discount  to  tOie  Trade  only. 

Send  for  CatnBogue  and  I'rice  Lists. 


E. 


(P.  O.  BOX   3994.) 


EMINCTON    &   SONS, 

2S3  Broadway,  Neiv  York. 


SHANNON,   MILLER  &   CRANE, 

No.    46    JM^IDEN    LA-NE, 
NEW    YORK, 

Cork  and  Felt  Helmets, 

MILITARY   GOODS, 

EQUIPMENTS  FOR  OFFICERS  OF  ARMY,  NAVY  AND  NATIONAL  GUARD, 

SWORDS,  BELTS,  SHOULDER    STRAPS, 

Epaulettes,  Chapeaux,  Fatigue  and  Dress  Hats  and  Caps,  &c. 

GOLD  AND  SILVER  TRIMMINGS,   LACES,   FRINGES.  &c. 

BST.A.BXiISIC£3I3    1847 

14:1    GBANn  STREET,  NEW  YORK, 

MANUFACTURERS    OF   THE 

iw  Replalion  Cork  and  Felt  Hehels, 


lai 


Por  the  Army,  Navy  and  N'ational  Guard, 

EPAULETTES,  SHOULDER  KNOTS  AND  SHOULDER  STRAPS, 

F.A.TIC3-XJE    C.A.FS, 

And  all  kinds  of  Equipments  for  the  Army  and  JVational  Ouard 
of  the  various  States,  constantly  on  band  and  made  to  order  at 
sbort  notice. 


T   Xi  E 


OliD,  PROSPEROUS,  SAFE,  I.AR«E. 

STAOIVG,  PURELY   MUTUAL,. 


THIRTY-FIVE  YEARS'  BUSINESS  EXPERIENCE. 


ASSETS, !!!i3»,000,000 

SURPLUS, 7.«00,000 

45,000    POLICIES   IIV   FORCE. 

$137,000,000   EVSURAW^CE   ly   FORCE. 


TEN     F^OTS 


]. — A  Large  and  Strong  Company. 

The  New  York  Life  has  Age  and  the  Stability  which  a(/e  and  success  brings. 
It  has  been  in  operation  over  thirty-five  years,  and  at  the  beginning  of  1880  had  over 
45,000  policies  in  force,  covering  over  $127,000,000  in  insurance.  For  the  security  of 
these  policies  the  Company  held  nearly  $39,000,000,  being  $124.fifi  for  every  $100  of 
liabilities  by  the  State  Standard. 

3. — A  Purely  Mutual  Company. 

The  New  York  Life  is  one  of  the  few  pui-ely  mutual  life  companies  in  this 
country,  a  company  owned  and  managed  by  the  policy  holders  themselves,  in  their 
own  interests,  with  no  stoclfholders  to  share  the  profits  or  interfere  in  the  management 
to  the  prejudice    of  the   insured.      It  affords  insurance  at  current   cmt   with  absolute 


3 A  Liberal  and  Progressive  Company. 

The  New  York  Life  in  \fifiO  originatei^  andintroduced  the  non-forfeiture  system  of 
policies,  since  adopted,  in  part  or  in  some  form,  by  every  life  Company.  It  anticipated 
the  New  York  State  Law  on  the  subject,  in  time  by  over  nineteen  years,  and  in  liberality 
to  the  Insured  by  giving  more  than  the  law  requires. 

■1. — A  Rapidly  <«rowing  Company. 

The  last  ten  years  include  the  six  years  of  depression  that  followed  the  panic  of 
1873 ;  yet  during  these  ten  years  tlie  increase  in  the  Company's  assets  has  been  nearly 
three-fold,  and  the  increase  in  surplus  and  interest  receipts  over  threefold.  During 
this  time  the  annual  disbursements  to  policy  holders  have  risen  from  $2,538,303  to 
$4,818,490,  and  have  aggregated  the  inconceivable  sum  of  fortu  million  dollars 
($40,301,252.)  Its  interest  receipts  alone  have  been  upward  of  fifteen  millioDS  and 
have  more  than  paid  its  death  losses. 


5. — A  Solid  and  Tigorous  Company. 

The  New  York  Life  has  held  its  business,  in  spite  of  the  "  hard  times,"  better 
than  any  otlier  prominent  company.  The  falling  oft'  among  these,  from  the  highest 
point  reachert  since  the  panic  of  1873,  has  been  nearly  twenty  per  cent,  on  an  average, 
both  of  income  and  insurance  in  force;  while  in  the  New  York  Life  the  falling  ofif 
has  been  only  about  two  per  cent,  of  income,  and  less  than  one-half  of  one  per  cent,  of 
insurance  in  force. 

6. — A  Wide-Awake  Company. 

The  New  York  Life  has  issued  over  140,000  policies,  insuring  over  $420,000,000. 
It  has  received  over  $8.1,000,000  in  premiums  and  nearly  $20,000,000  in  interest  and 
rents.  It  has  paid  over  $'30,000,000  in  death  claims,  and  returned  over  §31,000,000  to 
living  policy  holders.  The  ammint  of  its  present  assets,  phis  its  payments  to  policy  holders 
find  their  families,  exceeds  the  sum  received  from  them  hy  nearly  d::  ■i'.iillion.  dollars. 

7. — A  Well  Managed  Company. 

Its  management  was  never  more  vigorous,  skillful  and  prudent  than  at  present. 
Its  report  for  the  year  ending  .lanuary  1st,  1880,  shows  almost  uuparalleled  prosperity — 
a  large  increase  in  assets;  a  large  increase  in  nur  lusr  a  large  increase  in  premium 
receipts;  a  large  increase  in  interest  receipts;  a  1  -rge  increase  in  policies  and  insur- 
ance, issued  and  in  force ;  and  a  decrease  in  death  losses,  resulting  from  a  careful  selec- 
tion of  lives  and  consequent  low  mortality  rate. 

8.— A  Company  with  A  ^o.  1  S^ecnrities. 

The  securities  of  the  New  York  Life  are  of  the  very  highest  order,  the  interest 
on  which  is  collected  when  due.  The  entire  amount  of  its  uncollected  interest,  including 
the  amount  accrued  or  earned  but  not  yet  due,  upon  its  investments,  January  1st,  1880, 
was  but  $317,98U.l].  This  was  only  about  eight-tenths  ofoneper  cent,  of  the  Company's 
entire  assets,  buing  the  lowest  ra'io  of  any  prominent  company  and  in  notable  contrast  with 
some.  At  the  date  above  given  its  bonds  and  stocks  were  worth  nearly  a  million 
dollars  more  than  cost. 

9.— A  Prndent  Company. 

In  estimating  its  liabilities,  the  Company  employs  the  severest  standard  used  in 
this  country.  Security  being  the  sine  quanon  in  life  insurance,  the  New  York  Life 
calculates  its  reserve  fund  on  the  suijposition  that  it  will  be  able  to  realize  in  future 
but  four  per  cent,  interest,  and  thus  keeps  this  fund  over  four  million  dollars  larger 
than  is  required  by  the  law  by  which  its  solvency  is  tested.  Hence,  no  unusual  losses, 
no  sudden  depression  in  the  prices  (jf  securities,  no  panic,  no  hard  times,  nor  all  of 
these  combined  can  so  reduce  its  surplus  as  seriously  to  embarrass  the  Company. 

10. — A  Good  Company  to  Insure  in. 

The  policies  of  the  New  York  Life  are  notable  for  their  freedom  from  vesations 
restrictions;  the  customs  of  the  Company  with  respect  to  payment  of  premiums,  etc., 
are  plainly  stated,  and  efforts  are  made  to  encourage  and  to  enable  every  honest  policy 
holder  to  keep  up  his  policy;  in  the  settlement  of  claims  by  death  the  greatest  libe- 
rality consistent  with  justice  is  ever  shown,  as  the  grateful  acknowledgments  of  hun- 
dreds of  beneficiaries  abundantly  testify.  By  its  liberal  construction  of  the  policy 
contract  in  cases  that  might  have  been  resisted  on  technical  grounds  it  has  gained  the 
reputation  of  being 

"A  Xon-Coutesting  Company." 

MORRIS  FRANKLIN,  President.  THEODORE  M.  BANTA,  Cashier. 

WILLIAM   H.  BEERS,    Vice-President  D.  O'DELL,  Sup't  of  Agencies. 

CHARLES  WRIGHT,  M.  D.  ^ 

>  Medical  Bxaminers. 
HENRY   TUCK.  M.  D.  \ 


TO  THE  TEACHERS  AMD  OFFICERS  AT  MILITARY  POSTS. 

THE    MOST    FOPULAR    AND    SUCCESSFUL 


OF  THE  DAY,  ARE  PUBLISHED  BV 


1,  3  and  5  BOND  STREET,  NEW  YORK, 

AMONG    WHICH    ARE 

ApplCton'S  New  Readers — five  mlumcs.      The  RIost  Popular  Series  ever  fublished. 

The  Model  Copy  Books— with  Gliding  (  opies. 
Quackenbos'  New  American  Hibtory- 

Quackenbos'  Illustrated  Lessons  in  our  Language, 
btlckney's  Language  Lines. 
Krusi's  Drawing  Series. 

Appleton  s  Systematic  Geographies. 
Appleton's  Arithmetics. 

Harkness'  Latin  Series. 
And  hundreds  o£  others  for  all  grades  of  schools  and  every  department  of  study. 
^^'  Send  for  Circulars,  Price  Lists,  "Educational  Notes,"  Catalogues,  etc. 

RECENTLY   ISSUED: 

CHILD'S  BOOK  OP  LANGUAGE.  A  Graded  Series  of  Lessons  and  Blat  ks,  in 
Four  Numbers.  By  J.  H.  Sticknky.  L  STORIES  IN  PICTUKES.  U.  STUDIES 
IN  ANIMALS.  111.  STUDIES  IN  PLANTS.  IV.  STUDIES  OF  WORDS.  The 
set,  for  examination,  25  cents  ;  Teachers'  edition,  25  cents. 

BALLARD'S  WORD-WRITER.  An  Exercise-Book,  designed  to  accompany  "Words, 
and  How  to  Put  Them  Together."     10  cents. 

BALLARD'S  PIECES  TO  SPEAK,  and  How  to  Speak  Them.  Parts  I  and  IL 
20  cents  each. 

PRIMARY  COPY-BOOKS.  Model  Series.  Six  Numbers,  with  Wakeman's  Sliding 
Copies.     For  examination,  6  cents  each. 

A  C  LASS-BOOK  HISTORY  OF  ENGLAND.  Illustrated  with  numerous  Wood 
Cuts  and  Historical  Maps.  By  the  Rev.  David  Morris.  i2mo,  cloth.  For  examina- 
tion, 75  cents. 

KEUSI'S  EASY  DRAWING  LESSONS,  for  Kindergarten  and  Primary 
Schools.    Three  Series,  12  Cards  each.     Sample  number,  10  cents. 

SCIENTIFIC  AGRICULTURE.  By  Professor  N.  T.  Lupton,  Vanderbilt  Univer- 
sity, Nashville,  Tenn.     Sample  copy,  30  cents 

GREEK  FOR  BEGINNERS.  By  Rev.  Joseph  B.  Mayor,  M.  A.,  Prof,  of  Classical 
Literature,  King's  College,  London.  Edited  by  Prof.  E.  G.  Coy,  Phillips  Academy, 
Andover,  Mass.    Sample  copy,  75  cents. 

THE  FIRST  THREE  BOOKS  OP  HOMER'S  ILIAD.  With  Notes,  Critical 
and  Explanatory,  etc.  By  Henry  Clark  Johnson,  A  M.,  LL.  B.,  late  Head  Master  of 
St.  Paul's  (Cathedral)  School. 

NEARLY    READY: 

APPLETON'S  AMERICAN   STANDARD   GEOGRAPHIES.    Based  on  the 

Methods  of  Progressive  Educators,  and  giving  special  prominence  to  the  Industrial, 

Commercial,  and  Practical  Features.     Two  Books. 
LETTERS   AND   LESSONS   IN   LANGUAGE.    By  J.  II.  Stickney.    PartL 

Invention.     Part  IL  Conversation.     Part  HI.  Literature. 
FIRST  SIX  BOOKS  OF  VIRGIL'S  iENEID.    With  Notes  and  Vocabulary.    By 

Professor  Frieze. 
THE  ART  OF  SCHOOL  MANAGEMENT.     By  Professor  J.  Baldwin,  Principal 

Missouri  State  Normal  School,  Kirksviile,  Mo. 
APPLETON'S  SCHOOL  READING  CHARTS,  for  Primary  Instructiok. 
THE  ORTHOEPIST :   A  Manual  of  Correct  Pronunciation  of  English. 
HISTORY  OP  GREECE.    By  T.  T.  Timayenis. 

1>.   APPLETON   &   CO.,  Publishers. 

1.  3  and  G  Bond  Street,  HE  IV  FORK. 


BALTIMORE  &  OHIO  RAILROAD. 

The  "GREAT  NATIONAL  EOUTE"  between 

BOSTON,  PHILADELPHIA,  RICHMOND, 

NEW   YORK,  BALTIMORE,  WASHINGTON, 

AND  ALL   POINTS 

£3.^Sa?     .A.lSriD     SOTTTHBwA-ST, 

AND 

Cincinnati,  Zanesville,  Chicago,  Sandusky, 

Pittsburg,  Newark,  Defiance,  IndJpnapolis, 

Wheeling,  Columbus,  Mansfield,  St.  Louis, 

Louisville,  Kansas  City,  Omaha,  Milwaukee, 

AND  ALL  POINTS 


THIS   DOUBLE-TRACKED   LINE, 

With  its  Steel  Rails  on  Ston    Ballist  Magnificent  Iron  Bridges,  Gorgeous  Mountain  Scenery, 
Beautitul  Landscapi  and  Picturesque  Views,  incomparably  the  finest  by  rail  in  the  world. 


NEW  AND  MAGNIFICENT  HOTELS  AND  SUMMER  BESOBTS, 

At  convenient  distances,  Owxed  and  Managed  by  thb  Company,  are  replete  with  all  the  modem 
icQprovecients  known  to  this  enlightened  age. 

.^S*It3  complete  equipment  with  all  the  modem  appliances  that  eondnceto  Speed,  Safett  and 
OoiuoaT,  are  characteristic  features  of  This  Favobite  Eoute. 


This  is  the  ONLY  ROUTE  between  the  EAST  &  WEST, 

^BFIfNING  ITS  TflEOeOH  TBAIN3  TEl  WA8HIN6T0N  CITY.-^. 


Can  be  obtained  at  0ffi^/e8  of  the  Company,  aa  below : 

BOSTON.— No.  219  W  shington  Street. 

HEW  lUSR. — No.  315  Broadway.     Depot — Foot   f  Desbrosses  Street.     Depot— Foot  of  Court- 

landt  Street. 
PHIIADEIPHIA.— Nos.  IIOO  and  838  Chestnut  Street.    Depot— P.,  W.  &  B.  R.  R,  corner  of 

Broad  Street  and  Wash»pgto    Ave.  ne 
BAITIMOBE. — No.  149  West  Baltimore  Street,  Sort:  east  comer  of  Calvert.    Camden  Station — 

Howard,  Eutaw  and  Cmden  Streets. 
WASHINGTON. — Nos.  619  and  1351  Pennsylvania  Avenv  :  opposite  Willard's.     Depot — New 

Jersey  Avenue  and  O  Street. 
BICUMOND.— No.  826  Main  Street.    Depot- R.  F.  &  P  R  R  ,  comer  Eighth  and  Byrd  Streets. 
CUiO\(iO — No.  83  Clark  St.    Palmer  House.    Grand  Pacific  Hotel.    Depot — Exposition  Building. 
COLUMBUS.— Dnion  Depot. 

CINt'IN^  ATI  — No.  173  Gibson  House,  Walnut  S  .     Grand  Hotel      Depot — Pearl  and  Plum  Sts. 
PITTSBITRGD. — Smithfield  Street  and  Fifth  Avenue.     Depot — Grant  and  Water  Streets. 

And  at  Principal  Ticket  Offices  in  New  England,  the  Northwest,  West,  Southwest  and  Sonth. 

WM.   M.   CLEMENTS,  L.   M.   COLE, 

Master  of  Tra?uportalion.  General  Ticket  Agent. 


&  GERMAN  STS. 


The  Lrrgest.  Lutest  Built  m  Uosi  Convenient  Hotel  in  the  ta. 

Eates  $3  and  $2.50  per  Day,  according  to  Location  of  Hoom. 

pehmanent  BomiD  Bf  m  mm  at  from  m  ypiBDs. 

Special  Arrangements  wiil  always  be  made  satisfactorily 
for  Families,  or  for  Parties,  by  Telegraph. 

DINNER  TICKETS  $8.00  PEE  DOZEN. 

Officers  of  the  Army  and  Nav)-,  and  Marine  Corps,  may  always 
rely  npon  the  best  of  accomodations,  at  20  per  cent,  diseouut  on 
advertised  transient  rates,  and  the  undersigned  takes  the  liberty 
of  referring  to  his  personal  record  in  the  General  Army  Register 
as  the  best  evidence  that  Aiidv  and  Navy  patronage  is  especially 
solicited,  and   will  be  properly  cared  for. 

F.  w.  colema:n^, 

3Iaiiagei: 


T  EC  E 


T 


'S 


ANSOIS    &    I5EELEY    ACTION, 


BQWBI^E  BOi,T  MMTMM&IBM  mim, 


IS  THE  BEST  Wmm  m  IN  THE  WOULD. 


IP  I?-  ICTHS. 

No.  1, 

fioo.oo 

No.  3, 

$200.00 

No.  2, 

150.00 

No.  4, 

3C0.00 

-a.  C3- E5  rsr  T  S  s 

SCHOVERLme,  DALEY  &  GALES, 

i^4t  and  J*5iO  01iaml>ei»s  Js^ti-eet, 


STRYKER  &  CO 


MANUFACTURERS  EXCLUSIVELY  OF 


m 


UlJ 


m 


AND  DEALEKS  IK 


ALL  IDS  OF  EOyiPMENT! 


431   BROOME  STREET, 


1TEAA7-    "STOE/IC, 


RAYMOLD  &  WHITLOGK, 

39    West   14th   Street,   near  6th   Avenue, 


l«/rA.IsrXJFA.CTXJR,EK,S     OF     THE 

ewCoryFeltlfikls 

MILITARY  EQUIPMENTS 


ARMY,   NAVY   AND    NATIONAL    GUARD. 


Oflicers'  Trintiiiiiigs  of  Best  Quality  and  Style 
at  Reasonable  Prices. 


We   cordially   ( <iunnend    the   aliove    firm   to   the    tra(l( 
and  publif. 

HARTLEY   &   GRAHAM. 


K.  BOYLE, 


STE.A.3N/I 


Book  md  Job  PRim 

CORNER  BALTIMORE  &  ST.  PAUL  STS. 
BALTIMORE,   MD. 


All    kinds    of   work    exefiilod    with    acciirac-y.    proiiiptiiess 
and  dispatch. 
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Messes.  CHARLES  SGRIBNER'S  SONS 

Have  mnch  pleasure  in  announcing  thut  they  will  begin  in  October  the  publication 
of  a  work  which  they  believe  will  prove  the  most  important  of  recent  contributions 
to  American  History.     Under  the  general  title  of  the 

CAMPAIGNS  OF  THE  CIVII.   WAR, 

they  will  issue  a  series  of  volunns,  contributed  at  their  solicitation  by  a  number  of 
leading  actors  in  and  students  of  the  great  conflict  of  1861-'li.),  with  a  view  to 
bringing  together,  for  the  first  time,  a  full  and  authoritative  military  history  of  the 
suppression  of  the  Rebellion. 

The  volumes  will  be  duodecimos  of  about  a.'iO  pages  each,  illustrated  by  maps 
and  plans  prepared  under  the  direction  of  the  authors.  They  will  appear,  as  far  as 
possible,  in  the  chronological  order  of  the  campaigns  of  which  they  treat;  and  by 
their  preliminary  and  concluding  chapters  will  be  so  far  connected  that  the  completed 
work  will  practically  cover  the  entire  field  of  the  war.  The  price  of  each  volume 
will  be  f  1.00. 

♦ 

The  following  volumes  are  now  ready,  or  far  advanced  in  preparation,  and  will 
appear  at  short  intervals : 
I. — The    Outbreak    of   Rebellion.      By  John   G.   Nicolay,  Esq.,   Private 

Secretary  to  President  Lincoln. 
II. — From    Fort    Henry  to    Corinth.     By  the  Hon.   M.  F.  Force,  late 

Brigadier-General  and  Bvt.  Maj.  Gen'l  II.  S.  V.,  etc.,  Treasurer  of  the  Society 

of  the  Army  of  the  Tennessee. 
III.— The    Peninsula.      By  Alexander   S.   Webb,  Bvt.  MmJ.  Gen.  U.  S.  A.; 

Assistant   Cliief   of   Artillery,   Army  of   the   Potomac,    l«in-"(i'3;    afterward 

Cliief  of  St;ifl",  Army  of  the  Potomac,  etc. 
IV. — The  Army   niiiler   Pope.     By  John  C.  Ropes,  Esq.,  of  the  Milliturv 

Society  of  Massacliusetts,  etc. 
V. — The  Antietam  and  Fredericksbnrg.    Bv  Francis  Winthrop  Palfrey. 

late  Colonel  20th  Mass.  Infontry,  Bvt.  Brig.  Gen'l  U.  S.  V.,  etc. 
VI.— Chaneellorsville    and    Gettysburg.      By  Abner  Doubleday,  Bvt. 

Major  Gen'l  U.  S.  A.  and  Major  Gen'l  U.  S.  V. 
VII.— The  Army  of  the  Cumberland.    By  Henry  M.  Cist,  Brevet  Briga- 
dier Gen'l  U.  S.  V.;  A.  A.  G.  on  the  staflf  of  Major  Gen'l  Rosecrans,  and  the 

staff  of  Major  Gen'l  Thomas;   Corresponding  Secretary  of  the  Society  of  the 

Army  of  tlie  Cumberland. 
IX. — The  Campaign  of  Atlanta.     By  the  Hon.  Jacob  D.  Cox,  Ex-Governor 

of  Ohio ;   late  Secretary  of  the  Interior  of  the  United  States ;  Mnjor  General 

U.S.  v.,  etc. 
X.— The  March   to   the   Sea.     Franklin   and    ]VashviIie.     By  the 

Hon.  Jacol)  D.  Cox. 
XI.— The  Campaigns   of  Grant  in    Virginia.       By  Andrew  A.  Hum- 
phreys, Brigadier  General  and   Bvt.  Major-General  U.  S.  A;    late  Chief  of 

Engineers,  etc. 

Vol.  VIII, — The  Mississippi,  and  one  other  volume,  completing  the  series, 
are  in  course  of  preparation,  and  their  contents  and  authors  will  be  announced 
in  a  short  time. 

WILL  BE  PUBLISHED  IN  OCTOBER,  VOLUMES  I  and  II. 

The  Outbreak  of  Rebellion.  By  John  G.  Nicolay.  AVith  eigiit  maps.  $1.00. 
From  Fort  Henry  to  Corinth.     ByM.F.  Force.     With  eiglit  maps.    $1.00. 


*^*  These  books  will  be  for  sale  by  booksellers,  or  will  he  sent  prepaid,  npon 
receipt  of  price,  by 

CHARLES  SCRIBNER'S  SONS,  Nos.  143  anfl  745  BROADWAY,  NEW  YORK, 
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AmmcKition,  (Metallic.)  &c. 

Hartley  ifc  Graham,  New  York. 

Books,  Ae. 

Ivison,    Blakeman,   Taylor   &    Co., 

New  York. 
D.  Appletoii  &  Co.,  New  York. 
Hartley  &  Graham,  New  York. 
Scribner's  Sons,  New  York. 
T.  H.  S.  Hamersly,  Washington. 

Clothing,  (Military.) 

Stryker  &  Co.,  New  York. 

Equipments,  (Military,)  &c. 

Raymold  &  Whitlock,  New  York. 

Engraver. 

A.  Demarest,  New  York. 

Games  op  War,  (Str.'vtegos.) 

D.  Appleton  &  Co.,  New  York. 
Hartley  &  Graham,  New  York. 

Guns,  (Breech-Loading.) 

Hartley  &  Graham,  New  York. 

E.  Remington  &  Sons,  New  York. 
Schoverling,   Daly   &    Gales,    New 

York. 

Providence  Tool  Company,  Provi- 
dence, R.  I. 

Hammerless  Breach-Loading,  New 
York. 

Gatling  Gun  Co.,  Hartford,  Conn. 

Martini  Repeating  Rifle,  New 
York. 

Helmets,  (New  Cork  and  Felt.) 
Raymold  &  Whitlock,  New  York. 
Shannon,  Miller  &  Crane,  New  York. 
Baker  &  McKenney,  New  York. 


Hotels. 

Sturtevant  House,  New  York. 
CarroUton  Hotel.  Baltimore. 
Grand  Hotel,  New  York. 
The  Ebbitt,  Washington,  D.  C. 

Insurance 

New  York  Life  Ins.  Co.,  New  York. 

Military  Goods,  &c. 

Raymold  &  Whitlock,  New  York. 
Shannon,  Miller  &  Crane,  New  York. 

Music,  (Sheet.)  and  Instruments. 
Wm.  A.  Pond  &  Co.,  New  York. 

Newspaper. 

The  Sun,  New  York. 

Optician. 

H.  Waldstein.  New  York. 

Printing,  (Book  and  Job.) 

William  K.  Boyle,  Baltimore. 

Railroad. 

Baltimore  and  Ohio. 

Rifles,  (Repeating.) 

E.  Remington  &  Sons,  New  York. 
Hartle    &  Graham,  New  York. 
Schoverling,  Daly  &  Gales,  New  York. 

Strategos. 

D.  Appleton  &  Co.,  New  York. 
Hartley  &  Graham,  New  York. 

Trunks,  &c. 

Thomson  &  Sons,  (Telescopic,)  New 

York. 
Samuel  Hunt  &  Sons,  (Harness,  &c.) 

Baltimore. 

Wines,  Cigars,  &c. 

Acker,  Murrall  &  Co.,  New  York. 
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